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PREFACE 


Tlie Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions o 
the information received and generated by the U.S. Nuclear Regulatory Commision (NRC). This informa 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioai 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatoi 
agency. As used hexe^docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corp( 
Source Index, and a Report Number Index. 

The docketed information includes the information formerly issued through the Department of Energy’s 
Technical Information Center under the i\\\t Power Reactor Docket Information (PRDI) and, in additior 
info I mat ion received or generated on other uses of radioactive materials. The last issue of PRDI, publishe 
in January 1979, was an annual cumulation of the information for 1978. The Title List series initiated b> 
tills document replaces PRDI, which will no longer be prepared. Plans for providing microfiche of the 
docketed material will be announced m a future issue of the Title List and mother mailings and 
announcements. 

Wc aie making the monthly issues produced in 1979 available free to all who subscribed to PRDI in Calei 
Year 1978. We are doing this to encourage your comments, criticisms, and suggestions. In particular, if 
there are title descriptions that are not meaningful, please let us know so that we can correct the data bas 
In so far as possible, we would like this document to be a valuable part of your reference material. Near t 
end of 1979, subscriptions will be solicited for Calendar Year 1980 at a fee yet to be established. 


DOCKETED ITEMS 

Beginning with Vol. 1 , No. 4, the listings within dockets are divided into the categories used for filing an( 
searching in the NRC Public Document Room. Those categories arc. 


A* Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 
B, N RC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G* Adj udicatory correspondence 

Ih General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 
p. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hen ring transcripts on non-antitrust matters 


Ann^n^tx A scts forth thosc Categories and describes the materials avaUable in each. Omission of a 
category docket indicates that no documentsfn that category were filed in the hme 


period of the report. 


V 



Jhc principal elements of the entries in the list are: 


(T) Operating license stage documents & correspondence 



7904170015 Forwards info on TMI:JM Hendne 790410 testimony, prelimimiry 
chronology of NRC actions, description of events & generic consideration 
of incident. 

REHM, T.A. Office of the Executive Director for Operations. 

79/0^1 93pp. , 

© @ © @ © 


1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no personal authoi. 

5. Corporate, agency or nonmdividual source 

6. Date of document described 
7 Pages m document 

8, If this space is blank, the document is available to the public only in the NRC Public Document Room , 
17 17 H St , NAV,, Washington, D.C. 20555. If this space is filled, it gives othei sources for copies of the 
document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO/' 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of [irinclpal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal Items, 
In general, indented items are not m accession number sequence. If the docketed document lias a coiUracl 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The principal elements of the nondocketed items are: 

© © 


7901060007 NUREG/CR-0161 

( ‘•Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package.’* Quarterly 
Progress Report 780101-780331. Identifies parameters which affect 
normal shock & vibration environs. 

Engineering Development Laboratory, 

PIN A-2Q93 J 78/11/30. 26Dp . Av ailable at NTIS . \ 

® @ @ © © 

1. NRC Accession Number 
2, NRC Report Number 

3. ptle and description of Information contained in the document 

7. Date of document described 
8 . Pages in document 

1717 Hr.'N!wt Public Document Room. 

;;.Wnt.The entry may be .‘Avai.^^^^ 

a dash are enclosures to^ultnlmed Accession Number. Indented items preceded by 


vi 



NOTES: 


1 . The address for NTIS is: 

National Technical Information Servicf 
Springfield, Virginia 22161 

2, The address for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D.C. 20402 




ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Pago 

27-039 

Sheffield, IL., Nuclear Engineering 

Co., Inc. 

] 

40-8698 

Plateau Resources, Ltd. 

5 



40-8714 

Cleveland Cliffs Iron Co. 

6 

27-047 

Barnwell, SC., Chem-Nuclear 

1 





Systems, Inc. 


40-8721 

Rocky Mountain Energy Co. 

6 

400299 

Union Carbide Corp. 

1 

40-8722 

Brush-Wellman, Inc. 

6 

401162 

Western Nuclear 

2 

50-2 

Univ, of Michigan Research Reactor 

6 

402061 

Kerr-McGeo Corp., West Chicago 

2 

50-3 

Indian Point Station, Unit 1 

6 


Facility 


50-5 

Pennsylvania State Unlv. Research 

7 

402259 

Patlifinder Mines Coip. 

2 


Reactor 


402407 

Fellows Medical Manufacturing 

2 

50-6 

Battelle Memorial Inst. Research 

7 


Co., Inc. 



Reactor 


403392 

Allied Chemical Corp. 

3 

50-8 

North Carolina State Univ, Research 

7 




Reactor 


40-3453 

Atlas Minerals 

4 

50-10 

Dresden Nuclear Power Station, 

7 

404492 

Federal American Partners 

4 

' 

Unit 1 


404602 

Morton Ranch Uranium Mill 

4 

50-12 

Lynchburg Pool Reactor 

9 

406659 

Petrotomlcs Co. 

4 

50-13 

Babcock & Wilcox Co. Critical 

9 





Faculty 


407086 

Army, Dept, of 

4 

50-14 

Battelle Memorial Inst. Critical 

9 

408027 

Keri-McGee Corp. 

4 


Facility 


408035 

Cotter Corp. 

4 

50-16 

Enrico Fermi Atomic Power 

9 




Plant, Unit 1 


408064 

Exxon Minerals Co,, USA 

4 

50-18 

Vallecitos Boiling Water Reactor 

9 

408102 

Exxon Minerals Co., USA, Exxon Corp. 

4 

50-20 

Massachusetts Institute of 

9 

408158 

Army, Dept, of, Communications 

4 


Technology Researcli Reactor 



& Electronics Material 


50-22 

Westlnghousc Test Reactor 

9 

408452 

Bear Creek Mining Co. 

4 

50-24 

General Electric Co. Critical 

9 

408502 

Wyoming Mining Corp., Irlgary 

5 


T7v»^r»rJm<»rii 



Mine 


50-27 



408584 

Union 76 Exploration Co. 

5 




408602 

United Nuclear Corp. 

5 

50-29 



408663 

Nuclear Dynamics 

5 

50-30 



408681 

Energy Fuels Nuclear 

5 

50-32 



408693 

Ogle Petroleum, Inc. 

5 

50-37 



408697 

Rocky Mountain Energy Co. 

5 

50-47 




ix 



DOiket 


Name 


Docket 


Name 


Page 


50*53 

Aerojet General Nucleonics 

11 

50*54 

Pawling Research Reactor 

11 

50-59 

Texas A & M Univ, Research 
Reactor 

11 

50*62 

Univ. of Virginia Research 

Reactor 

11 

50-70 

General Electric Test Reactor 

12 

50-72 

Univ. of Utah Research Reactor 

12 

50*73 

General Electric Nuclear Test 

Reactor 

12 

50*77 

Catholic Univ, of America 

Research Reactor 

12 

50-83 

Univ, of Florida Training Reactor 

12 

50*84 

Univ, of California Research 

Reactor 

12 

50-87 

Westinghouse Critical Experiment 

12 

50*89 

General Atomic Co. 

12 

50-94 

Rockwell International Research 
Reactor 

12 

50-97 

Cornell Unhr. Zero Power Reactor 

12 

50-99 

Babcock & Wilcox Test Reactor 

13 

50*103 

Aerojet General Nucleonics 

13 

50-106 

Oregon Slate Univ. 

13 

50*111 

North Carolina State Univ. Research 
Reactor 

13 

50-112 

Univ. of Oklahoma Research Reactor 

13 

50-113 

Univ. of Arizona Research Reactor 

13 

50-116 

Iowa State Univ. Research Reactor 

13 

50-123 

Univ. of Missouri Research Reactor 

13 

50*124 

Vir^a Polytech Inst, Training 

Reactor 

14 


Texas A & M Univ. Research 

Reactor 

14 


Texas A & M Univ. Research 

Reactor 

14 


Administration 

Hospital Research Reactor 



Humboldt Bay Power Plant, Unit 3 

14 


Worcesterjolytech Inst. Research 

16 



16 


S'^nford Univ. Research Reactor 

16 


50-142 UCLA Training Reactor 

16 

50-146 Saxton Nuclear Expcrimcntnl 

Facility 

16 

50-147 Rockwell International Corp, 

Critical Facility 

16 

50-14£ 

1 Univ, of Kansas Resenrcli Reactor 

16 

50-150 

1 Ohio State Univ, Research Reactor 

16 

50-151 

Univ. of Illinois Research Reactor 

16 

50-155 

Big Rock Point Nuclear Power 

Plant 

16 

50-156 

Univ. of Wisconsin Uosoarch 

Reactor 

17 

50-157 

Cornell Univ, Research Reactor 

IH 

50-160 

Georgia Institute of Technology 
Research Reactor 

18 

50-166 

Univ, of Maryland Research Koaclor 

1« 

50-170 

National Naval Medical ('enter 

18 

50-171 

Peach Bottom Atomic Power 

Station, Unit 1 

18 

50-182 

Purdue Univ, Research Reactor 

18 

50-183 

Vallccltos Experimental 

Suporiicat Reactor 

18 

50-184 

National Bureau of sSlaiulanls 

Reactor 

18 

50-186 

Univ. of Mksourl Resoiircli Rciiolor 

18 

50-187 

Space Radiation Research Uoaelor 

18 

50-188 

Kansas State Univ. Roscareli Rone lor 

18 

50-191 

Babcock & Wilcox Co. Critical 

Facility 

19 

50-192 

Univ. of Texas Research Reactor 

19 

50-193 

Rhode Island A hovldonco Planta- 
tions AEC 

19 

50-199 

Manhattan College Research 

Reactor 

19 

50-200 

Babcock & Wilcox Tost Reactor 

19 

50-201 

West Volley Reprocessing Plant 

19 

50-206 

San Onofro Nuclear Stullon, 

Unit I 

19 


50-208 Columbia Unlv. Research lloncor 

50-213 Haddam Nock Plant 

0 219 Oyster Creek Nuclear Power Plant 


X 



Docket 


Name 


Docket 


Name 


Page 


50223 Univ, of Lowell Research Reactor 25 

50224 Univ, of California Research Reactor 25 

50-225 RPI Critical Experiment 25 

50227 TRIG A Thermionic Prototype Reactor 26 

50 228 Aerotcst Radiography & Research 26 

Reactor 

50233 Mexico Research Reactor 26 

50234 Tungsten Nuclear Rocket Critical 26 

Facility 

50-235 Accelerator Pulsed Fast Assembly 26 

50-237 Dresden Nuclear Power Station, 26 

Unit 2 

50240 High Temp. Gas Cooled Critical 28 

Experiment 

50241 Mississippi State Univ. Research 28 

Reactor 

50243 Oregon State Univ, Research Reactor 28 

50244 Robert Emmet Ginna Nuclear Plant, 28 

Unit 1 

50245 Millstone Nuclear Power Station, 29 

Unit 1 

50247 Indian Point Station, Unit 2 31 

50-249 Dresden Nuclear Power Station, 32 

Unit 3 

50-250 Turkey Point Plant, Unit 3 34 

50251 Turkey Point Plant, Unit 4 36 

50252 Univ, of New Mexico Research 38 

Reactor 

50254 Quad-Cities Station, Unit 1 38 

5 0255 Palisades Nuclear Plant 39 

50259 Browns Ferry Nuclear Power 41 

Station, Unit 1 

50260 Browns Ferry Nuclear Power 42 

Station, Unit 2 

50261 H.B, Robinson Plant, Unit 2 44 

50-262 Brigham Young Univ. Research 46 

Reactor 

50263 Monticello Nuclear Generating Plant 46 

50-264 Dow Chemical Co. 47 

50265 Quad-Cities Station, Unit 2 48 

50-266 Point Beach Nuclear Plant, Unit 1 49 


Page 


50-267 Fort St. Vrain Nuclear Generating 50 

Station 

50-269 Oconee Nuclear Station, Unit 1 52 

5 0270 Oconee Nuclear Station, Unit 2 55 

50271 Vermont Yankee Nuclear Power 57 

Station 

50272 Salem Nuclear Generating Station, 58 

Unit 1 

50273 Bernau Nuclear Station, Unit 1 61 

50274 U.S. Geological Survey Research 61 

Reactor 

50275 Diablo Canyon Nuclear Power 61 

Plant, Unit 1 

50276 Georgia Tech Research Reactor 64 

50277 Peach Bottom Atomic Power 64 

Station, Unit 2 

50-278 Poach Bottom Atomic Power Station, 66 

Unit 3 

50280 Surry Power Station, Unit 1 67 

50281 Surry Power Station, Unit 2 70 

50282 Prairie Island Nuclear Station, 72 

Unit 1 

50-284 Idalio State Univ. Research Reactor 74 

50285 Fort Calhoun Station, Unit 1 74 

50-286 Indian Point Station, Unit 3 76 

50287 Oconee Nuclear Station, Unit 3 77 

50288 Reed College Research Reactor 80 

50289 Three Mile Island Nuclear Station, 80 

Unit I 

50293 Pilgrim Nuclear Power Station, 81 

Unit 1 

50-294 Michigan State Univ, Research 82 

Reactor 

50-295 Zion Nuclear Power Station, Unit 1 82 

50-296 Drowns Ferry Nuclear Power 84 

Station, Unit 3 

50297 North Carolina State Univ. 85 

PULSTAR Reactor 

50-298 Cooper Nuclear Station 86 

50-301 Point Beach Nuclear Plant, 87 

Unit 2 

50302 Crystal River Nuclear Plant, Unit 3 88 


xi 




Nime 

Page 

' ^ a 

('i>ilil Ri.et Nutlcii Plant, Unit 4 

91 


/, n Nutkai Ponei Station, Unit 2 

91 


Kr-^yncc Nuclear Power Plant 

93 

< * 

Prime hland Kucleai Station, 

Umi 2 

94 


Maine Yankee Atomic Power Plant 

95 

^ ^.iil 

Salem Nuclear Generating Station, 

Cnit 2 

97 

5>OU 

Rancho Seco Nuclear Generating 

Station 

99 

5 

Arkansas Nuclear One, Unit 1 

100 

5'M15 

Donald C Cook Nuclear Power 

Plant, Unit 1 

103 

5*> 116 

Donald C Cook Nuclear Power 

Plant, Unit 2 

105 

5*Hi7 

Calvert Cliffs Nuclear Power Plant, 

Unit 1 

106 

S(V318 

Calvert Cliffs Nuclear Power Plant, 

Unit 2 

107 

5r>320 

ITirce Mile Island Nuclear Station, 

Unit 2 

108 

51^321 

Edwin 1 Hatch Nuclear Plant, 

Unit 1 

130 

5rM22 

Shorehani Nuclear Power Station 

131 

5LI-323 

DiaWo Canyon Nuclear Power Plant, 

Unit 2 

133 

so-n4 

Brunswick Steam Electric Plant, 

Unit 2 

135 

50325 

Brunswick Steam Electric Plant, 

Unit 1 

137 

5>>326 

Umv, of California at Irvine Res. Reactor 

139 

50-327 

Sequoyah Nuclear Plant, Unit 1 

139 

50328 

5ien!invah ‘Klui^Unr ti„*x 2 

141 

14-? 


Docket 

Name 

Pogo 

50-338 

North Anna Power Station, Unit 1 

154 

50-339 

North Anna Power Station, Unit 2 

158 

50-341 

Enrico Fermi Atomic Power Plant, 

Unit 2 

I6U 

50-344 

Trojan Nuclear Plant, Unit 1 

W 1 I 

50-346 

Davis-Besse Nuclear Power Station, 

Unit 1 

16 1 

50-348 

Joseph M. Farley Nuclear Plant, 

Unit 1 

I6f» 

50-352 

Limerick Generating Station, Unit 1 

16H 

50-353 

Limerick Generating Station, Unit 2 

168 

50-354 

Hope Creek Nuclear Station, Unit 1 

16') 

50-355 

Hope Creek Nuclear Station, Unit 2 

169 

50-358 

William H. Zimmer Nu clear Station, 

Unit 1 

1 H\ 

50-360 

Battelle Memorial Inst. Critical 

Facility 

173 

50-361 

San Onofre Nuclear Slatlon, Unit 2 

173 

50-362 

San Onofre Nuclear Station, Unit 3 

174 

50-363 

Forked River Nncloiir Station, Unit 1 

175 

50-364 

Joseph M, Farley Nuclear PhuU, 

Unit 2 

! 76 

50-366 

Edwin II. Hatch Nuclonr Plant, 

Unit 2 

176 

50-367 

BaiUy Generating Station 

I7H 

50-368 

Arkansas Nuclear One, Unit 2 

17H 

50-369 

William D, MacGuiro Nuclear 

Station, Unit 1 

180 

50-370 

William B. MacGuiro Nuclear 

StaUon, Unit 2 

182 

50-373 

LaSalle County Station, Unit 1 

182 

50-374 

LaSalle County Station, Unit 2 

184 

50-375 

Nuclear Examination Reactor 

185 

50-376 

North Coast Nuclear Plant (Puerto 

Rico) 

185 

50-382 

Waterford Generating Station, Unit 3 

(85 

50-387 

^^^UnltT"* Station, 

186 

50-388 

Unit 2 ""* 

187 

50-389 

St. Lucie Plant, Unit 2 

188 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-390 

Watts Bar Nuclear Plant, Unit 1 

189 

50-440 

Perry Nuclear Power Plant, Unit 1 

210 

50-391 

Watts Bar Nuclear Plant, Unit 2 

191 

50441 

Perry Nuclear Power Plant, Unit 2 

211 

50-394 

California State Polytech College 

192 

50-443 

Seabrook Nuclear Station, Unit 1 

211 


Research Reactor 


50-444 

Seabrook Nuclear Station, Unit 2 

212 

50-395 

Virgil C, Summer Nuclear Station, 

192 



Unit 1 


50445 

Comanche Peak Steam Electric 

213 





Station, Unit 1 


50-396 

Univ» of Virginia Cavalier Reactor 

193 

50446 

Comanche Peak Steam Electric 

216 

50-397 

WPPSS Nuclear Project, Unit 2 

193 


Station, Unit 2 

50-400 

Shearon Harris Nuclear Power Plant, 

194 

STN-50447 

GESSAR-238 

218 


Unit 1 





196 

50448 

Douglas Point Nuclear Station, 

218 

50-401 

Shearon Harris Nuclear Power Plant, 


Unit 1 


Unit 2 







50449 

Douglas Point Nuclear Station, 

219 

50-402 

Shearon Harris Nuclear Power Plant, 

197 


Unit 2 


Unit 3 







50-450 

Summit Nuclear Power Station, 

219 

50-403 

Shearon Harris Nuclear Power Plant, 

198 


Unit 1 


Unit 4 


50451 

Summit Nuclear Power Station, 

219 

50-404 

North Anna Power Station, Unit 3 

199 


Unit 2 

50-405 

North Anna Power Station, Unit 4 

200 

50452 

Greenwood Energy Center, Unit 2 

219 

50-406 

Tuskegeo Inst Research Reactor 

201 

50453 

Greenwood Energy Center, Unit 3 

219 

50-407 

Univ, of Utah Research Reactor 

201 

50-454 

Byron Station, Unit 1 

219 

50-409 

La Crosse Boiling Water Reactor 

201 

50-455 

Byron Station, Unit 2 

220 

50-410 

Nine Mile Point Nuclear Station, 

202 

50-456 

Braidwood Station, Unit 1 

221 


Unit 2 


50457 

Braidwood Station, Unit 2 

222 

50-412 

Beaver Valley Power Station, 

203 



Unit 2 


50-458 

River Bend Station, Unit 1 

223 

50-413 

Catawba Nuclear Station, Unit 1 

203 

50-459 

River Bend Station, Unit 2 

224 

50-414 

Catawba Nuclear Station, Unit 2 

204 

50-460 

WPPSS Nuclear Project, Unit 1 

224 

50416 

Grand Gulf Nuclear Station, Unit 1 

204 

50461 

Clinton Power Station, Unit 1 

225 

50-417 

Grand Gulf Nuclear Station, Unit 2 

205 

50462 

Clinton Power Station, Unit 2 

226 

50423 

Millstone Nuclear Power Station, 

206 

50463 

Fulton Generating Station, Unit 1 

226 


Unit 3 







50-464 

Fulton Generating Station, Unit 2 

226 

50-424 

Alvin W* Vogtle Nuclear Plant, Unit 1 

206 

50466 

Allens Creek Nuclear Station, Unit I 

227 

50-425 

Alvin W, Vogtle Nuclear Plant, Unit 2 

207 

50467 

Allens Creek Nuclear Station, Unit 2 

229 

50-426 

Alvin W, Vogtle Nuclear Plant, Unit 3 

208 

50471 

Pilgrim Nuclear Power Station, Unit 2 

229 

50427 

Alvin W. Vogtle Nuclear Plant, Unit 4 

208 

50-472 

Pilgrim Nuclear Power Station, Unit 3 

230 

50-430 

ASCO, Unit 1 

208 

STN-50477 

Atlantic Generating Station, Unit 1 

230 

50433 

UC-Santa Barbara Research Reactor 

208 

STN-50-478 

Atlantic Generating Station, Unit 2 

230 

STN-50437 

■ Floating Nuclear Plant 

208 

STN-50-482 

Wolf Creek Generating Station 

230 

50438 

Bellefonte Nuclear Plant, Unit 1 

209 

STN-50-483 

Calloway Plant, Unit 1 

232 

50-439 

BeJlefonte Nuclear Plant, Unit 2 

210 

STN-50484 

Tyrone Energy Park, Unit 1 

232 


xtli 



Docket 

Name 

Page 

STN-50-485 

Sterling Power Project, Nuclear, 

Unit 1 

233 

STN.50-436 

Calloway Plant, Unit 2 

234 

STN-504a8 

Peikms Nuclear Station, Unit 1 

234 

STN-50-489 

Perkins Nuclear Station, Unit 2 

235 

STN-50490 

Perkins Nuclear Station, Unit 3 

236 

STN-5 0-491 

Cherokee Nuclear Station, Unit 1 

236 

STN-50492 

Cherokee Nuclear Station, Unit 2 

237 

STN-5{M93 

Cherokee Nuclear Station, Unit 3 

238 

STN-50495 

SWESSAR-Pl 

239 

STN-5 049 8 

South Texas Project, Unit 1 

239 

STN-5 0499 

South Texas Project, Unit 2 

241 

50-500 

Davis-Besse Nuclear Power Station, 

Unit 2 

244 

50-501 

Davis-Besse Nuclear Power Station, 

Unit 3 

245 

STN-50-502 

Haven Nuclear Plant, Unit 1 

245 

STN-50-503 

Haven Nuclear Plant, Unit 2 

246 

STN-5 0-508 

■WPPSS Nuclear Project, Unit 3 

246 

STN-5 0-509 

WPPSS Nuclear Project, Unit 5 

247 

50-510 

Blue Hills Station, Unit 1 

247 

50511 

Blue Hills Station, Unit 2 

248 

50513 

WPPSS Nuclear Project, Unit 4 

248 

50514 

Pebble Springs Nuclear Plant, Unit 1 

249 

50515 

Pebble Springs Nuclear Plant, Unit 2 

249 

STN-50516 

Jamesport Nuclear Station, Unit 1 

250 


Jamesport Nuclear Station, Unit 2 

250 


251 
2$1 

252 

253 

254 

255 

256 
256 

256 

257 


Docket 

Name 

Page 

STN-5(>-530 

Palo Verde Nuclear Station, Unit 3 

258 

STN-50-531 

GESSAR-251 

258 

STN-50-532 

BOP SAR 

259 

50-537 

Clinch River Breeder Reactor 

259 

50-538 

Memphis State Univ. Researcii 

Reactor 

259 

STN-5 0-546 

Marble Hill Nuclear Station, Unit 1 

259 

STN-5 0-547 

Marble Hill Nuclear Station, Unit 2 

260 

50-548 

Fort Calhoun Station, Unit 2 

261 

50-549 

Greene County Nuclear Power Plant 

261 

STN-5 0-5 50 

GESSAR-238-BOP Interface 

262 

STN-5 0-553 

Phipps Bend Nuclear Plant, Unit 1 

262 

STN-50-554 

Phipps Bend Nuclear Plant, Unit 2 

263 

STN-5 0-556 

Black Fox Station, Unit 1 

263 

STN-50-557 

Black Fox Station, Unit 2 

264 

50-564 

Nuclear Fuels Recovery and 

Recycle Center 

266 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

266 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

266 

STN-50-568 

NEP Nuclear, Unit 1 

267 

STN-50-569 

NEP Nuclear, Unit 2 

267 

STN-50-574 

Bagnac Nuclear Power Project 

267 

STN-50-580 

Erie Nuclear Plant, Unit 1 

267 

STN-50-581 

Eric Nuclear Plant, Unit 2 

267 

STN-50-584 

GIBDSAR 

268 

STN-5 0-5 92 

Palo Verde Nuclear Station, Unit 4 

268 

STN-50-593 

Palo Verde Nuclear Station, Unit 5 

268 

50-596 

Now Haven, Unit 1 

269 

50-597 

New Haven, Unit 2 

270 

50-598 

Northwestern Univ. 

271 

50-599 

Carroll Facility 1 

271 

50-600 

Carroll Facility 11 

271 

70-0008 

Battelle Columbus Laboratories 

272 

70-0025 

Rockwell International Coip. 

272 

70-0027 

Babcock & Wilcox Co. 

272 

70-0033 

Texas Instruments, Inc. 

272 

70-0102 

Amherst College 

272 
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70^0135 

Babcock & Wilcox Co. 

272 

70-2838 

Cincinnati Gas & Electric Co. 

279 

70-0143 

Nuclear Fuel Services, Inc. 

273 

71-0001 

ANEFCO, Inc. 

279 

70-0150 

Purdue University 

273 

71-0002 

Chem-Nu clear Systems, Inc. 

279 

70-0364 

Parks Township Site, Babcock & 

273 

71-0006 

United Nuclear Corp, 

279 


Wilcox Co. 





274 

71-0008 

Comm on weal til Edison Co. 

279 

70-0371 

United Nuclear Corp. 

71-0024 

Hittman Nuclear & Development 

279 


70-0734 

General Atomic Co. 

274 


Corp. 


70-0754 

Vallecitos Nuclear Center, General 

274 

71-0031 

Maryland Shipbuilding & Dry Dock 

279 


Electric Co. 



Co. 


70-0820 

United Nuclear Corp. 

274 

71-0033 

Industrial Testing Laboratory 

279 





Services Co. 


70-0824 

Babcock & Wilcox Co. 

275 

71-0034 

Babcock & Wilcox Co. 

279 

70-0984 

Pacific Northwest Laboratory 

275 

71-0036 

ITT Grmnell Corp. 

279 

70-1007 

General Electric Co, 

275 

71-0038 

Crane Co. 

279 

70-1086 

Westing house Electric Corp. 

275 

71-0039 

Walworth Co. 

279 

70-1100 

Combustion Engineering, Inc. 

275 

71-0047 

Capital International Airways, Inc. 

280 

70-1113 

General Electric Co. 

275 

71-0048 

Intermountain Pipe and Welding 

280 

70-1143 

Westlnghouse Electric Corp. 

275 

71-0050 

Midlapd-Ross Corp, 

280 

70-1151 

Westlnghouse Electric Corp. 

276 

71-0055 

H,R, inspection Service 

280 

70-1173 

Mcrcylmrst College 

276 

71-0056 

Philadelphia Electric Co. 

280 

70-1193 

Cimarron Facility, Kerr-McGee Corp. 

276 

71-0057 

Ex^on Co. U.S.A,, Exxon Corp. 

280 

70-1201 

UF5 Conversion Facility, Babcock & 

276 





Wilcox Co. 


71-0063 

Ozark Airlines, Inc, 

280 

70-1257 

Mbced Oxide Fabrication Piont, 

277 

71-0065 

H.P. & Associates, Inc. 

280 


Exxon Nuclear Co., Inc. 


71-0066 

Certified Testing Laboratories, Inc. 

280 

70-1308 

Morris Operations, General 

277 





Electric Co. 


71-0068 

Yankee Atomic Electric 

280 

70-1309 

Morris Operations, Sources & 
Standards, General 

277 

71-0070 

General Motors Corp. 

280 



71-0072 

Babcock & Wilcox Co. 

280 

70-1318 

NL Nuclear/NL Industries, Inc. 

277 

71-0074 

Nuclear Welding, Inc. 

280 

70-1319 

U.S. Nuclear, Inc. 

277 

71-0077 

Midstate Testing Laboratory 

280 

70-1355 

Army, Dept, of 

in 

71-0087 

Navy, Dept, of 

280 

70-1379 

Parkwell Laboratories, Inc, 

278 

71-0088 

Babcock & Wilcox Co, 

280 

70-1821 

Plutonium Production Facility, 

278 


Navy, Dept, of 


Allied General Nu’clear Service 


71-0089 

280 


Corp. 


71-0090 

Combustion Engineering Co., Inc. 

280 

70-2428 

St, Francis General Hospital, 

278 


Foster Wheeler Energy Corp, 

281 

Pittsburgh, PA 


71-0099 

70-2623 

McGuire Spent Fuel Pool, Duke 

278 

71-0103 

Twin City Testing & Engineering 

281 

Power Co, 



Laboratory 


70-2753 

Holyoke Hospital, Holyoke, MA 

279 

71-0104 

Chicago Bridge & Iron Co. 

281 

70-2760 

United Nuclear Corp. 

279 

71-0109 

Union Carbide Corp. 

* 281 


XV 



Docket 

Name 

Page 

Docket 

Name 

Page 

Tl-OllO 

Buckeye Steel Castings 

281 

71-0209 

Jacksonville Shipyards, Inc. 

282 

71-0111 

Material Testing Laboratory of 

281 

71-0213 

Intermountain Testing Co. 

283 


Virginia, Inc, 








71-0214 

Gas Rentals, Inc, 

283 

71'0116 

Navy, Dept, of 

281 







71-0215 

Space Science Services 

283 

71^0119 

Ingeisoll-Rand Co. 

281 







71-0216 

Nuclear Energy Services, Inc, 

283 

71-0120 

Daniel International Corp. 

281 







71-0217 

Pullman Kellogg, Inc. 

283 

71-0121 

Neutron Products, Inc. 

281 







71-0220 

General Dynamics Corp. 

283 

71-0126 

Stanwick Coip. 

281 







71-0222 

St. Louis Testing Laboratories, Inc. 

283 

71-0127 

National Annealing Box Co. 

281 







71-0223 

B.F. Shaw, Inc. 

283 

71-0128 

Amoco Oil Co. 

281 







71-0225 

Navy, Dept, of 

283 

71-0130 

Chicago Bridge & Iron Co. 

281 







71-0226 

New York, State Univ. of 

283 

71-0131 

Welding Institute of Alaska 

281 







71-0234 

X-Ray, Inc. 

283 

71-0137 

Metals Testing Co., Inc. 

281 







71-0235 

Army, Dept, of 

283 

71-0141 

Rockwell Inter national 

281 







71-0238 

Agriculture, Dept, of 

283 

71-0143 

Ranchers Exploration and 

281 





Development Co. 


71-0239 

Navy, Dept, of 

283 

71-0151 

Hess Oil Virgin Islands Corp. 

282 

71-0241 

United Nuclear Corp. 

283 

71-0154 

General Dynamics 

282 

71-0251 

Westinghouse Electric Corp. 

283 

71-0156 

Industrial Fabricating Co. 

282 

71-0255 

Walworth Co, 

283 

71-0158 

X-Ray Industries, Inc. 

282 

71-0257 

Industrial Laboratories, Inc. 

283 

71-0161 

Curtlss-Wright Corp. 

282 

71-0260 

Astro tech, Inc. 

283 

71-0162 

Ebasco Services, Inc, 

282 

71-0261 

Navy, Dept, of 

283 

71-0166 

New York Testing Laboratories, Inc. 

282 

71-0266 

Duke Power Co. 

284 

71-0167 

Finlay Testing Laboratories 

282 

71-0268 

Navy, Dept, of 

284 

71-0168 

Quality Assurance Laboratories 

282 

71-0273 

Navy, Dept, of 

284 

71-0169 

Florida Power & Light Co. 

282 

71-0277 

Allied CJiemical Corp. 

284 

71-0174 

Southern California Edison Co, 

282 

71-0280 

ABCO Perforators, Inc. 

284 

71-0175 

QC Services, Inc. 

282 

71-0282 

WKM Wellhead Systems, Inc. 

284 

71-0178 

Energy Products Group 

282 

71-0286 

BPB Instruments, Inc. 

284 

71-0180 

Hartford Steam Boiler Co, 

282 

71-0287 

Carson Non-Destructive Testing 

284 

71-0181 

Consolidated X-Ray Service Co, 

282 

71-0288 

North Dakota State Water 

284 





Commission 


71-0188 

Maynard Steel Casting Co. 

282 







71-0290 

United Testing Services, Inc. 

284 

71-0189 

Todd Shipyards Corp, 

282 







71-0296 

Iowa Electric Light & Phone Co. 

284 

71-0202 

Pacific Gas & Electric Co. 

282 







71-0297 

E. Lewis Cook & Associates 

284 

71-0205 

Quality Testing, Inc. 

282 







71-0299 

Quality Control Services, Inc. 

284 

71-0207 

Connecticut Yankee Atomic Power 

282 





Co, 


71-0300 

Independent Testing Laboratories 

284 
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71-0304 

Teledyne Brown Engineering Co. 

284 

71-6697 

Model: 8500 PKG, General 

286 





Electric Co. 


71^0305 

American X-Ray & Inspection, Inc, 

284 

71-6698 

Model: NFS4, Nuclear Fuel 

286 

71-0307 

Texas Pipe Bending Co. of Puerto 

284 


Services, Inc. 



Rico 






284 

71-6744 

Model: Poly Tiger, Nuclear 

287 

71-0309 

Worthington Pump Corp. (U.S.A.) 


Engineering Co. 


71-0311 

Logweil, Inc. 

285 

71-6771 

Model: SN-1, Nuclear Engineering 

287 





Co. 


71-0312 

Metalforms, Inc. 

285 

71-9009 

Model: FL-10-1, General Electric 

287 

71-0317 

Hudson Products Corp. 

285 


Co. 


71-0322 

Control Components International 

285 

71-9010 

Model: NLM/2, NL Industries, Inc. 

287 

714986 

Model: RA-2, Exxon Nuclear Co., 

285 

71-9023 

Model: NLl-10/24, NL Industries, 

287 


Inc. 



Inc. 


71-5026 

Model: BC-4 8-220, Atcor, Inc. 

285 

71-9033 

Model: 660 & 660E, Technical 
Operations, Inc. 

287 

71-5450 

Model: RCC-1, -2, -3, Westinghouse 
Electric Corp. 

285 





71-9044 

Model: GE-1600, General Electric 

287 





Co. 


71-5790 

Model: A1-M3, Energy, Dept of 

285 

71-9070 

Model: N-55, Energy, Dept, of 

287 

71-5791 

Model: A1-M6, Energy, Dept, of 

285 






71-9079 

Model: HN-100 Series 2, Hittman 

287 

71-5795 

Model: None, Energy, Dept, of 

285 


Nuclear & Development Corp. 


71-5805 

Model: Atcor VNDB Cask, Atcor, 

285 

71-9080 

Model: HN-600, Hittman Nuclear 

287 


Inc. 



& Development Corp. 


71-5908 

Model: DOT-GM Typo B, Babcock 

285 

71-9086 

Model: HN-100, Series 1, Hittman 

287 


& Wilcox Co. 



Nuclear & Development Corp. 


71-5926 

Model: 100, General Electric Co, 

285 

71-9089 

Model: NH-100 S, Hittman Nuclear 

287 





& Development Corp. 


71-5957 

Model: BMl-1, Energy, Dept, of 

285 

71-9090 

Model: 480M, Allied Chemical Coip. 

287 

71-6058 

Model: B3-1, Nuclear Engineering 

285 




Co. 


71-9091 

Model: 30A, General Electric Co. 

287 

71-6144 

Model; 6144, Nuclear Engineering 

286 

71-9092 

Model: HN-300, Hittman Nuclear 

288 


Co. 



& Development Corp. 


71-6244 

Model: 6244, Chem-Nuclear 

286 

71-9093 

Model: HN400 Hittman Nuclear 

288 


Systems, Inc, 



& Development Corp, 


71-6272 

Model: Poly Panther, Nuclear 

286 

71-9116 

Model: CN6-80B, Nuclear Packaging, 

288 


Engineering Co. 



Inc. 


71-6273 

Model: 48X, F, A, Y, Allied-General 

286 

71-9120 

Model; TN-12, Transnuclear Corp. 

288 


Nuclear Services 


71-9132 

288 

Model; T-3, Nuclear Packaging, Inc. 

71-6346 

Model: FSV-1, General Atomic Co. 

286 






71-9506 

Model: MS27684-2, Energy, Dept, of 

288 

71-6386 

Model: 235R001, Energy, Dept, of 

286 

71-9785 

Model: SZW/SZWA, Energy, Dept, of 

288 

71-6387 

Model; 60, Battelle Memorial 

286 





Institute 


71-9852 

Model: DT-14, Energy, Dept, of 

288 

71-6400 

Model: Super Tiger, Westinghouse 

286 





Electric Corp, 





71-6553 

Model: Paducah Tiger, Energy, 

286 





Dept, of 





71-6679 

Model: 1/2 Super Tiger, Nuclear 

286 





Engineering Co, 
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Accelerator Pulsed Fast Assembly 

50-235 

26 

Aerojet General Nucleonics 

50-32 

11 

Aerojet General Nucleonics 

50-53 

n 

Aerojet General Nucleonics 

50-103 

13 

Acrotest Radiography & Research 
Reactor 

50-228 

26 

Allens CreeJc Nuclear Station, Unit J 

50-466 

227 

Allens Creek Nuclear Station, Unit 2 

50-467 

229 

Alvin W. Vogtie Nuclear Plant, Unit 1 

50^24 

206 

Alvin W. Vogtie Nuclear Plant, Unit 2 

50^25 

207 

Alvin W. Vogtie Nuclear Plant, Unit 3 

50-426 

208 

Alvin W, Vogtie Nuclear Plant, Unit 4 

50-427 

208 

Arkansas Nuclear One, Unit 1 

50-313 

100 

Arkansas Nuclear One, Unit 2 

50-368 

178 

Army Materials Research Reactor 

5047 

11 

ASCO, Unit 1 

50430 

208 

Atlantic Generating Station, Unit 1 

STN-50477 

230 

Atlantic Generating Station, Unit 2 

STN^50478 

230 

Babcock & Wilcox Co. Critical 

Facility 

5043 

9 

Babcock & Wilcox Co. Critical 

Facility 

50-191 

19 

Babcock & Wilcox Test Reactor 

50-99 

13 

Babcock & Wilcox Test Reactor 

50-200 

19 

Bagnao Nuclear Power Project 

STN-5 0-574 

267 

BaiUy Generating Station 

50-367 

178 

essing Plant 

50-332 

148 


50-524 

256 


50-525 

256 


50-14 

9 


Name 

Docket 

Page 

Battelle Memorial Inst. Critical 

Facility 

50-360 

173 

BattcUe Memorial Inst, Research 
Reactor 

50-6 

7 

Beaver Valley Power Station, Unit 1 

50-334 

149 

Beaver Valley Power Station, Unit 2 

50412 

203 

Bellefonte Nuclear Plant, Unit 1 

50438 

209 

Bellefonte Nuclear Plant, Unit 2 

50439 

210 

Bernau Nuclear Station, Unit 1 

50-273 

61 

Big Rock Point Nuclear Power Plant 

50-155 

16 

Black Fox Station, Unit 1 

STN-50.556 

263 

Black Fox Station, Unit 2 

STN-50-557 

264 

Blue Hills Station, Unit 1 

50-510 

247 

Blue Hills Station, Unit 2 

50-511 

248 

BOP SAR, C,F^ Braun 

STN-50.532 

259 

Braidwood Station, Unit 1 

50456 

221 

Braidwood Station, Unit 2 

50457 

222 

Brigham Young Univ. Research 

Reactor 

50-262 

46 

Browns Ferry Nuclear Power Station, 
Unit 1 

50-259 

41 

Browns Ferry Nuclear Power Station, 
Unit 2 

50-260 

42 

Browns Ferry Nuclear Power Station, 
Units 

50^296 

84 

Brunswick Steam Electric Plant, Unit 2 

50-324 

135 

Brunswick Steam Electric Plant, Unit 1 

50-325 

137 

Byron Station, Unit 1 

50454 

219 

Byron Station, Unit 2 

50455 

220 

California State Polytech College 
Research Reactor 

50-394 

192 

Calloway Plant, Unit 1 

STN-50483 

232 
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Calloway Plant, Unit 2 

STN-50486 

234 

Calvert Cliffs Nuclear Power Plant, 

Unit 1 

50-317 

106 

Calvert Cliffs Nuclear Power Plant, 

Unit 2 

50-318 

107 

Carroll Facility I 

50-599 

271 

Carroll Facility II 

50^00 

271 

Catawba Nuclear Station, Unit 1 

50-413 

203 

Catawba Nuclear Station, Unit 2 

50414 

204 

Catliolic Univ, of America Research 
Reactor 

50-77 

12 

Qierokee Nuclear Station, Unit 1 

STN-50491 

236 

Qierokee Nuclear Station, Unit 2 

STN-50492 

237 

Qierokee Nuclear Station, Unit 3 " 

STN-50493 

238 

Clinch River Breeder Reactor 

50-537 

259 

Clinton Power Station, Unit 1 

50461 

225 

Qinton Power Station, Unit 2 

50462 

226 

Columbia Univ. Research Reactor 

50-208 

21 

Comanche Peak Steam Electric Station, 
Unit 1 

50445 

213 

Comanche Peak Steam Electric Station, 
Unit 2 

50446 

216 

Cooper Nuclear Station 

50-298 

86 

Cornell Univ. Research Reactor 

50-157 

18 

Cornell Univ. Zero Power Reactor 

50-97 

12 

Crystal River Nuclear Plant, Unit 3 

50-302 

88 

Crystal River Nuclear Plant, Unit 4 

50-303 

91 

Davis-Besse Nuclear Power Station, 

Unit 1 

50-346 

164 

Davis-Besse Nuclear Power Station, 

Unit 2 

50-500 

244 

Davis-Besse Nuclear Power Station, 
Unit 3 

50-501 

245 

Diablo Canyon Nuclear Power Plant, 
Unit 1 

50-275 

61 

Diablo Canyon Nuclear Power Plant, 
Unit 2 

50-323 

133 

Donald C. Cook Nuclear Power Plant, 
Unit 1 

50-315 

103 

Donald C, Cook Nuclear Power Plant, 
Unit 2 

50-316 

105 

Douglas Point Nuclear Station, Unit 1 

50448 

218 


Name 

Docket 

Page 

Douglas Point Nuclear Station, Unit 2 

50449 

219 

Dow Chemical Co. 

50-264 

47 

Dresden Nuclear Power Station, Unit 1 

50-10 

7 

Dresden Nuclear Power Station, Unit 2 

50-237 

26 

Dresden Nuclear Power Station, Unit 3 

50-249 

32 

Duane Arnold Energy Center 

50-331 

146 

Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

130 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

176 

Enrico Fermi Atomic Power Plant, 
Unit-1 

50-16 

9 

Enrico Fermi Atomic Power Plant, 

Unit 2 

50-341 

160 

Erie Nuclear Plant, Unit 1 

STN-5 0-580 

267 

Eric Nuclear Plant, Unit 2 

STN-5 0-581 

267 

Floating Nuclear Plant 

STN-5 0437 

208 

Forked River Nuclear Station, 

Unit 1 

50-363 

175 

Fort Callioun Station, Unit 1 

50-285 

74 

Fort Callioun Station, Unit 2 

50-548 

261 

Fort St, Vrain Nuclear Generating 
Station 

50-267 

50 

Fulton Generating Station, Unit 1 

50463 

226 

Fulton Generating Station, Unit 2 

50464 

226 

General Atomic Co. 

50-89 

12 

General Electric Co, Critical 
Experiment 

50-24 

9 

General Electric Test Reactor 

50-70 

12 

General Electric Nuclear Test Reactor 

50-7" 



Georgia Institute of Technology 
Research Reactor 

Georgia Institute of Technology 
Research Reactor 

GESSAR.238 ST^ 

GESSAR-238-BOP Interface ST^ 

GESSAR-251 

GIBBSAR STl 

Grand Gulf Nuclear Station, Unit 1 
Grand Gulf Nuclear Station, Unit 2 
Greene County Nuclear Power Plant 
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Vngv 

j i-.SkhM I Center, Unit 2 

50452 

219 

Marble PIjU Nuclear Station, Unit 2 

STN-50-547 

260 

InL*rg> Centei, Umt 3 

n U Hutniison Mint, Unn 2 

50453 

50-261 

219 

44 

Massachusetts Institute of Technology 
Research Reactor 

50-20 

9 

Nuvk Plant 

50-213 

21 

Memphis State Umv. Research Reactor 

50-538 

259 

KjrtJwUe Nuclear Plane, Umt i 

SrN-50-S18 

2$i 

Mexico Research Reactor 

50-233 

26 

liiinville Nuclear Plant, Cmt 2 

STN-5(>5j9 

251 

Michigan State Univ, Research 

Reactor 

50-294 

82 

lUritrille NuUear Plant, Umt 3 

STN-50-520 

252 

Midland Plant, Unit 1 

50-329 

M2 

ItjUsViUe Nuclear Phm, Unit 4 

STN40-521 

253 

Midland Plant, Unit 2 

50-330 

144 

IL^i'n Nuclear Plant, Umt \ 

STN^50-502 

245 

Millstone Nuciear Power Station, 

50-245 

29 

RiH*n Nuclear Plant, Unit 2 

SrN-5(P503 

246 

Unit 1 



Temi^ Cooled Critical 

Lxperiment 

5(h240 

28 

Millstone Nuclear Power Station, 

Unit 2 

50-336 

153 

H 'pe Creelc Nuclear Station, Unit 1 

50-354 

169 

Millstone Nuclear Power Station, 

Unit 3 

50423 

206 

Rppe Creek Nuclear Station, Unit 2 

Humboldt 0ay Power Plant, Unit 3 

50-355 

50-133 

169 

14 

Mississippi State Uiiiv. Research 

Reactor 

50-241 

2H 

Idaho State Univ. Research Reactor 

50-284 

74 

Manticello Nuclear Generating Plant 

50-263 

46 

InJun Point Station, Umt 1 

50-3 

6 

National Bureau of Standards Reactor 

50-184 

IH 

Indian Point Station, Umi 2 

5(P247 

31 

National Naval Medical Center 

50-170 

1« 

Indian Point Station, Unit 3 

50-286 

76 

NEP Nuclear, Unit 1 STN'50-S68 

267 

Iowa State Univ, Research Reactor 

50-116 

13 

NEP Nuclear, Unit 2 SINNSO-SeS 

267 

iames A. ruzpaliiclc Nuclear Power 
Plant 

50^333 

148 

New Haven, Unit 1 

50-596 

269 

/amesport Nuclear Station, Unit J 
iamesport NucRar Station, Unit 2 

STN-50-515 

STN-50-517 

2S0 

250 

New Haven, Unit 2 

Nine Milo Point Nuclear Station 

Unit 1 ’ 

50-597 

50-220 

270 

24 

Jow/ih M, Farley Nuclear Plant 

Umt i 

50-348 

166 

Nino Mfle Point Nuclear Station, 

Unit 2 

50-410 

202 

Joseph M. Farley Nuclear Plant 

Umt 2 

50-364 

176 

North Anna Power Station, Unit 1 

50-338 

154 




North Anna Power Station, Unit 2 

50-339 

158 




North Anna Power Station, Unit 3 

30-404 

199 




North Anna Power Station, Unit 4 

30-405 

JOO 




CwoUna State Univ. PULSTAR 

$0-297 

85 




North Carolina State Univ. Research 
Reactor 

50-8 

7 




wolina Slate Univ. Research 

50-111 

13 




»st Nucim Plant (Poono Rico) 

50-376 

185 




ern University 

50-598 

271 




xanu'nation Reactor 

50-375 

185 




rels Recovery and Recycle 

50-S64 

266 



Name 

Docket 
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Name Docket 

Page 

Oconee Nuclear Station, Unit 1 

50-269 

52 

Point Beach Nuclear Plant, Unit 2 

50-301 

87 

Oconee Nuclear Station, Unit 2 

50-270 

55 

Prairie Island Nuclear Station, Unit 1 

50-282 

72 

Oconee Nuclear Station, Unit 3 

50-287 

77 

Prairie Island Nuclear Station, Unit 2 

50-306 

94 

Ohio State Univ, Research Reactor 

50-150 

16 

Purdue Univ. Research Reactor 

50-182 

18 

Omaha Veterans Administration 

50-131 

14 

Quad-aties Station, Unit 1 

50-254 

38 

Hospital Researcli Reactor 



Quad-Cities Station, Unit 2 

50-265 

48 

Oregon State Univ. 

50-106 

13 

Rancho Seco Nuclear Generating 

50-312 

99 

Oregon State Univ. Research Reactor 

50-243 

28 

Station 



Oyster Creek Nuclear Power Plant 

50-219 

22 

Reed College Research Reactor 

50-288 

80 

Palisades Nuclear Plant 

50-255 

39 

Rhode Island & Providence 

50-193 

19 




Plantations AEC 



Palo Verde Nuclear Station, Unit 1 

STN-50-528 

256 

River Bend Station, Unit 1 

50458 

223 

Paio Verde Nuclear Station, Unit 2 

STN-50^529 

257 

River Bend Station, Unit 2 

50459 

224 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

258 

Rockwell International Corp. Critical 

50-147 

16 

Palo Verde Nuclear Station, Unit 4 

STN-50-592 

268 , 

Facility 



Palo Verde Nuclear Station, Unit 5 

STN-50-593 

268 

Rockwell International Research Reactor 

50-94 

12 

Pawling Research Reactor 

50-54 

11 

Robert Emmet Ginna Nuclear Plant, 

50-244 

28 




Unit 1 



Peach Bottom Atomic Power Station, 

50-171 

18 




Unit 1 



RPI Critical Experiment 

50-225 

25 

Peach Bottom Atomic Power Station, 

50-277 

64 

Salem Nuclear Generating Station, 

50-272 

58 

Unit 2 



Unit 1 



Peach Bottom Atomic Power Station, 

50-278 

66 

Salem Nuclear Generating Station, 

50-311 

97 

Unit 3 



Unit 2 



Pebble Springs Nuclear Plant, Unit 1 

50-514 

249 

San Onofre Nuclear Station, Unit 1 

50-206 

19 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

249 

San Onofre Nuclear Station, Unit 2 

50-361 

173 

Pennsylvania State Univ. Research 

50-5 

7 

San Onofre Nuclear Station, Unit 3 

50-362 

174 

Reactor 








Saxton Nuclear Experimental 

50-146 

16 

Perkins Nuclear Station, Unit 1 

STN-50488 

234 

Facility 



Perkins Nuclear Station, Unit 2 

STN-50-489 

235 

Seabrook Nuclear Station, Unit 1 

50443 

211 

Perkins Nuclear Station, Unit 3 

STN-5O-490 

236 

Seabrook Nuclear Station, Unit 2 

50444 

212 

Perry Nuclear Power Plant, Unit 1 

50-440 

210 

Sequoyah Nuclear Plant, Unit 1 

50-327 

139 

Perry Nuclear Power Plant, Unit 2 

50-441 

211 

Sequoyah Nuclear Plant, Unit 2 

50-328 

141 

Phipps Bend Nuclear Plant, Unit 1 

50-553 

262 

Shearon Harris Nuclear Power Plant, 

50400 

194 



Unit 1 



Phipps Bend Nuclear Plant, Unit 2 

50-554 

263 

Shearon Harris Nuclear Power Plant, 

50401 

196 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

81 

Unit 2 



Pilgrim Nuclear Power Station, Unit 2 

50471 

229 

Shearon Harris Nuclear Power Plant, 

50402 

197 



Unit 3 



Pilgrim Nuclear Power Station, Unit 3 

50472 

230 

Shearon Harris Nuclear Power Plant, 

50403 

198 

Plum Brook Research Reactor 

50-30 

11 

Unit 4 



Facility 



Shoreham Nuclear Power Station 

50-322 

131 

Point Beach Nuclear Plant, Unit 1 

50-266 

49 
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Docket 

Page 

'i'' 

-. 1 /: -I.)- ir ^ 

STN-50-522 

254 


STN-50-523 

255 

V. i-h ffi< 3 « Piujcct, Unit 1 

STN-50498 

239 

tv ^il! Icta? Wt'ject. Unit 2 

STN-50499 

241 

,,c RaJuti'in Research Reactor 

50-187 

18 

^•i,.t..:.! 1 ni. Research Reactor 

SO-Ul 

16 

V ...Ira Tuaer Project. Nuclear, 

STN-50485 

233 

iVil 1 

S: Uvie Plantr Unit 1 

50-335 

151 

Vc PUnt, Unit 2 

50-389 

188 

^luKurjt Nutlcdf Power Station, 

50450 

219 

Inil \ 

St^nirtU aNuvIear Power Station, 

5(M51 

219 

Unit 2 

Sjit/ Power Station, Unit 1 

50-280 

67 

Sorry Puwcr Station, Unit 2 

50-281 

70 

Sisoiiebinna Steam Electric Station, 

50-387 

186 

Umi \ 

Sj'^uehifjna Steam Electric Station, 

50-388 

187 

Unit 2 

S'APSSAR-Pl 

STN-50495 

239 

Texas A A M Univ. Research 

50-59 

11 

Reactor 

Texas A & M Univ. Research 

50-128 

14 

Reactor 

Texas A & M Univ. Research 

50-129 

14 

Reactor 

Three ^Ule Island Nuclear Station, 

50-289 

80 

Unit 1 

Three Mile Island Nuclear Station, 

50-320 

108 

Unit 2 


Name 

UCLA Training Reactor 

UC-Santa Barbara Research Reactor 

Docket 

50-142 

50-433 

J^nKc 

K> 

208 

Univ. of Arizona Research Reactor 

50-113 


Univ. of California Research Reactor 

50-84 

\2 

Univ, of California Research Reactor 

50-224 

25 

Umv, of Florida Training Reactor 

50-83 

a 

Univ. of Illinois Research Reactor 

50-151 

16 

Univ, of Kansas Research Reactor 

50-148 

\(y 

Univ, of Lowell Research Reactor 

50-223 

25 

Univ. of Maryland Research Reactor 

50-166 

IH 

Univ, of Michigan Research Reactor 

50-2 

6 

Univ. of Missouri Research Reactor 

50-123 

13 

Umv. of Missouri Research Reactor 

50-186 

18 

Univ. of New Mexico Research 

Reactor 

50-252 

^V, 

Univ. of Oklahoma Research Reactor 

50-112 


Univ. of Texas Research Reactor 

50-192 

10 

Univ. of Utah Research Reactor 

50-72 

12 

Univ. of Utah Research Reactor 

50-407 

201 

Univ. of Virginia Cavalier Reactor 

50-396 

19 \ 

Univ. of Virginia Research Reactor 

50-62 

11 

Univ. of Washington Rcscnrcli 

Reactor 

50-139 

16 

Umv. of Wisconsin Research Reactor 

50-156 

17 

U.S, Geological Survey Research 
Reactor 

50-274 

61 

Vallecitos Boiling Water Reactor 

50-18 

9 

Vallecitos Experimental Superheat 
Reactor 

50-183 

IH 

Vermont Yankee Nuclear Power 
Station 

50-271 

57 

Virgil C. Summer Nuclear Station, 
Unit 1 

50-395 

192 

Virginia Polytech Inst, Training 
Reactor 

50-124 

14 

Washington State Univ. Research 
Reactor 

50-27 

10 

Waterford Generating Station, 

Unit 3 

50-382 

185 

Watts Bar Nuclear Plant, Unit 1 

50-390 

189 



Name 

Docket 

Page 

Watts Bar Nuclear Plant, Unit 2 

50-391 

191 

Westlnghouse Critical Experiment 

50-87 

12 

Westinghouse Test Reactor 

50-22 

9 

West Valley Reprocessing Plant 

50-201 

19 

William B. MacGuire Nuclear Station, 
Unit 1 

50-369 

180 

William B. MacGuirc Nuclear Station, 
Unit 2 

50-370 

182 

William H. Zimmer Nuclear Station, 
Unit 1 

50-358 

170 

Wolf Creek Generating Station 

STN-50-482 

230 

Worcester Poly tech Inst. Research 

50-134 

16 


Reactor 


Name 

Docket 

Pago 

WPPSS Nuclear Project, Unit 1 

50-460 

224 

WPPSS Nuclear Project, Unit 2 

50-397 

193 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

246 

WPPSS Nuclear Project, Unit 4 

50-513 

248 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

247 

Yankee-Rowe Nuclear Power 

Station 

50-29 

10 

Yeliow Creek Nuclear Plant, Unit 1 

STN-50-566 

266 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

266 

Zion Nuclear Power Station, Unit 1 

50-295 

82 

Zion Nuclear Power Station, Unit 2 

50-304 

91 




DOCKETED ITEMS 


LOW LEVEL RAOWASTE DISPOSAL SITES 


docket ^7-039 SHEFFIELD, IL , NUCLEAR ENOl NEGRI NO CO 


7909100223 Motion by llc«n**« For omtrgancy action to retcind NM88 
790320 order to show tauid 8oek« to ref»r matter to ASLB 
AFfidavlt of T8 Baer encl 

CONNER » T D , RADER, R Conner, Moore b Corber 79/03/22 19pp 


7903310010 Reapons* to 790320 order to sliou cause Order ehould be 
found voidi denies any violation of license Certificate of 
Svc enc 1 

CONNER* r B Conner, Moore h Corher 79/03/23 9pp 


7903230372 Reeponse to ASLD 790313 directive Concurs w/NRC 790330 
fnotian that license application* may only be uithdrauin per 
NRC terms ^ conditions Reaueet to file instanter ■ af f Idavit 
qf SN Sekuler 4* Certificate of Svc encl 

BCOTTiM J . aEKULER,S N Illinois, State of 79/03/24 I3pp 


7903100248 NRC response to licensee's enotion for emeryency action Urges 
denial of request to rescind 790320 order to shou cause brhg 
licensee should not resume oblinatlons under OL Supporting 
dQcumen tatlon 4» Certificate of five end. 

REIS,E. J Branch 3 79/04/0S 26pp. 


7903030168 Forwards Bureau County Circuit Court, !L, order granting 
preliminary injunctive relief re operation of facility 
REIS, E J Branch 3 79/04/03 Ip 


— 7905030171 Order granting preliminary injunctive relief 4t ordering 
licensee to take certain actions re facility 
s Illinois, Btate of 79/03/27 7pp 


7903100237 Pott''hear ing brief submitted by licensee re issues arising 
during 790327 oral argument before ASLD. Responds to 
positions of NRC tk State of IL Certificate of 8vc oncl. 

CONNER, T B Conner, Moore Corber. 79/04/03 30pp 


7903240138 Proposed corrsctionf to transcript of 790327 oral argument 
in Peoria, IL Certificate of 8vc encl 
CONNER,! B Conner, Moore Corber 79/04/03 4pp 


7903140133 FOIA request for all records, Stud ies, correspondence S, repts 
re decommlseionlng of reactor 4, shipment of decommissioned 
matl to Sheffield lou level < nuc lear waste site 
MANSELL, 0, IlUnole, Btate of 79/04/06 2pp, 


7909130321 Replies to applicant's motion for emergency action it to 
applicant's answer to show cause. Supporting documentation & 
Certificate of Sve end 

MANSELL, D Illinois* State of 79/04/06 94pp 


7903110172 Responds to 790313 Itr re Nuclear Engineering Co Illegal 
abandonment of 8heffleld,lL low levs! nuclear waste burial 
ground. For wards 790320 order to show cause why company 
should not resume respons ib i tties it obligations 
DlRCKSfU J Office of Nuclear Material Safety 4< Bafsguards 
79/04/09 2pp 


— 7909110181 Espratsss concern w/lllegal abandonment by Nuclear 
Engineering Co of its ShoffieldilL nuclear waste site 
Requasts NRC intervene to secure site until matter of 
responsibility is adjudicated. 

DEHUZlOiV Illinois, State of. 79/03/13, Ip. 


7905240299 Lists conditions by which proceeding mey be dismissed 
relevant to site decommissioning V protection of public 
health safety 

RElSiE J, Branch 3. 79/04/10, 3pp, 


7905310392 Response by Intervenor Bureau County, IL to ASLB 790327 
hear ing. Ste te of IL licensees are jointly responsible for 
maint of waste dispoeal site Certificate of Sve encl 
MAD80N, 8 Illinois, State of 79/04/10. 7pp. 


7905070364 Foruerds 790330 Itr discussing Insp of License 13-10042-01 
on 790309, 16, 2 i “>23 h 29 Ltr referenced in reply to 
applicant's motion for emergency action h appHcent's order 
to show cause 

HAN8CLL,D. UUnols, State of. 79/04/11. ip. 


7905020157 Responds to 790227 ltr re plens to prepars EI8 for law level 
radioactive waste burial ground EIS has been delayed bscauta 
applicant has withdrawn its application «, has not complied 
w/requests for addl info 

CORNELL, E K Office of the Executive Director for Operations 
79/04/12 2pp 


7909100372 Forwards signed affidavit by MJ Bell of Low Level Waste 
Branch to be Included in NRC response to licenses 's motion 
for emergency action, to replace earlier unsigned version 
REI8,G J Drench 3 79/04/12 6pp 


7909310273 Discusses conditions precedent to Nuclear Engineering Co 
withdrawal of application h termination of activities 
Licensee should fulfill obligations Supporting documentation 
V Certificate of 8vc oncl 

8GKi/LER,8N Illinois, State of 79/04/12 63pp 


7905241004 Cites objsctlons to draft interim brench position re 
low level ueste burial ground site closure & stabilisation 
host of position Is reasonable 

REYNOLDS, L E Chem-Nuclear Systems, Inc 79/04/13 2pp 


7905240579 Orants NRC 4* Intervenors ' motion to dismiss license enmrsxf 
for site expansion Denies licensee's motion for ulthdreual 
of application for license renewal h motion to dlimlst 
proceed Ings 

LITTLE, L M , H£MtCK,F J , ODODHOPE, A C Atomic Befety and Llcenaing 
Board Panel 79/05/03 6pp 


7905140195 Partial response to FOIA request for records re 
decommissioning of reactor 4, shipping of decommits loned 
metl Ltrs forwarded from IL Dspt of Public Health dtd 
730201,730124,700116,700102,720324 4, 720223 encl 
FELTON, J M Division of Rules and Records 79/05/07 6pp 


DOCKET 27-047 BARNWELL, SC , CHEM-NUCLEAR SYSTEMS 


7905220454 Requests that Condition 10 contained in Amend 12 to Lie ante 
46-13536-01 be retained in future license amends re 11-235 
waste burial 

CORBETT, J.S Chem-Nuclear Systems, Int 7B/01/10 tp 


7905250232 Discusses request for emend to License 45-13536-10 which 
would permit local power range monitors containing 
plutonium Prior to amend issuance, written permission from 
8C for plutonium burial must bs obtalnid 

ORAOON£TTE,K 8, Low Level Neste Branch (Pre 7905011 79/04/04 

IP 


DOMESTIC LICENSINQ OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CQRP 


7905010501 Requests amtnd to Licanss 8UA-64B to permit receiving & 
processing of carbonate solution. Shipments are to begin 
790519. 

REKEHEYER.P C. Union Carbide Corp 79/03/29 Ip 


7905020280 Comments oh DES corrects factual errors In rept, Planned 
monitoring program ehould be adequate 
DEXTER, H.D Wyoming, State of 79/03/30 Ip 


7909030132 Forwards 790221 "Environ Assessment of Below Orede U Tmtilng 
Disposal In A-9 Open Pit. East Oas Hills U Mine 4i MilLiWY, 
for Union Carbide Corp '* 

MURDOCK, L.T Dames h Moore 79/04/10. Ip 


— 7909030136 "Environ Assessment of Below Grade U Telling Disposal in A-9 
Open Pit, East Gas Hills U Mine h HilliNY, for Union Carbide 
Corp. *• 

MURDOCK, L T Dames 4< Moore 79/02/21 117pp 


7905150613 Bummery of 790301 meeting w/Union Carbide Corp in Silver 
Spring, HD re comments on DES. 

LIN£HAN,J J Assistant Director for Waste Henegement (Pri 790901) 
79/04/16. 2pp. 
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! 

I 

i 


Prov'idit luppitmint^l (n#o r*i^u#»tid In 790416 t*ieoni r# 
Efl'lt Ga4it Hill-i h*0p ItAch 

REKt*^EyeR,P C UMon CJirbU* C&rp 79/04/17 App 


7909100113 Foruardi iuppl*rtt»nt«r9 Infa rt «ourc« Hetnii; draikrlligt 

af propaind (v»«p lt«ch St dtcriptinn of riclon«tiQn plant- !< 
coft-i Ov'vriltcd drab^ings tncl 

REDE«E.y£HrP C On ton Carbide Corp 79/04/19 7pp. 


DOCKET AO'ltAa WESTERN NUCLEAR, INC 


7909170S9S rorLurtf* info r«qu«i^td by 790314 tplcdn r* ladlMpnb iamplae 
■/rotn Oretn Mountain IX Merih 

BESKIDiN Nettern Nucl«er. Inc <«ub« o# Phalpi Dodga Cdrp ). 
79/03/29 Spp 


7909300147 Riqueitt determtnatton of ntfd Ppr to* drain prior |o 
approval of taillngt (aqt ty« 

B0QDEN«0. Mr«6ern Nuclear. Inc <iubf ol Rhtlpt Dodg* Carp >. 
79/04/06 Sftp 


7903240442 Foruarde addl copi*ft of eiPp ihouing location Of tfpllft 4« uol 1 
uratar monitoring ratultf for 1977*-70. 

BQODENi 0 Pattern Nueltatt Ine (tubi. of Fhilpi Dodflo Corp< ), 
79/04/16 Ip 


— 7903240497 Foruardt nap 6 cbart thoulnp location o# uPillf At urll vator 
monitoring roiulfct for l977-7fl 

-DOODEN-rO Wootorn Nueltiir« loc. (iuOt ol PKolpt Dodg# Corp, > 
79/04/09. 6pp 


DOCKET 40-2061 WEST CHfCAOO FACILITY, KERR-MCOEE CORF 


7900100064 Conflrtnf 700410 dlscutflon ro end commonti on 
deconnl ft toning plan flan -submitted 1« not acctptabl », due 
to lack of detail for preparation of EIA Duillnet major 
dafleitnclef -(f/eugge i ted format for plan 
CROWiW.T Fuel Proceii b Fab Branch 79/04/ia 14PP 


7903100071 Forwarde Rigion HI comments on Kerr-HcOee dacmnml svlonl ng 
plan Thickness of “clay sub s true ture<* should be stated, 
environ criteria for radioactivity should be spscifled It 
"air scrubber eye** should be elaborated 

DAVlEiA Q Region 3f Chicago, Fuel Facility 6 Materials Oafaty 

Branch, 79/03/09 3pp 


— 790310007S Forwards comments on Kfrr-KcOeo decammlsilonlng plan W/o 
«nc I 

CATALANO. 0. R Vest Chicago, IL 79/03/14 tp 


— -7909100089 Summary of activities of 1L State O-eologUal Survey 6 data 
colltcttd In attempts to locate suitable site for disposal 
of thorium-bearing solid uastef frem Kerr-McOee facility. 
CARTNRIOHT.K lliinoit, State of 79/01/11 3pp 


— 7903100094 Forwards "Liners for Sanitary Landfills 6 Chemical 6 
Maaardous Waste Disposal Sites," EPA-60 0/9-70-0 09, May 197B, 
in response to 790214 meeting re deciitnmlstlonlng at 
Kerr-McOee fa-cilltv W/o end 

ORIOALAUSKl, C T Environmental Protection Agency 79/02/16 Ip 


7909S40114 Requests amend to 790309 request re thorium residuals in 
Neet Chicago Decumnl sslonlng plan for Nest Chicago facility 
should be resolved i/ibhin six months of date of Itr, 

8PELMAN, H J. Nast Chicago. IL 79/04/10 2pp, 


DOCKET 4D-22S9 PATHFINDER MINES CORP 


7909220039 Amends License Sl/A-672 to change nama of 1 iceniea, mod t f y 
ytllowcake drying V packaging dust collection sys^lc 
barreling area 

SCARANO, R A Radioisotopes Licensing Branch <Pre 7903011 

79/03/22 Spp 


7903230011 Recommends approval o-f Pathfinder Nine Corpus request for 
Amend 4 to License 01/A-672 authpriiing mode to dust 
collection sys serving yenoucake dryer packaging area, 

0CARANOi R A , RCS06ACHiL W, Radioisotopes Licensing Drench <Pra 
790301 1 79/03/22. 4pp 


7903240849 Forwards NRC positions i* second round request fer addL info 
re geology & geotechnical onginetring of tailings retention 
project 

SCARANO, R A Redlol sotopes Licensing Branch (Pre 790901), 

79/03/30 6pp 


^903230176 Revlaw of 790316 risponsei to requaits for Info have been 
completed & determined to bt Inadequate Forwards request for 
addl Info re probable mac 6-h rainfall value li area draining 
into pond associated w/proposed Talllngi Dam Addition 4 
S-CARANQiR A Fuel Process U Fab Branch 79/04/09 3pp 


7909290488 Forwards request for addl Info to complete radiological 
afsessmant for amend requeet Requests response by 790904 
8CARAN0.R A Division of Fuel Cycle & Material Eafoty 79/04/10 
4pp 


7903100023 Beipofids to 790330 Itr Provides c lar if ication I addl Inlo 
re tellings mod p lani, 1 nc 1 uding area archoolog leal 
inventory. 

NUOENTiE.L Pathfinder Mints Corp 79/04/20 27pp 


DOCKET 40-2407 FELLOWS MEDICAL MFO CQ , INC 


7903230113 Retponea to FOIA request for Info re Thorotrast, Its 
licens Isig , manufac turers licensees Forwards records 
contained In Docket 40-2407 

FELTONtJ M Divtsibn of Rules and Records 79/05/09 Ip 


—7909230132 Notifies Source Mat) License 0TS-67e for Fellowi Medlcil 
Co Inc is terminated Forwards 691110 I tr, rad latlon survey b 
evaluation rept on Isotope preparation 

NARMON, D F Atomic Energy Commission (Pre 1973) 69/12/09 dft 


—79032^30197 Notifies of issuance of License C-313S for Tastager t- C* 
authorising usa thorium oxalate In mfg of Thorotrast L 
Umbrathor 

DELANEY. J C Atomic Energy Commission (Pre 1979) 66/06/10 ip 


—7903230201 Notifies of issuance of License R-1S2 for Teitegar k Co 
authorising uee of thorium oxalate In mfg of Thorotrast 6 
tfmbrator 

DELANEY. J C Atomic Energy Commission (Pre 1979) 99/03/03 I) 


—7903230204 NoCtfios of isiuanco of License 0-152 for Testagar L Co, In 
euthorlilng tharium oxalate for use In mfg of Thorotrast t 
Umbrathor 

JOHNSON, L Atomic Energy Coidmlision (Pre 1975) 96/12/07 Ip 


—7903230214 Requests termination of License 8TB-678 Bldg at 1354 W 
Lafayette Boulevard. Detro 1 1, HI should be releeied from 
license for destruction 

CARRI<7AN. R H Fellows Medical Mfg Co , Inc . Fe J louf-Teiteger 
Dlv 69/12/03 Ip 


—7903230219 Requests rept indicating that radioac ti vl ty limiti of 6B0£>^ 
Itr have been mat Application for license amend to be filed 
re proposed activities at new locations End radiaacHve 
limits set 

HARHONi D F Atomic Energy Commiision (Pre 1979) 60/08/14 2pp 


—7903230233 Requests addl info on procedures for evaluating ptrionnil 
eeposure to airborne radiometivi ty. in response to 640911 
application for renewal of License ST0-670 

LAYFIELD.R L Atomic Energy Commission (Pre 1973). 64/10/22 

2pp 


— 7903230204 Requsite renewal of License 878-670 

CARRIOANiR H Fellows Medical Mfg Co . Inc , Fe 1 lowi-Testegar 
Dlv 64/06/11 Ip 


—79052303)3 Requests max quantity of souce mail be change from tOD to 
300 Ib to maintain production levels 

CARRIOAN.R If Fallows Medlcel Mfg. Go , Inc . Fellous-Testager 
Dlv, 63/02/07 Ip 


— 7903230320 Advises that licensee dlsolved 680831 Merger approved 
w/FellttUs Medical Mfg COi Inc New neme as of 630101 is 
Fel lows-Testagar Co Officers remain same, except for 
secretary & treasurer positions Mfg to be done in Detroit 
CARRIOAN.R H Fellows Medlcel Mfg Go • Inc , Fe 1 lows-Testagar 
Dlv 62/12/31, ip 


—7905230342 Repeats 610321 request for info re license renewal, to 
determine if eource mall use meets 610213 criteria 
NU0SBAUMER, D A Atomic Energy Commission (Pre 1979) 61/09/23 

ip. 


—7903230343 Clarifies that request is for renewal of license. as opfeiH 
to application for new llcenie 

CARRtOAN. R K Fellowt Medical Mfg Co , Inc . Fe 1 Ipwt-Tistager 
Dlv 61/03/03 Ip 
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— 7903230349 Infa noce««aru for application for ronowol of 

Licenii R'>1S2 Application ffluit include max quantitlg of matl 
to be poeeeteedi safeguard procedure) I let of eurvey 
tnetrumentfl £t methode of radioactive uaite dlepotal 
NUSSBAUKERfD A Atomic Energy Commieeion (Pre 1973) f>i7OS/02 

Ip 


— 7903230331 Reqoe>t< renewal of License R~l3a 

CARRIOANrR H. Fellows Hodlcal Hfg Co i Inc i Fe 1 lowe-Tes tagar 
Olv 61/03/28 ip 


-"-*7903230332 Requests renewal of License R-'132 

CARRlQAN^R H Fellouis Medical Hfg Go r Inc < Fe 1 lous-Tco tagar 
Dlv 60/06/02 Ip 


—7903230337 Requests renewal of License R-132 

CARRIOAN.R H Fellous Medical hfg Co i Inc . Fe 1 lous-Tes tagar 
Dlv 39/02/ is Ip 


—7903230370 Responds to 380314 request for info re License R-132 Thorium 
oxalate to be used for medical profession Personnel handling 
matl wear gounsi protect ive masks b work in Isolated rooms 
Matl measured solely by badges 

CARRiOANiR H Fellows Medical Mfg Co i Inc i Fe 1 lows-Tes tagar 
Olv 33/04/ iO 2pp 


—7903230374 Responds to licensee 390320 Itr Requests submittal of info 
requested in NRC 330314 Itr before renewal of source matl 
license can be considered 

DELAMEYf J C Atomic Cnergg Commission (Pre 1973) 3Q/04/-01 Ip 


—7903230390 Application for renewal of License R-152 aulhoriilng use of 
thorium oxalate In x-ray media 

CARRlOANfR H Fellows Medical Mfg Co < Inc » Fol lows-Tes tagar 
Div 56/11/26 3pp 


—7903230139 Forwards renewed Source Matl License 8TD-670 

HARMON* D F Atomic Energy Commission iPre 1973) 69/03/05 Ip 


—7903230143 Source Matl License 810-678 for Fellows Medical Mfg Co, 
Inc authoriiing use of thorium as described in 630216 
app 1 leation 

HARMQN*DF Radioisotopes Licensing Dranch (Pre 790301) 

60/03/04 Ip 


—7903230130 Forwards renewed Source Matl License 8TD-678 

NU3SQAUMER I D A Atomic Energy Commission (Pre 1973) 63/04/12 

Ip 


—7903230160 Source Matl License STD-670 for Fel lows-Testagar Co 
authoriiing use of thorium as described In 610607 
610810 applications 

Radioisotopes Licensing Drench (Pre 790501) 63/04/12 2pp 


— 7903230164 Forwards Source Matl License aTD-670 

NUaSBAUMERiO A Atomic Energy Commission (Pre 1973) 63/01/23 

IP 


—7903230177 Source Matl License 8TD-670 for Fel lows-Testagar Go 
authoriiing use of U & thorium as described In 610607* 

610727* U 610B1B applications 

NUaSDAUMER* D A Rad iolsatopes Licensing Branch (Pre 79'030l ) 

63/01/23 Ip 


—7903230133 Forwards Source Matl License 8TD-404 

NUaSBAUMERi D A Atomic Energy Commission (Pre 1973) 61/00/23 

Ip. 


—7903230193 License 879-404 for Testagar fit Co* Inc authoriiing use of 
thorium as described in 610607*610727* fit 610018 application. 
NOSSBAOMERr D. A Radioisotopes Licensing Drench (Pre 790301) 

61/08/23 Ip 


— 7903230226 Notifies of equipment for mfg of Thorotrast to bs 
d Ismantledf moved* or disposed within next two months 
CARRiOANiR H Fallows Medicel Hfg Co ■ Inc * Fellaws-Tes tagar 
Div 68/00/07 ip 


— 7903230233 Application for renewal of License 8TB-67a authoriiing use 
of oxalate In mfg of sterile x-ray contrast medium 
CARRIOAN.R H. Fellous Medical Mfg Co * Ine . Fe 1 lows-Testagar 
Olv 68/02/16 2pp 


— 7903230230 Approves extension of time for submission of Info requested 
in 641022 Ur 

LAVFIELD.R L, Atomic Energy Commission (Pre 1973) 64/11/12 Ip 


— 7903230261 Ack receipt of AEC 640810 Itr Evaluation of personnel 
radiation exposure accomplished by readings of personnel 
badges fit urine analyses Lab wiped down periodically Survey 
end 

CARRIOAN.R H Fellows Medical Mfg Co * Inc . Fe llows-Testagar 
Olv 64/09/11 2pp 


— 7903230270 Requests addl Info on procedures for evaluating personnel 
exposure to airborne radi oactivl ty fi* airborne activity In 
exhaust fan effluent* in response to 640713 application for 
renewal of License BTD-670 

LAYFIELD. RL Atomic Energy Commission (Pre 1973) 64/00/18 

app 


—7905230276 Application for renewel of License 8Tfl-670 authoriiing use 
of thorium oxalate in mfg of sterile r-ray contrast 
CARRIOAN.R H Fellows Medical Mfg Co * Inc * Fe 1 lows-Testagar 
Olv 64/07/15 2pp 


— 7Y03230291 Requests replies to AEC 630312 questions Amend to License 
8TD-6Ta to be filed on, Form AEC-2. 

NUSSBAUMER, 0 A Atomic Energy Commission (Pre 1973), 63/07/29, 

tp 


—7903230299 Inquires whether current source matl license needs to be 
amended to incorporate handling of Th-320 for ANL, 

CARRIOAN.R H Fellows Medical Mfg Co * Inc * Fe 1 lous-'IemtaBaT 
Olv 63/07/08 Ip 


—7903230306 Discusses AEC 630312 Ur requesting addl info re application 
for amend of License ST0-678 Detroit Health Dept called to 
assist in evaluation- 

CARRIOAN.R H Fellows Medical Hfg Co * Inc. i Ft llows-Teetagar 
Dlv 63/04/16 Ip 


—7905230312 Requests addl info re amend of License 8TD-670 authoriiing 
use of addl 200 lb of thorium Requires description of 
procedures for evaluating personnel exposure to airborne 
activity fit decontamina tlon control within lab 

ND860AUH£RtD A Fellows Medical Hfg. Co , Inc * Fellows-Testagar 
Dlv 63/03/12 Ip 


— 7905230320 Submits info a« amend to Parts 1*2 fit 3 of 610607 application 
for License R-i32 Max quantity of source matl to be possessd 
is too lb Dust Inhalation masks contain CR 72292 Comfo 
Respirator dust filter 

CARRI<?AN. R H FeUowt Medical Hfg Co * Inc., Fe 1 lows-Taitagar 
Oiv 61/03/10 2pp 


— 7903230332 Informs llcenee not get received Requests issuance of 
license or reasons for not receiving license. 

CARRiOANiR H Fellows Medical Hfg Co * Inc * Fe 1 lows-Testagar 
Div 61/07/27 Ip. 


--7903230330 Applies for renewal of Llcenee R-132 

CARRI<3AN.R H Fellows Medical Hfg Co * tnc . Fellows-Testagar 
Div 61/06/07 2pp 


— 7903230300 Ack receipt of AEC 300314 Itr re renewal of License R-i92 
Insp indicates controls fii safety precautions In order 
Inquires whether written rept of Insp desired 

CARRiOANiR H Fellows Medical Mfg, Co, i lnc,« Fellows-Testagar 
Olv 30/03/20 Ip. 


--7903230336 Requests addl info on activities* safeguard procedures * survey 
instrument description fit method of watte disposal* in 
response to 300304 application for renewal of License R-132 
DELANEY* JC Atomic Energy Commission (Pre 1975) 30/03/14 Ip. 


--7903230300 Requests renewal of License R“t52, 

CARRiOANiR. H Fellous Medical Mfg Co * Inc . Ft llowe-Tettagar 
Dlv 38/03/*04 Ip 


DOCKET 40-3392 ALLIED CHEMICAL CORP 


7903220109 Forwards Info requested by NRC 790115 Itr fit 790226 memo re 
compliance of Metropo 1 1 si IL Uorkt w/requlrements of 
40CFR190 Stock emlselon fit lung fluid solubility data ancl, 

NEMMANiR. 1. Allied Chemical Corp. 79/03/22, 20pp 


7903290655 Ack receipt of 790410 Ur Informing NRC of steps taken to 
correct vloiatleni noted In IE Insp Rept 40-3392/79-Oi 
DAVIS, A. B Region 3, Chicago, Futl Facility fi< Materials Safety 

Branch 79/04/26 Ip 
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— 79032906AS R*tponil» to NRC 790323 ItT n violation* In IE Itisp 

flept 40-3392/79-01 Correttiv* *ction< praparatlon of OA 
manuals tiou air tampllop lin<f Initaltitf U now constant air 
rfianitor Installed 

THOMAS, J H Allied Chfrtnical Cflrp , Muciaar Sarvlce* Div 
79/04/10 3pp 


DOCKET 40-3453 ATLAS MINERALS 


790S240aOO Suminary Of 790402 aiiatlnp 4i/Atlaf Mineral* Corp re 
reclamation euretv arrangement* Itemiied co«t braakdourv will 
4ia canductad to flnalire auret^j potting proc«*i Folloittup 
meeting scheduled for 790427 to flnallie eurety arrangement 
DANIELS, A H Utah* State of . 79/04/02 Ip 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS 


7903230681 Fffrufjrdi IE Insp Repi 40-4492/79-01 on 790301 No 
noncomp liaitce Aoted 

BROWHrO D Region 4. Delia** Q/flc# of the Director 79/03/15 

6pp 


— 7909230693 IE ln*p Rept 40-4492/79-01 on 790301 No noncompliance noted 
Major areas inapected tailing* area 6 retention dam 
UlLDQRNiL r SROUNiO D Region 4. Oalta*. Fuel Facility t 

Material* Safety Branch 79/03/14 6pp 


7903020222 Hydrologic engineering info T«que*t«d on 790226 ha* been 
«dnt by con*!/ 1 tanti, but ulll be reiubmltted second time 
JACKSDN^F 0 , MRIOHT,K.H Federal American Partner* 79/04/04 

Spp 


7903070032 Forarard* rapt on radiological tiseue analyslt of Uy animal* 
6 rept of fi'/e environ monitoring station*. 

JACKSON, F D Federal American Partnere 79/04/04 2pp 


—7909070037 *'Ra<r lolog 1 ca 1 Ttsiue Analytl* of Selected Plants 6 Animal* 
Collected from WY U Oi»trUt*, “ 

KENN IMOTONi O 8 • DOEROES, J E Ngomlng. Univ o-f 78/10/31 6Spp 


7909240444 Foruard* ittfo 1*4 radiation monitoring pragram for total 
par tl cula ta«r Rn-2S2, TbT;!30, Ra-226i Pb-21D tc natural U 
JACKSON. F D Federal American Partners 79/04/30 t9pp 


7909240792 "Supplemental Oiotechnical Investigation 6 8tabillty 
Anaiyti* for Propoiad Tailing Dam 2 ** Overtired drawings 
end 

» Federal American Partner* 79/04/30 47pp 


DOCKET 40-4602 HORTON RANCH ORANtUM MILL 


7909100407 Comn*nt« on DES for facility No lijnif leant environ impact* 
in area* of agency's concern 

HErNEMANHi J H Federal Energy Regulatory Commlsilon 79/03/16 ip 


DOCKET 40-6639 PETRQTOMICS CO,, OETTV OIL 


7909180616 Summary of 790228 meeting w/Pelrotomlcs in Silver Spring, HD 
re upgrading of environ tc effluent monitoring program, 

LINEHANrJ J Ai«i*tant Director fov Haste Hanegemerst fPra 790901) 
79/04/19 2pp. 


7909100284 Forwerda ri((Uasted info to update environ monitoring 
program One oversized drawing end 
PFAFFrS J Fetretomlc*. Inc 79/04/20 Mpp 


7903240948 Notifies of withdrawal of reyueft for const mod of tailing* 
dam Vfill continue Id follow original deiign approved on 
700602, 

WMITKAN, JH Patrotomicfi Inc 79/04/24. tp 


DOCKET 40-7086 ARMYi DEPT. OF 


7909310001 le Ihsp Finding* L Llceniee Act dtd 790226-0301 of License 
SUfl-734. ln*p flndingtcno items of noncomp 1 lance found 
* Region 4r DaUa*, Office of the Director. 79/03/01, Ip 


DOCKET 40-0027 KERR-HCOEE CORP 


7903090003 Notifies of Amend 3 to License SUB-lOlO to include 
decommittioning plan* L financial surety arrangements 
Requests correction of former amend numbers W/revlew df 
df commi f 1 1 onffig plan 

CROH,M T Fuel Proces* 6 Fab Branch 79/03/26 2pp 


7909090008 Revleu af License SUD-lOlO amend application for fukun 
decommissioning plan 

CMOHi H T Fuel Process 6 Fab Branch 79/03/26 3pp 


7909C9Q429 forward* application for Amend 2 to License 8UD-I010. dtd 
760303, detai 1 Ing plans for newly treated raffinate storage 
pond 3 Minor amend fee t oversized drawings end 
5HELLEY. W J US Nuclear, Inc 79/04/04 i9pp 


7905290479 Notifies of amend to License 8UB-1010, author 1 1 1ng test 
distributian af barium treated neutralized solvent 
tetraction raffinate over Kerr-KcOaa ounod land 
CROW,W T Fuel Prace** 6 Fab flranch 79/04/13 2pp 


POCKET 40-80(35 COTTER CORP 


7909230067 Confirms 790316 request for radiological survey of QHp 2 S 
of former Cotter Corp property in Haielwood,MO Property 
previously released for unrestricted use Requests add! 
samples from Bldg 1 

CRON, H T ^ Fuel Process 6 Fab. Branch 79/04/16 Ip 


DOCKET 40-0064 EXXON MINERALS CD USA, EXXON CORP 


7909290036 Forward* requested info on Monitor Wells 0-9 at new sclutui 
mining R&O sitei 4c plot plan of RbD site showing relative 
location of leach field It monitor well* 

FREEMAN, H 0 Exxon Minerals Co ,USA 79/04/04 3pp 


7903290939 Rept for first quarter 1979, including plot plan of flbD sHi 
well field, summaries of monitor well valves 6 sample well 

enalyie* 

FREEMAN, H D Eexon Mineral* Co lUBA 79/04/19 i9pp 


DOCKET 40-8102 EXXON MINERALS CD USA. EXXON CORP 


7903300691 Safety evaluation supporting amend to License GUA-1139 le 
permit solution process mining of U 

COOPERSTEIN^ft Fuel Process U Fab. Branch 79/01/29 29pp 


7909190070 Confirms 790323 lelcon re sandblasting of equipment which 
caused unrestricted release of airborne soluble U 
Radioactivity removed from room by wiping Forward* urine 
analyses from expoeed employees W/a end. 

ORTLOFF.O D, Exxors Minerals Co ,U9A 79/03/24 3pp 


DOCKET 40-819B ARMV.OEPT OFr COMMUNICATIONS 4< ELECTRONICS MATCRIAL 


7909100374 IE Intp Finding* Llceniet Act, dtd 790306, of Lleenies 
29-01022-00, 29-01032-1 1 r 29-01022-12. BUB-1 190, 8MQ-1327 & 
6NH-1327 Insp finding* no noncompliance noted 
FRIEDMAN. L F. Region 1, Philadelphia, Office of the Director 
79/03/06. ip. 


DOCKET 40-8452 BEAR CREEK MINING CO 


7909230304 Notifies of individual's overexposure to airborne natural U 
on 790223. Caused by eepLoyee carelessness which created 
larye cloud of dust urlng vane feeder repair in yallowcate 
dryer enc loswre. Supervlilon of area Increased 
BAKER, JR Bear Creel Hlnlny Co (sub* of Kennecott Corp » 
79/03/09 2pp 


79091Q0223 Forward* engineering It reclamation drawing* which provide 
details of revised operational It reclamation features of 
mill tailing* disposal lyi for License 8UA-'1310 
ANDREWS, R.D Rocky Mountain Energy Co, 79/04/06 Ip 
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7909100233 Foruardi Qv«rsi2ed drawing thauing tailing resnrvoir after 
roclamat loni per 790406 request Drainage from tailing cover 
reversed to floui louth to diversion cut Daunstream dam 
reduced in slope from 3 i to 9 1 Oversiied drati>lngs anc 1 
ANDREUSfR D Rocfcy Mountain Energg Co 79/04/06 3pp 


7909S4O283 Foruards requested floui sheet for mill process Changes 
relate to process efficiency imp rovaments or necessary 
additions to handle tolled ore Oversiied drauiing oncl 
AN DREWS I R D Rocky Mountain Energy Co 79/04/17 Ip 


DOCKET 40-6302 IRIOARY MIfJIEr WYOhiNO MINING COUP 


7909300132 Forwards supplemental archeological rep t re stockpile area 
to east o-f bailings area 

BAKER/C E Energy Fuels KocUar. Inc 79/04/16 I6pp 


7909240944 Forwards rept re findings of recent archeological survey of 
eastern half of northeast quarter of Section 33 No further 
archaolog i cal work required 

BAKER* C E Energy Fuels Nuclear* Inc 79/04/29 6pp 


7909310083 Summary of 790409-11 trip to ORNL to revise DES reflecting 
final lied NRC comments 

TRAOER*E A Radioisotopes Licensing Branch <Pre 7905011 

79/04/26 ip 


7903190G06 Recommends Amend 1 to Licenso 6UA-134t be approved to 
authoriie in situ U solution extraction recovery of 
natural U using calc ium-magnes turn-car bonate/b Icarbonate b 
oxidant sys ulthin licensed solution sKtractlon area 
COOPERSTEIN* n i BCARANOj R A Rad 1 o 1 s o top e s Licensing Branch <Fre 

7909011 79/04/10 3pp 


7903240267 Foruards 790409 Itr to DOE requesting mod of UY State Mine 
Permit 478 

BCHENDELiK R Wyoming Nineral Corp 79/04/36 3pp 


7909240230 Foruards requested eligibility deterninat Ion for earth dam 
In 8an Juan Countg«UT to be Included in Nall Register of 
Historic Places Info should be Integrated into NEPA 
analysis 

MURTA-OHtlf J InterioT* Dept of 79/03/01 14pp 


— 7903240392 Requests de tormina tlon of area eligibility as archaeological 
district for Natl Register Forwards State of UT 790104 J tr 
docutnenting eligibility 

BGARANQfR A Fuel Process t Fab Branch 79/04/20 3p p 


DOCKET 40-8984 UNION 76 MINERALS EKPLQRATION CO 


7903240429 Approves proposed memo of agreement w/Hhite Mesa* San Juan 
Coun ty* UT* exc op t items re obligations of developer 
KEENE, J P Utah. Slake of 79/09/03 Ip 


7903190624 Summary of 790306 meeting w/Mlnerals Exploration Co in 
Silver Spring, MD re minor amends to License SUA-1390 It 
pnoperational munitaring program 

LlNEHANi J J Assistant Director for Waste Hanagoment <Pre 790301) 
79/04/16 2pp 


7909110019 Informs that manpower expenditure required for review of 
Amend 1 to License BUA-i390 calls for smaller amend foe than 
fee which was sent Refund will be made 

MILLER, W 0 License Foe Management Branch 79/04/24 ip 


DOCKET 40-0693 OGLE PETftDLEUMr INC 


7909t0D172 Forwards quarterly rept for License aUA-t336 
CATCHPOOLE, O J Ogle Petroleum, Inc 79/04/10 93pp 


DOCKET 40-G69B PLATEAU RESOURCES. LTD 


DOCKET 40-8602 UNITED NUCLEAR CORP 


7905140941 Responds to NRC 790409 request Submits summary of United 
Nuclear Corp/Teton Exploration Drilllno Co/TUA rept re 
planned U milling facility at Morton Ranch property 
WOLFF, C E United Nuclear Carp 79/04/IS 2pp 


7909030363 Responds to 790416 request Forwards revisions additions 
to application for U mill license W/four overiiced drawings 
WQLFF, C E United Nuclear Corp 79/04/20 79pp 


7909290063 Forwards revised app 1 Ication, I n response to 790423 request 
Some mods were made to U milling application in lieu of 
Inclusion in source matl license 
WOLFF, c E United Nuclear Corp 79/04/23 7pp 


DOCKET 40-8663 NUCLEAR DYNAMICS, INC 


7909220029 Amends License 8UA-1331 to authorize use of alternate 
ammonium carbonate/b Icarbonate lixlviant lys In R6D U 
solution oxtractlon program 

GROWiW T Fuel Process. & Fab Branch 79/03/30 Ip 


7909240899 Evaluates licensee request to authorize In situ U 
solution extraction field tests w/ammonium 
carbonatc/b Icarbona t« S, oxidant sys. 

GOOPERBT£IN,R . CROW, W T Rad iotiatopes Licensing Branch <Pre 

790901 ) 79/03/30 2pp. 


7909070441 Informs of completion of EI8 rovtow No comments at this 
time 

BARROWB. H L Agrlcul ture , Dep t of 79/03/lS Ip 


7909010377 Of fen no specific comments on DES (NUREO-0904) 
MCMILLAN. OD AgrUu Uur e* Dept of 79/03/30 Ip 


7903200042 Suggests granting source matt I icensei progec t will help 
solve problems of economically depressed area 
COOKE, P B Utah. Btate of 79/03/30 ip 


7909010618 Comments on DEB, boundar iss of Olen Canyon Natl Recreational 
Area are incorrectly shown 

OENNEOEN, M Q Woodward -G lyde Consultants 79/04/04 Itpp 


7909190303 Forwards UT state agency comments on DEB 
BRiQOa.K Utah. State of 79/04/04 1 Ipp 


7909300130 Forwards "Analysis of ahootering Canyon U Project 
LOCHSTETiW A Affiliation Unknown 79/04/00 LIpp 


7909300194 Comments on DES recommends NRG contact Regional Director of 
Fish Wildlife avc , Denver , CD for guidance re endangered 
American peregrine falcon 

ME1ER0TT0,L E Interior, Dept of 79/04/09 lOpp 


7909240698 Forwards documents containing comments & questions re 
0E8 INUREO-O904.>. W/o end 

ROTHFLEISCH, J. Divtslan pf Fuel Cycle Material Safety 79/04/10 
2PP 


DOCKET 40-8681 ENERGY FUELS NUCLEAR, INC. 


7909240301 Requests clarification of EIB re air pa I lutlon, W/790189 li< 
'^81207 Internal correspondence 
HANSEN, R C Utah, State of 79/01/31. 4pp. 


7909300163 Comments on preliminary caee rept for Energy Fuels White 
Mesa U Hill.DQI memo re professional considerations 
surrounding nohacqueous burial of archaolog ical site end 
REAVEB, R Interior, Dept of 79/04/06. 2pp 


7909290201 Forwardi ^Research Design for White Mesa Archaeological 
Project 

CA6JENS, L. Utah, Btate of 79/04/09. 22pp. 


7909290168 Comments on DES c lass 1 f icat ion of containers as Type A is 
done by shipper, not DOT. 

RIEDEL, W.R. Coast Guard, Transportation, Dept of 79/04/12 Ip. 


7909190061 Requests approval df application far source matl license for 
Shodterlng Canyon U Fro jec t, Projec t would be beneficial to 
economically depressed area 
MARRIOTT, D House of Rep. 79/04/11. Spp 


7909290342 Supports conclusions of DEB <NURE0-O9O41 
OARNrJ Benate 79/04/12 Ip 


7909290022 Forwards DDI 790419 comments on DEB. Requests appropriate 
reply 

ROTHFLEIBGH. J E Uranium Recovery Licensing Drench 79/04/13. 
ip. 


7909190994 Forwards 790110 Itr describing county economic conditions ti 
significance of mine-mill complex 1« towns ite. Eag er to see 
project und'eruay. 

MIDDLETON,© Garfield County, UT. 79/04/19, 4pp. 
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79091<30060 FoTV4rdl« tB«paTi«e ta coo^fflenti on D£9 8uggB«t« revised 
lenguege for PCS 

SEW£LL<R 8 PLeteeu ftesourcee. Ltd 7'?y04/24 99|>(i 


DOCKET 40-0714 CLEVELAND CLIFFS IRON CQ 


7905250012 Suintnerg of 790410 meeting ar7Cleve lend-'Cl if f s Iron Co In 
Silver SprtngiliD re source rnatl license for Collins Dr atiPr NV 
s i tvi eppHcent draft redietlon (nAnuBl„ mine permit 
application (i guldtllnot for U extraction RltD 
CDOPERSTElNi R Rad 1 o 1 1 otopet Licensing Branch CPre 7909011 

79/04/13 2pp 


DOCKET 40-0721 ROCKY MOUNTAIN ENERGY CO 


79091 S0^»34 fiummary of 790320 meeting u/Rocky Mountain Energy Co in 
Silver SprlngiHD r« cgtnniercial scale U solution extraction 
proposal 4( environ rept 

COOPCRSTEIN^ R Fuel Process A Fab. Branch 79/03/28 2pp 


docket 40-0722 BRUSH- MELLMAN. INC 


7909300909 Responds to 790412 telcon Violation of health stdt has 
nivar been documented at plant 
ANDERSON.L F Utah. State of 79/04/13 Ip 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 90-2 UNIV OF MICHIOAN RESEARCH. RE AC TflR 


J Insurance it i^ 1 j<r^nitg information 


7909160341 Forwards Amend 10 to Indemnity Agreanent E-24»per 10CFR140 
changeSfTe Increase from 4140 million to- 4160 -million) 
effective 790901 Supporting documentation end 
SALrZMAN.J Antitrust U. Indemnity Group 79/05/01 5pp 


P Operating license stage documents V cor respondence 


7903090290 Requests exemption of small quantities of SNN from proposed 
upgrade rules for resaarch reactors 
BURNER R Michigan) Unlv of 77/09/04 Ip 


790309M67 Requests exemption for small quantities of SNM from proposed 
upgrade rule far research reactors 

R. Michigan. Univ of 79/05/04 Ip 


7905230402 Forwards GA program li procedures for handling Ortl-l shipping 
package 9937 

KERR.M HlcKlgan. Univ of 79/05/14 tp 


—7903230406 OA program for Forid Nuclear Reactor 
* Michigan. Univ o# 78/05/14 iBpp 


DOCKET 90-3 INDIAN POINT STATION) UNIT 1 
0 Adjudicatory correspondence 


7909170162 Forwards compilation of Board notifications r# licensee 
regutetory performance evaluation for distribution to all 
appropriata licensing boards 
FATOH.H D Branch 4 79/02/28 22pp 


U Insurance tt Itidemnity information 


P Operating license stage documents & correspondence 


7909070S49 Act receipt of NRC 790412 Itr Willing to cooperate In 
planned analysis scheduled for uoel of 790906 

CAHILL. W J Consolidated Edison Co of New York 79/04/30 ip 


Q Inspection reports. IE D-ulletins & correspondence 


7905030272 Forwards IE Info Notice 79-07. "Rupture of Radwaste Tanks " 
ORIER.S H Region 1. Philadelphia. Office of the Director 
79/03/26 Ip 


7705250248 Responds to IE Bulletin 79-03 re longitudinal weld defects 
in certain pipe spools mig by Youngstown Welding 4 
Engineering Co Piping not used in Unit 2 Info on Unit 1 will 
be provided when returned to svc 

CAHILL. W J Consolidated Edison Co of New York 79/04/13 2pp 


7905020390 Forwards IE Bulletin 79—07. "Seismic Stress Analysis of 
Safety-Related Piping ” Licensee action required 
GRIER. B H Region 1. Philadelphia. Office of the Director 
79/04/14 Ip 


7909030373 Forwards IE Qulletln 79-068. "Review of Operational Errors b 
Sys Hisal Ignments Identified During TMI Incident " 

ORIERi B H Region 1. Ph Hade 1 p h ia. Office of the Director 
79/04/14 ip 


7905040183 Forwards IE Bulletin 79-00. "Events Relevant to Boiling 
Water Power Reactor* Identified During THI Incident " 

GRIER. 8 H Region 1. Philadelphia. Office of the Director 
79/04/14 Ip 


790501007? Forwards IE Bulletin 79-09. "Fa ifures of GE Type AK-2 
Circuit Breaker in Safety-Related Sys " Licensee action 
required 

0RIER.8 H Region 1. Ph i lade Iph ia> Office of the Director 
79/04/17 tp 


— 79050100B3 IE Bulletin 79-09, "Failures of OE Typo AK-2 Circuit 
Breaker in Safety-Related Sys '■ Extract of OE Svc Ltr 
173(CPDD)9 3 and 

e Office of Inspection k Enforcement 79/04/1? lOpp 


7705010636 Forwards lE Bulletin 79-06A. Revision 1. "Review of 
Operational Errors 8. Sys Mital 1 gnenents Identified During TMI 
Incident " 

GRIER, B H Region 1. Ph Hade t phia. Office of the Director 
79/04 /la Ip 


7905290177 Ack receipt of 790321 ltr informing NRC of steps taken to 
correct violation noted In IE ln*p Repts 50-003/70-13 6 
50-247/70-30 

BMITH.OH Region It Philadelphia. Fuel Facility 4 Materials 

Safety Branch 79/05/04. 2pp 


—7905290105 Responds to NRC 790220 ltr re violation noted In IE tnsp 
Repts 50-003/78-13 50-247/70-38 Corrective actions 

developing techniques to avoid variables leading to badge 
anonel lee 

CAHILL.W J Consolidated Edison Co. of New York 79/03/21 3pp 


— 7903290106 Forwards IE Insp Repts 50-003/70-13 i> 50-247/70-30 on 
761227-29 t 790117-10 ic notice of violation 

SMITH.O H Region 1. Ph i ladelph la. Fuel Facility 6> Haterieli 

Safety Branch 79/02/28 2pp 


—7905290193 Notice of violation Prom imp on 701227-29 U 790117-10 
e Region i, Philadelphia. Office of the Director 79/02/20 
If 


7903070497 Confirms intreesed liability limit to 4124iOOO.OOO for 
policies NF-l-25. 43# 76, 93, 100, 111. 140. 146. 151. 161, 164, 170. 

173, 174, 178, t79i 100, 102, 105, 1B6, 107, 1&9, 189. 192, 193, J94. 195, 

197. 193, 200, 2D 1 . 204, 206, 207, 203. 210, 812, 214. 215, h otha r s 
OUAtTROCHHIi 0, American Nuclear Insurer* 79/05/01 ip 


—7905290196 IE Insp Rept 50-003/78-13 I, 50-247/79-30 on 701227-29 h 
790117-18 Noncompliance noted failure to maintain personnel 
exposure limits In accordance u/tOCFR20 lOl 

NEELY, D.R , SERAB IAN, J, A, Region 1, Philadelphia. Office of the 
Director, CROCKER, H.W Region I. Philadelphia. Fuel FecHHy 6 

Hateriels Safety Brench 79/02/27 12pp 


7905070562 Confirms Increase In llabilitv limit to 436.000.000 for 
policies MF-22, 26, 29,38,39,44,46. 47, 49,50,31. 524 53,54,55,56, 

57,50,60. 61,64. 66. 67,66,69,70,71. 72, 74, 76. 77. 70. 79, 00, 66, B7r 
30,90,91,92,93,941 95 & 96 

ROBERTS. D. H* Mutual Atomic Energ? Liability Underwriters, 79/05/01 

Jp 


7905140407 Forwards Amend 21 to Indemnity Agreement B-19 per t0CFR140 
chengss.rc increase In liability insurance from 4140 million 
to 4160 million, effectiv* 79050L Supporting documentation 
encL 

8ALTZMAM, J, Antitrust L Indennitg Oroup 79/OS/Ol, 6pp. 


R PeriedU operating reports l< related eorreepondence 


7905220376 Forwards effluent monitoring It impingement data specified 
in Sfctlqn 401 Certification for Apr 1979 

MONTIrW A. Consolidated Edison Co of New York 79/05/10 17pp 


7905230392 Foruierds dally record of fish collections for Apr 1979 
M/daily species breakdown 6 total weight for Units 2 8t 3 

” . R»»Ion 1, Phlladelphle, Office of the Director 

79/05/14, Spp 
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7903230365 Forwards aionthlv oparatlnjj rapt for Apr 197? 

CAHILLiW J Caniolidatod Edison Co of Nau York 79/09/13 Lp 


— 7909330367 Monthly oporattnj rapt for Apr 197? 

KAWIA.A<L Consolldatad Edison Co of Nttu York 79/09/04 7pp 


3 Rtportable occurrancisi LERs ^ rolatsd corr aspondvncv 


790S2202B3 LER 79''00i has boon voided 

a Consolidated Edison Co of Neu York 79/04/01 Ip 


7903220286 L£R 79-003 has been voided 

a Consolidated Edison Co of New York 79/04/01 lp 


7903320288 LER 79-004 has been voided 

a Consolidated Edison Co of New York 79/04/01 lp 


7909220291 LER 79-003 has been voided 

a Consolidated Edison Co of New York 79/04/01 lp 


7903220294 LER 79-006 has been voided 

a Consolidated Edison Co of Mew York 79/04/01 lp 


7903220299 LER 79-007 has been voided 

a Consol idatad Edison Co of New York 79/04/01, Ip 


7909220302 LER 79-008 has been voided 

a Consolidated Edison Co. of New York 79/04/01 lp 


7909220303 LER 79-009 has been voided 

a Consolidated Edison Co of Now York 79/04/01 Ip, 


7909220312 LER 79-010 has been voided 

a Consolidated Edison Co of Mew York 79/04/01 lp 


7903220313 LER 79-011 has been voided 

a Consol idatad Edison Co. of Nau York 79/04/01 Ip 


7903190013 Forwards LER 79-012/04X-1 

CAHILLtM J Consolidated Edison Co of Mew York 79/09/10 lp 


—7909190010 LER 79-012/04X-1 on 790213 activity of precipitation sample 
exctedad 10 times control station level Caused by tritium 
releases from source external to facility Manufacturer in 
area has modified installation to pravent racorrence 
MAaCIULLl/8 Consolidated Edison Co of Nau York 79/03/10 3pp 


7903190021 Forwards LER 79-01S/04T-0 

CAHILLiM. Consolidated Edison Co of New York 79/03/10 lp 


—7903190029 LER 79-019/04T-0 on 790409J ac t 1 vl ty of precipitation sample 
•xceaded 10 times control station leval Caustd by tritium 
releases from source external to facility Hanufacturar in 
art# has modified installation to pravent recurrence 
MA8ClULLr,6 Consolidated Edison Co of New York 79/09/10 2pp 


DOCKET 80-3 PEKNBYLVANIA STATE UMIV, RESEARCH REACTOR 


J. Insurance Si Indemnity Information 


7909160328 Forwards Amend 14 to Indemnity Agreement E-lOi per 10CFR140 
changetire Increase from 4140 million to 4160 million* 
affictlva 790901 Gupporting documenta t Ion end 
SALTZMANjJ Antitrust V Indemnity Oroop 79/09/01 3pp 


DOCKET 30-6 0ATTELLE MEMORIAL IN9T REBEARCH REACTOR 


J Insurance & Indemnity information 


7903300069 Forwards Amend 14 to Indemnity Ai^retment 0-6* ref lac ting 
change in 10CFR140 reflecting Increase in primary layer of 
liability from 4140 mllLLon to 4160 m.i 1 1 ion* ef fee tlve 
790901. Supporting documantatlon end 

SALTZMAMrJ Antitrust U Indemnity Oroup 79/09/01 3pp 


7909240391 Forwards executed Amend 14 to Indemnity Agreement 0-6* 
effective 790314. 

BTALL^ D, H. Battelle Memorial Institute^ Columbus Laboratories 
79/03/14. 2pp, 


DOCKET 90-0 NORTH CAROLINA STATE UN IV. RESEARCH REACTOR 


vF Insurance Indemnity information 


7909300069 Forwards Amend 15 to Indemnity Agreement E-7* reflecting 
change in lOCFRldO* increasing primary layer of liability 
from 4140 million to 4160 ml 11 ion* effective 790301. 

Supporting documenta t ion end 

SALTZHAN*J Antitrust U Indemnity Oroup, 79/05/01 3pp, 


7905310492 Forwards Amend IS to Indemnity Agreement E-7. Requests change 
in addressee for correspondence 

aOHANMDNrJ R North Carolina State Univ 79/03/SS 2pp 


DOCKET 30-10 DRESDEN NUCLEAR POWER STATION* UNIT I 


0 NRC Draft/Final Environmental Statements* luppls h correspondence 


7903020234 Reiquests preparation of £18 for proposed chemical 
decontamina tion experiment Forwards pertinent questions rs 
radioactive corrosive products* waste burials it 
rad lanud id e-chela ting agents 
0REY*K Affiliation Unknown 79/03/30 6pp 


F Security* medical# emergency U fire protection plans 


7909240421 Summarlies 790320-22 fire protactlon review trip Areas 
Inspsctsd physical separation of redundant safe shutdown 
equipment* f ire hasards facility protection features 
Forwards unanswered questions 6 positions 
DERDERIAN*L Plant Systems Branch 79/04/17 llpp 


7909230097 Notification of 790500 meeting w/utll in Qethesda* MD to 
discuss fire protection program 

O'CONNOR* P M Operating Reactors Branch 8 79/04/23 lp. 


7909030366 Forwards madlfled physical security plan* Revi tion 5 Plan 
wlthhald (ref 10CFR2 790) 

LEE* B Commonuealth Edison Co 79/04/26 Ip 


O Adjudicatory correspondence 


7909020523 Forwards petition requesting EI8 be prepared on proposed 
decontamination axparlmsntf designed to flush radioactive 
corrosion from reactor piping. W/FR notica 

DENTON* MR Office of Nuclear Reactor Regulation. 79/04/09 2pp 


— 7903020933 Plea for preparation of EIS on proposed dscontamlnatlon 
experiments designed to dissolve it flush out radioactive 
corrosion products from reactor piping 
OREYiK, Affiliation Unknown 79/03/19. Spp, 


H Oeneial correspondence 


7903130673 Forwards K Dray 790319 Itr raquestlng that EIB be required 
before author i tat i on is granted to flush piping at facility. 
O'BRIENiO H House of Rep 79/04/04 3pp 


J Insurance 6 Indemnity information 


7903100163 Endorsement 99 to MAELU Policy MF-22 

QERASi T. Nuclear Energy Liability Insuranca Association 79/03/27 

tp 


7903070497 Confirms increased liability limit to 4124*000*000 for 
policies NP-l* 25, 43* 76*83. 100* ill. 140* 146* 131* 161* t64r 170. 

I73i 174, 170* 179* 180* 182. 183* lB6« 187* IBBi 189* 192* 193* 194* 193* 

197* 198,200.201*204* 206* 207* 200* 210* 212i 2t4* 219. & others. 
QUATTROCHHI* J American Nuclear Insurers 79/03/01 ip 


7909070382 Confirms increase in liability limit to 436*000*000 for 
policies MF-22* 26* 29* 38*39* 44, 46. 47. 49* SO* 91* 92* 93* 84, 93. 96* 

97. 30. 60.61.64.66. 67*69. 69* 70*71.72* 74*76. 77* 78, 79* 80. 06* 07, 
00.90,91*92*93,94*93 it 96 

ROSERT0,D M Mutual Atomic Energy Liability Underwriters. 79/09/01. 

ip 


7909140404 Forwards Amend 21 to Indemnity Agreemant B-10 per 10CFR14-0 
changesrra increase in liability insurance from 4140 million 
to 4160 ml lllon. effective 790901 Supporting documentation 
end. 

0ALTZHAMrJ Antitrust It Indemnity Oroup. 79/03/01. 6pp. 
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P Operittns licenn stage rfocumert? V corretpo-nilBnc < 


7905030067 Foruards Tiotea on 790302,15 i 33 <onFirencfl telcons 
betuten KRO, can*ul tante ft Uttl «*• bulletin ‘"Patentlal 
Enplo-tlve Oat Mi^t'orei Aecumulak loni Ateoclated u/SMR Oilgas 
aparatlorts " 

IPPOLITO, T A Operating Reactori Branch 3 79/04^16 4pp 


7903030337 Forward* topic* deleted ^rom lystematic evaluation prograei 
revlau of #aclHti«« Re^uoit* review ft Identification of 
error* within 30 days from receipt of Itr 

ZIEMANN, D L Op«rating Reactors Branch 2 79704/16 7pp 


7904270366 Sunuftary of 790403 meeting of 22 utils operating 37 
rucl>ar plants, re planned use of RETRAN fISSS simulation 
program Req^uest* msetlng w/NRC to assure WRC familiarity 
w/pr ojram 

ReED,C Commonwealth Edison Co 79/04/lB 2pp 


7905250324 Notifies that data for completion of solid waste handling 
sys has been delayed until 790430idue to lack of manpower 
for electrical work 

JANECEK, R F Commonwealth Edison Co 79/04/20 Ip 


7903010369 Forwards IS Bulletin 79“06Ai '‘Review of Operational Errors I 
Sy* Misalignments Identified During TMI Incident " 

KEPPLERrJ & Region 3, Chicago, Office of the Director 79/04ifH 

Ip 


7903040334 Forward* IE Bulletin 79-06B, ‘’Review of Operational Errors 4 
By* Misalignment* Identified During TMI Incident *' 

KEPPUER^J O Region 3, Chicago, Office of the Director 79/04/i» 

tp 


7903040529 Forwards IE Bulletin 79-00, "Events Relevant to Dolling 
Mater Power Reattor* Identified During TMI Incident “ 

KEPPLERrJ O Region 3, Chicago, Office of the Director 79/01/11 

Ip 


7905030206 Forwards IE Bulletin 79-09, "Failures of GE Typo AK-3 
Circuit Breaker in Baf ety-Related 8ys " Licensee action 
required 

KEPPLER, J 0 Region 3, Chicago^ Office of the Director 79/04/17 
IP 


7905040142 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI-Buppl, " 

KEPPLERrJ G Region 3. Chicago, Dffice of the Director 79/04/23 

ip 


7903040402 Notifies of intention to develop safety analysis using 
eiiitlng computer codec Requests addl info 
80LBRIG, C M Commonwealth Edison Ca 79/04/26 Ip 


7903090370 Review* syitematic evaluation program for shared engineered 
safety f eaturesi ons i to emergency power ft tve sys for 
multiple unit statl-ons 

JANECEK, R F Commonwealth Edison Co 79/05/02 2pp 


7903140273 Summarlxes statu* of completion of HPCl sys Dldg structure 
coreplfte ft most equipment is on site All concrete poured for 
north electric duct run,aieept for Manhole 4 
JANECEK, R F Commonwealth Edison C« 79/03/04 2pp 


7905230391 Fortuards current licenelng open item* status list 
REEDtC Commonwealth Edison Co 79/05/10 1 Ipp 


—7908040130 IE Bulletin 79-03B, "Nuclear Incident at TMl-Suppl ** 
Supporting documentation end 

* Region 3, Chicago, Office of the Director 79/04/21 I2pp 


—7903040170 ACR8 recommendation* re 790328 incident at TMI Suggests hlj 
priority be placed on development of safety research on 
behavior of LWRs during anomalaus transients 
* ACRS - Advisory Committee on Reactor Safeguard* 79/04/17 
2pp 


—7903040201 Forwards ACRS recommendation* re TMI inc ident , prosensiil «•. 
790417 

FRALEY^R F ACRS - Advisory Committee on Reactor Safeguards 
79/04/lQ Ip 


0 Inspection reports, IE Bulletins ft correspondence 


7905020421 Forwards response to IE Bulletins 70-12 ft 70-t2A, ‘‘Atypical 
Meld tiatl in Reactor Pressure Vessel Melds " 

REEDfC Commonwealth Edison Co 79/03/22 lOpp 


7905010236 Forwards IE Info Notice 79-06, "Stres* Analysis of 
9af ety-Related Piping 

KEFPLERi J 0 Region 3. Chlcagd, Office of the Director 79/03/23 

Ip 


—7903040221 In reeponso to NRC 790410 Itr, s tatee 790417 ACRB 
recommendations apply to all PNRs, but were not Intended to 
require Immediate changes Plant mods should be made after 
study of effects on overall safety, TMI excluded 
CARBONtH X ACRS - Advisory Committee on Reactor Safeguards 
79/04/20 2pp 


7903240633 Forward* responies to IE Bulletin 79-07 requesting info rs 
seitnic analysis of safety-related piping Reanalysis 
Indicates method of intramodal combination has little effect 
on pipe stresses ft equipment support loads 
REED, C Commonwealth Edison Co 79/04/24 4pp 


7903030370 Forward* IE Info Notice 79-07, "Rupture of Radwaste Tanks " 
K£PFLER,J 0 Region 3, Chicago, Office of the Director 79/03/26 
Ip 


7903010155 Forwards IE Info Notice 79-00, ''Interconnection of 
Contaminated Bys w/8vc Air Sys Used as -Source of Breathing 
Air “ 

KEPFLERfJ. 0 Region 3. Chicago, Office of the Director 79/03/20 

Ip 


790S010384 Forward* IE Info Notice 79-09, "Spill of Radioactl vely 
Contaminated Resin " 

KEPPLER, J 0. Region 3, Chicago. Office of the Director 79/03/30 

Ip 


7905030013 Forward* IE Bulletin 79-06A, "Review of Operational Error* ft 
8if* Misalignments Identlffedf During TMI Incident '* 

KEPPLER, J.O Region 3, Chicago. Office of the Director 79/04/11 

Ip 


7905240440 Forward* IE Imp Ripts 50-010/79-07,50-237/79-09 ft 
50-249/79-07 on 790306-07,0312 ft 0323. No noncampUance 
noted. 

DAVIS, A. B Rigion 3, Chicago, Fuel Facility ft Materials Safety 

Branch. 79/04/11 2pp. 


— 7905240454 IE Insp Repts 50-010/79-07, 50-237/79-09 ft 50-249/79-07 on 
790306-07,0312 ft 0323 No nencorngl lance noted Major areas 
Inspec ted. internal audt ti, off site support agency 
cdordinatlon, emergency fee t iitUs, training ft drills 
ORANT,U B r ES8I0, T H Region 3, Chicago. Office of the 
Director. 79/04/05 5pp 


790S2SO2O6 Ack receipt of 790416 Itr informing NRC of steps taksn to 
correct violation* noted In lE Insp Repts 30-010/79-04, 
50-237/79-04 ft 30-249/79-04 

HIND,-J A Region 3, Chlcagoi Safeguard* Branch, 79/04/26 If 


—7905250213 Respund* to NRC 79032B Ur r# violations notad in (£ Imp 
Repts 30-010/79-04,50-237/79-04 ft 80-249/79-04 Corrective 
actions withheld <ref 10CrR2 7901 
R£Ei},G Commonweal th Edison Co. 79/04/16 ip 


7903150148 Forwards responses to IF Bulletin 79-06A, Revis i on l,i't 
flWR events identified during TMl-2 Util has formed task 
force to review DNR events ft recommend corrective action, as 
required 

REED,C Commonwealth Edison CD 79/04/27 22pp 


7903300242 Respond* to IE Bulletin 79-04 No 3,4 or 6-inch Velan svinj 
check valves are in use at Dresden or Quad-Cittes Review of 
lion has Identified use of valves in some piping *y* but 
ravlav is incomp 1 ete. Ml 1 1 rept later 
REEDiC Commonwealth Edison Co 79/05/01 2pp 


7905140409 Forward* IE Circular 79-07, "Vnexpected Bpeed Increase of 
Reactor Recirculation Motor Oenerator Set Resulted in 
Reactor Power Increase 

KEPPLER, J 0. Region 3* Chicagot Of flee of the Director 79/05/02 

Ip 


— 7905140492 IE Circular 79-07, "Unexpected Speed Increase of Reaclor 
Recirculation Motor Oenerator Bat Resulted in Reactor Power 
Increase " 

0 Region 3, Chicago, Office of the Director. 79/03/02 6pp 


7905250260 Reeponds to IE Bulletin 79-03 re welding defects in certain 
longitudinally walded pipe spools Flints inspectedj no pipe 
found. 

REEO,C. Commonwealth Edison Co, 79/04/12. 2pp, 
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Periodic operating reports U related corretpondence 


^9-03160354 Forwards monthl«i operating rapt for Apr 1979 
QTEPHENBQNiB D Comtnonwea 1 th Edison Co 79/05/00 Ip 


— 790316039? Months operating rept for Apr 1979 

C IE3ZKIEUICZ, S ComtnonweaLth Edison Co 79/05/03 20pp 


UaCKET 50-12 LYNCHBURG POOL REACTOR 


vi Insurance ^ Indemnitij infortratlon 


7905070497 Confirms increased liability limit to ♦124,000#000 for 
policies NF-l, 23i 43, 76, 83, 100, III, 140, lAh* ISt, 161, 164, 170, 

173, 174, 178, 179, ISO, 182, 185, 186. 187, 100, 189. 192, 193, 194, 199, 
197, 190,200, 201,204,206, 207, 20Br 210, 212.214, 215, e- others 
QUATTRQCHHl, J American Nuclear Insurers 79/05/01 Ip 


DOCKET 50-13 BABCOCK U WILCOX CO CRITICAL FACILITY 


J insurance In Indemnity Information 


7903070497 Confirms Increased liability limit to *124,000.000 far 
po lie lei NF-1, 25, 43, 76. 83, 100, I i 1 , 140, 146, 151. 161, 164, 170. 

173, I74r 170, 179. ISO. 102, 189, 186, 107, 188, 189. 192. 193, 194. 199. 
197, 190,200,201,204,206,807. 200.210,212,214. 215. others 
QUATTRQCHHl. J American Nuclear Insurers 79/05/01 Ip 


7905300714 Forwards Amend 19 to Indemnity Agreement 0-0. por 10CFR140 
changes. re increase from *140 million to *160 million, 
effective 790901 Supporting documentation end 
9ALT2HAN, J Antitrust & Indemnity Group 79/09/01 9pp 


7905290427 Forwards executed Amend 1 to Indemnity Agreement Q-2 St Amend 
19 to Indemnity Agreement B-0 

QLQEN, A F Babcock U Wilcos Co 79/05/21 3pp 


Q Inspection reports. IE Bulletins correspondence 


790 5070199 Forwards IE Bulletins 79-05, 79-09A 79-06 re nuclear 

incident at TMl 

O'RetLLY.J P Region 2. Atlanta, Office of the Director 
79/04/13 Ip 


DOCKET 90-14 BATTEULE MEMORIAL INBT CRITICAL FACILITY 


0 Insurance 6 indemnity information 


7905300065 Forwards Amend 14 to Indemnity Agreement D-6. ref lect Ing 
change in 10CFR140 reflecting increase in primary layer of 
liability from $140 miUlon to *160 mil 1 Ion, of f ec tive 
790901 Supporting documentation end, 

SALT2MAM, U Antitrust tt Indemnity Oroup 79/05/01 5pp 


7909240391 Forwards executed Amend 14 to Indemnity Agreement D-6, 
affective 790314 

STALL, 0 H Battelle Memorial Institute, Columbus Laboratories 
79/09/14 2pp 


7905310451 Forwards Amend 22 to Indemnity AgraomenV B^^207Trer’NltC 
reguest 

MARQUARDT.P A Detroit Edison Co 79/03/23 2pp 


DOCKET 90-18 VAULECITOS BOILING WATER REACTOR 


J Insurance ^ Indemnity information 


7909300190 Forwards Amend 20 to Indemnity Agreement B-1 1, ref lectlng 
change In 10CFR140i increas Ing primary layer of liability 
from *140 million to *160 mil 1 iOn, effective 790501 
Supporting documentation end 

6ALTZMAN. J Antitrust Indemnity Group 79/09/01 5pp 


79051303OB Amend 20 to Indemnity Agreement B-1 1 

SAUTZHANiJ Antitrust 1S< Indemnity Group 79/03/09 Ip 


P Operating license stage documents U correspondence 


7905090364 Forwards questions of clarification re geologic 
Investigations around test reactor 

DEVINE, JF Inter lor, Dept of, Geological Survey 79/09/04 5pp 


DOCKET 90-20 MASSACHUSETTS INST OF TECH RES REACTOR 


J Insurance h Indemnity Information 


7905160322 Forwards Amend 10 to Indemnity Agreement E-39i per 10CFR140 
changes, re Increase from *140 million to *160 million, 
effective 790501 Supporting documentation end 
8ALTZMAN. vf Antitrust ^ Indemnity Group 79/09/01 9pp 


P Operating license stage documents tt correspondence 


7909090331 Raises questions as to whether inciease in matl science 
activities are legal Requests advice re raquired changes to 
license or Tech 8pecs before proceeding w/research 
activities 

FECYCH, U Massachusetts Institute of Technology 79/09/04 8pp 


0 Reportable occurrences, LERt 6 related correspondence 


7909040400 RO 79-2 on 790410 during completion of startup checklist 
for less than 100 kW operation, core tank level scram 
discovered inoperable Caused by shorting between proba 
conductor lead t*. casing 

CLARK, L Massachusetts Institute of Technology 79/04/19 3pp 


DOCKET 90-82 WEQTINOHDUBE TE8T REACTOR 


U Insurance 84 indemnity information 


7909070497 Confirms in 
policies NP-1,89, 43, 
173. 174, 178. 179, 180 
197, 198, 200, 201 1 204 
QUATTROCHHl, J Ame 


DOCKET 90-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 
F, Security, medical, emergency fire protection plans 


7909100162 Responds to 790403 telcon 7904Q9 mallgram re fire 
protection at facility Forwards most recent insp, conducted 
on 701214 W/o end, 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/04/13 

app 


J Insurance & Indemnity information 


7909160393 Forwards Amend 22 to Indemnity Agreement B-20, par 10CFR140 
changci,r» increase from *140 million to *160 million, 
effective 790901 Supporting documentation end 
SALTZMANr V Antitrust 8i Indemnity Group 79/05/01 3pp 
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E:<Ki*Kr 2 ? WASxiriiTO'J STATE WIV RESEARCH REACTOR 
J triiur4''C» tf ifTTorB4tion 


79OS0IO327 Forwards IE Info Notlca 79-07* "Bp 111 of Rad loac i i v* 
COht^afflinatsd Basin " 

CRIER. D H Region 1. Fti iladelph la* Office of tho Director 
79/03.T30 Ip 


7'tt;5ltO7C0 Fcfuiris A<)«nd 12 ko indffinltg Agretisent E-30iper lOCFRMO 
incrt4i< 1140 njlllon to ftlEO nlllioni 

• ffscti.r 790201 S..ppartin$ docurif ntat Ian end 
EALTIMAN. J Antitrwit 1. [ndernitg Croup 79/05/01 3pp 


7705240472 Fciruerls acctpttd A-itnd 12 to Indertnity Agreement £-30 
CASE.E Wjihitngton State Un»v 79/03/11 2pp 


P Qptretlnj Ucenie stage documents & correspondence 


770531C232 Foruerdt application for renewal of License R-76' 
revised proposed Tech Specs. EIA> energency plan £. unlv 
financial rept for Fi ended 730fc30 

WILSON u E . NfKA?l,C J . SANDE. R D Washington State Univ 
79/05/15 Ip 


7-f05aiC2D4 Application for renewal of License R-74 
* Washington State Unlu 79/05/IS 64pp 


--7903310239 Proposed Tech Specs for WA State Univ modified TRICA reactor 
w/orlginal Tech Specs h basts 
* Washington State Unlv 79/03/15 72pp 


7909080-079 Responds to IE Bulletin 79-03 re langitudlnal uelu 
No action rea^irodj seam weld ln»p requirement l» ASHE 
Section HI Onli^ plants designed under these rules are 
affected 

MOODY. D E Yankee Atomic Electric Co 79/04/04 Ip 


790502011/1 Forwards I£ Bulletin 79-0/>i "Bevlew of Clperat Iona 1 Error* I 
Sgs Hisal ignments Identified During ThI Incident " Liconsvu 
ictlen required 

GRIERiS H Region 1. Phi ladelph la. Office of the Diroclcir 
79/04/ U Ip 


P Operating license stage documents & correspondence 


7903290006 Finds VOOAP-l-A "Operational OA Program* “ accop tah le> b 4 sed 
on review of Revision 6* including Amend 1 

HAASrU P, Division of Project Management 79/04/10 app 


7905090022 Forwards topics deleted from systematic evaluallnn orogr** 
review of facilities Requests review & Ident i f 1 cation of 
errors within 30 days from receipt of Itr 

nEMANN*D L Operating Reactor* Branch 2 79/04/16 7np 


7903310242 ClA for continued operation of WA State Univ modified TRIOA 
reactor 

* Washington State Unlv 79/05/19 ISpp 


--7909310245 WA State Univ Nuclear Radiation Ctr emergency plan 
* Washington State Univ 79/05/15 12pp 


Zr 53-29 YAWEE-ROWE NUCLEAR POWER STATION 
I Financial information 


7903310390 Advises of pUn to file annual cash flow statements 
guaranteeing paynant of retrospective premiums on 790701 
A* I ^ statements by 790401 

SOUCY.A R Yankee Atomic Electric Co 79/03/23 ip 


J Insyranee L indemnity information 


7903020363 Forwards draft evaluation of systematic ovaiuatloii prooT* 
Topic iV-l-Ai "Operation U/Lsst than All Loops in Qvc " 

Requests review $. response within 30 days 

ZIEMANN, 0 L Operating Reactors Branch 2 79/04/10 (Ipp 


Discusses loss of feedwater transient analyilt reports# fl 
790417 Analysis error was found in inverted GEMINI code 
incorrect assumption In analysis of reactor coolant pump 
operation following trip 

CROCE* R H Yankee Atomic Electric Co 79/04/33 3pp 


y ur /TWO.SI meecing u/utll Si W««ton Oeophyei 

ongoing review of systematic evaluation program toplc*- 

design i pipe breaks Inside conta irimerit 
BURGER, A Operating Reactors Branch 2 79/04/24 6pp 


HEIDER.L H Yankee Atomic Electric Co 79/04/34 Ip 


policies NF l> 25. 43i 76* 83. IQO. 1 1 1, MO* 146* ISI. lAl. lAd I7ft 
I 7 ' 186. 87 ii 8 .?U ; 2 f 

ROSERie.D *1 Mo.l. E„.r9v u.bli.,, 79/05/01 


nl cAHvtsiqfi Q c* Amend i 

DA program, as requested In 790410 Ur 
ORQCE^R H Yankoe Atomic Electric Co 


79/04/30 4pp 


OA ProjMo. «r. .ccptiiM, 

MAASS.H P Quality Assurance Branch, 79/04/10 l/pp 

etr... An.W.l. «* 

OHIEB s S L*'!"’" ‘'““n rnulr«d 

7?/o 3/I4 fp ' " Pl'*la..lphj„ Offic. of tl,. Dlr.clnr 


7903160285 Forwards Amend 12 to Indemnity Aareement H- 

8aut*«an,j A„tn,«. t o„„, n,0in 


per lOCFRUO 
5pp 




7903040113 Forwards lE Bulletin 79 -oar i'rba.i-*. -ii ^ 

Curing TNI incident 
79/04/14 Ip ** ' PhHadelph la. Office of the Oireclor 


SOUCr.A R Y«.., A.c. BUctric Co 77/05/OT 3pp 


7903110317 Submits response 
feedwater 


to NRC 790504 ((uestions re auclIUry 


7909040301 Forwards IE Bulletin To-oo iie. 

79/04/14, Ip ® ^ PhlUdelphla, Office of the Director 




required. 

??/S>?7’' .p •' 


'■Failure* of OE Type AK 2 
License# action 

Office of the Director 




r - • - 4 1-1' run 

Incident *• 

79/04/18*^ Ip '' f’^'^adelphia. Office of the Director 


thods of analysis «**igned using nondynamic 

OCE,n H v«k., Au™,c El...rlc Co 79/04/24. Ip 
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7705250399 Respond* to IE Bulletins 79-06r 79-06A U 79~06Ar Revle Ion lire 
ThI error* Outline* chonge* In operating procedure** 
preventative measure* taken Supporting personnel briefing fr 
documentat Ion end 

MaoDY. B E Yankee Atomic Electric Co 79/0A/26 9pp 


R Periodic operating report* U related correspondence 


7905160431 Foruiard* Amend 11 to Indemnity Agrea/nent D-7 

0'KEEFE*A si Armgi Dept ofj Hatl* &i Mechanic* Ro«earch Center 
79/05/09 2pp 


DOCKET 50-53 AEROJET GENERAL NUCLEONICS 


J Iniuranca t* Indemnity Information 


7905150334 Foru/ard* monthly operating rept for Apr 1979 
MOODY. DE Yankee Atomic Electric Co 79/05/12 Ip 

— 7905150337 Monthly operating rept for Apr 1979 

SJOGREN. R M Yankee Atomic Electric Co /9/05/12 5pp 


7905300059 Forward* Amend 17 to Indemnity Agreement B“2. ref lectlng 
change in lOCFRlAO. increasing primary layer of liability 
from *140 million to fi60 ml 1 1 ion. effective 790501 
Supporting documentation end 

SALTZMAN.J Antitrust 8< Indemnity Group 79/05/01 5pp 


3 Reportable occurrences. LER* h related correspondence 


7905150422 Forward* LER 70-O12/O3L-1 

AUTIO.H A Yankee Atomic Electric Co 79/05/11 tp 


‘"'7905150420 LER 7a'0t2/O3L’-l on 7B0419 level of primary seat tank found 
to be decreasing at faster rate than normal Caused by crack 
in carbon ring of mechanical seal Seal replacod 
MAY.e L Yankee Atomic Electric Co 79/05/U Ip 


7905150433 Forward* LER 79‘'014/03L -0 

AUTIO.H A Yankee Atomic Electric Co 79/05/11 Ip 


—7905150437 LER 79-0l4/O3L‘‘O on 790412 CA-V-6e8 Valve fallod containmon 
leakage rate Causad by crud on valvo seating surface Valve 
1 solatod . t leaned, retested returned to *vc 
MAY.E L Yankee Atomic Electric Co 79/05/11 Ip 


7905190126 Forwards UER 79-OlO/04i<-0 

AUTIQ.H A Yankee Atomic Electric Co 79/05/14 ip 


•*-7705190128 LER 79-010/04X-0 on 790213 while performing Insp on air 
sample pump station A'3. air sample pump found inoperative 
Caused by bearing failure on motor shaft Bearing replaced 
MAY.E L Yankee Atomic Electric Co 79/05/14 Ip 


DOCKET 50-30 PLUM BRaOK RESEARCH REACTOR FACILITY 


J Insurance indemnity information 


7905160280 Forward* Amend 14 to Indemnity Agreement D-3. per 10CFR140 
change*. re increase from $140 million to $160 million, 
effective 790501 Supporting documentation end 
SALTIMAN. J Antitrust lU Indemnity Group 79/OD/Ol 5pp 


7905l90l7i Amend 14 to Indemnity Agroemont D-3 between NAQA 4’ AEC 
SALTZKAN. J Antitrust $. Indemnity Group 79/05/07 Ip 


DOCKET 50-32 AEROJET GENERAL NUCLEONICQ 


J Insurance h Indemnity information 


7905300059 Forward* Amend 17 to Indemnity Agreement B-2. ref 1 ec t ing 
change in lOCFRidO. Increasing primary layer of liability 
from $140 million to $160 ml 1 1 1 on. of fectl vs 790501 
Supporting documenta tlon end 

8ALTZMAN. J Antitrust 4. Indemnity Group 79/05/01 Spp 


7905240357 Forwards executed Amend 17 to Indemnity Agreement D-2 
NEWACHECK. R L Aerotest Operation* 79/09/15 2pp 


DOCKET 50-37 TRIOA-KARK I PROTOTYPE REACTOR 


7905240357 Forward* eiecutsd Amend 17 to Indemnity Agreement B-2 
NEWACHECK, R L Aerotest Operations 79/05/15 2pp 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


J Insurance h Indemnity Information 


7909160340 Forward* Amend 11 to Indemnity Agreement D-14i per 10CFR140 
■change*, re increase from $140 million to $160 million, 
effective 790501 Supporting documentation end 
8ALTZMAN, J Antitrust 4- Indemnity Group 79/05/01 Spp 


P Operating license stage documents 4. correspondence 


7909010531 Provide* response* to proposed Tech Spot items re potential 
reactivity, organliatlon chart 4* definition of “unplanned 
transient* “ 

OEORGE.K D Union Carbide Corp 79/04/10 9pp 


7905010493 Ack 790412 telton re Tech Spec mods Details re<iU8*ted 
changes re llguid effluent release* 

GEORGE, K D Union Carbide Corp 79/04/16 2pp 


DOCKET 50-57 STATE UN IV OF NEW YORK RESEARCH REACTOR 


J Insurance 4. indemnity information 


7905160332 Forward* Amend 12 to Indemnity Agreement E-34>per iOCFRt40 
change*, re increase from $140 million to $160 million, 
effective 790501 Supporting documentation epcl 
SALTZMANiJ Antitrust 4> Indemnity Group 79/05/01 5pp 


P Operating license stage documents 4< correspondence 


7903190019 Req.uests Change to Tech Bpec* re present period reversal h 
scram 

ORLOSKY.P M New York, State Unlv of. Buffalo 79/01/09 2pp 


DOCKET 50-59 TEXAS AtM UNIV RESEARCH REACTOR 


J Insurance ^ indemnity information 


7903160343 Forwards Amend 14 to Indemnity Agreement E-12, per 10CFR140 
changes. re Increase from $140 million to $160 millioni 
effective 790501 Supporting documentation end 
SALTZMANi J Antitrust 4< Indemnity Group 79/03/01 Spp 


DOCKET 80-62 UNIV OF VIRGINIA RESEARCH REACTOR 


J Insurance 4‘ Indemnity Information 


J Insurance 4< Indemnity information 


7905300202 Forwards Amendment 31 to Indemnity Agreement 8-9, ref I oc ting 
change in lOCFRHO. increasing primary layer of liability 
from $140 million to $160 ml 1 1 i on, effective 790501 
Supporting documentation end 

SALT Z MAN . J Antitrust 4. Indemnity Group 79/03/01 3pp 


7909230456 Forward* Amend 12 to Indemnity Agreement E-2S, per 10CFRt40 
changes, re increase from $140 million to $160 enilllon. 
effective 790301 Supporting documentation end 
8ALTZMAN.J Antitrust t Indemnity Group 79/09/01 Spp 


7909240462 Forwards accepted Amend 12 to Indemnity Agreement E-28, 
effective 790916 

JENNINGS, D W Virginia, Unlv of 79/09/17 2pp 


DOCKET 50-47 ARMY MATERIALS RESEARCH REACTOR 


J Insurance Indemnity Information 


7905160270 Forwards Amend 11 to Indemnity Agreement 0-7. per lOCFllt40 
changes. re increase from $140 milllan to $160 million, 
effective 790501 Supporting documentation end 
SALTZMANi J Antitrust 4. Indemnity Group 79/05/01 Spp 


Q, Inspection reports, IE Bulletins V correspondence 


7905070148 Forward* IE Bulletin* 79-05. 79-05A 4< 79-06 re nuclear 
incident at TMI 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/04/J3 ip 
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DOCKETED ITEMS 


DOCKET 30-70 GENERAL ELECTRIC TEST /lEACTOR 

£ NRC 8af«t4^ Evalu' 4 tlon Raport C5ER>< supplt & corr«fipondenc« 


7903160420 Rpquatti revlvitf of geologic prab^bilitg analgsl* be 

eicp edited so QER can be Issued 

DARMlTZELi R M Oenerel Electric Co ifitjcLear Enargg Praducts Oiv 
79^05/09 Ip 


J Ihsorence t indemnitij IflfoPffiation 


7909070497 Confirms increased llabliltg limit to ♦I24i000(000 for 
policies NF-1.23. 43^ 76,83- 100, 111, 140- 146. iSlr 161, 164, J70. 

173. 174- 170, 179, 100- 192, 189, 106. 187. 100. 109. 192. 193. 194. 195, 

197, 198.200, 201, 204« 206. 207, 209, 210, 212. 214, 213, <. others 
QUATTRQCliHf ; J A/rerican Nuclear Insurers 79/03/01 Ip 


7903070332 Confirms Incrsase in liabtlitg limit ta 436,000,000 for 
policies MF-2a, 26, 29. 38,39. 44, 46, 47.49. SO, 3i.32. S3. 34, 35, 36, 

57, 38, 60,61.64, 66.67, 60,69, 70. 71. 72,74, 76. 77,70, 79.00,86, 07, 

&a. 90, 91, 92, 93, 94, 95 & 96 

IIOQERTS, D M Mutual Atomic Enerjy Llabliity Underwriters 79/05/01 
if> 


7903300190 Torcjards Amend 20 te Indemnltv Agreement D-£ 1. ref lect log 
change in tOCFR 140, increas Ing prlmerg lager of liablLitg 
from 4140 million to *160 ml 1 1 1 on- of f ectlv* 790501 
Supporting dacumantat ion end 

BALTZMAN-J Antitrust S< Indemnitg Group 79/05/01 Spp 


79031SD308 Amend 20 to Indemnitg Agreement B-lf 

SALTZMAN. J Antitrust U Indemnity Group 79/03/08 tp 


DOCKET 30-72 UN IV OF UTAH REBEARCN REACTOl? 


J Insurance U indemnitg information 


7903300034 rorwards APierid 10 to Indemnity Agreement E-3I- ref lec t Inj 
change in lOCFRl 40, increasing primary layer of iiability 
from 4140 million to 4160 mi 1 1 1 on. effective 790301 
Supporting documentation enc 1 

SALTZMAN-U Antitrust Indemnity Group 79/03/01 6pp 


7903140281 Ameti4 10 to Indemnity Agreement E-31 

SALTZMAN, J Antitrust Indemnity Group 79/05/07 Ip 


P Operating license stage documents 6 correspondence 


7905090279 Forwards correction to page 16-4 in Amend 7 for License 
R~3l 

REID, R W Operating Reactors Branch 4 79/04/09 3pp 


R Periodic operating reports S« related correspondence 


7903010339 Announces plan to restart AON-201 reactor on 790309 WC 
representative invited to attend Foruards "Annual Operating 
Rapt 1978 * 

JORDAN, E 0 Catholic Unlv 79/04/20 llpp 


— 7903010347 "Annual Qperefclng Rept 1970 " 

EBERT, D 0 , KEENE, W E , JOROAN-E D Catholic Unlv 79/04/06 
iipp 


COCKE? 30-83 UNIV OF FLORIDA TRATNINO REACTOR 
J Insurance h indemnity information 


7903160167 Foruards Amend 9 to Indemnity Agreement E-10, per 10CFR140 
changei.re liability Insurance increase from 4140millian to 
4160- mill Ion, effective 790301 Bupporting documentation end. 

SALT Z MAH- J Antitrust 6 Indemnity Croup 79/03/01 Spp 


(I Inspection reports, IE Bulletins & correspondence 


7903070142 Forwards IE Bulletins 79-03, 79-05A it 79-06 ro nuclear 
Incident at TMI 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/13 ip 


DOCKET 30-84 UN IV OF CALIFORNIA RESEARCH REACTOR 


J Insurance $< indemnity information 


7903300032 Furwardi Amend 13 to indemnity Agreement E-15, ref leeting 
change In tOCFRHO, increasing primary layer of liability 
from 4140 million to 4160 ml 1 1 Ion. effective 790301 
Supporting documentat 1 on end 

8ALT2MAN, J Antitrust & Indemnity Group 79/05/01 Spp 


Q Inspection reports, IE Sulletins L corre ipondence 


790S01063S Adc receipt of 790302 Itr Informing HRC of steps taken to 
correct violatrions noted in IE Insp Rept 50-072/79-01 
MADSEN, 0 L Region 4- Dallas. Reactor Operations Nuclear Support 

Drancfi. 79/03/29 Ip 


— 7905010661 Recponds to NRC 790208 Itr re violations noted in IE Insp 
Rept 30-072/79-01 Corrective action* reactor log corrected 
to include radiation survey around reactor seals 
TDRLEVrR E Utah, Uni v of 79/03/02 Epp 


DOCKET 30-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 
J rnsurance 4 indemnity information 


7903300190 Forwards Amend 20 to Indemnity Agreement B-Lt, ref 1 ecti ng 
change In 10CF8140, increasing primary layer of liability 
from 4140 million to 4160 ml 1 1 ion, affective 790SO1 
Supporlirg tfocumentatlon end. 

GALTZMAN. J Antitrust h Indemnity Group, 79/03/01 3pp 


F. Operating license stage documeitti & correipondence 


7903190154 Notifies that OE will have resources necessary to 
decommission reactor 

BEATON, ft. H General Electric Co 79/03/14.. Ip 


DOCKET 30-87 NESTING HOUSE CRITICAL EXPERIMENT 
J Insurance 4 indemtiity information 


7905160S49 Forwards Amend 8 to Indemnity Agreement 0-36, per lOCFRHO 
changes- re increase from 4i40 million to 4160 mllllonj 
effective 790801 Bupportlng documantatlon end 
6ALTZKAN. J Antitrust U Indemnity Group 79/03/01 Spp 


DOCKET 50-09 GENERAL ATOMIC CO 
J Insuranc# Sc indemnity information 


79G330020-2 Fort/ard* Amendment 31 to Indemnity Agreement B-9, ref lectlng 
change in lOCFRldO. increasing primary layer of liability 
from 4140 million to 4160 mil 1 ion, ef f ectlve 790301 
Supporting documentation and 

BALTZHANiJ Antitrust & Indemnity Group 79/03/01 3pp 


DOCKET 80-94 ROCKWELL INTERNATIONAL RESEARCH REACTOR 
J Insurance fk indemnity information 


7903160320 Ferwards Amend 13 to Indemnity Agreement B-13, per lOCFRldO 
changes, re increase from 4140 million to $160 million, 
affective 790301 , Supporting documentation end. 

8ALTZMAN, J. Antitrust in Indemnity Group, 79/03/01 3pp 


DOCKET 30-77 CATHOLIC UNIV OF AMERICA RESEARCH REACTOR 


J Insurance & Indemnity information 


7905160122 fopwardi Amend 9 to Indemnity Agreement £-2# per I0CFR1140 
changeSfre Liability insurance Increase from 4140 million to 
4160 ml II ion, effect ive 790901 Supporting ifocumentatlan end 
SALTZMANrJ Antitrust 6 Indemnity Group 79/08/01. 3pp. 


DOCKET 30-97 CORNELL UNIV ZERO POWER REACTOR 


J Insurance & Indemnity information 


79033Q0038 Forwards Amend II to Indemnity Agreement E-4i ref lectlng 
change in tOCFR 140. increasing primary layer of liability 
from 4140 million to 4160 ml U i Dn» effective 790301. 

Supporting documentation end 

aALTZMANrJ Antltramt it Indemnity Group 79/03/01. Spp 


790315G479 Forwerde Amend 9 to Indemnity Agreement E-2. 
LOWErV. P Citholle Unlv 79/03/10. 2pp, 



DOCKETED ITEMS 13 


DOCKET 50»9? BABCOCK ^ WILCOX TEST REACTOR 


J Itiflur^ncs ^ Inde-mnitg Infarmatlon 


7903300714 Forward* Amend 19 to Indemnitg AflreBtnonk D-B» (ler tOCFR140 
changesrre increase from »140 million to *160 millloni 
effective 790901 Supporting docun\enta tion end 
SALTZMANp J Antitrust t* Indemnity Group 79/05/01 3pp 


7909290427 Forwardi enocuted Amend 1 to Indemnity Agreement 0-2 Amend 
19 to Indemnity Agreement H-0 

OLSEN I A F Babcock U WUcos Co 79/03/21 3pp 


F Operating license stage documents & corr eipondence 


7909140411 Submits annual operation* rept for 1979 
OLSENiA F Babcock 8* WilcoK Co 76/02/24 9pp 


7909140414 Submits annual operations rept for 1976 
OLSENiA F Babcock 8t Wilcox Co 77/02/23 Spp 


7909140406 Submits annual operation* rept for 1977 
OLSENiA F Babcock U Wilcox Co 78/02/27 9pp 


7909110309 Forwards additions to License R-47i reneuia 1 application 6 
proposed Tech Specs for power limits 
OLSENiA F Babcock Wilcox Co 79/03/01 2pp 


Q Inspection report*! IE Dulletins 8^ c orrespondonco 


Q Inspoction roportsj IE Bulletins l< corrosp ondence 


7903070146 Forward* IE Bulletins 79-09i 79-OSA 8^ 79-06i re nuclear 
Incident at TMI 

□ 'REILLYi J P Region 2i Atlantai Office of the Director 

79/04/13 Ip 


DOCKET 90-112 UN IV OF OKLAHOMA RESEARCH REACTOR 


J Insurance L indemnity Information 


7903160236 Forward* Amend 9 to Indemnity Agreement E-26( per 10CFRt40 
cKanges^re increase from *140 million to *160 mlllioni 
effective 790501 Supporting documentation end 
SALTZMANi J Antitrust St Indemnity Oroup 79/03/01 Spp 


Q Inspection reportsi IE Bulletlne & correspondence 


790313037B Forwards IE Insp Rept 50-112/79-01 on 790412-13 No 
noncompliance noted 

MADSEN 0 L Region 4i Dallas. Reactor Operation* Nuclear Support 

Branch 79/03/30 2pp 


—7903150534 IE Insp Rept 50-112/79-01 on 790412- L3 No none omp 1 iance 
noted Ma^or areas inspected security organ! aat ioni phys 1 ca 1 
barriers! access control detection aids & testing of security 
eaulpments Details lulthheld (ref 10CFR2 790) 

CALDWEULiR A Region 4. Dallas, Office af the Director. 

MADSEN) O L Region At Dallas, Reactor Operations Nuclear 

Support Branch 79/04/27 Ip 


7905070199 Forwards IE Dulletins 79-09, 79-09A L 79-06 ro nucloar 
incident at ThI 

O'REILLYiJ P Region 2. Atlanta, Office of the Director 
79/04/13 Ip 


R Periodic operating reports 8i related correspondence 


7909140383 Forwards "Annual Rept 1978 " 

OLBEN, A F Babcock U Wilcox Co 79/02/28 Ip 


—7909140384 "Annual Rept 1978 " 

« Babcock h Wilcox Co 79/02/01 Spp 


DOCKET 30-113 UN IV OF ARIZONA RESEARCH REACTOR 


J. Insurance 6 indemnity Information 


7905160203 Forwards Amend 9 to Indemnity Agreement E-l4ipBr lOCFRlAO 
changes, re liability Insurance increase from *140 million 
to *160 mi llion, effective 790301 Supporting documentation 
eiKl 

BALTZMANi J Antitrust U Indemnity Oroup 79/03/01 5pp 


7905240607 Forwards executed Amend 9 to Indemnity Agreement E-14 
CARRiB E Arlionai Univ of 79/03/10 2pp 


DOCKET 90-103 AEROJET OENERAL KUCLEQNICS 


J Insurance I* Indemnity information 


7903300099 Forwards Amend 17 to Indemnity Agreement B-2i ref lect Ing 
change In 10CFR140, Increes Ing primary layer of liability 
from *140 million to *160 mil lion, «f fee tive 790901 
Supporting documentation end 

SALTZMANi J Antitrust 8< Indemnity Oroup 79/03/01. 9pp 


7903240397 Forwards executed Ainend 17 to Indemnity Agreement B-2. 
NEWACHECKiR L Aerotest Operations 79/03/19 2pp 


DOCKET 30-106 OREGON STATE UNIV 


J Insurance ir indemnity Information 


7909160326 Forwards Amend 12 to Indemnity Agreement E-lliper 10CFR140 
changesire increase from *140 million to *160 mllllon« 
effective 790901. Supporting documentation end 
8ALTZMAN. J Antitrust 8( Indemnity Group 79/03/01 9pp 


DOCKET 90-111 NORTH CAROLINA STATE UNIV RESEARCH REACTOR 


J Insurance 8c indemnity information 


7909300069 Forward* Amend 19 to Indemnity Agreement E-?! ref I act ing 
change in lOCFRMOi Incrwai ing primary layer of liability 
from *140 million to *160 ml L I l<jn» of f *c t Ive 790901 
Supporting documentation end 

SALTZHANrJ Antitrust 8c Indemnity Group 79/03/01. 9pp 


7909310492 Forwards Amend 13 to Indemnity Agreement E-7. Requeste change 
in addressee for correspondence. 

BOHANNON, J R North Carolina State Univ 79/09/29 2pp 


DOCKET 50-116 IOWA STATE UNIV RESEARCH REACTOR 


J Insurance U indemnity Information 


7905160106 Forwards Amend 9 to Indemnity Agreement E-S. per lOCFRMO 
changesire liability insurance Increase from *140 mllUon 
to •160' mi U ion. ef fee tive 790301 Supporting documentation 
end 

SALTZMANj J Antitrust 8« Indemnity Group 79/09/01. Spp 


7905160296 Forwards signed Amend 9 to Indemnity Agreement E-3, 
Increasing liability Insurance from *140 to *160 million 
SUDBECKiR R Iowa State Univ 79/03/09. 2pp 


a Inspection reportsi IE Bulletins 8( correspondence 


7909160489 Ack receipt of 790404 Itr informing NRC of steps taken to 
correct violation* noted In IE insp on 790222-23 

HINDi J A Region 3r Chicago# Safeguards Branch. 79/04/iB Ip, 


— 7903160499 Responds to NRC 790313 Itr re violations noted in IE insp 
on 790222-23 Corrective actions withheld <r«f 10CFR2 790), 

BURNET, 0 Iowa State Univ 79/04/04 2pp. 


DOCKET 90-123 UNIV OF tiXSSQURl RESEARCH REACTOR 


J Insurance 8i Indemnity information 


7909160336 Forwards Amend 10 to Indemnity Agreement £-23# per lOCFRMO 
changesire Increase from *140 million to *160 nilllonr 
• ffeettve 790S01 Bupporting documentation end 
BALTZMAMi J Antitrust & Indemnity Group. 79/03/0t. 5pp 


7905310401 Forwards executed Amends 10 8, II to Indemnity Agreements 
E-23 8( E“23i respectively. 

BLANBETT, V, Missouri. Univ of. 79/03/29, Opp 
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DOCKETED ITEMS 


Periodic operatirg report-# te rslated correspondency 


y'TOSaaOOS? Foru-erdi progress rept for Apr 1970-Mar 1979 for Roll a 
niiclflar reactor facility 

EDWARDS, R Missouri. Univ of 79/04/30 Ip 


— 790S220090 Progress rept for Apr 1978-Mar 1979 for Folia nuclear 
reactor facilitv 

CLUrOTT.A E Missouri. Unlv of 79/04/30 lOOpp 


DOCKET 50-124 VCROINIA POUYTECK INST TRAINIKO REACTOR 


J Insuranca h indentnlti/ tnforfnafelor 


7905160308 Forwards Amend 12 to rndemntty Agreetnent E-33. per 10CFR140 
change*. re increase from $140 million to 4160 million, 
effoetlv^e 790SOI Supporting documentation oncl 
SALTZMAM, J Antitrust 4* indennltg Croup 79/05/01 5pp 


7905150363 Amend 12 to Indemnity Agreement E-33» Increasing liatUitg 
coverage from »140 million to 4160 million 
SALTZMAIMi vf Antitrust 4c Indeinnitg Group 79/05/10 Ip 


Q Inspection report*. IE Bulletins 4t. correspondence 


7905010193 Forwards IE Insp Rept 50' 124/79-01 on 790129-31 No 
noncomp 1 lance noted 

SUTKERLAND. J T Region 2. Atlanta. Fuel Facility <*. Materials 

Safetg Branch 79/03/16 2pp 


— 7903010207 IE Ittsp Ropt 50-124/79-01 on 790129-31 No noncomp 1 lance 
noted Ma^or areas inspected radiation protection re 
procedures, posting, iabe ling, dost me terg. train ing. surveys St 
instrument calibr 

CMALD. 5 C . GiBSaN. A F Region S. Atlanta. Fuel Facility tc 

Materials Safety Brancti 79/03/09 7pp 


7905240474 Forwards tE Insp Rept 50-124/79-04 on 790320-0321 No 
noncompl iance noted 

LEWIS. H,C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/04/04 2pp 


— 79052404SO IE Insp Rept SO- 1 24/79-04 on 790320-0321 Mo noncompl lance 
noted Major areas inspected refueling operations h 
associated radiological controls 

JULIAN, C A Region S. Atlanta. Office of the Director 
MARTIN. R D Region 2. Atlanta. Reactor aperattons Nuclear 

Support Branch 79/04/02 3pp 


79OSO7O130 Forward* lE Bulletins 79-03. 79-05A «« 79-06, i e nuclear 
incident at TMI 

O'REILLY. J F Region 2. Atlanta. Office of tBe Director 
79/04/13 ip 


DOCKET 50-128 TEXAS A4.M UNIV RESEARCH REACTOR 


P Operating license stage documents ^ correspondence 


790S150778 Re<iuests addl Info to complete review of proposed amend, 
including effects of blast* part beam strength 4« 
transportaion of explosive mat! 

REID.R W Operating Redcto.rs Branch 4 79/03/30 2pp 


7905230036 Notifies of pending license expiration Forwards license 
renewal review iCeins Application for renewal must be filed 
at least 30 days prior to expiration 

REIDiR U Opera ting Rsactars Branch 4 79/04/25 IOdq 


0 Inspection reports, IE BulUtina 6 corr espondonco 


7905070156 Forwards IE Bulletins 79-05. 79-05A 79-06, ro nm l**r 

Incident at TMI 

O'REILLY.J P Region 2, Atlanta. Office of the Dlr»il,)i 

79/04/13 Ip 


DOCKET SO-iai OMAHA VET ADMIN HOSF RESEARCH RCACTOR 


F Security, medical, emergency t fire protection plan* 


7905140192 Forwards physical security plan Plan withhold 
(ref lOCFftg 790) 

BLOTCKV.A J Vet Adirtin Hosp NE/DM 79/03/10 )p 


J Insurance U indemnity information 


79D5160100 Forwards Amend B to Indemnity Agreement D-U,per 
changes.ro Increase from 4140 million to 4160 million, 
effective 790501 Supporting documentat ion end 
BALTZMAM. J Antitrust Indemnity Group 79/05/01 Ipp 


7905160297 Amend 0 to Indemnity Agreement D-8, increasing llaiOUti 
Coverage from 4140 million to 4160 million 
SALTZMAN. J Antitrust t> Indemnity Oroup 79/03/09 


P Operating license stage documents li correspondence 


790314019Q forwards application for renewal of License fl"')/ 
DLOTCKY, AJ Vet Admin Mosp NE/OM 79/03/10 ip 


— 7905140201 Applies for renewal Of License R-57 Forward* 
supporting documentation 

HULUON. Tf^ Vet Admin Ho»p NE/OM. 79/05/10 tp 


—7905140204 Application for renewal of License R-37 
* Vet Admin Hosp NE/OM 79/05/10 70pp 


DOCKET 50-133 HUMOOLT BAY POWER PLANT, UNIT 3 


0 Adjudlcitcry correspondence 


7905030048 Forwards Lewis Committee rept (NURE0/CR-04a{)) , Nlll fnU..i 
statement on reactor safety study (NA5H-1400) . i ts review by 
Lewis Committee 8« survey of NRC uses of WASH-HOO 
MULKEY, Me Branch 2 79/03/30 2pp 


7709070227 Nutl f ication of resignation of DE Pesonen as coodisl *>*• 
Intervneors Intervenors will continue to be represented by 
LJ Brown Sierra Club Legal Defense Fund, 

PESONEN, D E Qarryi Dreyfus. McTernan. Brotsky. Herndon 4 
Inc 79/04/04 Ip. 


1 Financial information 


7909300160 Forwards ''Annual Financial Rept 1978 " 

CRANE.F, A Pacific Oas Electric Co 79/05/23 Ip 


—7903300174 "Annual Financial Rept 1970 " 

a Pacific Oas Electric Co 78/12/31 40pp 


7705300510 Forwards "Estitnated Internal Fund Generation for CV/V^ i 
"Annwal Financial Rapt 1970 *' 

CRANE. P A Pacific Oai t Electric Co, 79/05/24 3pp 


— 7905300529 Annua I Financial Rept 1978 '* 

* Pacific Oas tf Electric Co, 79/02/23 36pp 


J Insurance it indemnity Information 


7903160293 Forward* Amend 21 to Indemnity Agreement B-21.per 
changes. re increase from 4140 million to 4160 mllllan. 
effective 790501 Supporting documentation end 
BALTZMAM. J Antitrust & Indemnity Oroup. 79/05/01 3pf 


7903140406 Forwards Amends executed Amend* 21 tt 4 to Indemnity 
Agreement* B-2t % B-75. respectively 

CRANErP.A Pacific Oas « Electric Co. 79/05/08 3pp 
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P Operating license stage documenti U correepandsnc e 


7<705a900ll Respands to 790313 Itr Lists references to specific 
docketed info describing operational QA program 
CRANEiP A Pacific Gas U Electric Co 79/04/20 Ip 


790530020Q Forwards sufnmary of ED8 Nuclear«lnc rosol ut i on/documentat ion 
of elbow flextbilitg error which eicisted in versions of 
PI3QL piping analgsis computer program from Jan~Oct 1969 
Review reanalgsis included all work through Dec 1970 
PORTER. F L EDS Nuclear. Inc 79/03/21 9pp 


— 7905300263 Forwards EDS Nuclear. Inc list of HWRs 6 piping sgs uhlch 
could have been impacted bg deficient computer program 
OE has no record of reanalgils for Cooper piping sgs 
STEPHENS. P H General Electric Co .Nuclear Energy Products Dlv 
79/01/24 iSpp 


Q Inspection reports. IE Bulletins correspondence 


7903010287 Forwards IE Info Notice 79-06. “Stress Analysis of 
Safety-Related Piping “ 

ENOELKEN.R H Region 4. Dallas. Office of the Director 79/03/23' 

Ip 


7903040081 Forwards IE Info Notice 79-07. "Rupture of Radwasto Tanks 
ENOELKEN. R H Region 3. San Francisco. Office of the Director 
79/03/26 Ip 


7903010216 Forwards IE Info Notice 79-08. "Interconnection of 
Contaminated 8ys w/Svc Air 6ya Used as Source of Dreathlng 
Air " 

ENOELKEN. R H Region 3. San Francisco. Office of the Director 
79/03/2S Ip 


7903010423 Forwards IE Info NotUo 79-09. "Spill of Rad ioac tl vely 
Contaminated Resin " 

ENGELKENfR H Region 3. San Franclfco. Office of the Director 
79/03/30 Ip 


7905010023 Forwards IE Bulletin 79-06A. "Review of Operational Errors 6 
Sys Misalignments Identified During TMI Incident '* 

ENOELKEN. R H Region 3. 8an Francieco. Office of the Director 
79/04/14 Ip 


7903040308 Forwards IE Bulletin 79-060. "Review of aperattonal Errors h 
Sys Misalignments Identified During TKl Incident," 

ENOELKEN. R H Region 3. San Francisco. Office of the Director 
79/04/14 Ip 


Q Inspection reports. IE Dulletlns ^ correspondence 


7903070099 Forwards IE Bulletin 79-07. "Seismic Stress Analysis of 
Safety-Related Piping “ Licensee action reciulred 
ENOELKEN. R H Region 3. San Franeieco. Office of the Director 
79/04/14 Ip 


7903030288 Forwards IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Breaker In 8af ety-Related Sys " Licensee action 
required 

ENOELKEN. R H Region 3. 8an Francisco. Office of the Director 
79/04/17 tp 


7903130809 Responds to IE Bulletin 79-01. "Environ Qualification of 
Class IE Equipment " Will provide schedule for lubmission of 
info after seismic Issues have been resolved 
CRANE, p A Pacific Oes it Electric Co. 79/04/20 ip 


7905080368 Forwards IE Bulletin 79-03B, "Nuclear Incident at 
TMI-Suppl " 

ENOELKEN. R H Region 3, San Francisco. Office of the Director 
79/04/21. Ip 


R Periodic operating reports It related correspondence 


7903090318 Forwards "Quarterly Status Rept of Investigatlo-ns It Mods.*' 
Jan-Mar 1979. Rept 21 

CRANE, P A Pacific Oas U Electric Co. 79/03/03, Ip 


7903190130 Forwards monthly operating rept for Apr 1979 
WEEKS. E D Pacific Gas It Electric Co. 79/05/11 Ip 


8 Reportable occurrences. LERs & ralated correspondence 


790S 130060 Forwards PN0-79-67L 

ENOELKEN. R K Region 3. 8an Francisco. Office of the Direiitor 
79/04/06. Ip 


7903140303 Forwards LER 7Q-004/03L-1 

CRANE, P A Pacific Oas 6 Electric Co 79/04/09 Ip 


— 7903140304 LER 70-OO4/O3L-L on 701213 redundant gas treatment sys dc 
fan operated beloui required desl^gn flow It pressure dropped 
across gas scrubber column Caused by apparent* pack Ing 
blockage in scrubber column Packing replaced 
GETTY. B C Pacific Oas It Electric Co 79/04/09 Ip 


7903130167 Forwards PN0-79-67R 

ENOELKEN. R H Raglon 5, Ban Francisco, affics of the Director 
79/04/11. Ip 


7903040123 Forwards PN0-79-67B 

ENOELKEN. R H Region 3. San Francisco. Office of the Director 
79/04/12 Ip 


7905130141 Forwards PND-79-67T 

ENOELKEN. R H Region 3. San Francisco. Office of the Director 
79/04/13 Ip 


7903030043 Forwards PN0-79-67U 

ENOELKEN, R H Region 3. Ban Francisco, Offlcs of the Director 
79/04/14. IP 


7903020327 Forwards PN0-79-67AA 

ENOELKEN, R H Region 3. San Francisco. Office of the Director 
79/04/20 ip 


7903010423 Forwards PN0-79-67AB 

ENOELKENtR H Region 3. San FranclscD. Office of the Director. 
79/04/21 Ip 


7703010444 Forwards PN0-79-67AC It AD 

ENOELKEN. R if Region 3. San Francieco. affiee of the Director. 
79/04/23 Ip 


79043004B4 Forwards ANQ-79-67AE 

ENOELKEN, R H Region 3. San Francisco, Office of the Director. 
79/04/24. Ip 


7903020227 Forwards PN0-79-67AF 

ENOELKENtR H Region 3. San Francisco, Office of the Director. 
79/04/23 tp 


— 7903020230 PN0-79-67AF, summary of info re nyclear Incident as of 
790423, Describes plant status U environ s tatus. Hlg h tst 
thsrrsocaup te reading. 312 F. 

e Office of Inspection fit Enforcement. 79/04/23 SPP, 


7705020236 Forwards PNO-79-67AO 

ENOELKEN. R. N. Region 3. 6an Francisco, Office of the Director. 
79/04/26 Ip 


— 7903020260 PNa-79-67A0: summary of info re nuclear incident as of 
790426 Describes plant status It environ status Highest 
Incore temp reading is 31 1 F 

PAULUSrR C , THaMPBQN, D, Office of Inspection &« Enforcement. 
79/04/26 2pp. 


7903090003 Forwards PNa-79-67AM. 

ENOLEKENfR H Region 3, San Francisco, Offlct of the Director. 
79/04/27 tp 


7903040339 Forwards PNQ-79-67AIr AJ fit AK per NRC 790401 Itr tranimi tt ing 
IE Bulletin 79-03. 

ENOELKEN, R.H Region 3* Ban Francisco, Office of the Director. 
79/04/30. Ip 


— 7903040360 PNO-79-67AI • summary of info re nuclear incident as of 
790428 Describes plant fit environ status 
a Office of Inspection 4i Enforcement. 79/04/20. 2pp 


— 7903040363 PND-79-67AK ‘ summary of info re nuclear incident as of 
790429 Describes plant fit environ status 
* Office of Inspactlon fit Enforcement. 79/04/30, 2pp. 


— 7903190132 Monthly operating rept for Apr 1979. 
e Pacific Oas It Electric Co. 79/03/02 4pp 



DOCKETED ITEMS 


7^03070007 Forward 1 PMQ-79-A7AU. per MRC 790401 I fcr trensmi tt »na IE 
aulletln 79-05 

EMOELKEM, R M Region 9 p San Franc leco. Office of the 01 rector 
79/05/01 Ip 


7905170072 Forwards PtlQ“79-67AW 

ENQELHE/I. R H Region 5- San Francieco. Office of the Director 

79/03/07 ip 


DOCKET 30-134 WORCESTER PQLVTECH INST RESEARCH REACTOR 
J Insurance ^ Indemnity Inforriatian 


79031A0205 Forward* Amend 9 to Indeffinlty Agreement E-3Ai per 10CFR140 
changee«re increaae froai S(4D million to 41&0 m-lllioni 
effective 790301 Supporting doci/mentatl on enc I 
SALT7MAH. J Antitrust ^ Indemnity Group 79/05/01 5pp 


7903110290 Forwards Amend 9 to Idemnlty Agreement E-3A 
LLOVD» D E Worcester Polytechnic Inet 79/03/00 2pp 


docket 50-139 l/MfV OF MASHINOTDN RESEARCH REACTOR 


J Insurance indemnity Information 


79031*0192 Forwarde Amend 9 to Indemnity Agreement E-29» per lOCFRHO 
changes* re liability ineurante increase from »140 million 
to ^1*0 m£ 1 1 i oni df f ectlve 790901 Supporting documentation 
end 

SALTZHAM. J Antitrust t Indemnity Group 79/05/01 3pp 


DOCKET 30-141 STANFORD ONIV RESEARCH REACTOR 


J Insurance Indemnity Information 


7905130396 Forwards Amend 9 to Indemnity Agreement E-I9*per lOCFRMO 
changeitre increase from 4140 million to *160 mlllloni 
effective 790501 Supporting documetitotl on enc i 
SALTZHANiJ Antitrust & Indemnity Group 79/05/01 5pp 


7?05S-403a7 Forwards ececutad Amend 9 to Indemnity Agreement E-19* 
effective 790514 

BETH*R M Stanford Univ 79/05/14 2pp 


DOCKET 50-142 yCLA TfiAININO REACTOR 


J Insurance Ci Inde/inlty information 


7905160235 Forwards Amend d to Indemnity Agreement E-lfii por 10CFR140 
changeiire liability insurance Increase from *f40milllan to 
*160 ml 1 1 lon» of fee t ive 790301 Supporting documentatlgn end 
SALTTHAHi if, Antitrust V Indemnity Group 79/03/01 3pp 


0 Inspection reportsi IE Bulletins b correspondence 


7905020513 Forwards IE Imp Rept 50-142/79*01 on 790212-15,28 6 0301 
No noncomp I lance noted 

BOaKfH E Region St San Fraticlscor Fuel Facility b Materials 

Safety Sranch 79/03/02 2pp 


— 7903020320 IE Insp Rept 50-142/79-01 on 790212-13^20 I 0301 No 
Tioncompl lance noted Major areas Inspected environ 
protectl on-r emergency p lanningi rad latlon control b. 

Independent Insp effort 

THDMASrB.D Region 5, Sen Francisco^ Office of the Director 
BOOK, H C Region Sen Francisco. Fuel Facility & Materials 

Safety Branch 79/03/02. 7pp 


DOCKET 30-146 SAXTON WUCLEAR EXPERIMENTAL FACILITY 


J, Insurance & indemnity Information 


DOCKET 50-1 4a ON IV OF KANSAS RESEARCH REACTOR 


J Insurance b Indemnity information 


7903165160 Forwards Amend 9 to Indemnity Agreement E-2l,per lOCFRMO 
changes, re liability insurance increase from *140 million to 
*160 ml 1 1 ion, ef f ec t Ive 790501 Supporting documentation end 
SALTZMAN, J Antitrust 6 Indemnity Group 79/05/01 3pp 


' 7903160117 Forwards Amend 9 to Indemnity Agreement E-0, per lOCFRMO 
changes, re llehlUty Insurance Increase from *140 million to 
*160 rfll 1 1 ion, effect ive 7905012 Supporting documentation 
end 

8ALTZHAN, J Antitrust t Indemnity Group 79/03/01 5pp 


DOCKET SO-131 UNIV OF ILLINOIS RESEARCH REACTOR 


J Insurance V indemnity information 


7909150370 Forwards Amend 12 to Indemnity Agreement E-20, per lOCFRMO 
changes, re Increase from *140 million to *160 million, 
effective 770301 Supporting documentation end 
SALTZMANrU Antitrust A Indemnity Oroop 79/05/01 Spp 


DOCKET 50-153 BIG ROCK POINT NUCLEAR PLANT 


C Utility Environmental Report (ER), amende b correspondence 


7905D1O4OB Forwards add 1 info re systematic evaluation program Topic 
VI I-l-A, reques ted by D MacDonald on 790306 Discusses 
Isolation of reactor protection sys inputs from failures In 
plant computer 

CASHELtiS Coneumere Power Co 79/04/10 i2pp 


F Becurity, medical, emergency b fire protection plans 


7905140211 Provld** schedule for submittal of addl fire protection 
info, per NRC 790404 request 

HOFFMAN. 0 P Consumers Power Co 79/03/09 2pp 


J Insurance b indemnity information 


7903070497 Confirms increased liability limit to *124,000,000 for 
policies NF-1, 25. 43.76,03, 100, 111, (40, 146, 131, 161, 164, 170, 

173, 174, 170, 179, 100, 182, 105. 186, 1D7, 1Q0, 189. 192, 193. 194, 193. 

197, 198. 200. 201, 204,206.207, 208. 210, 212, 214, 215, b others 
QUATTROCHHl, J American Nuclear Insurers 79/05/01 Ip 


790S0703B2 Confirm* increase In liability limit to *36,000.000 for 
policies hF-22, 26,29, 38,39,44. 46,47,49,30, 91, 52. 93, 94,55. S6. 

57. Sa, 60. 61. 64, 66, 67, 60, 69, 70, 71, 72, 74. 76, 77, 70. 79, 00, 06. 07, 
00,90,91,92,93,94,93 b 96 

RQDERTS.D M Mutual AtotTtlc Energy Liability Underur iters 79/09/01 
If 


7903160291 Forwards Amend 16 to Indemnity Agreement B-22, per 10CFRI4O 
changes^re increaei from *140 million to *160 million, 
effective 790301 Supporting documentation end 
BALTZMAN, U Antitrust b Indemnity Group 79/09/01 Spp 


7903150404 Forward* executed Amend 16 to Indemnity Agreement 0-22 
□ORIS, N R Consumer* Power Co 79/05/10 2pp 


7903250303 Forwards replacement copy of Amend I to Indemnity Agreement 
B-22. Act 790910 telcon confirming original copy,dtd 620905, 
was transmitted ta NRC 

BORIS, M R Consumer* Power Co 79/03/21 3pp 


P Operating llcenae stage documents U correspondence 


7905190640 Forward* Amend 27 to License DPR-06 b notice of issuance b 
availability Security plan evaluation withheld 
(ref 10CFR2 790) 

ZiEMANNiD L Operating Reactors Branch 2 79/04/10 3pp. 


— 7909190707 Amend 27 to License DPR'-06, revising security plan 
ZIEMANN, D L Operating Reactors Branch 2 79/04/10 2pP 


—7909190719 Notice of issuance b availability of Amend 27 to Licen,*# 
DPR-06 

ZIEMANN, D>L Operating Reactors Branch 2, 79/04/10 2pp 


7905240271 Forward* topics deleted from systematic evaluation progra-ie 
revlaw, due to parallel review a* generic ls«ut or 
Inappllcabi lity. Requests review b comments within 30 days 
ZIEMANN, D. L. Operating Reactors Branch 3 79/04/16 7pp 



DOCKETED ITEMS 


17 


7903100239 Notification of 790427 mooting u/util to discu«« statui of 
inv««t Igation Into tmall prioiarg Coolant laak 

NQUICKtrS J Oporatlng Reactorv branch 2 79704/'24 Ip 


790S040099 Reipondf to NRC 790113 for Info Consultant will b« 

utlllied to develop ielsn^lc design basis uMch will entail 
providing dgnamlc tnadels of structures listed in end it 
response spectra at specified locatians 
StXELrD A Consumers Power Co 79/04/23 3pp 


7903130489 Forwards revised page 3'’4< inadver tentlg omitted from 790323 
Tech Specs for license Amend S4 

ZlENANNiD L Operating Reactors Branch 2 79/04/23 3pp 


7903250093 Comments on draft evaluation "Station Battery Tost 
R«(iulrements4 " systematic evaluation program Topic VIII'-3<A 
BlKELiD.A Consumers Power Co 79/03/22 2pp 


7905310449 Responds to IE Bulletin 78-12, "Atypical Weld Matl In 
Reactor Pressure Vessels " Final rept will be submitted by 
790731 

BIXEL, D A Consumers Power Oo 79/03/29 Ip 


Q Inspection reportsr IE Bulletins correspondence 


7903010333 Forwards IE Insp Rept 30-133/79-03 on 790226-0302 No 
noncomp I lance noted 

HEI8HKANrR,F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/03/19 2pp 


— 7903010336 IE Insp Rept 30-133/79-03 on 790226-0302 No noncomp I iante 
noted Major areas inspected design changeiimod program 
procedures ^ refueling surveillance 

RiDOWAYiK R Region 3, Chicago, Office of the Director 
79/03/lS Dpp 


7903030041 Forwards IE Insp Rept SO-133/79-02 on 790214-16 No 
noncompliance noted 

DAVIS, A B Region 3, Chicago, Fuel Facility & Materials Safety 

Branch. 79/03/19 2pp 


—7903030046 IE Insp Rept 50-133/79-02 on 790214-16 No noncomp Uancc 
noted Major areas inspected refueling radiation protection 
acti vi ties, inc lud ing procedures, advanced planning, training, 
exposure, mat I control & posting 

8CHUMACHER,M C Region 3, Chicago, Office of the Director 
FISHER, N L Region 3, Chicago, Fuel Facility 6 Materials Safety 

Branch 79/03/13 7pp 


7903010247 Forwards IE Info Notice 79-06, "Stress Analysis of 
Saf ety-Ralated Piping " 

KEPPLER, V 0 Regions. Chicago, Office of the Director 77/03/23 

tp 


7903040026 Forwards IE Info Notice 79-07, "Rupture of Radwasto Tanks " 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/03/26 
tp 


7903010162 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sys w/8vc Air 6«js Used at Source of Dreathing 
Air " 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/03/28 

ip 


7903010390 Forwards IE Info Notice 79-09, "Spill of Rad ioac tl ve 1 y 
Contaminated Resin " 

KEPPLER.O O Region 3, Chicago, QffUa of the Director 79/03/30 

ip 


7903290334 Forwards IE Insp Rept 30-133/79-04 on 790213-14, 

0313 U 26-27. 

FIQRELLI.O Region 3, Chicago, Reactor Construction «, Engineering 

Support Branch, 79/04/09 2pp 


7903290569 IE Insp Rept 50-133/79-04 an 790213-14,0313 ^ 26-27 
No noncomp llanca noted Major areas Inspected inservice insp 
QA/QC program, imp lementing proc eduras, work activities, 
nondestructive examination data ^ rapts U core spray 
WARDiK D , RID0WAY,KR , DANIELSON, D. H Region 3, Chicago, Office 
of the Director. 79/04/05 lOpp 


7903030025 Forwards IE BulUt&n 79-06, "Review of Operational Errors 
Syi Misalignments Identified During THI Incident " 

KEPPLER/J 0 Region 3, Chicago, Office of the Director, 79/04/11 

Ip 


7905010379 Forwards IE Bulletin 79-06A, "Ravlew of Operational Errors tt 
8ys Hlsallgnmcnts Identified during TMI Incident " 

KEPPLERfJ, 0 Region 3, Chicago, Office of tha Director 79/04/14, 

Ip 


7903040328 Forwards IE Bulletin 79-06B, "Review of Operational Errors U 
6ys Misalignments Identified During TMI Incident " 

KEPPLER,JO Region 3, Chicago. Office of the Director 79/04/14 

ip 


7903040330 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Nater Pooler Reactors Identified During THI Incident *' 

Llcensaa action required 

KEPPLER.JO Region 3r Chicago, Office of the Director 79/04/14 

ip 


7903070162 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action required 

KEPPLER, vi 0 Region 3, Chicago, Office of the Director 79/04/14 

Ip 


7903030220 Forwards IE Bulletin 79-09, "Failures of OE Typo AK-2 
Circuit Dreaker in Safety-Related 8ys " Licensee action 
required 

KEPPLER.JO Region 3, Chicago, Office of the Director 79/04/17 

IP 


7903000406 Forwards IE Bulletin 79-OSD, "Nuclear Incident at 
TMI-Suppl " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/21 

Ip 


7903150333 Responds to 790329 request to allow util to combine reviews 
of IE Bulletin 79-OS tt systematic evaluation program Topic 
ni-5 A Since bulletin Involves safety Issue, NRC refusal to 
extend time for review 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/04/26 

Ip 


7903310090 Informs that response to IE Bulletin 79-08. "Events 
Reievant to DWR Identified During THI Incident." will be 
delayed one week due to plant outage considerations 
HOFFMAN, 0 P Consomers power Co 79/04/27 Ip 


7903240093 Forwards IE Circular 79-07. "Vnaxpocted Speed Increase of 
Reactor Recirculation Motor Generator Bet Resulted in 
Reactor Power Increase " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/05/02 
tp 


7903290278 Provides addl response to l£ Bullatln 79-07 Forwards 
verification benchmarks used for dynamic piping analyses 
DIXEL, D A Cansumers Power Co 79/03/04 7pp 


7903210163 Responds to IE Bulletin 79-08 re events relevant to BURs 
identified during TMI-2 incident No Tech Spec will be 
required to implement actions discussed in 790504 Itr 
HOFFMAN. D P Consumers Power Co 79/03/16 Ip 


7905090319 "Quarterly Status Rept of Invest Igat ions ^ Hods," Jan-Kar 
1979, Rept 21 

e Pacific Oas & Electric Co 79/04/20, Ip 


8 Reportable occurrences, LERs U related correspondence 


79O3O0O4BO Forwards LERs 79-019/03L-0 6 79-QlQ/OlT-O 
BIXEL, D A Consumers power Co 79/03/02 Ip 


■79050BO484 LER 79-019/O3L-O on 790410 following scram tr during routine 
primary sys leak rata testing, Unldentif 1 ed leakage observed 
at 1 86 gpm Apparent cause was cooling water temp 

transients 

a Consumers Power Co 79/05/02 Ip 


'79030B04B9 LER 79-‘0l8/01T-0 on 790402 minor water leakage observed at 
Interface between reactor vestel V F-2 rod drive housing 
Leak stopped when primary sys pressure was reduced to 
atmospheric conditions 
e Consumers Power Cq. 79/05/02 3pp, 


7903130457 Forwards LER 79-O17/03L-0 

BIXEL, D, A Consumers Powar Co 79/05/10 Ip 


—7905130439 LER 79-0I7/03L-O on 790410 eight mechanical enubbers oit 
reactor deprtiiurrl xati o-n sys piping appeared inadequately 
Installed during NRC insp Units deemed inoperable w/o proof 
until modi completed 790426 
a Consumers Power Co 79/03/10 ip 
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DOCKET SO- 1^6 UN IV OF WISCONSIN R€ SEARCH REACTOR 


J Imurancf V (n<l«(nnitg informattan 


79051l»O30& fdrwarrff Araantf 12 fco Indamnlby AsTaB-ment E-37rpar 10CFR14O 
c(i 4 ni»s« T« incrcatt from 4140 mlUlon to 41.^0 million* 

«ff 0 Ctlv« 770501 Supporting documontatioii fncl 
SA1-TZMAM*J Antitrust Indemrity Group 77/05701 5pp 


7705150435 Forwardi o«»cut*d A<nsnd 12 to Indennitg Agreoment E-37 
WINTERER U Wlicohiln* Ui\iv Hatfiion 77/05/10 2pp 


3 Inipecbion raports* IE Bulletins & correspondence 


77001S0157 Forward!* IE Insp Rapt 50-J5A/77-OI on 7*?0315-I6 
No ncncompl lanc-fl noted 

HEISHMANi R F Region 3# Chicago* Reactor Operation* Nuelaar 

Support Branch 77/03/2^3 ^-pp 


— 7703150163 IE Itiftp Rapt 30-156/77-01 on 770313-16 No poncomp Hance 
noted Major area* ln*pect«d operational experience, 
malnt* lurve i 1 lance* operator requallf icatian, audits 8* 
proc edures 

LITTLE) M S Region 3* Chicagoi Reactor Operations Nuclear 

Support Branch, HASRE. R E . DANIELS* F T Region 3« Chicago* 
Office of the Director 77/03/23 3pp 


PQCKET 50-157 CORNHLL UNIV RESEARCH REACTOR 


J Insurance h> Indemnltg information 


7905300038 Forward* Amend ll to Indemnity Agreement E-4< reflecting 
changa in iOCFR 1 40* Increai l ng prlnarg layer of liability 
from *140 diillion to *160 ml 1 1 ion* effective 790501 
Bugpoptlng documentation end 

SALTZHAN. J Antitrust h rndemnlty Group 79/05/01 5pp 


DOCKET 30-160 GEORGIA INST OF TECH RESEARCH REACTOR 


U Insurance in indemnity information 


7705300045 Forwards Amend 12 to Indemnity Agreement E-GO* ref 1 ec ting 
change In 10CFR140* increasing primary layer of llahilltii 
from *140 million to 1-160 mi 1 lion* ef f ec tive 790301 
Supporting documin ta t i on enci 

SALTZHAN) J AntHruet 6 Inilemnltg Croup 77/03/01 Spp 


0 Inspection reports* IE Bulletins 6 correspondence 


7703070137 Forwards IE Du-ILetlnt 79-05* 79-05A fc 77-06* re nuclear 
inddant at TMI 

O'RETLLViv! P Region 2* Atiantai Office of the Director 
77/04/13 Ip 


DOCKET 50-166 UNIV OF MARTLANO RESEARCH REACTOR 


J Insuren-ce U indemnity information 


7705150376 Forward* Amend 7 to Indemnity Agreement C- 22* per lOCFRtdO 
changes* re increase from >14Q miUion to 4160 million* 
effective 790SD1 Supporting do-cunentation end 
SALTZHAN. J Antitrust Indemnity Group, 79/03/01 Spp 


DOCKET 50-170 NATIONAL NAVAt MEDICAL CENTER 


J, Insurance it indemnity information 


7905130373 Forwards Amend 9 to Indemnity Agreement 0-2* per 10CFR140 
changes* re increase from 4140 milll-Dn to i|60 mllUani 
effective 770501 Supporting documentation end 
BALTZMANi J Antitrust i* Indemnity Group 77/03/01. Spp 


7905310356 Returns unsigned Amend 9 to Indemnity Agreement D-Si 
federal agencies are exempt per lOCFRMO 10 

MClNDd^* D N OefenserDept of* Defense ffucleer Agency, 77/05/23 
Spp 


DOCKET 50-171 PEACH DOTTOfl ATOMIC POWER eiATtON* UNIT 1 


J Insurance 4i Indemnity Information 


7?051404£5 Forwards Amend 20 to Indemnity Agreement B-80 per iOCFRt40 
changes re increase in llab-lllty Ineurance from 4140 million 
to 4160 mil lion* effective 790501 Supporting documentation 
end , 

BALTZMANi J Antitrust Indemnity Group 79/05/01 6pp 


DOCKET 50-182 PURDUE UNIV RESEARCH REACTOR 
J Ineurance I* indemnity information 


7905160259 Forwards Amend 9 to Indemnity Agreement E-6i per 10CFR140 
changesrre increase from 4140 million to 4160 million) 
effective 790501 Supporting documentation end 
BALTZMANi J Antitrust & Indemnity Group 79/03/01 Spp 


7905300422 Forwards executed Amend 9 to Indemnity Agreement E-6 
SMITH* ft E Purdue Unlv 77/03/22 2pp 


a Inspection reports* IE Bulletins 4- correspondence 


7903110 0 41 Forwards IE Insp Rept* 50-102/79-01 t 70-0150/79-02 on 
770213-15 Notice of violation withhold Irof 10CFR2 790) 

# Region 3* Chicago* Safeguard* Branch 79/03/26 2pp 


—7903J 10047 IE Insp Repts 50-102/79-01 fc 70-0150/ /7-02 on 790213-15 
Noncqmpl iance noted toys* locks 6 hardware deficiencies for 
fast b-reeder blanket facility Details withheld (ref 
10CFR2 790) 

CHRISTOFFER* 0 M* MADEOA) T J Region 3, Chicago* Office of the 
Director HIND* Ji A Region 3* Chicago* Safeguards Branch 

79/03/21 Ip 


DOCKET 50-183 VALLEC I TBS EXPER IMENTAL SUPERHEAT REACTOR 


A App licatlon/co-nstruction stage documents fr correspondence 


7705070275 Summarlies 790403-04 meeting w/NRC in San Josei CA re plfini 
Improvement program Progress Rept 6 Forward* requested 
action items re piping analysis 

ORlDLEVtR L General Electric Co iNudear Energy Products Dlv 
79/04/23 I25pp 


DOCKET 50-164 NATIONAL BUREAU QF STANDARDS REACTOR 


J Insurance 4* indemnity Infurmatlon 


7909160281 Forwards Amend tl to Indemnity Agroemenl 0-9* par SOCFflMO 
changes* re Increase from 4140 million Co 4160 million* 
effective 790901 Supporting documentation end 
8ALT2MAN.J Antltruit It Indemnity Group 79/09/01 5pp 


7905240394 Forwards executed Amend 11 to Indemnity Agreement D-9 

AMBLER* E Conunsrcei Dept of* National Sureau of Standards 79/05/19 
2pp 


DOCKET 50-186 UNIV OF MISSOURI RESEARCH REACTOR 


J Insurance &> indemnity Information 


7909160339 Forward* Amend ll to Indemnity Agreement E-45) per lOCFRUO 
changes* r# Increase from ♦140 million to 4160 million* 
effective 790501 Supporting documentation end 
8ALTZMAN*%I Antitrust 8* Indemnity Group 79/05/01 9pp 


7909310401 Forward* executed Amends 10 6 1 1 to Indemnity Agreement* 
E-23 fi) £-*29* respec 1 1 veiy 

BLANQETT.V Ml**ourl. Univ of 79/05/29 3pp 


DOCKET 50-107 SPACE RADIATION RESEARCH REACTOR 


J Ineurance 6* indemnity information 


7705160345 Forward* Amend 13 to Indemnity Agreement D“26*per lOCFRMO 
changesrre increase from 4140 million to 4160 million* 
effective 790501 Supporting documentati on end 
8ALTZMAM.V Antitrust 4< Indemnity Group. 79/03/01 5pp 


DOCKET 50-166 KANSAS STATE UNIV RESEARCH REACTOR 


V Insurance 8c Indemnity Information 


7909160282 Forwards Amend 11 to Indemnity Agreement E-l* per lOCFRHO 
changes* re increase from 4140 million to 4160 million* 
effective 790501 Supporting documentation end 
SAUTZHAM.J. Antitrust Indemnity Group 79/03/01 9pp 


7905230384 Forwards Amend It to Indemnity Agreement E“l 
HOFFMAN. W C, Kansas State Univ 77/05/17 2pp 
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Q Infpection reportir IE Si corroi^poiidenc* 


7909190396 Fori*/4rds IE Inap Rep t, 30-163/79-01 on 790312-lS No 
noncomp 1 lAnce noted 

KADSENr 0 L Region 4« Dsll««« Reec tor Oporetten* Nuclear Sueport 

Branch 79/03/28 Spp 


“’’7903130604 IE In*p Rept 30-18B/79’’01 on 790312-15 No noncompHance 
noted Major areas inspected Liceneee's Internal r^vleui 
operating proceduresi rad iation prote-ctioni environ 
protection ^ amergencg planning 

JOHNSON. E H I CONSTABLE, O L Region 4. Dallas, Office of the 
Director MADSEN, 0 L Region 4, Dallas, Reactor Operations 

Nuclear Support Branch 79/03/27 9pp 


DOCKET 50-191 BABCOCK S* WILCOX COMPANV CRITICAU FACILITY 


J Insurance & Indemnitg Information 


7903300714 Forwards Amend 19 to Indemnitg Agreement D-8, per lOCFRMO 
changesrre increase from *140 million to *160 million, 
effective 790501 Supporting documentation end 
SALTZMANf J Antitrust ti> Indemnity Group 79/03/01 9pp 


7903290427 Forwards executed Amend 1 to Indamnitg Agreement 0-2 U Amend 
19 to Indemnity Agreement D-G 

OLSEN, A F Babcock t, Wilcox Co 79/03/21 3pp 


DOCKET 30-192 UNIV OF TEXAS RESEARCH REACTOR 
J Insurance 6 Indemnity information 


7905160399 Forwards Amend 11 to Indemnity Agreement E-25, per 10CFR140 
changes, re increase from *140 million to 4160 milllonp 
effective 790901 Supporting documentat ion end 
8ALTZMAN, J Antitrust 8i Indemnity Group 79/03/01 9pp 


DOCKET 90-193 RHODE ISLAND PROVIDENCE PLANTATIONS AEG 


J Insurance ^ indemnity Information 


7909160260 Forwards Amend 9 to Indemnity Agreement E-A3, per lOCFRlAO 
changes, re Increase from 4140 million to 4160 million, 
effective 790901 Supporting documentation end 
8ALT2MAN, J Antitrust t Indemnity Group 79/09/01 3pp 


7909190049 Amend 9 to Indemnity Agreement £-43 

8ALTZMAN, J Antitrust Indemnity Group 79/09/14 Ip 


DOCKET 30-199 MANHATTAN COLLEGE RESEARCH REACTOR 


J Iniuranct ^ indemnity Infarmetlon 


7909190377 Forwards Amend 10 to Indemnity Agreement E-41,per 10CFR140 
changesire increase from 4140 million to 4160 mllUon, 
effective 790301 Supporting documentation enci 
SALTZMAN, J Antitrust Indemnity Group 79/03/01 3pp. 


DOCKET 90-200 D5-W TEST REACTOR 


J Insurance indemnity information 


J Insurance ^ indemnity information 


7903160311 Forwards Amend 10 to Indemnity Agreement D-29, per 10CFR140 
changes, re increase from 4140 million to 4160 million, 
effective 790901 Supporting documentation end 
SALTZMAN, J Antitrust Indemnity Group 79/05/01 3pp 


P Operating llcenee stage documents tt correspondence 


7903020214 Notifies that high level waste stored at West Valley, NY will 
not be moved from site 3D-2 to BD-lias previously stated 
Action unwarranted & counterproductive to ongoing NRC 
studies 

CLARK, J R Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
79/03/27 tp 


7905030035 Forwards '^Evaluation of Safety Associated w/Defoct In Pan 
8D-2 at West Valley, NY Defect cause Unknown No attempt 
should be made to repair pan w/o further detailed analysis 
HAUQHNEY, C J Fuel Reprocess it Recytle Branch 79/03/S9 6pp 


7903230813 Responds to 790322 I tr re radiation levels in Cattaraugus 
Creek ^ silts above Sprlngvllle Power Dam Forwards data re 
silt samples for 1967-69,1971,1977 tt 1978 
CA8HMAN, T J Mew York, State of 79/04/19 4pp 


7909290202 Forwards NY Dept of Environ Conservation 790419 Str to 
JA Lango of Springvi I le, NY re detection of radioac tivi t y in 
silt samples at Sprlngvllle Dam W/data on silt samples for 
1967-69, 1971 5. 1977-70 

CLARK, A T Fuel Reprocess S- Recycle Branch 79/03/01 9p p 


Q Inspection reports, IE Bulletins & correspondence 


7903010002 Forwards IE Info Notice 79-00, '^Interconnection of 
Contaminated 8ys w/Bvc Air Sys Used as Source of Breathing 
Air. " 

GRIER, D H Region 1, Ph 1 ladelph la, Office of the Director 
79/03/20, Ip 


R Periodic operating reports U related correspondence 


7909240619 Forwards discharge monitoring rept for Mar 1979 
Rad loactivlty results re outfalls 001 003 will be reported 

as data becomes available 

OLDHAM. W A Nuclear Fuel Services, Inc (sobs of Getty Oil Go I 
79/04/10 5pp 


DOCKET 90-206 SAN QNOFRE NUCLEAR STATION, UNIT I 


F Security, medical, emergency ^ fire protection plans 


7903230914 Updates status of commitments re operating function* fit 
plant mods of fire protection program Discusses safe 
shutdown casualty procedure, spurious valve actuation & 
hydrogen seal oil area fire, 

BUSKIN, K P Southern California Edison Co 79/03/19 3pp 


1 Financial information 


7905190400 Forwards "Annual Financial Rapt 1978*' for f 
Edison Co it San Diego Gas !< Electric Co 
DRAKE, J H Southern California Edison C"" 


7909300714 Forwards Amend 19 to Indemnity Agraemont B-B, por 10CrRl40 
changes, re increase from 4140 million to 4160 million, 
effective 790301 Supporting documentation encl 
SALTZMAN, J Antitrust it Indemnity Group 79/03/Ot 9pp 


7905290427 Forwards eicecutod Amend 1 to Indemnity Agreement G-2 ^ Amenc 
i9 to Indemnity Agreement 9-0. 

OLBEN,A F. Babcock it Wilcox Co 79/09/21 3pp 


DOCKET 90-201 WEST VALLEY REPROCESSING PLANT 
G Adjudicatory correspondence 


7909190732 Requests JM Hendrie to appear at 790404 hearing re safety 
aspects of high level radwaste tanks at facility Test 
results showed leak in pan under tank containing 600 f 000 
gallons high level liquid radwaste 
HOYT, W, B. New York, State of 79/03/31, Ip 
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DOCKETED ITEMS 


7'909070S92 Confirm* Incrmaa In liabilitv limit to *36,000.000 for 
poll«l«i HF-aa, 26,29, 38, 39*4^1 46,47,49. 50, 51 , 52. 93, S4, SS, 36r 
57, 58, 60, 61 , 64, 66, 67, 69, 69. 70, 7t, 72, 74, 76, 77, 79. 79, 00, 86, 07, 
98,90,91,92,93,94.95 U 96 

ROBERTS, D M Kutu«l 4fcontl< Energy Li*bility OndeTur iters 79/05/01 
Ip 


7905160314 Forwerds Ajnend 12 to Indeeinity Agreement D-31,p*r 10CFRt40 
changes, re increase from *140 mlUlan to *160 million, 
affective 790501 Si^pgorting documentation end 
BALTZMAN, J Antitrust «i Indemnitg Group 79/05/01 3pp 


7903190150 Foruerds ixccutid Amend 12 to Indemnity Agreement B‘-31 
WILLIAMS, F P San Diego Oas 6 Electric Co 79/05/14 Ip 


7905290069 Notifies of inability to meet reply deadline for IE 
Bulletin 7e“l2A Awaiting info from Weitlnghouie 
HEAD, J T Southern California Edison Co 79/03/23 Ip 


7905010220 Forwards IE Info Notice 79-00, “Interconnection of 
Contaminated 8ys w/8vc Air Sys Used as Source of Breathing 
Air ” 

EMGELKEN,ft H Region 5, Ban Francisco, Office of the Director 
79/03/28 ip 


7905010431 Forwards IE Info Notice 79-09, "Spill of Bad load tv# ly 
Contaminated Resin " 

ENGELKEN,R H Region 5. San Francisco, Office of the Director 
79/03/30 Ip 


P Operating license stage documents U correspondence 


7905020449 Forwards Amend 40 to License DPR-13, safety evaluation, 
notice of issuance 4 availability Security plan evaluation 
withheld <r«f 10CFR2 790) 

ZIEHAMN, D L Operating Reactors Branch 2 79/04/10 3pp 


— 7905020430 Amend 40 to License DFR-13, requiring maint 4i implementation 
of physical security plan 

ZIEMANN. D L Operating Reactor* Branch 2 79/04/10 2pp 


7905010020 Forwards IE Bulletin 79-D6A, "Review of Operational Error i I 
Sys Kisal ignmente Identified During TNI Incident *' 

ENOELKEN, R H Region 5, Ban Francisco, Office of the Dirac tor 
79/04/14 Ip 


7903010025 Forward* IE Bulletin 79-06A, “Review of Operational ETiori t 
By* Nliallgnmants Identified During THl Incident “ Licensee 
action required 

ENOELKEN,R H Region 5, Ban Francisco, Office of the Director 
79/04/14 Ip 


-**7905020437 Notice of lisuance & availability of Amend 40 to License 
DfR-13 

ZIEKANN.O L Operating Reactors Branch 2 79/04/10 2pp 


7905040511 Forwards IE Bulletin 79-06D, "Review of Operational Errors t 
Sys Nisaltgnments Identified During TNI Incident “ 

ENOELKEN, R H Region 3. Ban Francisco, Office of the Director 
79/04/14 ip 


7905240302 Request* licensee provide design mod* which will assure safe 
shutdown can b-e achieved £, maintained using onsite power 
source 

LAINASiO Plant Systems Branch 79/04/13 2pp 


7905090020 Forward* topics deleted from systematic evaluation program 
review of faetlitles Requests review 6 identification of 
error* within 30 day* from receipt of Itr 

ZIEKANN, D L Operating Reactors Dranch 2 79/04/16 7pp 


7905040619 Forward* lE Bulletin 79~0a, "Event* Relevant to Bolling 
Mater Power Reactors Identified During TMI Incident “ 

ENOELKEN, R H Region 5, Ban Francisco, Office of the Director 
79/04/14 ip 


7905070104 Forward* IC Bulletin 79-07, "Seismic Stress Analysis pf 
Safety-Related Piping “ License* action required 
£NO£LKEN,R H Region 5, San Francisco, Office of the Director 
79/04/14 ip 


7905020216 Forwards draft evaluation of systematic evaluation program 
Topic VI-10 B Requests review % response within three days 
ZICNANN.D L Operating Reactors Branch 2 79/04/18 6pp 


7905160319 Evaluates possible vl-bratlon problems re operation of 
chemical vol U control sys test pump No problems • 
anticipated 

BABKIN, K P Southern California Edison Go 79/04/20 3pp 


7905090347 Forwards Amend 78 to License DPR-13 Affidavit 6 Certificate 
of Svc enc 1 

DRAKE. JH Southern California Edison Co 79/05/04 7pp 


—7905090361 Amend 78 to License DPR-13, consist Ing of proposed Tech Bpec 
Change 79, increasing annual discharge limit of sulphuric 
acid to allow Units 2 tc 3 to discharge startup flushing 
wastewater directly Into Unit i 

e Southern California Edison Go 79/05/04 48pp 


7905150374 Forwards rasultt of util examination of NRC 790315 revised 
systematic evaluation program topic assessnents 
HAYNES, J 9 Southern California Edison Co 79/05/04 2pp 


7905030299 Forwards IE Bulletin 79-09, "Failures of OE Typo AK-2 
Circuit Breater In Saf ety-Related Sys " Licensee action 
required 

ENOELKEN, R H Region 5, San Francisco, Offico of the Director 
79/04/17 Ip 


7905290500 Responds to IE Dulletin 79-06A, Item 5, re initiation of 
auxiliary feedwater eys.Sys initiated by operator action 
Requests exemption from requirements of i temi immed late 
initiation it not essential 

HEAD, si T Southern California Edison Co 79/04/19 2pp 


7905080371 Forwards IE Dulletin 79-OSB, “Nuclear Incident at 
TMI-8uppl " 

ENOELKEN, ft H Region 5, San Francisco, Office of the Director 
79/04/21 ip 


7905240073 Responds to IE Bulletin 79-07 re seismic stress analysis 
Computer codes containing algebraic summation errors have 
not been used in design it/cr enalysli at facility Computer 
code confirmation will be forwarded by 790330 
HEAD, J Southern CallfOTnia Edison Co 79/04/24 2pp 


R Periodic operating reports It related correspondence 


7903150409 Forward* monthly operating rept for Apr 1979 

CURRAN, JH Bouthern California Edison Co 79/05/04 Ip. 
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7'?03040l2e Forwjirda PN0''79-67a 

ENG EL KEN I R H Region S. Gan FrancifCOi Offlco q 4 the OlF«ctor 
79/04/lS Ip 


7909190149 Forward 1 PNQ-79-67T 

ENGELKEN* R H Region Sr San Franciecoi Office of the Director 
79/04/13 Ip 


7909030024 Forwards PN0-79-67U 

ENOELKENrR H Region 9i San Franciecor Office of the Director 
79/04/14 IP 


7909020932 Forward* PNO-79-67AA 

ENOELKENi R H Region Ban FrancUcOr Office of the Director 
79/04/20 Ip 


7909010434 Forward* PN0-79-67AD 

ENGELKENjR H Region 9r San Franclscor Office of the Director. 
79/04/21 ip 


7909010449 Forward* PND“79-'67AC U AO 

ENOELKENi ft H Region 9< San Francifcor Office of the Director 
79/04/23, ip 


7709300269 Forteard* Interim rept of Marine Review Commlttao re ECCB 
UONOiB CaLlfornlar State of 79^/09/19 Ip 


—7903300270 “Interim Rept of Marine Review Committee to CA Caaital 
Commiee lan« Part I General Bumtnarg of Finding*! Prodictloni 8* 
Recommendations Gon-cerning Cooling 5g« “ 

CONNELL. vl H r MECHALAS. D J . MIHURBKYr J A California. State of 
79/09/12 a2pp 


— 7903300277 "Interim Rapt of Marin# Review Committee to CA Coa*tal 
CommlisiontPart II App of Technical Evidence in Support of 
General Summary 

CONNELL. J H » MECHALAB. B J. » MIHURSKYrJ A California. State of 
79/09/12 I97pp 


7909310439 Forward* LER 79’'007/03t“0. 

HEAD* J T. Southern California Edison Co 79/09/32 Ip 


— 7909310444 LER 79“007/03L~0 on 790423 during full power operation. eleem 
flow indicator far eteam generator A fai led . indicating 
lera flow Caused bg failed power eupplg in steam flow 
indication circwitrg Failed power tupplg replaced 
CURRAN. J M Southern California Edison Co 79/09/23 Ip 


7909010462 Forward* PND-79-67AE DOCKET 90-20G COLUMBIA UNIV RESEARCH REACTOR 

ENGELKENjR H Region 9. Ban Franclfcoi Office of the Director 

79/04/24 Ip Insurance 8i Indeirinltg Information 


7909090041 Forward* PNa-79-67AF 

ENGELKENrR.H Region 9. San Franciico. Office of the Director 
79/04/29 Ip. 


7909090097 Forward* PNO-79-67AO 

ENGELKENjR H Region 9. Ban FrancUco. Office of thte Director 
79/04/26 Ip. 


7909040906 Forward* LER 79-OOS/OaL-O. 

HEAOjJ T Southern California Edl*on Co 79/04/27 2pp 


— 7909040992 LER 79“009/03L*'0 on 790402 sea temp data from three »en*or* 
not obtained for three periods Caused bg double film image 
on cartr idge. jammed film cartridge unit torn from 
anchorage All units repaired or replaced 

OTTDSONf H L Southern California Edison Co 79/09/01 Ip 


7908090119 Forwards PNa-79-67AH. 

ENOLEKENj R. H. Region 9. Ban Francisco. Office of the Director 
79/04/27. Ip 


7909070031 Forwards PNQ-79-67AI . AJ U AKrpar NRC 790401 Itr transmitting 
IE Bulletin 79-09 

ENGELKENjR H Region 9. Ban Franciicoj Office of the Director 
79/04/30 Ip 


7909070012 Forwards PND-79"67 ALj per NRC 790401 Itr transmitting IE 
Bulletin 79-09 

ENGELKENjR H Region 9. Ban Franciscor Office of the Director. 
79/09/01 Ip 


7903000418 Forward* LER 79-003/03L-0 

MODRE, J. D Southern California Edison Co 79/09/03 2pp. 


—7909000429 LER 79-003/03L-0 on 790404. during normal operation, isolation 
vaWa on coaling water from containment air handling unite 
failed to latch in open position Caused bg dislodged wire 
clip (( metal pin Solenoid replaced it pin secured 
CURRAN. J M Southern California Edison Co 79/09/03. Ip. 


7909110134 Forwards LER 79“O0a/03L-O. 

HEAD. J. T Southern California Edison Co. 79/09/04. Spp, 


—7909110139 LER 79-002/03L-0 on 790404. feedwater flow Indication B rose 
to lOX above actual f low. Causad bg flow straightening tube 
bundle dlilodgement Btraighteners B It C replaced It 
ettachment strengthened 

CURRAN. J. M. Southern California Edison Co 79/09/04 ip 


7909310044 Forward* PNa-79“67AM 

ENGELKEN. R.H Region 9. Ban Francisco. Office of the Director, 
79/09/07 Ip. 


7903160238 Forwards Amend 2 to Indemnltg Agreement E-AO. par 10CFR140 
change*. re increase from 4140 million to 4160 million, 
effective 790901 Supporting documentation end 
8ALTIMAN. J Antitrust It Indemnity Group 79/09/01 9pp 


DOCKET 90-213 HADDAM NECK PLANT 


F Seeu-rltg. medical, emergencg It fire protection plan* 


7909290073 Forwards response to NRC verbal ciuestions re fire 
protection Engineering It design of most mods in progress 
GQUN81L.N.0 Northeast Utilitld* 79/09/lS lApp 


J Insurance It indemnity information 


7909070497 Confirm* increased liability limit to 4124.000*000 for 
policies NF>-i.29j 43.76. 83, 100. 111. 140, 146, 191. 161, 164. 170, 

173* 174. 170* 179, IGO. 182. 1B5* LB6. 187. 188. 1Q7, 192. 193. 194. 199, 

197* 198,200,201.204,206.207* 208. 210, 212, 214. 219. I< other* 
QUATTROCHHl* U American Nuclear Insurers 79/09/01 Ip 


7909070982 Confirms Increase in liability limit to 436.000.000 for 
policies MF-22,26, 29, 38. 39,44, 46, 47.49. 90,91, 92,93. 94. 99, 96. 

97, 98, 60, 61. 64, 66, 67. 68. 69. 70, 71* 72. 74. 76, 77, 78, 79. 80, 06, 07. 
88,90,91,92.93.94,99 It 96 

RaSERTB. D h Hutuel Atomic Energy Liabilltg Underwriter* 79/09/01 
Ip 


790916O2B9 Forwards Amend 12 to Indemnity Agreement B-32. per 10CFR140 
changes, re increase from 4140 million to 4160 million, 
effective 790901 Supporting documentation end 
SALTZHAN, J Antitrust It Indemnltg Group 79/Of 


P Operating license stage documents It corresponds 


7909090016 Forwards topics deleted from syftematic 
review of faci I i t let. Requests review It identificj 
errors within 30 degs from receipt of Itr 
ZIEMANN. D L, Operating Raactors Branch 2. 


7903240903 Informs that latest revision to operatii 
described in Revision 3A to QA rapt N<J-QA-1, forU4 
on 790426 

CDUN8IL, O Connecticut Yankee Atomic Power Go 


<1, Inspection reports, IE Bulletins St correspondent 


7909090142 Forward* IE Insp Rept 50-213/79-03 on 7‘ 
nonccmplianci noted. 

BRUNNER.E J, Region 1, Ph iladelph ta, Reactor 

Support Branch 79/03/14, 2pp. 


7903130303 Forwards LER 79-006/03L-0. 

HEAD. J T. Southern California Edison Co. 79/OS/il 2pp. 


—7903130512 LER 79-006/03L-0 on 790413. two quarterly It two yearly 
environ direct radiation TLD* were lost, Caused bg vandalism. 
TLDs now in locked PVC tube It permanently fastened at sample 
locations 

CURRAN, J H Southern CallforTiia Edison Go. 79/03/11, IP 


—7903090146 IE Insp Rept 30-213/79-03 on 790221-2; 
noted. Hador areas Inspected licensee strike coi 
plant It rafueling/maint activities. 

LAZARUS. M.J Region 1, Philadelphia, Office 

KEIHI0*R, R Region Ir Philadelphia. Reactor 

Support Branch. 79/03/13. 4pp. 
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7909010103 Forufardi I£ Info fJotics 79-Ob, "Stre-is Analysis 
8af atti-Re^lated Piping " 

ORIER.B H Region FhltadelphU. Office of the Director 
79/03/'a3 Ip 


790903027& Foruard-i I£ Info Motlce 79'-07r "Rupture of Radvas^te Tanks “ 
CRIER. B H Region 1. Fhi ladalpti i a. Office of the Director 
79/03^26 Ip 


7905010040 Forwards IE Info Motice 79-OBr “Interconnection of 
Contaminated Sye u/Sve Air Syi Used as Source of Breathing 
Air '* 

GRIER.B H Region Ph i ladelph ia< Office of the Director 
79/03/2B Ip 


7905010290 Forwards IE Info Notice 79’'09. “Spill of Rad toac t i velg 
Gflntamlnaked Retin ’* 

DRIER. B H Region 1. Ph i ladel phla. Office of the Director 
79/03/30 Ip 


7905050-036 Forvfrds IE Bulletin 79-'06i. ’'Revleu; of Oporaticnal Errors 
8gs Hisal ignments Identified During TMI Incident “ Licensee 
action required 

ORlEft. B H Region \, Philadelphia. Office of the Director 
79/04/ n Ip 


7705020354 Forwards IE Bulletin 77-07i **Saismlc Stress Analysis of 
Safety-Related Piping Licensee action required 
ORIER.B H Raglan 1. Philadelphia. Office of the Director 
79/04/14 Ip 


79Q5040010 Faruards IE Bulletin 79-068. “Review of Operational Errors t* 
6ys disa 1 ig-nmants Identified During THI Incident “ 

GR1ER» B H Region 1. Phi iadelphla^ Office of the Director 
79/04/14 ip 


7705040168 Forwards IE Bulletin 79-08, "Events Relevant to Balling 
Hater Power Raaetars Identified During TMI Incident “ 

ORIERi B rt Region 1, Philade lphia< Office of the Director 
79/04/14 Ip 


7703250446 Responds to IE Bullatln 79-03 re longitudinal weld defects 
in A8ME 8A-3tS stainless steal pipe Pipe not in use or 
planned for use in unit 

CaUNCILiH 0 Northeast Utilities 79/04/16 Ip 


7903030059 Forwards IE Dulbetin 77-09, "Failures of OE Typo AK-2 
Circuit Qrealier in Safety-Re latsd 8ys “ Licensee action 
required 

CRIER. B H Region 1, Philadelphia. Office of the Director 
79/04/17 Ip 


7905010641 Forwards IE Bulletin 79-06A. Ravi s ion I, "-neview of 
Operational Errors U Sys Mlial jgnAsntf Identified During TMI 
Incident “ Licenses action required 

DRIER. H H Region 1, Ph 1 ladelph la. Office of the Director 
79/-O4/I0 tp 


7905240392 Responds to IE Bulletins 79-06A t /9-06A, Revision l,re TMJ 
errors Discusses changes In operating procedures, 
preventative measures fc instructions to personnel 
COUNStLrW O Connecticut yankes Atomic Power Co 79/04/24 79pp 


790531D473 Kosponds to IE Bulletin 79-D4. '"Incorrect Heights for Ewing 
Check Valves Mfg by Velen Engineering Corp, " No Velan valves 
In use on Seismic Category t piping sys 

CDUHSILrW O Connecticut Vankee Atomic Power Co 79/04/26 Ip 


B Reportable occurrencss. LERs 6 related corr espondenc o 


7705040061 Forwards LER 79-006/97X-0 

GRAVES. R M Connecticut Yankee Atomic Power Co 79/04/26 Ip 


— 7905040070 LER 79-006/99X-0 on 790118 auxiliary feed pump did nil 
discharge at rated flow Cause undeterminod, New rotor Jl 
cooler eupply water resulted in acceptable tost 
FLEMING. 3 T Connecticut Yankee Atomic Power Co 79/04/24 


7905310446 Motlfies of 790517 RO during which 230 gallons of 
hydrochloride were released at river's edge in 6-h period 
GRAVES. R H Connecticut Yankee Atomic Power Co 79/03/23 Spj 


DOCKET 30-219 OYSTER CREEK NUCLEAR POWER PLANT 


O Adjudicatory correspondence 


7905000039 Notifies of OE proposal for reanalysis of oqulpmenit effi.« 
resulting from a combination of seismic S< LOCA loads for 
iMarl n ti MI plants Adequacy of proposed methodology being 
reviewed H/supporting documentation 
WOODHEAD, C P Branch 3 79/04/04 Ip 


—7903000041 Board notification status of actions re program o-f 
reanalysls for Mark II U III syt Evaluation will bo included 
In individual safety evaluation 

MATTSON. R J Division of Systems Safety 70/04/03 tp 


— 7905080044 Concludes nothing new was achieved In OE 700301 brlefl'i 
on safety Issues Howevori structured pattern bringing 
separate issues together In equipment design program was 
Innovative 

MATiaOMiR. -J Division of Systems Safety 70/03/16 4pp 


—7905000048 Forwards handouts It list of attendees for meoilng to 
Identify deficiencies in acceptance criteria L combination 
methods pr^jposed by OE for use In roanalysis of Mark II L 
III plant equipment 

MATTSON. R J Division of Systems Safety 78/03/06 Ulpp 


—7903080051 "Methodology for Combining Dynamic Responses 

CUDLIN. R , HOSPORO, S . MATTVi R Office of Nuclear BertCtor 
Regulation NUReO-0404 73/09/30 26pp Aval lab lie at fiTJO 


7905090419 Forwards HR Denton 700929 memo discussing results of 
recently conducted fire protection research test by UL for 
NRC fire protection research program 
WOODHEAD, C P Branch 3 79/04/09 Ip 


J Insurance & Indemnity Information 


7909070497 Confirms increased Uabllity limit to 4124.000.000 for 
policies NF-1, 29. 43, 76. 83. 100. 11 1. 140, 146. 131. 161. 164. 170. 

173, 174, 178. 179. 180, 182. 185. 186, 187, 188, 109, 192, 193, 194, 199. 
197. 190,200, 201,204, 206,207.200,210,212,214, 219. others 
QUATTROCHKI , J American Nuclear Insurers, 79/03/01 Ip 


790S0705B2 Confirms increase in liability limit to 436,000,000 for 
policies Mr-22, 26, 29, 30, 39. 44, 46, 47, 49, 50, 51, 32, 33. 34. 99, 36, 

37r 9B, 60, 61, 64, 66. 67, 60, 69. 70,71, 72,74,76. 77, 78, 79, 80. 06. £)7, 
88,90,91,92,93,94,99 6 96 

ROBERTS. D M Mutual Atomic Energy Liability Underwriters 79/05 

tp. 


Forwards "Inservtc* Insp b Testing Program.*' revised Van 
CGtINSTLrW O Connecticut Yankee Atomic Power Co 79/04/87, 2pp 


7909160292 Forwards Amend 12 to Indemnity Agreement 13-37, per lOCFft]*.: 
changes, re increase from $140 million to 4160 million, 
effective 790901 Supporting documentation end 
8ALTZMAN. J Antitrust & Indemnity Group 79/03/01 Spp 


—7905070944 "Inservlce Insp It testing Program." revised Jan 1978 

^ Connecticut Yankee Atomic Power Co. 79/04/30 69pp, 7909290351 Forwards executed Amend 12 to Indemnity Agreement B-37 

FINFROCK, I R Jersey Central Power It Light Co 79/03/21 3pj 

7909300323 Forwards 790131-0223 ebeam generator tube into repfc 

COUNaiLiW Q Connecticut Yankee Atomic Power Co 79/09/23 tp 7905290394 Forwardi executed Amend 10 to Indemnity Agreement 8-37 

FINFROCK. I R Jersey Central Power t, Light Co 79/03/21 3pf 


7909300327 “Eddy Current Eiamlnatlon, Tube Sheet Gleaning 5t Explosive 
Plugging,” insp rept for 790131-0223 

• Connecticut Yankee Atomic Power Co 79/02/23 33pp 


P Operating License stage documents &t correspondence 


operaUng reports 6 related correspondence 

Forwards monthly operating rept for Apr 1979 
GRAVES, R H. Connecticut Yankee Atomic Power G« 79/05/11 Ip 


— 7903210214 Monthly operating rept for Apr 1979 

* Connecticut Vjnir«a Power Co 79/05/11 9pp 


7905140370 “Analysis of Populations of Boring U Fouling 
Vicinity of Oyster Creek Nuclear Generating Station," 
annual progress rept,8ept 1977-Aug 1978 
HOAOLANDi K, E • CROCKET, L Lehigh Unlv. FIN B-3744 
79/03/31 lISpp. Available at NTI8 47.25. 


Organisai 


NUREO/C 4-0631 


7905090024 Forwards topics deleted from systematic evaluation PfogTa* 
revleu facilities Requests review &< Identification of errors 
4i camnente within 30 dags from receipt of Ibr 
ZIEMANN, D L Operating Reactors Branch 2 79/04/16 7pp 



DOCKETED ITEMS 
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7'?0307063a Inform* of nflar campletion of evaluation to determine impact 
of operation w/four recirculation pump* on currently 
docketed unCA analgeie corretpond 1 ng limit* in Amend S3 
Plant oparat ion Teitr ic tod until analg^ses completed 
FlKFilDCKi I H Jersey Central Power ht Light Co 79/04/30 3pp 

/903210173 Forward* Mar 1979 Hark [ containment program activity 
review 

tiaiKJN# L J Oanernl Electric Co 79/os/lO 6pp 

7900220360 □ubmtte info requaitod in 790001 telcon re propoied mode of 
opvietton pending completioit of anali|*.DO to support four 
pump operation Pl«cui««4 backflow through idle loop St heat 
generalinn rate cuiva« during interim pariod 
D[}NI)< 0 H OPti Bervlce Corp 79/03/ta 3pn 


Q Inipectlon reporter l£ Bulletins ^ correspondence 


7903110216 Forward! IE ln«p Rept 50-219/79-04 on 790221 — 23 Ho 
noncompliance noted 

BRUNNERtE J Region li Philadelphia! Reactor Oper-a 1 ®n» Nuclear 

Support Branch 79/03/20 2pp 


— 7905110217 IE Insp Rept 30-219/79-04 on 790221-23 Ho n on comp I ian c » 
noted Major areas inspected previous imp findingsr to-office 
review of periodic repts tc LERs L containment sprag 
eechangar review 

BRiGOSrU E Region L Ph iladelph iai Office of tha Director 
MCCABE/ E C Region 1/ Philadelphia/ Reactor Operations Hue 1 ear 

Support Branch 79/03/19 Spp 


7903240347 Informa of no further comment dr corrections to NRC revised 
safety assessment of systematic evaluation program Topic 
V-IO A 

FINFRCJCK/ 1 M Jersey Central Power Light Co 79/03/13 Ip 


7903010110 Forwards IE Info Notice 79^06/ "Stress Analy»i^ of 
8af cty-Related Piping 

ORIERjB H Region 1/ Philadelphia! Office of the DivActor 
79/03/23 Ip 


/V05210174 forwards "Lvaluatlon of flystor Creek Reactor Core Liquid 
|_ev*l hollowing Inadvertent Reactor High Pressure Scram on 
/90102 " Supplements /90012 submittal of transient analysis 
Addl Info on reactor offgas activity vncl 

flHfRf)CK/l R Jersey Central Power fti Light Co 79/03/17 2pp 


7905010046 Forwards IE Info Notice 79-08/ "Interconnection of 
Contaminated Sys u/6vc Air Sys Used as Source of Breat:Hing 
Air « 

ORIER/B H. Region L Philadelphia/ Office of the Director 
79/03/2D Ip 


--/9092101/V **rveUiallon of Oyster Cree-k Reactor Coro Liquid Level 
Following Inadvertent Renctur High Pressure Bcram on 
790302" prepared by ticson Nuclear Coi Inc 

« Jersey Central Power t. I*ight Co ){N-Nr-79-47 77/03/13 33pp 


/90S2102/0 Forwards response to NRC info- request re effect of four pump 
operation upon transient h accident atsalysls other than 
I OCA 

BONO! 0 R OPU Oervice Corp 79/03/17 4pp 


/9032200n[l Forwards schedule for imp leoia r» tatian rosolution of MARK I 

containment long-term program All loru* mod* will be 
completed prior to Jan 1901 

FlNfRUCKi I R Jersey Central Power Ac Light Co 77/03/17 2pp 


;903l 90066 Draft IM Ur 
protection program 
ORII R. II M Region 1 
79/03/ in 3pp 


re statu* 6 rai» of improvement of radiation 
Philadelphia/ Office of the Director 


7903010270 Forwards IE Info Notice 79-09/ "Spill of Rad 4 O'^ctive ly 
Contaminated Resin " 

ORICR/D H Region 1# Philadelphia/ Office of the Director 
79/03/30 Ip 


7905100321 Forwards summary of 790229/790301 6 790322 re reaction to IE 
Bulletin 70-03/ "Potential Erploaive Oas Misture* 

Accumulations Associated u/BWR Offgas Sys Operations 
ZIEMANNiD L Operating Reactors Branch 2 79/03/3 0 4pp 


7905020045 Forwards IE Bulletin 79-06/ "Review of Operational Errors & 
Sys Misalignments Identified During THI Incident '* 

ORlERiD H Region li Philadelphia/ Office of the Director 
79/04/U Ip 


7903230349 Responds to lE Bulletin 79-03/ "Long Itud inal Dofects in 

ASHE 8A-aia Type 304 Stainless Steel Pipe Spools Mfg bij 
Youngstown Welding U Engineering Co '* No plan* to use P iP*' 

In safety-related sys 

ROSS/ 0 A Jersey Central Power Light Co 79/04/lL ip 


/9038l02f>*l forward* "Hounding loss of Coolant Inventory Transient for 
Dyster Creek IMant" Info clarifying auvoral aspects of 
original 790302 U /90317 submittals 

riNrniXIK/ I R jersey Central Powei ^ Light Co 79/03/17 24pp 


7903020337 Forwards IE Bulletin 79-07r "Seismic Stress An-olysl* 
Safety-Related Piping " Licensee action required 
QRIER/B H Region 1/ Philadelphia/ Office of the Director 
79/04/14 tp 


/903J1026/ horwardt Tech Spec Change Heq.uast /2pmodifylng Section 2 i D 

adding Recliun 2 11 . . < i tn 

riNFROCKi I R Jersey Central Pnwei In Light Co 79/03/17 Ip 


905040025 Forwards IE Bulletin 79-060! "Review of Operational Errors t/ 
Qus Misalignments Identified During TMI Incident 
ORIER/B H Region 1« Ph I ladelph ia/ Office of the Dlrector- 


-7903210269 Tech Opec Change Request 2^1 ^ 

aUend applicability of safely limit adding Bection 2 I r 
to prevent isolation of at U-ssi t^Jo recirculation pump 
loops, Certificate of Qvc end -„y/./t//o 

e Jarsey Central Power V Light Co 77/03/19 Spp 


7903040204 Forwards IE 
Water Power Reactors 
QRIER/B. H Region 
79/04/14 Ip 


Bulletin 79-00/ "Events Relevant to Boiling 
Identified During TMI Incident " 

1, Philadelphia/ Office of the Oirmetor 


/905240313 I'orward* payment for Tech Opmc Change 

TIPTON/ T 1. Jersey Central Power U Llgl't Co 79/05/19 


Ip 


79032 30302 Re i pond* 
transient analysis 
» Jersey Central 


NRC 790319 questions re I 
ump coastdown curva end 
wer h Light Co 7*7/03/23. 


oss-of-inventorg 

4pp 


79032901711 Forwards Tsch Spec Change Icat^ 

limiting s^ety sys setting Water quality rept U Certificat 

Jersey Central Power Light Go 


of SvG end 
FINFRaCK/ I R 


79/03/23 


ing 

27pp 


--7903290I90 Tech Spec Change Request Addendum 
e^^Jersey Central Power b Light Co 79/03/23 


Laddlng new safety sy 
6pp. 


7905290194 Forwards Tech Spec ^^**"9* , o/* 
insorporation of new eafety sys settini? to Section 2 3 of 

F INFROCK/ J Jersey Central Power fc LllpUt Co, 79/05/23 Ip 

7905290172 Forwards Tech Spec Change 

MAPLMOR curvet W/Cer 1 1 f icale of Bve i* appropriate 

n^FROCK/ I n J.rs.y Central Power Ic Ulght Co 79/03/24 3pp 
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T «’»t* :t'’t"4l V UlpNt Co 79/04/30 Ip 

v^i fc 0 • j * IV ' 7?/- ’I/ IP 5Pi 74C457 LOCA 4n4ly4is do*f not considor 
»** tj» ret trcul4t>Dn toopt 

(»7tfc un4tTv9^ 

A *1 C**i|*ii P^Mfr t tijht Co 79/04/30 3pp 


; n Pcw*? (• Llpht C6 79/05/Oj Ip 

-^'•*7 «■* 793433 red worth nln(a(;ffr not 

- rtis'i-j i d<.nr| third cnUcsl log poatr 

> I*' * ''^juj 6* to <crpl«t« itcond part of 

i iiq^vcnci rt«t tteppod 

- - A '%*ifi Pt.ir % Hjht Co 79/05/01 3pp 

^ •./JI9/79/M-1P 

-r iH. .• T ,*'»#^ Ci-tfjl Pcu«r b tight Co 79/05/03 Ip 

^ ^’0302 dwrinp p^rformitico ct jctuAtJor 

I-rl! , j'-4|.*rt4tit rt4ttor high pr.$iwr% 

4 ’ > = operator arrpr jn closing 

^ ’ t .*rt 0 ^ Central Powar 1 tight Co 79/05/03 3pp 
5Wi9,79M3MP 

/*'My C4“>traJ Po^tr i, tight Co 79/05/04 Ip 

T.*- i.:.’; ."•?"?? “*• •••'•‘X ‘n vloUMin Of 

• till J’vditarai^M ^ ^ ^ condition Corroctiva action 

rC^TlKAl/^^P, j £ Ctntral Pc„ar t tight Co 79/05/02 2pp 

^^FVJ'lfrt 79*C07/03t-0 

f v*-.tral Pc»„r i tight Co 79/05/08 Ip 

0 10 irto Co*,.! •<"'• ‘i'*" 

tightantj 4 ,.al,* Mtatttd^ vaiva aro Jaw-nut 

'’-S3 0 * -•oo.., Cr.-.l «.c«, t 

^’’riiifsav i-S" J’-cos/oa.-o 

-foiff c.otf.l Oo«,r I 79/0S/(® (, 

790Sl5«a4^? tE9 79*3(}3/0X-.0 7904)7 w/n 

tfClPC Pt7p trjppjj CdJifd by bryah 

'’“'•••’■‘f «» 70-013, OlT-0 

* ‘"-’SU.KtC. 7„o„n, 

-'7WSli0374 tc« 7»-oia,oi».o an 790457 .. . 

?5:;; 

WIH*« I„,t, a. •" '•"'»'■« «" .97. ffUrlctl" 

'^*'’** s.»7*u,3fca 7„0V,0 dfp 

»" S7.n...„», 

U.IC. ,„o„.. 

— 790>t>02^7 'fftpl on 790303 r . 

-’’VufJrPf' • 7,.., „„ 

' ‘ C., 79/03/10 4 

-OSS.O* •”’•• 7 C.M74I 9a«., I, u,a, c. 


7909230381 ForwApdi LER 79”OH/0n~O 

FINFROCKf I R J0r#av Central PoWar light Co 79/05/1/9 P |i 

— 7909220388 LER 77''014/0lT-0 on 7'?0503 uhll* p«jr forming laid 9* 
liocondafiiar ^uto-acti/afclon * ig* • lor high pr***ijr# tir*.* 
occurred C^uaed bg lack of procadurAl ilir«ctlaii Frinaiurai 


ravlawad l< changed 

naS94 0 A Jaraag Central Pow«r e* Light Co- 


/V/00/ I A. 


r’-ois'oiT-o 

MWTTOeH.I K J,,„, ^ 


Light Cp 79/05/14 


-T^SaiO^I t£fl 71^-0<5/OiT*fl 4.99 

C9*Agn i( a ItpA l»)va«A ^attor CpoUi^l t««p 

*««.« * ‘.T- '*'* 

•'Ughtco 79/09/14 3pp 


porapi c j. ^ 


7909290QI4 Forward* LER 79-0 1 2/0 3^-0 

FiNFROCKi I R Jsrteg Cantral Pouer t» tight Cti /V/(.)3/l/ If 

—7905290017 LER 79-012/03t'’0 Qn 790419 o^ugan l*vui in «tipBr(at|i* 
chambar Atmoaphera ua* praAt«i Lhau 5'4l Cauaed bg «*n«|tiaMf 
of sampling sg« t* poaltion of flaw control valva 

Oxggen analyzer raca U bri i eg« 1 now hatow 

RO8S4D A Jeraag Central Power t» tight /'//03/|/ ^ 

7909290023 Forward* LER 79-011/031 -O 
FINFROCK, I R Jerteg Central f»ow»r «« I Ight To 7V/D1/I/ la 

— 79Q329Q029 tER 79-01 l/03t'*0 On /VOdlV cara aprau pump UhtiA m 

failed to etart upon Initiation algnal Cauted hu fii*a 

Paplacad S» pufop V»*t *vn-cat%f u I ly c omp 1 a 1 • / 

Rasa, DA Jerifly Central Rouar «< light C« /9/()3/l^ 

7909290144 Forward* LER 77-010/031 -O 
FINFflOCK. I R Jeriey Central Rouier 4t Light Co 7V/t\nM/ ip 

79-0lO/03t-O ON 790417 leak »f lenlopu 4 ,im. 
ponatratlon Within pip* tunnai i;,*).**# f, 

* Orywou aquipmont drain tank line 
pravent further 3ea*age 

RoaSiD A Jer«av Cantral power ^4 light Co f^/lV-J/W 1 

O” «hn-ant<trv»l nalte, * 

49pp *'.*nQt\T4V 4 ncNNkDV^R T CantmleeliJh fV/u5 n i 

XliTZ/.l\:iAvr'u'r^ 

iz:;ru:v 

OOSatCRiLV Offict of Cl>njr9i»|mi9l AffdiM /‘f/OI/Oil .9, 

"f WO'OOO g*UuM. „> r4.,.4,, 
»w. v«4r.",r „,,r FovV.d Hlv.r,ftj f,„.r 

KOSTMAYER.P H Hoot, of flop /V/OVO'f t|, 

"O'NT NWUrAR dTATION. WIT 1 

ItoAocfm'^TSO)' •'•mptlori Kncl wilAfioi^ 

H0MA8,E , ^ 

<?a ♦!!»<, (KlO.Ifn. I 4.. 

"otJoor Inaur.r* 7<f/09/01 l|< 

7909070585 Cohfif>^* . 

SeJjo 4wf 29* 88? 394 44, f * r 





T-f/OS/ot s»f 

X.%‘: 5?; * 
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P Qperating ilcenae stage documents Ik correspondence 


7?0S02O233 Notification of 790402 meeting u/OE to diocuei methodolg^ 
for predicting safotij reHef valve toads for Mark I 
containments using T-nuencher 

SUiT M Containment Bgstoms Branch 79/03/2i 3 pp 


7903020367 Detailed uetd procedures to demonstrate N9B safe-end elbou 
replacement 

PERKINSj T J Niagara Mohawk Power Corp 79/04/24 4lpp 


7903030414 Forwards responses to Hgdrologu-Meteorologg Branch questions 
Q372 2 U 0372 3r per 790108 I tr Design interfaces betiueen 
radwaste reduction & solidification sgs are not complete 
Accident analgsli to be recalculated 

RHODEr 0 K Niagara Kohawk Power Corp 79/03/01 22pp 


7903230293 Forwards table re torus mods for Spring 1979 refueling 
outage Analgsis is cQntlnuingi to determine if further mods 
are required Final analgsls for major structural components 
is iitpected bg end of 1979 

6 CHNEIDER 4 R R Niagara Mohawk Power Corp 79/03/16 3pp 


790323047Q Responds to NRC 790319 Itr Info re radiation levels Is 
contained In annual environ operating rept 
aCMNEIDER«R R Niagara Mohawk Power Corp 79/03/16 Ip 


7903310213 Forwards application for amend to License DPR-63 »4» 000 

fee 

THOMAS, E B LeBoegf, Lamb, Leibg 8 , HacRao 79/03/39 2pp 


—7903310321 Application for amend to License DPR-63 re Tech Specs 
changes to tafetg limmits 

OlBEi 0 P Niagara Mohauk Power Corp 79/03/29 lOpp 


7903030073 Forwards IE But to tin 79“09i "Failures of OE Type AK'»2 
Circuit Br«aker In Baf atg''Reia ted Sgs " Licensee action 
retiulrad 

ORIERi B H Region 1 , Philadelphia, Qffico of the Director 
79/04/17 ip 


79050S0238 Forwards IE Bulletin 79-06A, Rovis ion 1, "Review of 
Operational Errors (t Sgs Hi sa I Ignmentt Identified During TMl 
Incident " 

ORtERiB H Region 1# PhiladalpMa, Office of the Director 
“79/04/18 Ip — 


R Periodic operating reports & related correspondence 


7903130508 Forwards monthlij operating rept for Apr 1979 
SCHNEIDER, R R Niagara Mohauk Power Corp 79/03/10 Ip 


— 7903130911 Monthlg operating rept for Apr 1979 

PERKINS. T J Niagara Hohawk Power Corp 79/03/00 6 pp 


8 Roportable occurrences, LERs & related correspondence 


7903070401 Forwards LER 79-009/OaL-'0 

SCHNEIDER, R R Niagara Hohauik Power Corp 79/04/30 Ip 


— 79030704 U LER 79''003/03L-0 an 790401 during periodic Type C leakage 
test, valves 19-69-06, I V-20 1-09, IV-201-10 «( iV-Sa 1-02 were 
found to be In excess of Tech Specs Cause unknown Repairs 
ultl be made during outage 

JUTRAS, R Niagara Mohawk Power Corp 79/03/01 Ip 


7903 1 60392 Forwards LER 79-006/03L-0 

SCHNEIDER. R « Niagara Mohawk power Corp 79/03/10 Ip 


Q Inspection reports, lE Bulletins 6 correspondence 


7903090134 Forwards IC Insp Rept 30-220/79-04 on 790206-09 )k 21-»3 No 
noncompliance noted 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility t Materials 

Safety Branch 79/03/19 2pp 


—7903090140 IE Imp Rept 30-220/79-04 on 790206-09 6 21-23 No 
noncompliance noted Major areas inspected radioactive waste 
sys radiation protection during rofuultng 

TH0NU6, L H Region 1, Ph 1 ladelph la, Office of the D-lrector 
CROCKER, H W Region 1, Philadelphia, Fuel Facility U Materials 

Safety Branch 79/03/14 Opp 


— 7903160394 LER 79-006/03L-0 on 790428 overf requency relay on motor 
generator set 172 could not be calibr Caused by bad 
potentiometer ad justment. Repa ire being made 
DUDAiE Niagara Mohawk Powar Corp 79/03/tO ip 


7903300406 Forwards LER-OIO/OSL-O 

LEMPOES, T E Niagara Mohauk Pouar Carp 79/03/23 Ip 


* — 7903300496 LER 79-'OtO/03L-O on 790424 during refueling outage, 
containment vacuum relief valve 68 IV-IO flange failed leak 
rate test 0 -rlngs replaced on flange 
BUOA, E. Niagara hahawk Power Corp 79/03/23 tp 


7903010126 Forwards IE Info Notice 79-06, ''Stress Analysis of 
Safety-Related Piping 

DRIER, S H Region 1, Ph 1 ladelph la. Office of the Director 
79/03/23 Ip 


7905010033 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sys w/Svc Air Sys Used as Source of Dreethlng 
Air 

GRIER, B H Region 1, Philadelphia, Qffico of the Director 
79/03/2B Ip 


7903010307 Forwards IE Inf a Notice 79-09, "Spill of Rad ioac tl vel y 
Contaminated Resin " 

CRIER, B H Region 1, Philadelphia. Office of the Director 
79/03/30 Ip 


7903020069 Forwards IE Sullatln 79-06, "Review of Operational Errors 6 
Sys Misalignments Identified During TMI incident " 

CRIER, B H. Region 1 , Ph 1 ladelph la, Office of the Director 
79/04/1 i ip 


7903100421 Responds to IE Bulletin 79-03 re longitudinal weld defects 
No piping was supplied by Youngstown Holding tf Engineering 
Co, 

SCHNEIDER, R R Niagara Mohawk Power Corp 79/04/11. Ip, 


7903020332 Forwards IE Bulletin 79-07, "Betsmic Stress Analysis of 
Safety-Related Piping *' Licensee action req,uired 
ORlERrB H Region 1, Philadelphia, Office of the Director, 
79/04/14, Ip 


DOCKET 30-223 UMIV OF LOWELL RESEARCH REACTOR 


J Insurance U indemnity Information 


7905160260 Forwards Amend B to Indemnity Agreement E-34i per lOCFRldO 
changes, Tf increase front 4140 rnllllon to 4160 million, 
effective 790301 Supporting documentation end 
8 ALTZHAN, Antitrust t« Indemnity Croup 79/05/01 Spp 


DOCKET 30-»24 UN IV OF CALIFORNIA RESEARCH REACTOR 


J Insurance U Indemnity information 


7903300052 Forwards Amend 13 to Indemnity Agreement E-IS, ref letting 
change in 10CFR140« incr eas ing primary layer of liability 
from 4140 million to 4160 mi 11 Ion, affective 790301 
Supporting documentation end, 

8 ALTZMAN, J Antitrust t. Indemnity Oroup 79/03/01 3pp 


P Operating license stage documents It correspondence 


7903210179 Forwards Tech Spec Change 6 Requests info re 8 NH possession 
I Imlts* amount exempt It nonexempt 

KAPLAN, 8 . N California, Univ. of, Berkeley 79/03/14 Ip 


—7903210181 Tech Specs Change 6 for Trlga Mark III 

« California, Univ. of, Berkeley 79/03/14, 3Qpp 


7903040071 Forwards IE Bulletin 79-060, "Neview of Operational Errors 4 
Sys Misalignments Identified During TMI Incident " 

GRIER, B.H Region 1, Philadelphia, Office of the Director 
79/04/14, Ip 


7903040237 Forwards IE Bulletin 79-OB, '^Events Relevant to Bolling 
Mater Power Reactors Identiflad During TMI Incident " 

Licensee action required. 

ORIER, B H Region 1, Philadelphia, Office of the Director 
79/04/14 ip. 


DOCKET 30-225 «PI CRITICAL EXPERIMENT 


J Insurance 4 indemnity information 


7905160266 Forwards Amend 9 to Indemnity Agreement E-42, per 10CFR140 
changesrre increase fram 4140 million to 4160 million, 
affective 790501 Supporting documentation end 
BALTZHAN. J Antitrust 4 Indemnity Group, 79/03/01, 5pp 
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P 0p,r*tin4 lien.* itis* 


T903220391 r»n*w*l 

-ippUcjtloh to b* .ubrtittid by 790901 
A/OD<0 RfnH»l*#t‘ Polyttfchnlc in.t 


CX-22 y«ar» Formal 

IP 


a in, action r.port.. 16 Ball.U ni t tnr r. iponOnc. 

7905240377 Forw^fO* 16 Ia»p Rip* 50 - 235 / 79-03 on 790220 33 No 
^n„.pU4nc. ^ p„U,.,pM.. So/., 007-4 Brooch 79/03/21 

2 pp 


0 Ad jud IcatoTiy COT re»pandenc» 


7909350239 Notifies properly u^orded contantion re .abotapir uiDi>Jd <*•♦ 
accepted Contention 623 * admitted Into Duke Ppujor Co 
procoedlngp «nc ompa»se» aspects of revlaed Contention ll 
presented by State of IL 
GOODARD, ft J Dranch 2 79/04/06 2 pp 


j tnsurence indem-nity 1 nf o»*n 5 ation 


7905100163 Endorsameiit 99 to flAELU Policy Mr-SS 

OEttAS/ T Nuclear Energy Liability Insurance Aasocietlon 77/OUv» 
Ip 


-79052402S7 IE Imp R.pt 50-235/79-02 or 7903^-33 No nonco«p Uooco 
r.t.4 Hoj.r or.oi infp.ctod ph,.UoI locurltg ploh, Inclu-ln, 
protection of SW acce.. control. alarm *yi It communication, 
turvelllance Detelli withheld (ref lOCFRB 790f ^ . 

LADUN.fi H . DEVLIN. d W RegloP 1' Phi ladfllphia- Safeguard. 

Branch 79/03/20 Ip 


7905070497 Conflrire increased liability limit to *124/000/000 
poUciei NF“1 p 23r 43/ 76*83, 100, 11 i, 140, 146, 151, 161 , 164, 170, 
173, 174, 1 78, 179/ 160, 102/ 165, 106, 107, 100, 109, 19P, 193, 194, 195. 
197, 198, 200. 201/ 204/ 206/207, 200, 210, 212, 214/ 213/ olhere 
QUaTTROCHMI- J American Ngcleer Ineurei « 79/03/01 Ip 


DOCKET 30-227 TRIOA THEfiKlONIC PROTOTYPE REACTOR 
J Iniurance & ind.mnity information 


7905300302 Forward. Amendment 31 to Indemnity Agreement 0-9/ ref lec tinji 
Chang* In lOCFfiHO, lncr*a.log primary layer of liability 
from *140 million to *160 ml I lion, ef fectiv* 790301 
Supporting documentation end 

BALTZrtAN, J Antitruit ^ Indemnity Group 79/03/01 5pp 


DOCKET 30-220 AER 0 TE 8 T RADIOCRAPHY k RESEARCH REACTOR 
J Inturanta 6 indimnlty Information 


7909070582 Confirms iticrea.e in liability limit to *36,000,000 fear 
polUi*. Mr-aZ/26, 29,30/39/ 44,46,47/49, SO, 51, 92. 53, 94, 54, 56. 

97, 38.60,61/64/66, 67, 68 - 69, 70, 71,72, 74, 76, 77, 70, 79, 00, (16, (17. 

80 / 90 . 91 / 92 / 93 / 94/95 it 96 

RORERtTSiD M Mutual Atomic Energy Liability Undoruir 1 1 ere /9/05/' 
lb 


7909140404 Forwards Amend 21 to Indemnity Agi oomont tl'lO per jnCTHl!'' 
changes, re increase In liability insurance from *140 minion 
to *160 mi lllon, effective 790901 Supporting dneumentat 1 on 
enc 1 

SALTZMAN, J Antitrust k indumnity Group 79/03/01 6 pp 


P Operating license stage document. & corr espondenc □ 


7905300059 forwards Amend 17 to Indemnity Agreement B-d, ref lecting 
change in lOCFRltO, increasing primary layer of liability 
fron *140 million to *160 ml 11 ion. effective 790301 
Supporting documentation end 

SALTZMAN, J Antitrust k Indemnity Oroup 79/03/01 5pp 


7905240357 forwards accepted Amend 17 to Indemnity Agreement B-2 
NEWaCKECK,R L Aerotest Operations 79/03/19 2pp 


7909020235 Notification of 790402 meeting w/OF to discuss ihethnd a I y 
for prodlcting safety relief valve loads for Mark I 
' containments u*iny T“nu#nch«r 

8 U/ T M Containment Systumt Branch 79/03/26 2pp 


7903230066 ForwariJa application for licon.o mod To spent fuel pu^>l "H 

tnt V. 

0080ARD.R J Dranct) 2 79/03/26 Ipp 


DOCKET 30-233 flEXlCO RESEARCH REACTOR 
J Iniuranc* 6 indemnity information 


7909060570 Requests i upplainental info re 700511 app 1 i cat i (in for tpe/i 
fuel pool mods be sent to ASLB ^ Inbervenoi 0N Ookuiei 
ZltNANN, D U Operating Reactors Dranch 2 79/04/12 Jpp 


790530020S Forward. Amindmant 31 to Indemnity Agreement B-9, ref lec ting 
change In lOCFRidO, inereaelnp priffary layer of liability 
from *140 million to *160 million, effective 790301 
Supporting documentation end 

SALTZMAN. J Antitruft i Indemnity Oroup 79/OS/Ot 3pp 


DOCKET 30-234 TUNGSTEN NUCLEAR ROCKET CRITICAL FACILITY 
J Insurants & indemnity information 


790^00202 FoTMrd. AmtndBtnt 31 to Indemnity Agreement B-9r ref lec tin 
Cheng# in lOCFRidO, Increasing primary layer of liability 
from *140 milUon to *160 mi liion- effectiva 790901 
Supporting documentation end 

SALTZHANjU Antitrust ti Indemnity Group 79/03/01 3 pp 


DOCKET 30-339 ACCELERATOR PULSED FAST AaflEMBLY 
J Inturancf k indemnity Information 


Indemnity Agreement B-9/ ref lectin 
IMFR140, increasing primary layer of Uabllltu 
from *140 million to *160 million, effective 790301 
Supporting documentation end 

0ALTZKAN, v» Antitrust k Indemnity Group 79/03/01 5 pp 


Dresden nuclear power statioV/ unit u 

protection Jlans 


-S R,.R.R.vi.,./ 5 r.., 

UE.R C<lM<9l>ii,,Ith E,l,g„ Co 7R/0,«6 «p 




7905030067 Fnrwarcf* nmtoa on 790302,19 k 33 conference telcons 
between NRC/ coneultants tt util re bulletin '^Palentiai 
Explosive Oai Mixtures Accumulations AseociAtod w/llUR Offgas 
ays aperablohs " 

IPPOLITO, T A aperatlng Roaclor* Branch 3 79/04/16 4pp 


7909000339 Forwards Ijoptc. deleted from lystemnUc uvaliialitin psogri 
review of faclLltie* Ro<^uesti review ti identification af 
errors within 30 dayi from receipt of Hr 

ZiCMANN, D L Operating Reactor* Branch 2 79/04/16 /pp 


7909090141 Rotpondi to 790303 I tr crltlcliirig application foi' approx 
of p-ropoted license amend that would allow shipment of epant 
fuel between sballon* Provide* info on upcoming hearing 
IPPOLITO, T A Operating Reattori Branch 3 79/04/10 Ip 


— 79050Q0131 Opposes application for approval of proposed licg(^«« at 
that would allow shipment of spent fuel betu««n slatians 
HOHENBOKENrP. AffHlaticjn Unknown. 79/03/13 2pp 


7905040492 Notifies of Intention to develop safety analyvlt uilnfl 
existing computer cod** Req^uests addl info 
SOLBrtlO/C N Commonwealth Edison Co 79/04/26 Ip 


7909090370 Reviews systematic evaluation program for shared #ngin**i 
safety features , on* It* emergency power Si sve sys for 
multipl* unit statloits 

JANECEKiR F Commonwealth Edison Co 79/05/02 2pp 


7903190016 Forward* current schedule for Implementation of Hart 9 
containment lony-ter/n mode Ditcutsei conitrainti inhlbUlng 
shorter time frame comp 1 etlon, including *ys load 
requirements In current fuel cycles 
REEDrC Commonwealth Edison Co 79/05/11 3pp 


7903190097 Request* correction of error discovered In 700423 Itr^ r« 
capacity of Nuclear Assurance Corp NAC-l truck cask u«ed In 
spent fuel transfer. Ca* k hes capacity of tug BWR asssmbllas 
JANECEKift F Commonwealth Edison Co, 79/05/11 Ip 
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7905250391 Forwards current Ucensing open items status list 
REEDfC Commonwealth Edison Co 79/05/lQ llpp 


790930030G Forwards summary of ED9 Nuclear«Inc resol ut ion/documentation 
0 ^ elbow fXoxlbllltv error which eiclstod in versions of 
PtaOL piping analgsle computer program from Jan-Oct I9i9 
ll.avleiij &< roanalgsis included all uork through Dec 1*?70 
POnTCR^F t, EOa Nuclear^ Ine 79/05/21 9pp 


790S0401A2 Forwards IE Bulletin 79-03B. “NucUar Incidint at 
TKI-Suppl » 

KEPPLER.J 0 Raglan 3, Chicago. Office of the Dir#ctor 79/04/21 

ip 


--7-905040158 lE Bulletin 79-05B. “Nuclear Incident at TMf-Suppl " 
Supporting documentation end 

e Region 3. Chicago. Office of the Director 79/04/21 l?PP 


— 7905300263 Torwardi EDS Nudoari Inc list of DWRs U piping sys which 
could have boon imfi-acted by deficient computer program 
OE has no record of roanalysls for Cooper piping sys 
qTEPHCMQ.P W General Electric Co .Nuclear Energij Products Dlv 
79/01/24 IGpp 


7905310364 Withdraws 7CllSt2 roAuest for eKUmptlon from 10CFR30 to 
flood reactor v«*sol during Integrated primary containment 
le 4 ik rate test 

JANECEK. H F Commonwealth Edison Co 79/05/24 2pp 


Q tnepectlqn reports. IE Bulletins 6 correspondence 


7909020421 Forwards response to IE DuLletlrs 7Q-12 S- 70— 12A» “Atypical 
Weld Matl in Reactor Pressure Vessel Wolds “ 

RECDiC Commonwealth Edison Co 79/03/22 lOpp 


— 7905040170 ACRS recommendat I ans re 790320 Incident at TNI Suggests high 
priority be placed on development of safety research on 
behavior of LURs during anomalous transients 

a ACRS - Advisory Committee on Reactor Safeguards 79/04/17 
2pp 


— 7909040201 Forwards ACRS recommendations re TKl me ident. pr esented on 
790417 

FRALEY, R F ACRS - Advisory Committee on Reactor Safeguards 
79/04/ IB tp 


— 7905040221 In response to NRC 79041B Itr, states 790417 aCRS 
recommendations apply to all PWRs, but were not intended to 
require immediate changes Plant mods should be made after 
study of effects on overall safety. THl eiciudwd 
CARBON. H X ACRS - Advisory Committee on Reactor Safeguards 
79/04/20 2pp 


/90nOH>a36 Forwards IC Info Notice 79-06, “Stress Analysis of 
Oa f «ty-Ro 1 ated Piping “ . ^ , 

KFFfMCn.J 0 Region 3. Chicago, afflce of the Diractor 

Ip 


79/03/23 


7905240633 Forwards responses to IE Bulletin 79-07 riqueitinj info re 
seismic analysis of saf aty-related piping Reanalysis 
indicates method of Intramodal combination has little effect 
on pipe stresses equipment support loads 
REED. C Commonwealth Edison Co 79/04/24 4pp 


/905030370 Forwards IE Info Notice 79-07. “Rupture of Radwaste Tanks “ 
WrpniER.J 0 Region 3. Chicago. Offlc* of the Director 79/03/26 

ip 

/9O301Ol5:i Forward* IE Info Notice 79-00. “ Inter conno c t Ion of 

Contaminated Rys w/Hvc Air S'js Used as Boupco of Breathing 


Ail " 

keppler. J Q 
if 


Region 3. Chicago. Office of the Dlroctor 79/03/20 


79050103Q4 Forwai IK Info Notice 79-09. “Spill of Rad loac tl vely 

3. Chlc.,., a.MC of th, Dlr.ctor 7?/03/30 

in 

/V03030013 ro>«»rd. le Ouiiotm «■ 

Bui rilfal ignment* Identified During TMI Incident ToyoA/ii 

wfpUcSrJ 0 lienlon 3. Chicago. Office of the Director 77/04/11 

IP 

;90S24044Q Forwards IE Imp Repti 50-010/79-07. 50-237/79-09 «c 
^90-249/79-07 on 790306-07,0312 V 0323 No noncomp 1 loanee 

Kav'SIa R neglon 3. Chicago. Fuel Focility Materials Safety 

Uranth 79/04/11 app 

7*/05a404S4 IL Imp Repti 50-010/79-07.50-237/79-09 J areas^^^^ 

790306-07,0312 0323 No noncomp I Unco noted Major 

tn»p«cled. inUrnal aud 1 ts. of f * I to support 

coordinallon. emergency J Off lie of the 

ORANT.P. D . EGSrO.T.H Region 3. Chicago. Offlte or 

Dirsclor 79/04/05 5pp 

790aas0880 rt.ipcnd. t.. IE Boii.t.n 

longitudinally welded pipe spools. Plants inspected^ P P 

RCEDiC Commonwealth Edison Co 79/04/12 app 

Bys Misalignments *<*»Tilifled During TMI Incident ^ 79/04/14 

KCPPLER.JO Region 3. Chicago. Office of the Director 

Ip 

7,09040334 For».r4. IS "''•‘•‘i" ’Vf ™'l‘''!M!U.nt *■ 

aijt Sf ‘hi Dir.ctor 79/04/14 

KCPPUGR. J 0 Region 3, Chicago. Office or sow 

Ip 

7,09040939 Porla.Pd. IE BuU.Hn 79-00, “Ev.nl:. 

U.t*r Pow.p B.«ct«r. Direct®.- 79/04/14 

KEPPLER, J Q Region Gt Chicago, Office or cne 

Ip 

7909030306 F»r«.r9. ,E Botl.tln J’:”' 

Circuit Breaker in Saf aty-Rtlated Sys Llcensae ac 

j 0 R.»I0" a- tt*'**- 

IP 


7905250206 Ac k receipt of 790416 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/79-04, 

SO-237/79-04 6 50-249/79-04 

hind. J A Region 3. Chicago. Safeguards Branch 79/04/26 ip 

— 7905250215 Responds to NRC 790320 Itr re violations noted in IE Imp 
Repts 50-010/79-04.50-237/79-04 6 50-249/79-04 Corrective 
actions withheld (ref iOCFR2 790) 

REED.C Commonwealth Edison Co 79/04/16 tp 

7905150148 Forwards responses to IE Bulletin 79-064. Re vis 1 on l.re 
BWR events identified during THl-2 Util has formed task 
force to review BWR events S' recommend corrective action, as 
required 

REED.C Commonwealth Edison Co 79/04/27 22pp 

7905300242 Responds to IE Bulletin 79-04 No 3. 4 or 6-lnch Velan swing 
check valves are in use at Dresden or Quad-Cities Review of 
Zion has identified use of valves in some piping sys tut 
review is incomplete Will rept 

REED.C Commonwealth Edison Co 79/03/01 2pp 

7905140408 Farw.r<(. IE CtrcuHr 79-07, .fT'" 

Reactor Recirculation Motor Generator Set Resulted tn 

"'".llll 3, C9IC.,., Offic. .f 49. Blr.c4or 79/03/03 

IP 

R Periodic operating reports <« ![ 

7905160334 Forwards monthly «Pf ^ ^79/05/08^^*^10 


-7905160359 Monthly .f “i;/? ^ ^‘^yS/OS/Oa 

ClESZKieWICZ. 0 Commonwealth Edison Co 


8 R.p.rt.bi. 

^’^?^SN?S“r'’c!:4Ln!«U^°EdU®n Co 79/04/00 .. 

—7905040361 LER 79-022/03L-0 Ju c hUJ M n’i I is * d ^ Q*”***^ 

CHA”i.*^cjiionwealth Edison Co 79/04/30 2pp 


7905080535 Forwards LER 79-023 /03L-0 

g YEF HENSON. B B Commonwealth Edison i.o 


79/04/30 


-7905000540 LER 79-033/03L-0 

... ;.n.r ^ 

V.f.ft CO.* hvdro.i.n® JSTni/sI^ 

cSIS'r E-li*"" «■> 79/04/35 ,R 
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7'903220237 Farii/ards LER Z^-OOl /03X~l 

SFEPHENSOM/B S Caitiinofiu^eal th Edison Co 79/05/03 Ip 


— 7903220264 LER 79''00l /03X-1 on. 790103 during steady 4 take operation, 
torui Ipval exceeded apece Caused by operator oversight 
Excess taros uater pujnped to hotueil (t operator admonished 
SurvelltancB being revised 

WRIGHT, rt Cojn/nonuealth Edison Co 79/03/03 ip 


79051 603B4 Forwards LER 79-020/03L-0 

STEPHENSCM. D B Commomuea I tp Edison Ce> 79/05/04 Jp 


7905160303 LER 79-020/031-0 on 790413 measured leakage for personnel 
air loct uas 54 63 std cubic ft/h Leakage identified through 
outer lou«r handueii Shaft packing was replaced 6 air lock 
retested 

PARCELL.M Cotrcnonikiealth Edison Co 79/03/04 ip 


7905170226 Forwards LER 79-021 /03L-0 

STEPHENSON, B B C odimonwea i th Edison Ca 79/03/10 tp 


— 7905170229 LER 79-021 /03U-0 on 790415 2 A LPC I pump uras manually stopped 
but would not restart properly Caused by trip on overcurrent 
relay Hotor bridged 6 meggered sat i tf actor 1 ly Pump returned 

to SVC 

CQEN.R Commonwealth Edison Co 79/05/14 tp 


7903300SA7 Forward* LER 79-024 /03L-(J 

STEPHENBOM, a B Coenmonuea 1 th Edison Co 79/05/32 Ip 


— 790S300573 LER 79-024/03L-0 on 790424 while in shutdown for refueling, 
U2 diesel generator failed to start Caused by air 
lines to upper air motor being revened Airstart motor was 
replaced & air lines properly routed 
CHAN»J Commonujealth Edison Co 79/05/24 Ip 


7909300443 Forward* LER 79-026 /03L-0 

5TEPHEH3QH. B B Commonwealth Edison Co 79/05/24 tp 


-- 7905300447 LER 79-026/03L'0 on 790428 breaker trip logic testing 
disclosed n-otor generator set 2 B output breaker would not 
trip Cause determined to be small plsce of bakelite jamming 
tripping mechanism Breaker cleaned 
DUNBAR, J Commonwealth Edison Co 79/03/24 Ip 


7905300465 Forwards LER 79-023/03L-0 

8 TEPHENBGH. B B CommonweaUh Edison Co 79/05/24 Ip 


-'-7905300499 LER 79-025/03L-0 on 790425 during monthly surveillance/ 
switches 500-7/ PB 504C h PS S04I> tripped at 410 psi Caused 
by instrument drift during prolonged shutdown period 
Switches reset 

Ol/USARrJ Commonwealth Edison Co 79/05/24 Ip 


7905300475 Forwards LER 79-033/03L-0 

STEPHENSON, D D Commonwealth Edison Co 79/05/25 Ip 


—7903300480 LER 79-033/03L-D on 790420 during primary 

containment isolation valve surve i 1 lance, 2C TIP machine 
failed to retract Caused by ball valve limit switch which 
did not deenergize machin* control circuitry 
PARCELL Commonwealth Edison Co 79/05/25 2pp 


DOCKET 50-240 HIOH TEMP OAS COOLED CRITICAL EXPERIKENT 


DOCKET 50-243 OREGON STATE UNIV RESEARCH REACTOR 


P Operating license stage documents t, correspondence 


7905070504 Forwards proposed changes to Tech Specs for TRIOA rsaictai 
6 JUS tif Icat i an for mods Desires to upgrade console t 

electronics ti change reactivity pulsing limit during 
summer Chengoa would require about two weeks 
WANG, C M , atllTHtC V Oregon State Unlv 79/04/16 14pp 


DOCKET 30-244 ROBERT EMMET OINNA NUCLEAR PLANT, UNIT I 


F Security, medical, emergency fire protection plans 


7905070466 Responds to request for addl info re 790214 fire protsdlst 
6 ER Oiscuttes piping ii duct penetrations / const joint, 
detector tasting L electrical cable insulation 
WHITE, L D Rochester Gat it Electric Corp 79/04/30 3pp 


7905310395 Advises of steps undertaken re Items 3 2 9 8 , 3, 1 11 
of fire pr< 0 t»ction 6 £R, cone ernlng adequacy of fire brigads 
size i hattery room ventilation 

WHITE, L D Rochester Gas 8 » Electric Corp 79/05/23 Ip 


I Financial information 


7903030357 Forwards "Annual Financial Rspt 1978 " 

TNOMAa.e B LeSosuf, Lamb, Leiby 1* MacRae 79/05/02 Ip 


—7905030359 "Annual Financial Rept 1970 " 

e Rochester Gap L Electric Carp 79/03/15 32pp 


J Insurance & indemnity information 


7905070497 Confirms increased liability limit to 4124,000,000 for 
policies NF-lt25, 43,76,83, 100, ill, 140, 146, 151, 161, 164, 170, 

173, 174, 170, 179, £80. I82i 105, 186, 167, 188, 109, 192, 193, 194, 195, 
197. 190.200,201, 204,206,207,206, 210,212,214.215, 8 ( Others. 
aUATTRQCKHI, J American Nuclear Insurers 79/05/01 Ip. 


7909070582 Confirms increase in liability limit to 436,000,000 fer 
pul Idas MF-22.26.29,3a;3?, 44,46,47,49, 90, 91, 52,93, 94,99, 56, 

57rS0, 60,61,64. 66 , 67,60, 69, 70,71,72, 74, 76, 77, 78, 79, 80,86,67, 
68,90,91.92,73,94,99 6 96 

RObERTdrO M Hutual Atomic Energy Liability Underwriters 79/09/01 

Ip 


7905160166 Forwards Amend 6 to Indemnity Agreement 6-30, per iOCmMO 
changes, re liability insurance increase from 4140 million to 
4160 mi 1 lion, ef fee tive 790901 Supporting documentation and. 
SALTZMAN, J Antitrust 6 Indemnity Group 79/09/01, 9pp 


7909230417 Forward* Amend 8 to Indemnity Agreement B-3B 

KUSBie, R R Rochester Gas S< Electric Carp. 79/09/17. 3pp 


F Gperatltig license stage documents it correspondence 


7909030126 Reviews 781012 1 tr re syt mad to add new battery charier e 
Requeets addl Info 

ZIEMANNrO L Operating Reactors Branch 2, 79/04/06. 3pp 


7909090026 Forward* topics deleted from systematic evaluation pragria 
review of f ac 1 1 i ties. Requests review It Identlf Icatlon Pf 
errors within 30 days from receipt of Itr, 

ZIEHANN, 0 L Operating Reactors Branch 2 79/04/16 7pp 


7909020351 Forwards draft evaluation of systematic evaluation pragrM) 
Topic III-4-B re turbine missiles, Requests review within 30 

days 

ZIEMANN. D L. Operating Reactors Branch 2. 79/04/18 Opp 


7909090209 Forwards Amend 26 to Uicanes OPR-18, safety evaluation 4 
notice of Issuanca 4 availability 

ZIEHANN, D.L Operating Reactors Branch 2. 79/04/18 2pp. 


— 7905070207 Amend 26 te License DPR-l 8 t revls Ing Tech Specs tP reqwlei 
reactor coolant sye overpressure protection mod, 

ZIEHANN, D L Operating Reactors Branch 2. 79/04/18 I4pp. 


— 7909090208 Safety evaluation supporting Amend 26 to License DPR-10 
» Office of Nuclear Reactor Regulation. 79/04/18 13pp 
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-''7?090702&3 Notice of Isiu^nce &< a va 1 leb i 1 1 af Amend 26 to License 
DPR- 18 

ZiEMANNrP L Operating Reactors Branch 2 79/04/lQ 2pp 


790S070380 Rfisponds to 790123 Itr re analgsls of boron dilution 
mechanismi Summarizes results of residual heat removal st/s 
No single failure could result in boron dilution 
WHlTEiL D Rochester Oas U Electric Corp 79/04/30 5pp 


7903100149 Provides addl seismic info requested by NRG seismic ravieui 
team Forwards info on plant structural design except for 
details of containment h internal structures Dynamic model 
of auxiliary bldg h, 35 oversized drawings end 
WHITE, L D Rochester Oas ^ Electric Corp 79/03/07 llpp 


7903130393 Submits revised Attachment A, D b C to 780728 submittal 
amending Tech Specs for charcoal filter testing ^ iodine 
removal equipment operability 

MILKENS, P C Rochester Oas Electric Corp 79/03/08 24pp 


7903220377 Comments on NRC 790416 Itr deleting topics for further 
review from systematic evaluation program Lists other topics 
to be deleted which are not applicable or have been 
resolved 

WHITE, L D. Rochester Oas 5, Electric Corp 79/05/16 3pp 


7903220031 Responds to req,iiest for addl info re pressure shielding 
steel diaphragm Submits info summarizing calculated pressure 
transients which result from breaks in SO'^inch feedwater 
line or 12-lnch steam line, 

WHIT^,L D Rochester Oas t> Electric Corp 79/03/17 32pp 


7903300474 Forwards supplemental info to 790507 Itr re systematic 
evaluation program seismic review Qverslded drawings 
available In Central Filet 

WHITE, L D. Rochester Oas ti Electric Corp 79/03/22 60pp 


0 Inspection reports, IE Bulletins (t correspondence 


7903010148 Forwards IE Info Notice 79-06, ^'Stress Analysis of 
Gafety-'Relatid Piping " 

0RIER,B H Region i, Phi ladelph ia, Office of the Oiroctar 
79/03/23 ip 


7903240294 Forwards IE. Imp Rept 30-244/79-03 on 790303-0308 No 
noncompl lance noted 

BHITH,0 H Region i, Philadelphia, Fuel Facility Sc Materials 

Safety Branch 79/03/23 2pp 


—7903240306 IE Imp Rept 30-244/79-03 on 790303-08 No noncomp llance 
noted Major areas inepected radiation protection program 
during routine refueling opera tlons, procedures, planning 
preperation, training exposure control S< posting 

YUHASiO P , CROCKER, M W Region 1, Ph 1 ladelph la. Office of the 
Director 79/03/22 9pp 

7908010073 Forwards IE Info Notice 79-08, "interconnection of 
Contaminated 8ys w/Svc Air 8ys Used as Source of Breathing 
Air " 

0R1ER,B.H. Region 1, Phi lade 1 ph ia. Office of the Director 
79/03/28 ip 


7903010322 Forwards IE Info Notice 79-09, “Bp ill of Rad ioactively 
Contaminated Resin 

DRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/03/30 Ip. 


7903230181 Responds to IE Bulletin 79-03, “Longitudinal Meld Defects in 
ASHE 8A-312 Type 304 Btatnless Steel Pipe Spools Kfg by 
Youngstown Melding ^ Engineering Co." Glass II stainless 
steel piping sys designed to A8A-B36 19 it B36 10. 

WHITE, L D. Rochester Oas it Electric Corp 79/04/06 Ip 


7903290169 Forwards IE Insp Rept 30-244/79-04 on 790226-0302 No 
noncomp llancs noted. 

BRUNNER, E J Region 1, Ph 1 ladelphia, Office of the Director 
79/04/10. 2pp 


>7903290173 IE Insp Rept 80-244/79-04 on 790226-0302. No noncomp 1 lance 
noted Major areas inspected* faclLity logs it records, p lent 
statue, ref ueling procedures, malnt actlvitiee it plant tour. 

BECKMAN, D. A , KALMAN, O Region 1, Philadelphia, Office of the 

Director KEIHIO, R R Region 1, Phi ladelph la, Reactor 

Operations Nuclear Support Branch 79/04/10 10pp 


7908020106 Forwards IE Bullatin 79-06, "Revlaw of Operational Errors it 
8ys Misalignments Identified During THl incident *' Licensee 
action required, 

0RIER,B.H. Region li Ph iladelphia. Office of the Director 
79/04/1 i ip 


7903020313 Forwards IB Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action required 
CRIER, B H Region 1, Philadelphia, Office of the Director 

79/04/14 Ip 


7903040109 Forwards IE Bulletin 79~06Di "Review of Operational Eirors 
8ys Mlsal Igntnertts Identified During TMI Incident " 

GRIER, Q H Region 1, Ph i lad clph iai Office of the Director 

79/04-/i4 Ip 


7903030108 Forwards IE Bulletin 79-09, "Failures of CE Type AK-2 
Circuit Breaker in Safety -Re 1 ated Sys Lxcensee action 
requ i red 

CRIER, S H Region 1, Ph 1 1 ade i ph la* Office of the Director 

79/04/17 Ip 


7903020333 Forwards IE Bulletin 79-06A, Revis Ion 1, "Review of 
Operational Errors St Sys Misalignments Identified During TMI 
Incident " 

CRIER, B H Region I, Phi 1 ade I ph ia , Office of the Director 

79/04/10 ip 


7905010497 Comments on IE Bulletin 79~06A re Mestinghouse PMR 
facilities Imp leniontat ion of bistable trip would create 
situation whore safety injoction actuation could be 
susceptible to single feus perturbations 
DEBOER, T K New York, State of 79/04/23 app 


R Periodic operating reports in related correspondence 


7905220223 Forwards monthlif operating rept for Apr 1979 
SNOW. D A Rochester Oas S, Electric Corp 79/03/10 Ip 


■7905320227 Monthly operating rept for Apr 1979 

DEPEWiL Rochester Oas t- Electric Corp 79/05/08 3pp 


S Reportable occurrences, LCRs & related correspondence 


7903040101 Forwards LER 79-oa7/03L-0 

WHITE, L 0 Rochester Gas Electric Corp 79/04/30 kp 


—7903040147 LER 79-007/03L-0 on 790402 surveillance requirement for 
nuclear intermediate range channel test within seven days 
was not performed for two training criticalities Caused by 
unclear training procedures 

PECKiC Rochester Oas U Electric Corp 79/04/30 Ip 


7903040180 Forwards LERs 79-009/01T-0 79-OlO/Olt-O 

WHITE, L 0 Rochester Oas t, Electric Corp 79/04/30 Ip 


—7903040107 LER 79-009/01 T-0 on 790416 routine Semple of boron boric 
acid tank showed 11 BY. Reactor power reduction started. 

Caused by possible backflow of makeup water Check valve 
rep taced 

PECK,C H Rochester Oae 4t Electric Corp 79/04/30 2pp 


•7908040191 LER 79-010/01 T-0 on 790420 routine sample of boric acid 
storage tanks showed lees than 12*4 Roactov power reduction 
started Caused by possible backflow of makeup water Check 
valve replaced 

PECK,C H Rochester Oas Electric Corp 79/04/30 Spp 


7908110101 Forwards LER 79-00a/03L-0. 

WHITE, L D. RochBster Oas Electric Corp 79/09/07 tp 


—7905110104 LER 79-OO0/O3L-O on 790406 boric acid flow control valve 
leak noted on valve outlet one inch nipple Caused by 
internal weld flow through defects 6 deep external pitting, 

Nipple replaced u/40 nipple 

SPECTQRrS Rochester Gas 8» Electric Corp 79/08/07 Ip 


7908310431 Forwards LER 79-0 U/01 T-0 

WHITE, L D Rochester Cas U Electric Carp 79/05/25 tp. 


—7905310438 LER 79-01 i /OlT-Oi on 7905i 1 - not i f led by manufacturer of 
presiurlxer power operated relief valve that template used 
to fabricate valve internals not within specs Caused by 
error In tracer lathe template. 

SPECTOR, 8, Rochester Oas U Electric Corp, 79/03/25 2pp 
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DOCKET ttILLSTOME NUCLEAR POWER 8 TAT ION, UNIT 1 

F Securityi meiflcali Kn#rg«rcy ** fl*** ^tratiction ;>lani 

7703290073 Forward! reiponie to NHC virb^l nu®!tioni ra firt 
protection Eflglneertiij & dutgn of moit modi In progroe! 
COUNSEL W 0 Nort?4«asfc Utllltla! 79/05/18 16pp 


H Oeneril cor r « ipo^d atice 


790509014>0 Respond! to 790124 Itr eiprat^Eng concern for faulty conet 
prohUfTi a*eociated w/compacted spent fotl racks. Venting of 
boron plates to spent fuel pool uater uUl not alter 
prevlou! conclusion that use of racks is not d.angeraus 
ITEMANMi D L Operating Reactor! Branch S 79/04/03 3pp 


J En»urance t indaftnlty information 


7909140422 Forward* Amend 14 to Indamnity Agreement B-a9 per lOCFRJdO 
changet^re increase in liability insurance from 4140 million 
to 4U0 mi n ion, effective 7905Oi Supporting documentation 
cnc 1 

SALTZKAN, J Antltruit «c Indemnity Croup 79/03/01 fipp 


7903190079 Forward* executed Amend 14 to Indemnity Agreement B-39 
O'CONNOR, LA Northeast Utilities 79/09/13 4PP 

P Operating license stage document* & correspondence 


7903080381 Forwards FR notice of proposed Issuance of amend to 
provtsianat GL 

ZIEllANNiO L Operating Reactor* Branch 2 79/04/06 2pp 


‘**'7903080382 Notice of proposed issuance of amend to- provisional License 
DPR-21 to revise Tech Specs re use of 140 8iBR fuel 
assemblies for Reload 6 

riEMANN, D L Operating Reactors Branch 2 79/04/06 9pp 


7905080343 Forward* topic* deleted from systematic evaluation program 
review of facilities Requests review 6 identification of 
errors within 30 days from receipt of Itr 

ZI£MANH,E> L Operating Reactors Branch 2 79/04/16 7pp 


79033007S9 Ack receipt of 790126 plans for ln«p of feedwater 6 control 
rod drive return line notrlef in reactor pressure vessel 
Forwards safety evaluation 

ZlEHANNiD L Operating Reactors Branch 2 79/04/31 l^pp 


— 7903300731 Safety evaluation of proposed norite Insp program 
* Operating Reactors Branch 2 79/04/21 4pp 


7909010483 In 780307 Itr to NR£ 4t 700201 Itr to DC Swttier. utXl states 
it would be preferable to trip control valves in feedwater 
trains^a* opposed to tripping feedwater pumpe Impossible to 
complete Installation in Spring 1979 

ceUNSILi U Q Northeast Nuclear Energy -Co (Northeast Utilities} 
79/04/23 ip 


7909010496 Forwards data U analysis of suppression pool temp 
transients 

COUNSILrW Q Northeast Nuclear Energy Co (Northeast Utilities) 
79/04/24 lOpp 

7903290007 Forward* Amends 60 6 91 to License* DPR-21 U DPR~63, 
r espec t lvely» El A & notice of issuance & negative 
dec lara tl on. 

ZlENANNiO L Operating Reactors Branch 2 79/04/24 3pp 


—7909290012 Amentfs 60 6 91 to Licenses OPR-21 6 DPR-63, respec tlve ly . 
revising £T& to provide more fleslbltity in sampling 
schedules 6 collectlan for aquatEc mo-nl torlng tc r-eflecttng 
improved 6 modified program objectives 

ZlEHANNrD. L Operating Reactors Branch 2 79/04/24 tSpp 


— 79092900L6 El A supporting Amends 60 & 31 to Licenses 0PR~21 S, DFR~63. 
retpec tlvel y 

e Office of Nuclear Reactor Regulation 79/04/24 Itpp. 


—7903290019 Notice of issuance of Amends 60 M 31 to Licenses 0PR~21 {c 
i>PR-63i resptc ttvely , L negative declaration. 

ZIEMAMM, D L Operating Reactors Branch 2 79/04/24 2pp 


7903070621 Forwards just if Icatlon of unlimited purging of pc'imary 
contalnnent in order to provide fletlbility to aperatore in 
control of containment a-xygen level Ct drywtll pressure 
COUNSlLrU 0 Northeast Utilities 79/04/27 3pp. 


7903080362 Inform!* that NHC draft evaluation of lystenatlc evaluation 
program needs atfdl clarification tc should be revised 
according ly 

CQUNaiLfW 0 Northeast Utilities 79/04/27 2pp. 


7905000434 Forward* NEDE-20992-4P, Rovls Ion 1, "Segmented Test fi< 
Bundle, Ni 1 litone IrSuppl 4" dtd Apr 1979 Rept withheld 
(ref lOCFfta 790) 

COUNBlL.lf 0 Northeast Utilities 79/03/02 2pp 


7905300643 Infarms of forthcoming detailed reply to 790307 Hr ri,' 
nuclear power plants Plant* will not start up until all 
post-TNI items 4, requirement* are implemented U confirmed 
HENORlErJ M Coftmlislon 77/05/1 i Ip 


—7905300647 Request* assurance that action required by IE info rL" 
bulletlns have been implemented before CT plants return ke 
operation Also requests Info on other antlcipatad NRL 
action* or anticipated problem* 

0RA8S0, £ Connecticut, State of 79/03/07 2pp 


7905300005 Reepond* to V Stello 790309 Itr Forward* bar-eharl 
showing time period* for implementation of long-term progr** 
mods Essential completion of program planned for end of 
1980 

CDUNSIL.W O Northeast Utilltie* 79/03/18 Opp 


0 Impaction reports, IE Bulletin* St correspondence 


7903240692 Forward* IE In*p Rept* 50-243/70-42 6 50-336/78-39 cn 
781200-790103 No noncomp I lance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Oporailotis 

Support Branch 79/03/21 2pp 


—7903240704 IE In»p Rept* 30-245/78-42 t« 50-336/78-39 on 7IU2:'a-'' 
No noncompliance noted Major area* inspected Unit I reactor, 
turbine radwatte bldgs, Unit 2 auxiliary t, tufhlrxo bldgs* 
condensate polishing facility ^ radiation protection 
SNEOLOSKT, J T Region I, Phi lade Iph U, Office of the OlriM. 
HCCAOE«E C. Region 1, Ph i lade Iph la. Reactor □poratloisi 

Support Branch 79/03/20 13pp 


7905010121 Forwards lE Info Notice 79-06, "Btresi Analysis of 
Safety-Related Piping *' 

ORIER.B H Region 1, Philadelphia, Offico of the Director 
79/03/23 Ip. 


7905010083 Forward* IE Info Notice 79-00, " Intorconnec 1 1 on o# 
Contaminated Sy* w/Svc Air 8ys Used as Source of Breathing 
Air ” 

ORIER,B H Region I, Phlladelph la, Office of the Director 

79/03/28 ip 

7903010304 Forward* IE Info Notice 79-09, "Spill of Rail i oac 1 1 v *1 * 
Contaminated Resin " 

CRIER, 0 H Region 1, Philadelphia, Office of the DiieftP-r 
79/03/30, 2pp 


7905290140 Forward* IE ln«p Rept 50-243/79-05 on 790227-0302 N5 
nencompliance noted 

BRUNNER* E J Region 1, Phi ladelph ia, Reactor Operallon* tt.tlti 

Support Branch 79/04/03 2pp 


—7905290143 IE Insp Rept 30-243/79-08 on 790227-0302 Ho nohcoeihi ■ 
noted Najor areas inspected, fac 1 1 Ity procedures, revl * ion* 
per Tech Spec amend 6 action on previous imp finding* 

CONTE 4 R J , C0W0ILL,C J. Region 1, Ph 1 Udo I ph la. Office of fc'i 
Director KI8TER,H 0 Region 1, Philadelphia, neeeior 

Operations Nuclear Support Branch 79/03/31 llpp 


7905020066 Forward* IE Bulletin 79-06, "Review of Dperat tonal Crrifi- 
8y« Klsa Lignments Identified During THl Incident " 

ORlERiB H Region t, Philadelphia, Offico of the Oiretlor 
79/04/11, Ip 


7908030013 Forwards IE Bulletin 79-06A, '‘Review of Qperallooal ten-, 
Sys Misalignments Identified During TKI Incident 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 79^C4 : 

ip 


7905020300 Forwards IE Bulletin 79-07, "Seismic 9tro** Analyet* at 
Safety-Related Piping *' Licensee action required 
ORIER«B H Region 1, Philadelphia, Office of the Director 
79/04/14 Ip 


7905040039 Forwards 1£ Bulletin 79-060, "Review of Opera t Iowa 1 Cftjri 
Oys Misalignments Identified During TMI Incident 
DRIER, a H Region I, Philadelphia, Office of the Dlrettet 
79/04/14. £p 


7903040224 Forward* IE Bulletin 79-08, "Events Relevant to Ooiliri 
Water Power Rcactore Identified During TMI Incldart " 

Licensee action required, 

ORlERtS H Region 1, Phi ladelph la, Office of tha Director 
79/04/14. Ip, 
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7905030077 Forw^irds IC DullBtln 79-09i "Failur** of GE Type AK-2 
Circuit Dreaker in Saf e Sy« " Llcen«e« action 

required 

GRiERiB H Region tr Ph 1 Ladq Iph Office of the Director 
79/04/17 Ip 


—^■7909300398 Application for atnen>d of License to permit engineered 

lafequardt actuation elgral on low pre*«uro regardlee* of 
proesuriier level Tech Spec page revlelons & util safety 
evaluation end 

CAHILLiVj J Consolidated Edison Co of Neu Vork 79/05/29 llpp 


7905030204 Forwards IF Bulletin 79-06Ai Ravle Ion 1, '♦Review of 
Operational Errors Bye Hieal Ignments Identified During TMI 
Incident " 

GRiERrO N Region Ph 1 1 ad e 1 pK iai Office Of the Director 
79/04/10 Ip 


R Periodic operating reports i> related correspondence 


7905220393 Forwards monthly operating ropt for Apr 1979 
GPLKA.J F Northeasb Ut Hi ties 7-9/03/13 Ip 


— 7903220404 Konthly operating rept for Apr 1979 
YOUNGER Northeast Utilities 79/05/03 fjpp 


S Reportable occurrences* LERs & related correspondence 


7905300533 Forwards UER 79-0l2/03L~O 

OPEKA. J F Northeast Utilities 79/03/21 Ip 

—7905300544 UER 79-012/03L-0 on 790423 while performing rtmtlne reactor 
bldg exhaust duct, b refuel floor high radiation monitor 
functional turvei I lancet Channel 1 was out of callbr Caused 
6y instrument drift 

* Northeast Utl llties 79/03/21 2pp 


O Inspection reports* IE Dutletlns correspondence 


79OSO7O109 Forujards IE Insp Ropt 30-247/79-03 on 790213-16 No 
noncompliance noted 

BRUNNERiE J Region Ij Ph i iadelph lap Reactor Operations Nuclear 

Support Branch 79/03/16 2pp 


— 7905070210 IE Insp Rept 90-247/79-03 on 790213-16 No noncompliance 
noted Major areas inspected document contr a li records 
recent changes In QA program 

KlSTERi H D Region f> Ph I ladelphla* Reactor Dparatloris Nuclear 

Support Branch NAPUDArO i KEHQEiD Region Ir Ph i Iadelph ia ■ 
Office of the Director 79/03/14 I7pp 


7905110362 Forwards IE Insp Rept 90-247/79-01 on 790107-0203 No 
noncompHance noted 

BRUNNERtE J Region !• Philadelphia! Reactor Operations Nuclear 

Support Branch 79/03/20 2pp 


— 7903110371 IE insp Rept 30-247/79-01 on 790107-0203 No noncomp I i ance 
noted HajQT areas Inspected physical protection in area of 
access c ontro I < barr lore . aearch* escorti communicat 1 ans 8* 
compensatory measures 

REOELOUSKliT Region I* Philadelphia, Office of the Director 
KEIMI0,« R Region 1, Philadelphia! Raactor OporatUns Nuclear 

Bupport Branch 79/03/19 lOpp 


DOCKET 30-347 INDIAN POINT BTATION! UNIT 3 


vl Insurance 8* Indemnity information 


7905070497 Confirms increased liability limit to 4124, 000*000 for 
policies NF-l!23« 4Q,76, 03, 100, 111, 140, 146, 151, 161, 164, 170, 

173, 174, 17G, 179, 100, 102, 105, 106, 107, 100, 189, 192, 193, 194, 199, 

197, 190,200,201,204,206, 307.200, 210, 212,214,215. 8( others. 
QUATTROCHH I , d Amerlcah Nuclear Insurers 79/03/01 Ip 


/903070982 Confirms increase in liability limit te *36,000,000 for 
policies rir-22,26, 29, 30, 39. 44, 46, 47, 49, 50, 51, 52, 53, 94. 53, 56, 

57, 58, 60.61,64, 66, 67,60,69, 70, 71, 72, 74, 76. 77,70, 79.00,06,87, 
00,90,91,92.93.94,95 96 

ROBERTS, D M Mutual Atomic Energy Liability Underwriters 79/03/01 

ip 


7905140407 Forwards Amend at to Jndomnlty Agreement D-19 per 10CFR140 
Changes, re increase in liability insurance from *140 million 
to *160 ml U ion, o f f ec ti ve 790301 Supporting documentation 
enc I 

SALTZMAN, U Antitrust 4* Indemnity Group 79/05/01 6pp 


P Operating license stage documents correspondence 


7905240239 Forwards proposed design criteria to be used In reracklng 
spent fuel pool Requests comments by 790416 NRC comments 
relayed via telcon on 790410 Licensee should propose change 
to Tech Specs to provide U-333 loading limit. 

QLBHAN.L Operating Reactors Branch 1 79/04/19 Ip 


7905070549 Ack receipt of NRC 790412 Itr Willing to cooperate in 
planned analysis scheduled for uaek of 790506 

CAHILL, VI J Consolidated Edison Co of New York 79/04/30 Ip 


7903030272 Forwards lE Info Notice 79-07, "Rupture of Radwaste Tanks 
GRIER, D H Region 1, Philadelphia, Office of the Director 
79/03/26 1 p 


7903230248 Responds to IE Dulletin 79-03 re longitudinal weld defects 
In certain pipe spools mfg by Youngstown Raiding fr 
Engineering Co Piping not used in Unit 2 Info on Unit 1 will 
be provided when returned to sve 

CAICILL.VI J ConeoUdated Edison Co of New York 79/04/13 2pp 


7903020350 Forwards IE Bulletin 79-07, "BelsmLc Stress Analysis of 
8af ety-Re lated Piping '♦ Licensee action required 
GRIER, B H, Region 1, Philadelphia, Office of the Director 
79/04/14 Ip 


7903030373 Forwards IE Dulletin 79-063. "Review of Operational Erroi'i U 
6ys Misalignments Identified During TMI Incident " 

ORtERiO M Region 1, Phi Iadelph la. Office of the Director 
79/04/14 Ip 


7903040103 Forwards IE Dulletin 79-08, "Events Relevant to Dolling 
Water Power Reactors Identified During TMI Incident " 

ORIER.B H Region 1, Phi lade Iph la, Office of the Director 
79/04/14 Ip 


7905010079 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Dreaker tn 8af e ty-R»la ted Byi " Licensoe action 
required 

GRIER, B H Region l, Philadelphia, Office of the Dtre-*'«»^ 
79/04/17 Ip 


— 7905010003 IE Bulletin 79-09. "FatJ 
Breaker in Safety-Related 8ys " I 
179<CP'‘ 


7903090287 Advises qf suspension of NY Dept of EPA permit to construct 
cooling tower as air containment source, pending EPA review 
Pertinent Itri end 

CAHILL, W d Consolidated Edison Co of New York 79/05/04 4pp. 


7905170244 Forwards "Evaluation of Effectiveness of Cont 1 nuous ly 
Operating Fine Mesh Traveling Screen for Reducing 
Ichthy oplankton Entrainment " Affidavit & Certificate of 
Sve end. 

CAHILL, W J Consolidated Edison Co. af New York 79/03/14 5pp 


—7903170249 "Evaluation of Effectiveness of Continuously Operating 
Fine Mesh Traveling Screen for Reducing Ichthyop lank ton 
Entrainment " 

a Consolidated Edison Co of New York 79/04/30, 30pp 


7903300334 Forwards application for amend to License DPR-26 Glass III 
amend fee Certificate of 8vc end 

CAHILL, W J. Consolidated Edison Co of New York 79/03/29, Spp 


7905010497 Comments on lE. Bulletin 79-06A re was cx ngiiuu»» . 
facilities Implementation of bistable trip would create 
situation where safety injection actuation could be 
susceptible to single bus perturbations 
DEBDER.TK Mew York, State of 79/04/25 2pp 


7905290177 Ack receipt of 790321 Itr Informing NRC of steps taken to 
cerrect violation noted In IE Insp Repts 50-003/78-13 if 
50-247/78-30 

SMITH, O H Region Lr Ph i ladelphla, Fuel Facility & Materials 

Safety Branch 79/03/04. Spp 
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flsipondi to WRC 790228 Itr r* violation notatf in IE In«p 
ntpti 30-003/7B-J3 i 50-247/7G'’38 Correct ivi actlom 
d«vflopin9 t«chtil(iuet to avoid variable* teadin^} to faad9a 
anonal lit 

CAHILL^W J Contolldated Edlton Co- 0# Neui Vork 79/03/21 3pp 


-*7905290183 Forward* fE Inap Ropt* 50-003/70-13 St ■30-2C7/7Q-39 on 
781227-29 !• 790117-19 I notice <jl violation 

SnlTH.O H ftigton 1- Phi lada Iph ia< Fuel Facility «. Material* 

Safikv Branch 79/02/28 2pp 


-'79052^0193 Motlci oF violation Fro« in*p on 791227-29 8* 790117-10 
* Refion 1. PhlUdilpfila. OMlce of the Oirecfcop 79/02/29 
Ip 


-'7905290196 1£ Imp Rept 50'003/7e-l3 I* 50-2< 7/79-39 on 701227-29 6 
7901 17-18 Noncomp I lance noted failvre toaialntaln perionnel 
eipoturi Unit* in accordance w/t0CFR20 101 

NEELVcD R . SERABiAN. J A Reylon. t. Philadelphia. Office of the 
Director CROCKER. H W Replon 1. Philadelphia, Fuel Facility & 

Hattrialf Safety Branch 79/02/27 ISpp 


7903310396 Forwardt tupp lenientat rc-iponse to IE Bulletin 79-07 re 
selinic analysit a* requested in 790317 meeting 

CAHILLiU J Contolidated Ed icon Co of New York 79/03/22 Spp 


R Periodic operating report* it related correvpondcnce 


7905220376 Forward* effluent manitorlng ti imp iitg- emeu t data specified 
In Section 401 Certification for Apr 1979 

MONTI, W A Consolidated Edison Co of New York 79/05/i0 I7pp 


79050'40603 Forward* page* of "implementation of Nuclear Mutual Ital'i' 
Lot* Prevention Program. " In reiponte to NRC 780629 
requeft re fire protection edmlniitrative control* 

JANECEKiR F Commonwealth Ediion Co 79/04/30 6pp 


0 Adjudicatory correipondence 


7903230239 Nottf lee properly worded contention ro sahoiage would 
accepted Contention 6. a* admitted into Duke Power Co 
proceeding. encompasee* aspect* of revised Contonlion It 
presented by State of IL 

OODDARD, R J Branch 2 79/04/06 2pp 


J Insurance it indemnity Information 


7905100163 Endorsement 99 to KAEl-U Policy MF-22 

OERAS. T Nuclear Energy Liability Insurance Associallan /Y/Ol/S 

Ip 

7903070497 Confirms increased liability limit to ♦184, 00t>. 000 f o e- 
policies NF-1.23, 43,76. 03, 100. Ill, 140, 14^*, 131. 161, 164, I/O. 

173. 174. 178. 179, IGO, 192, 183, 186, 107, 188, 109, 192. 193, 194, 1,93. 

197, 198. 200,201, 204. 206, 207,208, 210, 212. 214, 213, othere 
OUATTROCHHl. J American Nuclear Insurer* 79/03/01 Ip 


7903070382 Confirm* Increase in liability limit to iGO, 000. 000 for 
policies MF-22, 26, 29.38, 39, 44, 46, 47, 49, 30. 31, 32, 33, 34, 33. 36- 
57, 38, 60.61.64,66, 67,69.69. 70, 71,72, 74, 76, /7. 78, 79, 80, 86. II/. 
88,90,91,92,93,94,93 & 96 

ROBERTS, D H Mutual Atomic Energy Liability UnderurUer* 

Ip 


7905230392 Forwards daily record of fish collections for Apr 1979 
W/dally species breakdown total weight for Units 2 t 3 
CRiERiB H Region I, Ph i 1 ade I ph 1 a ■ Office of the Director 
79/05/14 Spp 


7903230365 Forwards monthly operating rept for Apr 197? 

CAHILL, H J Consolidated Edison Co of New York 79/03/15 Ip 


— 7905230367 Monthly operating rapt for Apr 1979 

KAMULA.L Consolidated Edison Co of New York 79/05/04 7pp 


S Repartable occurrences, LEfi* U related correspondence 


7903040004 Forwards LERi 79-013/03L-0 I 79-014/03L-0 
CAHILL, H J Consolidated Edi«on Co of New York 79/04/27 Ip 


7905140404 Forward* Amend 21 to Indemnity Agreement U-iO per lij-ff *4 1* 
changes, re increase in liability insurance from 4140 mlllicin 
to 4160 ml 1 1 ion, effective 790301 Supporting documental I nn 
«nc 1 

8ALTZMAN, J Antltruit 8* Indemnity Oroup 79/03/01 /,pp 


P Operating license stage documents in correspondence 


7905230866 Forward* application for license mod re spent fuel pui?! ^ 
enc 1 

OODDARD, R J Branch 2 79/03/26 tpp 


7905080370 Requests supplemental info r« 7B03U application fn»^ *p« 
fuel pool mods be sent to A6LD U Intervanor BN BokuUr 
ZIEMANN.D L Operating Reactors Branch 2 79/04/iy Ipp 


‘7905040006 LER 79-013/03L-0 on 790329 pinhole Leak at socket weld 
connection on seal injection header (line 402> downstream 
of seal injection filters Split collar placed around leak 
Permanent repairs will be ^nada during future outage 
MAKEPEACE, J M Contolidated Edison Co of New York 79/04/27 


7905040279 LER 79-014/03L-0 an 790331 electric heat trace SIB found to 
have inoperable primary circuit Caused by defective 
Chromolax strip heater elements PT-5ia Elements replaced k 
circuit returned to svc 
MAKEPEACE, J M Consolidated Edison Co 
Ip 


of New York 79/04/27 


7903190015 Forwards LER 79-012/04X-1 
CAHILL, l( y) Consolidated Edison Co. of New York 79/03/10 Ip 


-79OJlTO0ie LER 79-0,a,O,X-l on 790213 .ctivit, «, pr.clpitatlan .a.pln 
eiceeded 10 times control station level Caused by tritium ^ 

release* *o«rc* ecternal to facility Manufacturer In 

HASClULLi*"ft^^^r*‘^ ^ prevent recurrence 
MASCIULLl.9 Consolidated Edison Co of New York 79/OS/lD 3pp 


'90S 190021 Forwards LER 79-015/04r-0, 

CAHILL, M J Consolidated Edison Co of New York, 79/03/10 Ip 


-7905190025 LER 79-013/04T-0 on 790403, a c tivlty of precipitation sam 
eicctded 10 times control station level, Caused by tritium 
rilaaiti from tource ecternal to facility Mantifactur er in 
iDstallation to prevent recurrence 
MAaClULLl.S Consolidated Edison Co of New York 79/OS/tO 2p 


DRESDEN NUCLEAR PONER STATIC M, UNIT 3 

^ protection plan* 




withheld <ref tOCFRa. 790) 

LEE, B Comeonweatth Edison Co 


79/04/26 tp. 


7905030067 Forwards notes on 790302,15 8* 33 conference teltiu^* 
between NRC, consul fcants ^ util re bulletin "Potential 
Eiplostve 0a« Kintures Accumulations Associated w/llNR Offya* 

8yf Operations " 

IPPOLITO, T A Operating Roactors Branch 3 79/01/16 4p«< 


7905000141 Responds to 790303 Ur critlciiing application for 
of proposed license amend that would allow ehipment of epent 
fuel between stations Provides Info on upcoming hearing 
IPPOLITO, r A Operating Reactors Branch 3 79/01/lt) ip 


—7903080131 Opposes application for approval of propoied kkce<> 4 w a 
that would allow shipment of spent fuel between statiuhs 
\ HOHENDOKEN. P Affiliation Unknown. 79/03/13, 2pp 


7905040482 Motif ioe of Intention to develop safety analysis usiaig 
existing computer codes Requests addl info 
BOLBRIO, C U Commonwealth Edleon Co 79/04/26 Ip 


7903140276 Submits info r# slipped refueling outage schedule 
win now begin In Mar 1979. A U commitments k schedules f«r 
Work should ref new outage date. 

JANECER.R F Commonwealth Ediion Co. 79/03/04 Ip 


1. « f a 


7903190016 Forwards current schedule for Implementation of Hark | 
containment long-term mod* Discusses constraints Inhlbltlho 
Shorter time frame completioni including ays load 
requirements k current fuel cycles 
REEDiC. Commonwealth Edison Co 79/03/1 i 3 pp 


17.21 r* truck cask used in 

OANECPK two SNR assemblies 

OANECEKrR F Commonwealth Edison Co 79/05/11 Ip 


RKD C llZnlt' items statgs Usi 

M^DtC Commonwealth Edison Co 79/03/18 llpp. 
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79093Q020B Fpruardi of EDS Nuclear# Inc reftolukion/documetitat ion 

of etbou fiexlbilitij error uhich eilited in versions of 
PISQL piping analgil« computer program from Jan^Oct 1969 
Reviau reanalgeii included all laork through Dac 1970 
PORTER. F L EDS Nuclear. Inc 79/03/21 9pp 


— 7903300263 Torwardi EDS Nuclear# Inc list of OWRs piping «g« which 
cnuld have been Impacted bg deficient compute^ pregracn 
OE hat no record uf reanalgtlt for Cooper piping tgt 
STEPHENS. P W General Electric Co «Kticlear Ertcrgg Productt Div 
79/01/24 lapp 


7903310364 Withdrauit 701212 request for exemption from tOCFR3Q to 
flood reactor vessel during integrated primarg containment 
leak rate test 

JANECEKjR F Commonwealth Edison Co 79/03/24 2pp 


Q Inspection reports# IE Dulletins U correspondence 


7903020421 Forwards response to IE Bulletins 70-12 7B-12A. "Atypical 

Held Natl In Reactor Pressure Vessel Nelds " 

REED# C Commonwealth Edison Co 79/03/32 lOpp 


790S010236 Forwards IE Info Notice 79-06# "Stress Analysis of 
Safety* Related Piping ” 

KEPPLER, J 0 Region 3. Chlcaga. Office of the Director 79/03/23 

Ip 


7903030370 Forwards IE Info Notice 79-07# "Rupture of Radiuaste Tanks " 
KEPPLERj J 0 Region 3* Chicago# Office of the Director 79/03/26 

h 


7903010135 Forwards lE Info Notice 79-Ofi. "Interconnection of 
Contaminated Sgs w/Svc Air 6gs Used as Source of Breathing 
Air " 

KEPPtERtJ 0, Region 3. Chicago# Office of the Director 79/03/20 
Ip 


7903010304 Forwards IE Info Notice 79-09, "Spill of Rad loac t Ively 
Contaminated Reiln *' 

KEPPLERi J 0 Region 3# Chicago. Office of the Director 79/03/30 

Ip 


7903030013 Forwards IE Bulletin 79-06# “Review of Operational Errors ^ 
Sgi Misalignments identified During TMl Incident " 

KEPPLCR.J 0 Region 3. Chicago# Office of the Director 79/04/11 
ip 


7903240440 Forwards IE Insp Repts 30-010/79-07# 30-237/79-09 8. 
30-247/79-07 on 790306-07.0312 4i 0323 No noncompliance 
noted 

DAVISiA B Region 3< Chicago# Fuel Facilitg ^ Matorlals Safety 

Branch 79/04/11 2pp 


—7903240434 IE Insp Repts 30-010/79-07.90-237/79-09 ht 30-249/79-07 on 
790306-07.0312 0323 No none omp 1 lance noted Major areas 

inspected Internal aud Its# of f s i te support agency 
coord inatlon# emergency fac 1 1 i ties# training 6 drills 
GRANT# H Q . ESSIO# T. H Region 3. Chicago# Office of the 
Director 79/04/03 Spp 


— 79O3O4O130 le Bulletin 79-03B. "Nuclear Incident at Tfil-Buppl " 
Supporting documentation end 

a Region 3# Chicago, Office of the Director 79/04/2L ISpp 


— 7903040170 ACRS rec ommondatiens re 790320 incident at TMI Buggosti high 
priority be placed on development of safety research on 
behavior of LHRi during anomaloue transients 

a ACRS - Advisory Commlttes on Reactor Safeguards 79/04/L7 
2pp 


—7905040201 Feruards ACRS recommendations re TMI Inc Ident# presented oit 
790417 

FRAUEV,R F ACRS - Advisory Committee on Reactor Safeguards 
79/04/18 Ip 


—7903040221 In response to NRC 790410 Ifcr.statee 790417 ACRS 
recommendations apply to all PHRc, but were not intended to 
require immodlate changes Plant mods should he made after 
study of affects on overall safoiy#THl excluded 
CARBQN#H X. ACRB - Advisory Committee on Reactor Safeguards 
79/04/20 2pp 


7909240633 Foruiards responses to IE Bulletin 79-07 requesting Info ps 
seismic analysis of safety-related piping Reanalysis 
Indicates method of fntramodal camblnation has Little effect 
on pipe stresses ^ equipment support loads 
REED. C Commonwealth Edison Ct» 79/04/24 4pp 


7909230206 Acic receipt of 790416 1 tr informing NRC of steps taken tu 
correct violations noted in IE Insp Repts 30-010/79-04, 
30-237/79-04 *t 30-249/79-04 

HIND.J A Region 3# Chicago# Safeguards Branch 79/04/26 Ip 


—7903230213 Responds to NRC 790320 Itr re violations noted In IE Insp 
Repts 30-010/79-04.30-237/77-04 U 50-249/79-04 Corrective 
actions withheld iraf lOCFRa. 790> 

REED#C Coenmonwea 1 th Edison Co 79/04/16 Ip 


7909130140 Foruaids responses to lE Bulletin 79-06A, Re vision l« re 
BWR events identified during TMl-2 Util has formed task 
force to review BV4R events U recommend corrective action# as 
required 

REED«C Commonwealth Edison Co 79/04/27 22pp 


7903300242 Responds to IE Dultetln 79-04 No 3# 4 or 6-inch Velan swing 
check valves are In use at Oresdeh or Quad-Cities Review of 
Zion has identified use of valves in same piping sys but 
review is incomplete Hill rept later 
nCED, C Commonwealth Edison Co 79/09/Ot 2pp 


7903140480 Foruiards IF Circular 79-07, "Unexpected Speed Increase of 
Reactor Recirculation Kotor Oenerator Set Resulted in 
Reactor Eowar Increase " 

KEFFLERiJ O Region 3. Chicago# Office of the Director 79/09/03 
Ip 


R Periodic opeiattng reports fit related correspondence 


7903160334 Forwards monthly operating rept for Apr 1979 
eTEFHENQDN# e B Commonuealth Edison Co 79/05/00 tp 


7903230200 Responds to IE Bulletin 79-03 re welding defects In certain 
longitudinally welded pips spools Plants inspectedtno pipe 
found 

REED#G Commonwealth Edison Co 79/04/12 2pp 


7903010369 Forwards IE Bulletin 79-06A# "Review of Operational Errors 6 
8ys Misalignments Identified During TMI Incident " 

KEPPLER#J G. Region 3# Chicago# Office of the Director 79/04/14 
Ip 


— 7903160397 Monthly operating rept for Apr 1977 

CtE0ZKIEWICZ#B Commonwealth Edison Co, 77/03/03 20pp 

8, Reportable occurrences. UERs U related correspondence 


7903000348 Forwards LER 79-003/03L-0 

STEPHENSON. 3 B Commonwealth Edison Co 77/03/02 Ip. 


7903040334 Forwards IE Bulletin 79-06D, "Review of Operational Errors V 
Sys Misalignments Identified During TMI Incident ♦' 

KEPPLERrJ 0 Region 3# Chicago, Office of the Director 79/04/14 
ip 


— 7909080936 UER 79-008/031,-0 on 790410. dur Ing routine surve I Uance# h I 
isolation condensate flow switch differential pressure 1349 
tripped Caused by instrument drift 

LINDBERO# C Commonwealth Edison Co 77/09/02 Ip 


790S040329 Forwards IE Bulletin 77-00# "Events Relevant to Bolling 
Hater Power Rsactori Identified During TMX Incident “ 

KEPPLER#J 0 Region 3# Chicago# Office of the Director 79/04/14 
ip- 


7909030206 Forwards IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys “ Licensee action 
required 

KEPPLER.U 0 Region 3, Chicago# Office of the Director 79/64/17 
ip. 


7903140318 Forwards LER 79-006/01T-0, 

ETEPHENaON. B B Commonwealth Edison Co 79/09/04. ip 


— 7903140324 LER 79-006/OIT-0 on 790424 230 volt battery was hOt 
operable. Caused by operator error Battery was recharged 
after refueling outage discharge test. 

HOLLAND. P Commonwealth Edison Co 79/09/04 2pp 


7909300377 Forwards LER 79-007/01 T-0 

STEPHENSON# B D, Commonwealth Edison Co 77/03/24 kepplenj 


7905040142 Forwards IE Bulletin 79-058# “Nuclear Incident at 
THI-Buppl, ■* 

KEPPLERrJ. 0. Region 3# Chicago# Office of the Director 79/04/21 

ip. 



docketed items 


e.*.." c. 7 ,/o 5/24 spp 


u» .4-OC3.03C-0 ». "" 

,l,.llll<'a H"* f*''’IJ,!},*tJ*,u»ion L««l U»« r.ppired 

:«':E”r“j;:4‘J:i4“E:.'..n c. ip 

K'»ET Si-iJS ruPPE'' PI3I»<4 PLAIlT. 
r's44Mv44.<iIir44rj.ncg_t_Pirt_prot«cklPn_P>P;;2 

r,o.;pp.« ppr„.ra. .cp.ppI. ."p Pi.Jf ‘ 

r. wP.ta .vplu.«.c-,.p.r W3EI „„ 

^ E FlorUa Pcy/tr Bp Ul^^t Co 79/05/21 13PP 


Ad jJtS lf*tora^ corraipondance 


7Pa5ME035 «P «E 

>1. Arina Arai;f« t*iat rfaciOlt H ontlfflPly 1- »ailS to 

din^nitrati standir^g Supporting docofluntdtion. pPP idavi K i 

CPTtiPicatP 0# S>/C tncl * CGLt..« A 

SAi^EFf ;i A Login»tain,N#uo*n,ft#HpAi«irdd t. ToU CGLWN a 

AfPiiiatton unknown 79/03/09 22pp 

-'7905>500040 Cor.va> 4 » tfPiirt to (jndartPio fflA*nt pfogtaffl to ropair 
racildtiPi Dturmti typ* oP r»palr» that «hPuld be 

Florx, Pc^tP t Lljhl e. 77/09/20 2PP 

79391S0175 Forward* rtvliioft to 790209 potitipn to intervene 
ONCAVACEpM P AMlIiatxon Untnoun 79/03/19 Ip 

-79351S01B2 «av»»icn to 790209 potltiofi tO Inttrvone re proposed OL 
A'send to P#r»fnt tttaft generator repair* APPldavi tp fflotlcin Por 
production cP docusient* i Certifltate oP Svc end 
0 ‘jCAVA 5E. M P Affiliation Uninown 79/03/16 19pp 

79031?0703 Ac» rfcelpt of 790319 Hr to Board, end revised petition 
to intervene. R Oailg aff idavlt.notlen for production 
of tfocuflent* 4 entrii upon Und for Insp U other purposes 
Request* signed & notjriied affidavit from R Oaily 
CCA.L.h» A Steel* Hector %t Davi* 79/03/23 2pp 

7905150793 Antwer by util In oppB*itlon to 790319 motion by HP 
Qncavjge for production of docunent* Certificate of 3vc 

*T,C\ 

SAUSERfM a Lowenstein. Neuman. Reis* Aielrad i Toll COLL.N A 
Hector t, Davie 79/03/30 3pp 

‘-7905150799 Rfsponse by util Seeking denial on basis of untlmelin<!«e 
of hP Gncayage's petition to intervene Petitioner does not 
deacnitrati standing nor offer admissible contentions 
BAUSER^rH A t.ouenet»ln»Newaian, Reis. Aielrad V Toll CQL*-.M A 
Steel. Hector <« Oavi* 79/03/30 Mpp 

7905240479 prtbeering cenftrince to rule on petition of HP Oncavage 
will be be Id on 790502 in Hiami.FL 

BOlfERS E $ Atomic Safety and Licensing Board Panel 79/04/OS 

2pp 


, tt-.nSBe 770330 r»*po»i4« it /VOdiVA r- 

wsasooaii RdpTle* to t-. Inina or eeperlive 

p^ltioner'. of ^ ;„?buk rathor 

Petitioner does not ,nc\ 

« .ar *. Liohfc Co J!< NHC opportoiUig tn 
7903290439 of 9.U4t»..^ 


responses to 
MP oncavage. 
BOWERS, E 8 

2pp 


Atomic Safety 


and Llconslng Hoard 


General correspondence 


li telegram ToauosliiiQ 

/ i. > i- a T> v/t» n tr 1 ( 1 II Uetinesl* 


7905220100 Forward* H infcervendon H*«tn 

HP Oncavage petition for hearing « in 


recom-veadatton on {i“" tp 


LEHHAW.W House of Rep 7'//i^9/*-: 

4. covreepondohCB fr-«im iiH'a'd ♦ ^ 

o,. 

hop., of R.p 79/04/20 3pp 

7905240716 ForworO. 11 Uu^* l •!>.** • 

p.tlHon for E.Frlns 5 lot.rv.ntlon r. f.cllllg I. 

STONEi R Sonata 79/04/26 2pp 

7905300762 Request* response to verlou* 1 , 

from HP Oncavage to intervene In *toan, genu At«« ’ •P 
proceeding Toloprams end 
STONE* R Senate 79/05/01 12PP 

a ‘ ' 

ssss;rrv““if 5rci“iJ je.Su". e"- * 

79/05/02 Ip 

—7905290486 Forwards constituent's ^ , J < 1 
MP Oncavage petition for hearing Jl« liilerventifl 
generator* repair . 

LGHHANfW House of Rep 79/04/12 ip 

»/ Insurance t* indemnity information 

7905070497 Confirm* increased 1 } ni lA d 

polides NF-l.25,A3,76fQ3fVOOflU,UO> 146.15 c 16 .16^; » 

173. 174, 170, 179, 180, 182i 103. 106. 107, IQD, 109. li9W. ' ’ 

197. 198, 200, 201. 204. 206. 207. 208. 210. 212. 214. 21 ; * " ’ 

QUATTROCHHf. d American Nuclear Intgren 77/ou/iii 


79050708B2 Confirms increase in 1 2 

poUciei MF‘22.26,a9.38.39. 44,46.47, 49, 50. 51. Oj . '^4' ^ 

57, SB, 60,61. 64. 66. 67.60,69. 70. 7i. 72, 74. 76, 77. 70. 7 ^ 

SB, 90, 91,92. 93, 94. 95 96 , . * 

RaBERTa.DM Mutual Atomic Energy Liability Umi»»‘wril*' 

IP 

7905140449 Forwards Amend 10 to Indemnity Agreement 0 46 p**' t 
cliangos.re increase in Uabllity insurance from •■I4r> 
to 4160 million, effective 790501, Support Ing documanialin i 


end 

8ALTZMAN, d 


Antitrust U Indemnity Oroup 


7905100316 Forwards Endorsement 48 to NELIA PoUdl Mr ' IIP 
FIELDER. J Mareh h HcLenon* M M Nuclear Con»ol taHt ' 

79/05/03 2pp 


7905100307 Forwards Endorsemant 47 to NELIA Polity Wr-MI*! 
FlEi-DEft. ^ Marsh *- HcLenon, M 5« H Nuclear Confu Hants, P’s 
79/05/04. 2pp 

7905250411 Forwards executed Amend 10 to Indemnity Ayreeae*'* Fi 
increasing coverage to 4160 million 

UHRIO, R E Florida Power tJ. Light Co 79/05/21 app 


7905300301 Forwards Endorsement 40 to MAELU Policy HF-»5 
fielder, 3 Marsh ^ McLenon, M H Nuclear Contultants, 
79/05/24 app 


7905300311 Forwards Endorsement 41 to flAELU Policy flF-ftS 
FIELDER, J Marsh ht McLenon. K I. M Nuclear Consultants, P*' t * ... 
79/05/24 2pp 
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H Antltriiit c arr« ipondffTtca 


/9031302fJd Motion tnj FL Cltiei «9el(ing antitrust hearing Reneus request 
(.0 arguo poiLtton r& ravloui & contnl idat ion of antitrust 
IttuQ GoctlPlcato of Bvc »ncl 

JAlUllN.H A Bpiagcl h HcDtarmid 79/03/28 2pp 


/90niOO/27 ropwrtrdo (notion far consol Idato d haarings on behalf of FL 
Clti«n 

JAtlUlN, l« A Gploflol V hcnlarmld 79/0d./02 Ip 


- -/90?J J 30/Cn Motion fm conso I id ated haartngs bij FL Citios Corttficato 
of live tne 1 

JAtlUlNitl A GpUgvl lie Me Di arm id 79/04/02 4pp 


7903250430 “Dhbr Safstq Limit for COBRA 1 IIC Analuili ■» 
*9/03/3l' <• Light Co 


“'EDS Hue U.r. lot r.,(,Iotl<,„/docu«i.iit*tloM 
of elbow floxlhllitq error which existed »n version* of 
PISOL piping analysis computer program from Jan-Oct 1969 
Revlaw ti reanalgsls Included all work through Dec 1970 
PORT£RiF L EDS Nucleari Inc 79/05/21 9pp 


■7903300263 Forwards EDS Nuclear, Inc list of BNRs t piping sus which 
tould have been impacted by deficient computer progra(n 
OE has no record of reanalysit for Cooper piping sys 
STEPHENS I P H General Electric Co .Nuclear Energy Products Dlv 
79/01/24 iBpp 


/905U. 10622 husponds to 790320 & 790402 motions filed by FL Cities to 
initiate antitrust hearing# in rasponio to NfiC 700727 order 
Corliftcnln of Ovc oncl 

DiWLVd . CHANANIA. 1 D 1 EVANS. D J Anti-Trust Division 79/04/17 
9pp 


|» iiperatlng Ittensw stage rtocumonts t* corro aporidonco 


/90*>on0063 fiiruiarde Amends 43 h. 31 to Licenses 
respac t L ve Lg# s af otij ovalUAtton f#* notice of is 
ova i I ab n t tg 

OCHWI NCI PI. A Dporatliig Root tors Dranch 2 


DPri'-31 DPR-41. 
suance 

77/03/21 3pp 


— /905OtlOO/<9 Amontls 45 V 31 to Licenses DPR-31 tt 41 . r esp oct i ve ly « add Ing 
ilcanee conditions re coimplotion of facility mods & 

Imp I acnenlatlon tif administrative controls for fire 
nrotactlon 

(ICIIUI Nl t R# A Oporatlng Reactors Ui onch 2 79/03/21 2pp 


— «/9050n<>0 /'J llafaty evaluation supporting Amends 45 fy 31 to Licenses 
DPR- Jl 41. respectlvolg 

s tlperallng Reactors Orarich 2 79/03/21 47pp 


- 79050(10000 Notice 
t (censes OPR 31 
(U,HUt MCI (t# A 


of lesuance V availability of Amends 45 V 31 to 
Pa DPfl”41# 1 esp active I g 

flperflting Reactors Dranch 2 79/03/21 2pp 


Q Inspection reports, IE Bulletins & correspondence 


7905010195 Forwards IE Info Notice 79-06. "Stress Analysis of 
Safety-Related Piping ■’ 

O'REILLY. >1 P Region 2, Atlanta, Office of the Director 
79/03/23 2pp 


7905030310 Forwards IE Info Notice 79-07# "Rupture of Raduaste Tanks 
O'REILLY. U P Region 2# Atlanta, Office of the Director 
79/03/26 2pp 


7905010104 Forwards IE Info Notice 79-08, “Interconnection of 
Contaminated Sgs w/fivc Air Sys Used as Source of Breathing 
Air " 

O^REILLY.J P Region 2# Atlanta, Office of the Director 
79/03/23 2pp 


7905010358 Forwards IE Info Notice 79-09, “Spill of Rad loact i vely 
Contaatinated Resin *' 

O'REILLY, J P Region 2. Atlanta, Office 0 # the Director 
79/03/30 2pp 


7905020127 Forwards IE Bulletin 79-06# “Review of Operational Errors 6 
8ys Mlsallgn(nents Identified During TMI Incident “ Licensee 
action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/11 Ip 


'/9O5(l/0l0V F 01 wards 
notice of Lssuaric 
(JLIINLNGI r. a 


Amend 46 to License DPR-31 # safety evaluation 
a Pa aval Inb I 1 Ity 

Dperaiing Reactors Dranch I 79/03/30 2pp 


/9050/0114 Amend 
of Ifntt 'i foi 
(ICIIVII NC(*Rv A 


46 In License DPR-31 , pornil 1 1 ing continued operation 
sis equtvnlent months 0 # operation 

Opuraking Reactors llranch 1 79/03/30 2pp 


“./9030/OU9 Galetij 
s (iperatlng 


fvaluailon supporting Amend 46 to License OPR-31 
Reactors Branch 1 79/03/30 5pp 


790511/0124 Notice of issuance 6 availability of Aflvand 46 to License 
tlGHWrNCrR. A Operating Reactors nrnncli 1 79/03/30 2pp 


f905l 10050 tluttimnvy of 790413 meeting w/utll <« 
anAlysis af Tsactlon qooUnt piping 
THAHMl'l L# C M Op«rall«fl Reactors Branch 


Westinghause re seismic 
I 79/04/18 Dpp 


7905000412 Foi wards rsquest to afnend App A ^ 

re pressurtisr level Affidavit ^ 

URMIOi R r.i Florida Power 6 Light Co 79/05/02 PP 


7905140217 Forwards rsplacement first page for 

forwarded 790502 , w/Tec h Spec change proposal re safety 

injecklan trip logic . , # ui. r.* vo/o 5 /oa 

UiiRIOiR C Florida Power Light Go 79/05/04 


2pp 


7905040212 Forwards IE Bulletin 79-06B# "Review of Operational Errors U 
8ys Misalignments Identified During TMI Incident “ 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/04/L4 2pp 


7905040308 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action required 
Q 'REILLY. J P Region 2# 

79/04/14 Ip 


Atlanta, Office of the Director 


7909040404 Forwards IE Bulletin 79-00. "Events 

Water Power Reactors Identified Out ing TMI . 

O-'REILLYiJ P Region 2# Atlanta. Office of the Director 




(909030164 Forwards IE Bulletin 79-09# J":’' 

Circuit Breaker in Safety-Related Sys Licensee action 

0*Re1lLY.J P Region 2r Atlanta# Office of the Director 
79/04/17 2pp 


/909MO22O Forward* Initial response re 
tests requested in NRC 790309 Itr 
UMRIO. R E Florida Power U Light Co 


emergency power 
79/09/07 2pp 


sys 


periodic 


—7905140225 Instructlans for ** 

TAYLORrtt-L riorida Power 4< Light co 


f lockout 
79/08/19 


relays 

6pp 


7905240547 Forwards request for J** ^'’^CCS^Joollnr** ^ 

pptt-4l Amsnd chengee Tech Spec limits „ 

performancti In light of Wes t inghoui# r 34pp 

LTMRIO.R C Florida Power U Light Co 79/OS/W 

BPIl-ai fc OPH-.l DNnn •*'*‘'1 ‘iulJ.; "iNSR far 

w/COBHA ll*C computer code Forwards DNOh aatesy 

COBRA me Analysis 79/09/21 0PP 

vniO.R E Florida Power U Light Co 
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n PtMcdiC op«r4tiri] rtporti & corri vpandencs 


75:J33v'j 513 Pot-vjjrdi Aeridl phDtoflTAph of cooling 

<*”141 iiji bOund«r(^ 

Uv^rc-^F^ E Ploi-Id^ Pow»i- U Light Co 79/(>3/U 5pp 


S RiportjfiU ocC*jrrtnc*i, LE»?f *jt rtUted carT««pon4»nC« 


’•?03030<i7 rorvardi LER 79-00; /03L-0 
S-:»C1H?r, A D riorid* Pow«r !« Light Co 77/04/20 Ip 


LER 79-007/03L-0 on 790321 tur .ro I I line 0 test o# WMR si|js uot 
CftMstd hq msinterpntet ton of scheduling info 
r«]44»d fren OC to operitions personntl Amend proposed to 
chengt tsft intervjt 

^:HOPP^!AN M A Floridi Power t' Light Co 79/04/20 Ip 


7 9 i- 0900^7 Forwerdf LER 79-009/0 3 L-0 

0 riortde Pouer & Light Co 79/04/27 ip 


-''790'09''5072 LEP 79-009/03L-0 or 790328 during rdfueltng ihutdogn^ leak 
otter from teoporary 1 evej-tnd i c* ti pn Jjne near bate <jP 
TtfueUnt witer ttorage tank About 25 gallons of wflter 
Uaked out Cauit undetermined Invei C igation (n proorets 
S^MOPPKAWi tt A Florida Power 4 Light Co 79/04/27 ]p 

790537007A Forwards lER 79-OOB/03L--0 

S'^ilior, A D Florida Power 4 Light Co 79/04/37 \p 


79Q3150179 Foruerds rsvislon to 790209 petition to lr>t«rv*nA 
ONCAVAOE, M P Affiliation Unknown 79/03/19 Ip 


-''7903150182 Revision to 790309 petition to Intervene re prppioerd 
amend to permit steam generator repairs Af f 1 davit* mn 1 1 on Far 
production of documents t* Certifieata Sve end 
ONCaVAOE.M P Affiliation Unknown 79/03/10 Wpp 


7905130755 Ac k receipt of 790319 Itr to lloardiond rovlse4 pietll.li 
to intervenoin Dally «ff idavlt< motion for production 
of documents 4 entry upon land for insp other purposes 
ReyuQsts signed 4 notariiod affidavit from fl Dally 
CQLL.n a Steel, Hector L Davis 79/03/23 2pp 


79Q5130793 Answer bg util in opposition to 790319 motion t g Mil* 
Oncavage for production of documents CuriUltets of Uve 
and 

DAUSERiH A Lowanstelri, Nawman. Roi*, Aniilrad U Toll CUM . N A 
8Ual, Hector t Davis 79/03/30 3pp 


7905150799 Response by util seeking dunial on bAtls df iintimellr 
of HP Oftcak'age'i patitioo to lht«rv«n« Cetitlonaf rfoos not 
demonstrata standing nor offar ftdfl\lssbtbU contonilons 
SAUS^Rtti A Luuenstein, MewmfltLReis* Aiolrad ti Toll fCli i , fl A 
Steel, Hector U Oavit 79/03/30 14pp 

7905240479 Prehearing Conference to rule an petition oP lip tlr-vpavai 
will be held on 790502 ip Hiflmi^FL 

aaweRa.E 8 Atomic Safety and Licentlng Doai a I'anol /9/04/C3 


-790Mf0oai LER /^-OOS/OSL-O or, 790328 chemical 4 vol control sys holdup 
tjnk ovarfiiud, creating siphcin through vent iine I header. ^ 

resulting in low internal tank pressure 4 tank damage Caused 
by erroneous level indication 

SuW3FF>iaN, PI A Florida Power 4 Light Co 79/04/27 2pp 


7905250401 Reyuosts granting HP Oncavago potltlon for hnariiigs V 
intervention re facility repairs 

OAVIO.L , MENDQZA.H 0 , SMITH, W R Affiliation Unkiiowh ;9/04 


7905220103 For wards LER 79-0n/Ci'3L-0 
S:H?irOT,A 0 Florid* Power 4 Light Co 79/05/09 ip 

-,9«H01,3 Uff 79-0 Ii> 03 L-c «„ 7,0110 doMnj ,or routine 

t rtup oilouing refueling shutdown. condensate storaoe tank 

ojJ. 

atoWPPfWWrrt A Florida Power t Light Co 79/0S/O9 Jp 

7905220122 Forwards LER 79-012/03L-0 

SCWlDTiA D Florida Power 4 Light Co 79/05/14 ip 

JAITES. D JK Florida Rawer 4 Light Co 79/05/14 2pp 

79-0t3/03L''0 

aCHMlDT.A D Florida Power 4 Hjht Co 79/05/14 ip 


JAMES. 0 K Florida Power 4 Light Co V/03/16 ip 
»iDn-antltru,t matters 

^^B^RsfE tn Hlami.FL Pp l-ias 

Panel 79/05/02 i 23 pp ' Ataiflic Safety and Licensing Board 


,..n. 

7905290143 Fnr^arde t 

K." r :r 

«‘>*'<’eipondence 

Gneavage 790209 request for 
rfeaonstrat* ^ tfntiaely i, fain to 

CartificaU ■'“'""•"‘'‘ionJlfJu.vU, I, 

«MuiuSn *■ * 


/TUuiiv rnvieeo peiitiOM Hi 
Pt'ocoading Cortlflcato of Gve oncl 
OOLOBERO, B C Branch 2 79/04/06 Qpp 

‘"'‘"“•■t on ,vc U.l 

COuL.W A Stool, Hector 4 Davis /9/04/09 Ip 

^^fr^h*frinA*'iL^4*^! mailgrams reciuestlng granting of pFIli 

p?LSl?r J* «• tnJ.rv,ntioo r, r.p.ir. 

ttSHBACKiH A,,llMt,on Unhn.yn 7V/01/12 9pp 

”in”rvt«''5!i“"tn J.'.r.i'j’nSl ,«r , 

COOSiHg.R t aiULlO, J , oasTO, Q Afftllutlon Uhkriauni /'f/in/l9 

~ - 

aWAVAOe.M P Affiliation Unknown 79/04/84 4 pp 

2 pp ^ Atomic Bafoty and Licensing Doard ranti 7*fi'Q’y/0’f 
Oondral correspondence 

^*^MP*On?rvagrpJtlu5rioi^hIiJiJo^J*rt’'’^^^ »VPPrtrV of 

generators repair 4 intervention re steam 

LGHMANiW House of R«p 79/04/12 Ip 

LEHMAN. « Kause of 79/04 /t2 tp 

MP OncaJe9rjJttUprtrjJlta?vi5rjS'‘JJ‘‘®^^ constltuenis t 

rapelTi mrarvane in hearing on proposed 

UHMAN.w House of Rep 79/04/20 3pp 

for hearing"&^initerv#nfeiJ2'^**^A*^*'^ flrent Mr Onc«vA 
STONE, R, Senate 79/04/26 app**^ ^*^*^*^*=9 repair s 
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7TO530O762 Fioq.uoit» msponae to varloui teLegrame tupportlng patltton 
from Mf* Oncavagv to Intorvone In «team generator repair 
proceeding Talegrana end 
BTONErH Senate 79/03/01 iSpp 


— 79090800BO Notice 
Licensee OPR-Ol 
SCMWENCEft* A 


of leeuance «, ava 1 1 ab 1 1 1 of A/fttrd* 49 t 3i to 

&i DPR-4i , reipcc ti vt 1 V 

Operating Reactor* Branch 2 Ti/Ql/Zl 3pp 


7903290403 Reipond* to 790412 Itr ro^useting cone Iderat Ian of telegram 
in euppori of MP Oncavago petitian fco intervene Prehearing 
conf erotics will bo hold on 790S03 in MiantliFL 
ODSSiCKr L V OffiCB off the Executive Director for Operation* 
79/03/02 Ip 


Kt Inturence ti indenmltg information 


/70S<)7049/ Oonflrrn* incroaoed liability limit to 4l24i OOOi 000 for 
poiiclem MP-l*P3. 43, 76^ 03. 100, 1 1 1 . UO, 1 46, 1^1 » 161. 164, 170, 

1 ;3. 174, 17D. 1 /9. IGO, 102, 105. 106, 187, 188, 187, 172, 193, 174, 195, 
17/, 170, 200, 201.204, 206. 207. 208,210, 212, 214. 2l5,«i others 
OUATTRaCKHl. J ftmorlcan Nuclear Insurer* 79/09/01 Ip 


/V030/0902 Confirm* increase In liability limit to 436,000,000 for 
policia* 26, 29, 38, 37, 44, 46. 47, 47, 90, 51, 52, 93, 54. 55, 36. 

*)/, 5n, 60, 61 , 64, 66, 67, 60, 67, 70, 71 , 72, 74, 76, 77, 70, 79, DO. 86, 87, 
00,70.91,92,93,94,73 ft. 96 

RdllCRTO.O M HutuiiL Atomic Energy Liability Underwriters 79/05/01 


7703140449 rorwards Amend 10 to Indemnity Agreement D~46 per IOCFR140 
change*, re Micpoa*» in liability insurance from 4140 mi 1 1 ion 
to 4160 mi I I ion, of FoctivB 770501 Bypportlng documentation 
enc I 

RAUrZMAN.J Aniilruet ft< Indemnity Croup 79/03/01 6pp 


/70D100316 Forward* endorsement 48 to NELIA Policy NF-105 

riLLDLR.^i Marsh 6 McLenon, K Si M Nuclear Consultants, Inc Dlv 
77/05/03 app 


7905110038 Summary of 790413 m«tting w/uttl t H**nnQhoji* rt i*i*.^ic 
analysis of reaction coolant piping 

TRAHMELLiC h Operating Reactor* Branch i 79/04/10 


7903080412 Forward* req.uest to amend App A of Lic*n*i* t DFft-4l 

re pressgriicr level Affidavit & safety e^alualicn end 
URHIO, R E Florida Power 6 Light Co 79/05/02 7pp 


7906140217 Forward* replacemenit first page for safety e^aUatlcn 
forwarded 790302, u/Tech Spec change proposal ra safety 
injection trip logic 

UHRIQiR E Florida Power 6 Light Co 79/05/04 2pp 


7903140220 Forward* initial response re emergency pewer *yt parted ic 
test* requested in NRC 790309 Itr 

UHRIO, R E Florida Power 6 Light Co 79/05/07 2pp 


--7905140223 Instruction* for in*p 4 test* of lockout relay* 
TAYLOR, R L Florida Power ft. Light Co 79/08/15 6pp 


7905240547 Forward* request for amend to App a of License* DPR-31 6 
DPR-4t Amend changes Tech Spec limit* re ECCS cooling 
performance, in light of Weitinghouse reevaluation 
UHRIO.R E Florida Power U Light Co 79/05/tQ 34pp 


7903250426 Submit* analysis supporting amend to App A of Licente* 
DPR-31 In DPR-41 DNBR safety limit of 1 24 |* consistent 
w/COBRA me computer code Forward* "ONBR Safety Limit for 
COBRA UIC Analysis " 

URIO, R E Florida Power b Light Co 79/05/21 epp 


/705i00307 Forwards Endoreerngnt 47 to NELIA Policy Nr-1B5 

r ILLDER, J Harsh ft- HcLonon, M & K Nuclear Consultant*^ Inc Div 
77/05/04 app 


— 7905230430 "DN0R Safety Limit for COBRA UIC Analysis ‘ 

IRANI, A , WILSON, W . WYRICK.R Florida Power 4 Light Co 
79/03/31 16pp 


/70V.i5041l Forwartla executed Amend 10 to 
Increaeihfl coverage to 4160 million 
iiHruO.Fl C Florida Power ft. Light Cci 


Indemnity Agreement D-46, 
79/03/21 3pp 


7903300208 Forwards summary of EDS Nuclear, Inc r esolut ion/docuisentat Ion 
of elbow flexibility error which eiiited in versions of 
P180L piping analysis computer program from Jan-Oct 1969 
Review In reanalytii included all work through Dec 1970 
PORTER, F L EDS Nuclear, Inc 79/05/21 9pp 


/‘/oiaooaoi FoiwarUl fcndor lament 40 to MAELU Policy MF-53 

r iruOER, J Marsh V Met anon, M ft< M Nuclear Consultants, Inc Div 
77/03/24, Kpp. 


/903300311 Tarwards r-iulonemont 41 to MAEUtl Policy MF-53 

rirUDin.'J Harsh Hcl ehon, M ft, rt Nuclear Consultants, Inc 
77/03/24 2pp 


Oiv 


— 7905300263 Forward* EDS Nuclear, Inc list of BWR* *« piping sgs which 
could have been Impacted by deficient computer program 
QE ha* no record of reanalyil* for Cooper piping *ys 
STEPHENS. P W Central Electric Co .Nuclear Energy Product* Dlv 
79/01/24 I8pp 


0 Inspection reports, IE Bulletins ft* correspondence 


M Antitrust corr a ipondonce 


/903150234 Motion by FL Citle* seeking antitrust h4arlP9 Renews request 
to argue position re review U consolidation of antitrust 
Issue Cerilflcale of 8vc end 

JAULON,rtA Gplegel ^IlcOlarmld 77/03/20 2pp 


/905150729 Forwards motion for consolidated hearing* on behalf of PL 
JAULONrH A Bpiegel ft. McDlarmld 79/04/02 Ip 

-790313073^ Motion for consolidated hearings by FL Citle* Certlflcat 
i^AnLON, R A 8p legal fti McDlarfltld 79/04/02 4pp 


7905010195 Forward* IE Info Notice 79-06, 
Saf ety-Related Piping *' 

O^RElLLYrJ P Region 2, Atlanta 
79/03/23 2pp 


Stress Analyti* of 
Office of the Director 


7905030310 Forwards 
O 'REILLY. J P 
79/03/26 2pp 


IE Info Notice 79-07, -Rupture of fiadwa»te 
Region 2, Atlanta, Qffltt of the Dtractor 


7905010104 Fi 
Contamlnat' 
Air ” 

O'REILLY, J 1 

f'ia c 


790M30iaa R..pond. r-poasa ^ 7TO402 

tnlU 4 it. .oUUutt h..rlna-ln r..p<in,. to NHC 780737 ora.r 

CertifUat* of Ovc encl, Anti-Trust Division 79 / 04/17 

DEkJEYiL.i CHANANIA. F. D. I EVANS, » J Anti iru»i. uiv 

apf 

P Operating license 

ScrWgNCEflJ a"* □.•r.tlm R.nctor* Br.nch 8. 79/03/8, 3PP 

— 7909080069 Ai«»nd, 49 k 3, S.clfltV ^ 

C,p.r.»i6. R.«t,r. ar.och 8. 79/03/8. 8pp 


-7909000073 e.P.ta .v..o.Kon ,upp»7Hr. A«.nd. 49 9 3, t. Lie. 


79/03/30 2pp 


7905020127 Forward* 
9ys Misalignment* 
action required 
O 'REILLY, J P 
7<?/04/U IP 


IE Bulletin 79-06, "Review of Operational 
ILntlft.d During TMl Incident - License. 

Region 2i Atlanta. Office of the Director 


Error* 




9040212 Forward* IE Bulletin 79-06B 
Ss S^l^ilfl^nient* Identified During 

|%EILLY,J, P Region Z, Atlanta. 


, -Review of Operational Errors 
TMl Incident • 

Office of the Director 




105040300 Forward* IE Bulletin 
0'ReiLty,J p Region 2* Atlanta, 
79/04/14 Ip 


"Selartic 8tr*** Analysis 
ton required 
Office of the Director 


of 
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SB 


foniJfii U 7^-00. “EvtnH RfltV4nt to BoiUnn 

Uitir Ptt«*r RmcUm Oufin® TUI “ 

Q*nilJL't,J !» 2. AtUntj, QUlc* of iti« Olrtctor 

79/0«/t4 IP 


for«*4T4i te BglUUn 79-09. -Fail urn o# OC Tvp« AK-a 

Circuit Briaktr In 8aPtkv**R«lattrf 8j» ^ Llcanitt action 

O’REIU-V.J P Rulon 2* Atlanki, OlPlct of th« Olrtctor 
79/04/17 app 

7^3 J 302 4 7 Ack ractipt «# IE Inip Rtpka U. 30-251 /79-OS on 

790227-0301 Ho ppopriatary Info 

gifklO.R E florUa POMCr i Llghk Co 79/04/17 Ig 


--7903130234 l£ tncp Rapta 50-230/79-00 3 50-251/79-00 on 

790227-0301 No nanco«p I ionCa nokarf 

l£UT 0>R C Raplon 2. AVlinka/ R«attot Qparaitlonk Nueltar 
SuppOTl Branch 79/03/23 app 


-7905130259 IE Incp Ript 30-250/79-00 It 30'-23 1/79-00 on 790227-0301 Mo 
Roneonplianct notatf Major artaa Iniptckvd raluallng niint« 
apan ikiM. nanCoaLpl ianca folloaiup. RQt 3 IE bulletin tt 
circular f«llc«yp 

VtRDERV. E M . Cantrell. F S Rogion 2. Atlanta) Raattor 
Qltraflorta Nuclaar Support Branch 79/03/22 6pp 


7903240*34 Foruardt ratponaa to IE Bullatin 79-07 Non* of mtthod* 
ipaclflt* art vi«d 3^ A/E In atlacic *o*t9ai« of *af9ty- 
r*itt«4 piping Itta 2 not applicabli to A/E <c N0S0 Vandor 
4*viccc that coaputar cod* liatlngi ar« proprkatarg 
umiO.R F Florida l»«*i*r li tight Co 79/04/23 2pp 


p, Operating Uctn** *t*go dotomont* corroipondanc* 


79052401W Inf orthi that oporatlonal portlont of oparatqr 
r»<iu*l if Icatlon auft ha dala^ad Accapt-a wrlttan *< 
oparational portioni of praqrant If 

caaiplatad 79D313 

C0LLIN8*P. F Op»r«tor Licanainp Ofanch, 79/04/iri ip 


DOCKET SO-yOA flOAD-ClTlES BTATIQN, UNIT I 


F SacufitV' radical, amargoncy «< fira protaittion plana 


7903160413 Forward* tectlon* of fira protaction UEA which rdpqubi 
furthar KRC ravlaw vAlva luparvlilon. a Ir hraathlna aqiilpwont 
tt intartor ha<a fttationa 

HALUiR E Bronkhavan National Laboratory 79/04/18 3pp 


7903030366 Forward* modlPlad phykltal aac:urltq p Ian, Navi « I on 3 Phn 
withhald <r*f 10CFR2 790> 

LEE. D CoBiaonwaalth Ed it on Co 79/04/86 ip 


0, Adjudicatory corraipondonct 


/9OS23O230 Notifia* praparly wordad contontlon ra aaUotag* uould 
accaptad, Contantion 6. a* adialttad into Duka Powar Co 
procatdinfli ancompaftt* aipact* of ravlaad Canlantlon il 
praaantad by &tata of It 
OODDARDrR J Branch 2 79/04/06 Hpp 


J Inturanc# it Indamnity Information 


T9052*049i Forward* '‘Btaaa Otntrator ln*p Prograa • Intp thowad no nau 
fhtnoAfna Vtrlfiftf ganarat patttrn of dantlng i* within 
pri*kcV«kr\« Haiti RiAVtit* yoralttion to raturn facility to 
poti*r optratlon 

UHRIO.R E Florida Pow*r I. Light Co 79/05/16 2pp 


— 7905240*93 ”8tia« Otnarator Jntp Prograa * 

* Florida Pouir 4 Light Co 79/05/18 25pp 


P Ptriodlc op«ratihg raport* t ralatad corrtipondenca 


79OW000I3 FcrM*r4t analyil* of annual atrial photograph of caolino 
canal «y* boundary 

IfrUlOiR C Florida Powip li Light Co 79/03/lt 2pp 


0 ^tporkahla occvrrahcai. LERa L ralatad corraapondanca 


?'K.6O0O334 Forward* LER 79-OQ5/0X*0 
6<WtQTfA 0 Florida Powir L Light Co 79/04/20 la 


SC/OppMaN.M a Florida Powar li Light Co 79/04/20 ip 


7903100163 Endar«*ffl*nt 99 to MAELU Policy MF‘-22 
OeRASiT, Nuclaar Enargy Liability Inauranca Ataociatlon 79/03/ 


7905070497 Confirm* Incraatad liability limit to ♦124.000,000 for 
pollcla* NF-i,23,43,76rB3. lOO. ill. 1*0. 1*6. I3l. 161 . 164* \7Qs 
173. 174. 170. t79. 180, 102, 193, 106. 107. lOD. 109, 192. 190. 194. 193* 
197, 190.200. 201. 204. 806, 207, 200, 810; 212, 214, 21 3, olNar* 
OUATTROCHHI, J Amtrican Nuclaar Iniurar* 77/03/01 Ip 


7903070302 Confirm* Iticrtata in liability limit to 4:36,000,000 for 
poUcia* MF-22,26, 89,30,37, 44, 46. 47, 49. 30, 3li 32. 33. ft*. Oft. 3f» 
fl' 67, 70, 71, 72r 74; 76. 77; 70. 77, 00, 06. 07, 

88.90,91,92,73.94,93 & 76 

POflERTS, 0 ff, Mutual Atomic Energy Liability Und arwr i tar * 79/t' 

*9 


7705140436 Forward* Amand 11 to Indannlty AgraamaiU 0-47 par lOCFRl 
liAbiUty inauranca from ♦140 mlUlftn 
j 60 mi 1 1 ton, off actlv# 770301, Suppor ting documanta 1 1 an 

8ALT7MAN,J Antltru*t L Indamntty Group 77/ DU/ 01 fcpp 


rorwarai nnaartamant* 30 It 37 to NELIA Pollcvi KF- 
^ Policy NF*'201 

08TER. j. Cotnmonuaalth Edlaon Co 77/03/16 4pp* 




79-006/03L-0 

»CfPfIGr,A 0 Florida Powir k Light Co. 79/04/20 Ip. 

"’"s — » 

«.rM*Pf*AM;M A Flerida Powar k Light Co 79/04/20 2pp 


document* 6 cprrasponJant# 

7'?0302'13 6 22 confaranca taicona 
bullatin "Potent ial 

iyS^PparatioJ*^" ^’^*'** Accumulation* AaaocUtad w/DMN Offya* 
IPPOUITO.T. A Opiratlng Reactor* Brmnch 3 79 / 04/16 4 pp 

P LITO. T. A Opiratlng Reactor* Branch 3 79/04/lD Ip 


./ANecEK.S P Oonmonw.AUh Edl.on C» 79 / 04 /as 0 »a 

ISSsvri" 

0OLBRIO,C.M Comatonwaalth EdUon Co. 77/04/86. Ip 
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7 *?OfJl* 700 li 6 Foriuard* current schedule for Implementation oi Mark 
containment lon<}-torm mod* Dlicusios conetratnts Inhibiting 
shorter time frarro comp 1 Btlon# inc luding sgs load 
roquliomont* ^ current fuel cycles 
ftEEOi C Comtnoniiiea I th Edison Co 7‘?/03/ll 3pp 


* — 7903040201 rorimrds ACRS recommendaHoni 
T90417 

F ACR8 — Advisory Coamlttev 
79/04/18 Ip 


r* TMl inc pr sttnttd 

on Rtactor 


on 


7909190097 Requests correction of error discovered in 780423 Itr re 
capacity of Nuclear Assurance Corp NAC^l truck cask used in 
spent fuel transfer Cask has capacity of tuo QWR assemblies 
JANECCKi R F Commonusaa 1 th Edison Co 79/09/11 Lp 


/V09390391 Foruards current licensing open Items status list 
RELUi C Commonwealth Edison Co 79/03/18 llpp 


Fortuards **Ciuad~G 1 1 les Nuclear Power Station Unit L» Cycle 9 
QLartup Test flesults " 

JANIICEK.H r Commonwealth Edison Co 79/03/21 Ip 


— 7903230336 "Quad^Cltiem Nuclear Power Station Unit liReload 4 iCy<cls 9 
Startup Test Results *' 

e Commonwealth Edison Co. 79/03/21. 13pp 


Q Inipectlaci reports# IE bulletins t correspondence 


770;)02042l rorwards response to lE Bulletins 79“*12 78-iaA* "Atypical 

Neill Nall In Reactor Pressure Vessel Welds " 

REED.C Commonweal 111 Edison Co 79/03/22 lOpp 


— 7'90304022t In response to NRC 790418 Itr^itatis *U 7^0417 

recotncnenda lions apply to all PNRii but ware not intended to 
require immediate changes Plant mods should bi nede after 
study of effects on overall iaf*ty»TMI eicludsd 
CARDQNi M X ACR8 — Advisory Ccmmittee on Reattcr Safiauardt 
79/04/20 2pp 


790S340633 Forwards responses to lE Bulletin 79-07 requesting info re 
seismic analysis of safety-related piping ReanalysU 
indicates method of intramodal combination has little effect 
an pipe stresses t* equipment support loads 
REEDtC Commonuealth Edison Co 79/04/24 4pp 


7903130149 Forwards responses to IE Bulletin 79-0&A. Re^l s ion 1. re BW« 
events identified during TMI-2 util has formed task force 
to review BWR events 4« recommend corrective acticn.as 
required 

REED.G Commonwealth Edison Co 79/04/27 22pp 


7903300^42 Responds to IE Bulletin 79-04 No 3*4 or 6 -inch Velan swing 
check valves are in use at Dresden or Ouad-Clties Review sf 
Zion has identified use of valves in some piping ys but 
review is incomplete Will rept later 
REEDi C Commonwealth Edison Co 79/03/01 2pp 


/9{)U0l0aa6 Forwards IE Info Notice 79-06, "Stress Analysis of 
Oaf e ty-Re la ted Piping " 

KEF^Pi.ER* U, O Region 3* Chicago, Office of the Director 79/03/23 

lp 

7900030:i70 I'orwardo IL Info Notice 79-0/. "Rupture of Radwaste Tanks " 

KUPFLEHiJ 0 Region 3i Chicago, Office of tho Director 79/03/26 

lp 

7V03010133 rurwards IE Info Notice 79-00, "Interconnection of 
Contaminated Qys w/flvc Air 8 ys Used as flourco of Breathing 

KrFRLFR.J O Region 3, Chicago* Office of the Director 79/03/28 

i P 


7903140488 Forwards IE Circular 79-07, "Uneipee ted Speed Increase of 
Reactor Recirculation Kotor Generator Set Resulted in 
Reactor Power Increase " 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 79/03/02 
ip 


R Periodic operating reports 6 related correspondence 


7903170290 Forwards monthly operating rept for Apr 1979 
KALIUVIANAKIS, N Commonwealth Edison Co 79/03/17 lp 


— 7903170260 Honthly operating rept for Apr 1979 

HANNUM, 0 Commonwealth Edison Co 79/05/17 2epp 


/VO^lOIO'iOl forward* IT Ihfo Notice 79-09, "Spill of Rad loactlva ly 
CoritartI na led Re 1 i n " _ ^ 

KERiaKRpJ 0 Region 3, Chicago, Office of the Director 79/03/30 

ll» 


8 Reportable occurrences, UERs %t related 


7909100296 Forwards LER 79-017/03L-0 

KALIVIANAKIS, N Commonwealth Edison Co 


correspondence 


79/04/26 lp 


7909290280 Reiponde to IC Bulletin 79-03 re welding defects in certain 
langitud Innlly welded pipe spools Flants Inepectedi no pipe 
f ound 

RFLI>, C Cometonue* I th Tdlton Co 79/04/18 8 pp 


-7903100297 UER 79-0i7/03U-0 on 790416 leak between RHR water 8 . sve 
water side of heat tkchanger Caused by crack in pipe to 
flange weld of bellows assembly Pip® . 3 , 


7909D10969 rorwarJs IE Dull at in 79-06A, "Review of 
Oys Hlsal i gnmanis Identified During TMI Incident 
KEFPLERiJ Q Region 3, Chicago. Office of the 

If 


Operational Errors U 
Director 79/04/14 


790S040334 Torwards It Bulletin 79 - 06 H, "Review of 
8 y* Hl*al Ignments Identified During TMI 
KEFFLFR, J 0 rtegltin 3, Chicago, Office of the 

lp 


Operational Errors fc 

fl 

Director 79/04/14 


7V090WS39 FBl-u«r*. IE Oull.Un 79-08, 

Uatar HouiBr Haactort IJintl, », •’"’’‘55/”^ J lil SL.ctor 79/04/14 
KLFFtER* J O. Region 3 # Chicago, Office of the Director 

lp 


9030903 B 9 Inform, that r.Ua.. rot. ‘ 

loi c^' 7;/o4/30 


7909240397 Forwards 
KAU!VIANAK18,N 


LER 79-Oia/OlT-O 
Commonwealth Edison 


Co 


79/03/ U 


lp 


-^79 


O «..lon 3, CMC4,0. 0,fU. th. OIr.etor 79/04/17 

lp 

790904014a P«r«.rd. IE Bull.tin 79-OS0, "Nucl.ar Inctd.nt at 

o. R..i 9 n a- Chi”*- 



DOCKETED ITEMS 


It t 9 • 1 taiill^ 
Fr;i^r-CF£P, C 
5;? 


apaeUl pr#hf»rir,g ton##rfnc* pn 790510 In St Joseph, 
patitioni ta inlarvanti to irfontify kov J**"** 

.chaiulf for furthtr action* in 

Atc«iic Safati^ and l.icin»lng Board Panol 79 / 04/05 


7^:5nMJ«A rarwardi ttfjn jtnarator rapJtr rapt h.hich accompanied 
TtJlDI Uctnn aatrd riqv«»t W/o and 
JA/?T>< C A Branch 3 79/04/lA Ip 


79 j; 3 ':oi 43 Fcrwardt itaaa g*n#rator repair ripk which conatitutei ba^ic 
dactoe- lat ion bi^ vtil accortpani/ir} 790103 request for 
4 s«nd Rept to be used ai aid in preparation of 
petition ta Intervere 
BARTH Z A Branch 3 79 / 04 /Ji Ip 


79232 i 059 j Rtipands to , Conau-ntri Power Co i ASLB re intervention 
in heanrjt cn itea-i generator replacement Supportinp 
dcctjAertetior fa Certificate of Svc end 

Spin AIR « Sreat Lakes Energy Alliance 79 / 04/20 I 9 pp 


J Inturanre (i indemnity inforaetlon 


7905-370497 Canfirai increaied liability limit to $ 124 , 000,000 for 
Odiciee Hr-t 23.43 76 , 83 . 100 , 1 11 , 140 , 146 . ISMil. 1 A 4 , 170 . 
l ‘*3 174 178 179 IBO, 182 . 1 B 5 . 1 B 6 . 1 B 7 , 1 B 9 . 199 , 192 , 193 , 194 , 195 , 
197,193 200 201 504 206 . 207 . 209 . 210 - 212 . 814 . 213 , others 
QuATTROCHHl, J A«erican Hudtar Iniurer* 79 / 05/01 Ip 


7903220020 Forwards responses to queiliont r* THI Incident dellv 
A Schuencer at 790512 meeting Oversiied drawing end 
HOFFMAN. D P Consumers Power Co 79/09/15 aOpp 


7903230092 Responds to concerns raised at 790507 maatltig Util *g 
make mods necessary to bring piping ly* to TSAR stress 
limits by end of next refueling outage 
HOFFMAN, D P Consumers Power Co 79/09/16 2pp 


7905230095 Forwards "Adal Power Distributions from Fourier Fit I 
Fixed Incora Detector Powers” to clarify Tech Spec change 
HOFFMAN.OP Consumers Power Co 79/09/17 Ip 


— 7903230104 ''Axial Power Distr Ibul ions from Four lei fitting o-f 
Incore Detector Powers.” presented at ANQ winter mealing 
in Ban Francitco.CA on 731116-81 

TERNEY.W B , MARKB. 0 H , WILLIAMSON. C A Consumer* Fowet Cc 
75/11/21 9pp 


7909300208 Forwards summary of ED3 Nuclear, Inc veso lut ian/doc L^nm 
of elbow flexibility error which existed in versions of 
PISOL piping analysis computer program from Jan-Oct 1969 
Review Ji reanalysis included all work through Dec 1970 
PORTER, F L ED3 Nuclear. Inc 79/03/81 9pp 

— 7903300263 Forwards ED8 Nucloar.Inc list of DWRs 6 piping iy» 
could have been impacted by deficient computer program 
GE has no record of reanalyslt for Cooper piping sgs 
STEPHENS. P W General Elactric Co .Nwclear Energy frodurtt 
79/01/24 10pp 


7903160172 forvsrds A«tnd 8 to Indeanlty Agreement B-dO, per 10 CFR 140 
changes, re liability insurance increase from $140 million to 
$160 nt 1 1 lori, effective 790301 Supporting documentation and 
SALTIMAN, J Antitrust 8 . Indeonity Group 79 / 05/01 3 pp 


7903210125 Forwards Endorsements 61 6 62 to NELIA Policy NF-i 79 
FCITER S C Consuncrs Power Co 79 / 03/15 3 pp 


7905310449 Responds tc IE Bulletin 70-18. "Atypical Weld Mall I 
Reactor Pressure Yaisels *' Final rapt wl ) ) be submitted by 
790731 

BIXEL, DA Consumer* Power Co 79/03/89 tp 


G Inspection reporti. IE Oulletlns <* correspondence 


P Operating license stage documents b correspondence 


7903090029 Forwards topics deleted from systematic evaluation program 
review of facilities Requests review 1 . identification of 
errors uithin 30 days from receipt of Itr 

ZIEKA/4N.D L Operating Reactors Branch 2 79/04/16 7pp 


7903^30602 Forwards steam generator repair rept Requests addl info to 
ccmplet* evaluation of alternatives in steam generator 
replacement program 

ZIEKAWLOL Operating Reactors Branch 2 79 / 04/17 4 pp 


7903080138 Forwards request for addl info re steam generator 
replacsment program 

aiEMAWf.D L Operating Reactors Branch 2 79/04/19 3pp 


ZIEMANN.d l Operating Reactors Branch 2 79/04/21 6pp 


Ip E E Oivitfon 0 , Rf.cior 0,ir4tlon« In,,«ction, 79/04/24 


THAOANI.A C Riicttr Sv,t,«i Br.nch 79/00/02 43p; 

deu„t.r,.»rem*h,op „,„,oa 44„. 

7903240731 Notifies that requast for i a 

should b* submitted to licensee voli 

LAIMAS. 0 C By stems Branch 79/03/08 3 pp 


7903080084 Forwards IE Imp Rept 30-833/79-04 on I L no 

violation 

HEIBHMANi R F Region 3, Chicago. Remclor Oparalltihe Nut 1 ■< 

Support Branch 79/03/08 2pp 


—7903080086 Notice of violation from imp on 790220 2.J 

$ Region 3, Chicago, Reactor Oparmlinns Nuclear Huppart 
79/03/08 ip 


•7905080093 IE Insp Rept 50-233/79-04 on 790220-23 NoficnmpU*n 
failure to implement procedures re mods made to filler drabl 
plugs on emergency diesel during malnt 

JOROENBON. B L , WARNICK, R F Region 3, Chicago. Dfflte o 
Director 79/03/06 3pp 


7903010247 Forwards IE Info Notice /9-06, "Stress Ana lye I $ of 
Safety-Related Piping '* 

KAPLER, J,o Region 3, Chicago, Office of the Directoi 7 


7903040026 Forwards IE Info Notice 79-07, " 
KEPPLERiJ 0 Region 3, Chicago, Office 


Rupture of Radwastni 
of the Director 


7 


7903010162 Forwards IE Info Notice 79-08, 
Contaminated Sys w/8vc Air 8y« Used as 
Air, ■' 


"Interconnection of 
Source of Breathing 


KEPPLER, J, 0 
Ip. 


Region 3, Chicago. Office of the Director 


7 


\.onvaminairei} Res 
KEPPLER, a 0, 


I in 

Region 3. Chicago, Office of the Director 


correct , informing NRC of «t«pq tj 

HEI8HMAN R F V J 30-233/79-04 

6 up,oM ir.nch 79J04/04 Op.r.tlon. Hut. 


fVMArir a# 79Asni 

clfcvUtUn con4UUnt fj c-E w/C-E rt n4tur«l 

»hro*«,.rc 

Carri!? o.cht.i p.a,r 

pregram ^ «ooUng equipment mod 


pregram 
HOFFMAN, D P 


Consumers Power Co 


cooling equipment mod 
79/05/15 ip 


7 . ; . ^ i^orrecTlVi action* d 

^ valve drain tap removed 
HOFFHAN.D P CoSsI;;;?^ Power Co 


79 / 03/30 2 pp 


7903030023 Forwards IE Bulia^in ”to 
KEPPLER.J.O Region 3, Chicago, Office of the Dlrfctnr 
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7*?05010S79 Foru^rds IE Bulletin 7*?— 06A# "RbvIolj of □peratlonal Errors 
Sgs Misalignments Identified during TMl Incident " 

KEPPLERiJ G Region 3, Chicago, Office of the Olrector 79/04/14 

Ip 


7903040324 Foruards IE Bulletin 79-0601 "Reviaui of Operational Errors & 
Sys Misalignments Identified During TMI Incident “ Licensee 
action rci^uired 

KEPPLERfJG Region 3, Chicago. Office of the Director 79/04/14 

ip 


7903040340 Foruards IE Bulletin 79-00. "Events Relevant to Bolling 
Water Power Reactors Identified During TKl Incident " 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/04/14 
ip 


7903070162 Forwards IE Bulletin 79-07, "Belsmlc Stress Analysis of 
Saf ety-Related Piping *' Licensee action req.uired 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/04/14 
Ip 


7903030220 Forwards IE Bulletin 79-09. "Failures of GE Tvpe AK-a 
Circuit Breaker In Saf e ty-R e 1 a ted 8 ys “ Licensee action 
required 

KEPPLER.J G Region 3, Chlc-ago. Office of the Director 79/04/17 
IP 


7903030486 Forwards lE Bulletin 79'03a. "Nuclear Incident at 
TMI-Buppl '* 

KEPPLCR, J 0 Region 3. Chicago, Office of the Director 79/04/21 
ip 


7903130353 Responds to 790329 request to allow util to combine reviews 
of IE Bulletin 79-02 systematic evaluation program Topic 
IIl-S A Since bulletin Involves safety Issue, NRC refuses to 
extend time for review 

KEPPLER.J 0 Region 3. Chicago, Offtco of the Director 79/04/26 
ip 


7905240309 Responds to IE Bulletin 79-06B re TMl errors Conditions t" 
events which led to TMI incidoni. were reviewed ui/emp loy cos 
HOFFMAN, D P Consumers Power Co 79/04/27 lOpp 


7905230364 Responds to IE Bullatin 79-01, per 790301 discussion w/HJ 
Wong Identifies & compares computer program used In 
seismic analysis of saf ety-r ela ted piping 
HOFFMAN, D P Consumers Power Co 79/03/03 3pp 


R Periodic operating reports V related correspondence 


7903130414 Forwards monthly operating rept for Apr 1979 
ADAMS, W E Consumers Power Co 79/03/07 Ip 


—7905130416 Monthly operating rept for Apr 1979 

BOOTKE, P J Consumers Poiaer Co 79/05/07 4pp 


3 Reportable occurrences, LERs related correspondence 


7903040306 Forwards LER 79-Ol6/OaL-0 

HOFFMAN, D P Consumers Power Co 79/04/30 Ip 


“"”7905040407 LER 79-016/03L-0 on 790406 diesel generator output breaker 
has potential to lockout open, Caused by failure of contact 
on shutdown sequencer to operate Sequencer repaired 
» Consumers Power Co 79/04/30 ip 


79OS0aO337 Forwards LER 79-017 /03L-0 

HOFFMAN, D P Consumers Power Co, 79/05/04 Ip 


"-7703000539 LER 79-01 7/03L-0 on 790404 while taking battery voltage 
readings, two cells in station battery 2 burst due to 
explosion of hydrogen inside cells. Battery taken out of svc 
Two replacement cells ordered 
» Consumers Power Co 79/04/04 Ip 


7905100249 Forwards LER 79-009/01 X-1 

HOFFMAN, D P Consumers Power Co 79/05/07 Ip 


— 7905100252 LER 79-009/OIX-1 on 790220 design review indicated butterfly 
valves may not close under accident conditions Caused bg 
vague purchase specs which did not include requirements for 
closing against pressure. 

» Consumers Power Co 79/05/07 Ip, 


7905100255 Forwards LER 79“Ol8/0aL-0 

HOFFMAN, D P Consumers Power Co. 79/05/07 Ip 


—7909100239 LER 79-D18/O3L-0 on 790409 reactor made critical w/t» 
conducting flow test of lines Caused by misinterpretation, of 
Tech Specs Personnel instructed to exercise care when 
reviewing operability requirements 
♦ Consumers Power Co 79/05/07 Ip 


7905130613 Forwards LER 79-01 9/03L-O 

HOFFMAN, D P Consumers Power Co 79/03/10 Ip 


”-7905150623 LER 79”0l9/03L-0 on 790331 sump drained to auxiliary bldg 
floor drains through test connection Located between 
containment bldg isolation valves Caused by c ommunlcation 
failure Corrective action still being evaluated 
* Consumers Power Co 79/03/10 IP 


7905320329 Forwards tER 77-020/0 I T-D 

HOFFMAN, D P Consomers Power Co 79/03/15 Ip 


*-—7905220335 LER 79-020/01 T-0 on 790501 restraints for piping between 
power conversion sys safety injection tanks B t D not 
adequate Caused by program error used by consultant to 
determine hangar placement 

* Consumers Power Co 79/0S/15 Ip „ 


7909220340 Forwards LER 79-0 13/0 I X-1 

HOFFMAN, D P Consumers Power Co 79/05/19 Ip 


—7905220343 LER 79-0 13/01 X- I on 790327 level In T-S2C safety injection 
tank decreased while draining 0 tank to permit increase in 
boron concentration Caused by seal leakage CV 3004 drain 
valve will be repaired during next refueling outage 
» Consumers Power Co 79/05/15 tp 


T Hearing transcripts on non-an 1 1 tr us t matters 


7905240330 Transcript of 790S09 moating in St Joseph, MI Pp 1-171 
BECHHOEFER.C . ANDERSON, 0 C . LIVINGSTON, 5 Atomic Safety and 
Licensing Board Pane 1 79/05/09 I72pp , 


DOCKET 50-239 BROWNS FERRY NUCLEAR POWER aTATION, UNIT I 


J Insurance U indemnity information 


7905140462 Forwards Amend 12 to Indemnity Agreement Jl-52 per l0CFRt40 
changes, re increase In liability insurance from 4140 million 
to 4160 ml H 1 on, of f ective 790501 Supporting documentation 
enc I 

SALT Z HAN I J Antitrust & Indemnity Group 79/05/01 6 pp 


7905000390 Forwards Endorsement 47 to AN I Policy HF”l9e 

FIELDER 4 J Harsh McLsnoni H M Nuclear Consultants! Inc Dlv 
79/05/03 2 pp 


7903080394 Forwards Endorsement 40 to ANl Policy NF-190 

FIELDER, J Hersh McLenon, H fe M Nuclear Coniultantsi Inc Dlv 
79/05/03 2pp 


K Utility Final Safety Anatyiis Report (FBAR) & amends 


79051 10024 Forwards Amend 60 to FBAR 

O ILL ELAND. J E Tennessee Valley Authxjrity 79/05/00, 2pp 


— 7905110031 Amend 6 B to FSAR H/oversiied drawings 
a Tennessee Valley Authority 79/03/08 lOOpp 


P. Operating license stage documents correspondence 


7903000033 Ack receipt of Class II fee & application for amend to 
Licenses DPR-334 DPR-52 4, DPR- 6 B Requests payment of addl 

fee. 

HlLLCRi Irf 0 License Fee Management Branch 79/04/04 Ip 


7905110177 Bubmlts schedule far torus mods, In rsspont* to NRC 790312 
Itr to HO Parris 

OILLELAND, J E. Tennessee Valley Authority 79/05/04. 3pp 

7905140371 Forwards ♦‘Summary Rap t, Ra fue 1 ing Tast Program, Cycle 3 " 
OILLELAND, J, E Tennessee Valley Authority 79/05/07. Ip 


— 7905140378 '’Qummary Rep t, Ref u« 1 ing Test Program, Cyc le 3." 
s Tennessee Valley Authority 79/05/07 6 pp 
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7905240&4& Notification of 790523 ineatinfl w/utti in Chat tshooga* TW to 
dltcusi NflC ^r^fontation on result# of facility vital area 
conf i rraatdry analy^^i l>i«cuisian util cover jOCFflZ 790 info 
tn will be closed to public 

CLARKifl A Reactor Safeguards Licensing Branch 79/05/05 Ip 


770530020& Farwardti lumaary of Nuclaafi> Inc resa lutLon/docuntontat i on 
of elbou fleiribtllty error which emitted in versions of 
PISDU piping analysis computer program from Jan-Q< t 19&9 
Review it reanalysis Included all wort through Dec 1970 
PORTER. F L EDS Nuclear, Inc 79/05/21 7pp 


— 79033002A3 Forwards EOS Nuclear. Inc list of OMRs & piping sys uihich 
could have bean impacted by deficient cociputep program 
GE has no record of reanalysis for Cooper piping syi 
STEPHENS, P k Ceneral Electric Co .Nuclear Energy Products Div 
79/01/24 I8pp 


0 Inspection reporti, lE Bulletins & correspondence 


7903130103 Forwards IE Insp Rapts 30-239/77-04.50-260/79-04 6 
90-296/79-04 on 790102-0202 No nortcomp 1 lance noted 
O'RElLLTiJ P Region 2. Atlanta, Office of the Director 
79/03/22 2p p 


— 770S150107 IE Imp Ropts 50-259/79-04.90-260/79-04 6 50-296/79-04 on 
790102-0202 No noncompliance noted Major areas Inspected 
plant operation, ref ue ling restart of Unit l.plant tour 6 

liquid radwaste processing 

SlfLLlVANiR F Region 2, Atlanta, Office of the Director 
DANCE. H C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/19 7pp 


7909010211 Forwards IE Info Notice 79-06, “Stress Analysis of 
Qaf s ty-Relat«d Piping " 

O'REILLY.J p Region 2. Atlanta. Office of the Director 
79/03/23 2pp 


7909130138 Forwards IE Insp Rapts 50-239/79-03, 50-360/79-05 it 
50-396/79-09 on 790336-0302 No noncompliance noted 

LENISiR C Region 3, Atlanta, Reactor Operations Nuclear Support 

Branch 79/03/33 Spp 


--7905IS0147 IE Insp Reptt 90-259/79-03. 50-860/79-03 U 30-296/79-03 on 
790226-0302 No noncomp 1 i ance noted Major areas inspected 
reportable secondary containment leak rate testing. IE 
circulars bi bulletins 

PRICE. 0 8 Region 2. Atlanta, Office of the Director 
DANCE.H C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/22 6pp 


7905010113 Forwards IE Info Natlce 79-08, "Interconnection of 
Contaminated Sys w/8vc Air 8ys Used as Source of Breathing 
Air " 

O'REILLVi J P Region 2, Atlanta, Office of the Director 
79/03/28 2pp 


790S010363 Forwards lE Info Notice 79-09, "Spill of Radloac tl ve ly 
Contaekinated Resin " 

□ ■'REILLY, J P Region 2. Atlanta, Office of the Director 
79/03/30 2pp 


7903080176 Responds to IE Bulletin 79-03 No evidence that any stainless 
steel pipe mfg by Youngstown Melding & Engineering Co was 
used In any ABME Clast [,11 or III saf ety-related syf 
OILLELAND. J C Tennessee Valley Authority 79/04/12 Ip 


790S030368 Forwards IE Bulletin 79-07. "eelsmic Stress Analysis of 
Safety-Related Piping ** Licensee action required 
Q'REILLY. J P Region 2. Atlanta, Office of the Director 
79/04/14 app 


7909040233 Forwards IE Bulletin 79-06B. "Review of Operational Errors 4c 
Si/s Misalignments Identified During TMI Incident " 

O^REILLYiU P Region 2. Atlanta. Office of the Director 
79/04/14 3pp 


7905130700 Forwards IE Bulletin 79-08. "Events Relevant to BWRs 
Identified During THI Incident " Licensee action required, 
O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/04/14 2pp 


7905030172 Forwards IE Bulletin 79-09i "Falluret of OE Type AK-2 
Circuit BreaVer in Safety-Related Syt " Licensee action 
required 

O'REILLY, J P Region 2. Atlantor Office of the Director, 
79/04/17. 2pp 


7903250344 Forwards reepansa to Item 7 b of IE Insp Repts 5O-2S9/79-05 
50-260/79-03 «< 50-296/79-03 ro deterioration of Duna-N 
CPRiponants In ASCD solenoids, as followup to IE Bulletin 
78-14 

0 ILL ELAND, J E ronneisee Valley Authority 79/04/20 3pp 


7905300745 Forwards response to IE Bulletin 79-08 Plant superlntandent 
will present review of TMI incident to all managers it 
supervisors w/op4rationa I responsibilities Containment 
isolation design 6 procedures have been reviewed 
OILLELAND. J E Tennessee ValUy Authnrlty 79/04/25 14pp 


7905240947 Act receipt of 790423 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-259/79-07. 
50-260/79-07 & 30-296/79-07 

SgrMERLAND. J T Region 2, Atlanta, Fuel Facility U Mater IaU 

Safety Branch 79/04/30 2pp 


—7905240972 Responds to NRC 790330 Itr re Violations noted In lE [nsf 
Repts 30-259/79-07. 30-260/79-07 6 50-296/79-07 Corrective 
actions entire radwaste bldg properly posted as radloactiva 
area 

DtLLELAND, F E Tennessee Valley Authority 79/04/23 4pp 


— 7903240992 Forwards lE Insp Repts 50-239/79-07,50-960/79-07 it 
50-296/79-07 on 790226-0302 5< notice of violation 
SUTHERLAND, J T Region 2, Atlanta, Fuel Facility it Materials 

Safety Branch 79/03/30 2pp 


-7905241003 Notice of violation from insp on 790226-0302 

* Region 2. Atlanta. Office of the Director 79/03/30 2pp 


—7905241005 IE Insp Repts 50-259/79-07,50-260/79-07 it 50-296/79-07 on 
790226-0302 Noncotnpl lance noted failure to post radiation 
area, label centAinars of radioactive mail & barricade high 
radiation area 

JACKSON, L U Region 2, Atlanta. Office of the Director 

GIBSON.A F Region 2, Atlanta, Fuel Facility i> Materials Safftf 

, Branch 77/03/29 2pp 


—7905241005 IE Insp Repts 50-239/79-07,50-260/79-07 8, 

30-296/79-07 on 790226-0308 Noncompliance noted faliuie to 
post radiation area. label containers of radioactive mat) & 
barricade high radiation area 

JACKSQN.L L Region 2. Atlanta. Office of the Director 
79/03/29 epp 

7905240652 Forwards responsei to IE Bulletin 79-04 re incorrect iwinj 
check valve weights Corrected valve weights do not Croats 
any overstressing In p Ipes. hang ers or supports Addl info 
will be provided by 79D3I1 

OlLLELANP. J E Tennessee Valley Authority 79/05/01 6pp 


R Periodic operating reports t* related correspondence 


7905030343 Forwards "Environ Radioactivity Levels. Annua 1 Rept 1978 “ 
OILLELAND, JE Tennessee Valley Authority 79/04/27 Ip 


—7903030349 "Environ Rad ioacfel vl ty Utvelf, Annual Rept 1970 " 

a Tennessee Valley Authority MRH-79-3--BF2 79/04/27 50pp 


7905010473 Forwards "Fish Impingement Rept" for first quarter 1979 
GILLILAND. JE Toftnessc* Valley Authority 79/05/01 2pp 


— 7905010476 "Fish Impingement Rept" for first quarter 1979 
a Tennessee Va.Lley Authority 79/05/01 14pp 


7905150346 Forwards monthly operating rept for Apr 1979 
DENEASE, J 0 Tennessee Valley Authority 79/05/09 Ip 


--7905JS0352 Monthly operating rept for Apr 1979 

DECEASE, J O Tennessee Valley Authority 79/04/30 36pp 


8 Reportable occurrences, LERs & related correspondence 


7903090314 Forwards LER 79-007/03L-0 

FOX,H 8 Tennessee Valley Authority 79/05/02 ip 


—7905090316 LEft 79-007 /O3L-0 on 790404 one *one of Initiation logic for 
ipreeder room sprlnldir lys found inoperable Caused by 
failure of contact on auxiliary relay to make up Relay 
replaced, 

e Tennessee Valley Authority 79/05/02 2pp 


7905020479 Forwards IE Bulletin 79-06A, Revi i ion t. "Review of 
Operational Errors L Sys Misalignments Identified During TMI 
Incident. " 

O'REILLY, J P, Region 2, Atlanta. Office of the Director. 
79/04/10. 2pp 
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nOCKLT 30-2*0 fMlOUNtl FTHOY r^UCLCAR r’lJWt'H nTATe(]N. UMIT ^ 


J Ihturarica f/ indomnlti^ Inf ortridl inn 


/'/0!)1404*2 fnrwrtid* Amond 1S2 to tnclomnitv Agroomoni t) 33 por LOCrRMO 
ch^nguti vff inn 9 ^»« In ]l.Jtbilllg inturAnco from <11 40 mil linn 
lo *1*0 ml 1 M cjhi of f «c t IVB /*A)‘>oj fJuppotiIng dor i i un 

onr I 

0ALT7KAN<J Anlilrwtt t Indoffinllg Group /V/O3/01 6pp 


/VOyOiJOJ'yO loiWArdu I ndiir tooion^ 4/ to ANI PoHtg Nf J ‘/O 

rULDLRiJ Hat ill lid unoiu M M N<j( I«ai Coni-ul tonl «• tnc 1)1 v 
/W/Oii/Oi 3pp 


7V03()n()'PV4 foriJ4rd» I tidoriomonl 40 to AN I Rolltg Ml tvH 

FlUIMHiJ M<i lit U Mcl (tnuFU r* A* H Ni/flu/ir Coni it) t oitt i< Inc l)lv 
7V/03/0) .Ip (I 


K (HlHlg I inti I (lofilg AhAlgiii llvpori (TnAin 4. Amond* 


7703110034 PuiuiAtdl Amtrul 611 lo f HAM 
OlUblAMO.Jl lonniiiitg Vollog Auihurltg 77700/00 3pp 


~ 7703n00Jl Am«nd 7i0 to FOAM W/ (>V« r 1 1 t<td diAuhtgi 
N lonrittiii* V/Allog Anltinrilg 77/037011 lOOpp 


F' OpviAtlng llcvnio «tAg« dncum«nli U ( ot i oipoititint « 


/VOOOOOO'i;! Act r«c«lpt of OlAli II f** ^ ApplUAilon fur aoiifnj to 
Mi9ni*t I)fOl“'F.l. OPM !F3 4 DMM 6(F MttiUAili pAgmiril of Addl 
f *« 

MlUlMtll (I I Icoufttt I «« MAhAginiAfit 111 Ant h /7/<>4/()4 Ip 


7703110104 MoUfl#i of rifiiiid «f f«*i,iomUl*d 7M07ai, for Awthorllg to 
tiAOifar fo«l biiluittoh f ai, I I I tg (* l^igitAl Mlv«r Unit U FUfund 
uin lj* lint uhitn piociiiod 

MlilfM.UO 1 U»ni« f HI hArtAgimint llrAticIi /V/0370J Ip 


/VOIIlOl?/ UUbAUl «i hid oil for loriii <nadi. in l•lpon■« lo NIIC /VOIIIJ 
Ui to no MArrli 

OUlllANOtJI Tenniiiii VAllig Auiriorllg ;?/0l/04 lipp 


77033401146 MotlflCAtlon Of /V013 I in*»t log w/utll In C|)A llihoOQAt TN to 
dlicoii NMC pi Aitril At Ion on iiiolii of fACIlitv vitA) ai«a 
conf I rrAAlni g AhAli|«li Dlicuiiloo will cov*i IFICMU '770 Info 
FU will b* I, liiiid to pi/t>llc 

UAMK/M A Miai tor lUfuguArdi I Ktoiliig lliAOch 77/03700 Ip 


7V09I7036I) lorwAid* AddI Info r* '/V<>307 r# 4 ,o*it for T*ch llptc Amoiid to 
Allow oo« i'«l(*f vaIv* out of ivc w/no d^rriAit lo powir 
OlliriAMDiJ I Ttfon*<i*A« VAlltg Aothwrltg /V/OI/ll I'lpp 


" 7701170367 "Hupp I AinintAl lUIOAd l,K*nilng lIubmIttAl for RiloAd 3 '♦ 
iRVINiA K . IlMUOOfsiM 0 Q*ii*rAi f'UcirU t'o .MutUAf toirgg 
f'rodocti Dlv NIDO W416VA /7/04/.I0 34pp 


7703330370 Miipondi to 77043.1 lit f'iorw«r«Fi AddI Info r* propo«*d T#ch 
Mp*c cliAogAi for itArtup lift progrirtii cod* I oAd Inp 
virlflcAtlon ti limiting c«t»i Aft*r dc pow*r foilur* 

OH 1 f lANO. b. T«on 9 ii«i VAllog Authority 77/09/16 7pp 


?703’]0030(1 forwArdi lotimArg of I'tlll Nucl«Ar« Inc r*io lut lon/docuMiot* t ion 
qf *lliow flvilblllty ii'ror which *1111*11 in VAnloni of 
PtnOl piping AMAlytli cofiipvtir progrim from jAn^Oct 1769, 

RfvUw V r«An*lg*lt Includid aU <warl through D«c 1970 
POMTfcM.r I imiNucltAr. Inc 77/09/31 9pp 


»7709n00363 rorwArdi flOU NuclAir.Inc Hdl of lIURi U pigling ig« which 
could Kav* hft*n ImpActAd bg ddflcldnt computtr progrAA 
OE hA« no riGord of rvAnpIgili for Cooptr piping ly* 

OTEPnCNO. n W 0«n«rAl TUcIrtc Co .Muc1*4r rntrgy Proiduci* Div 
79/01/34 IQpp 


Q Iniptction riportt. fE Bullvtln* h c«rr*«pond*nc* 


790919010:* ForwArdt IL Intp K*pt* 90 397/79-04,90 260/79-04 !• 
90-396/79-04 on /VOIOS-^O^OS No noncomp 1 l*n(* not«d 
a'MMtnV.JP Ntglon a, AtlAnt*. Offlc* of th* D|r*etor 
79/00/23 3pp 


-"7909190107 ir. Imp RpptI 90 •299/79-04, 90 360/79-04 V 90-396/79-04 on 
790103-0303 No noncomp 1 1 one* noted ftAjor ortAi inip«ctod 
pUnt oporAtion*, rvfMfl Ing t, rtotort of Unit 1,plAnt tour U 
liquid fAdwAit* proctiiing 

mL.lVAN,R F Rogun 2. AtlAntA. Offlc* of th* Olrtctor 
DANCE, M C Rfgion 3« AtlontA, R*Actor OptrAtioni Nucl«#r 

fluppopt Drinch /9/CJ3/I9 7pp 


7909010211 FoTWArdi lU Info Notlc* 79-06, ‘'Btr**! Analg*!* of 
Oflf*tv-R«lflt«id IMpInp 

O'REIUY, J R Roglan 2, AblAnt-*, Offlc* of th* Dlrvctor, 
79/03/23 2pp 


79091901C1H FflrwArdi IE Imp Ripti 90-299/79-09,90-260/79-03 «* 
30-296/79-09 on /V03 26-0 302, No none omp 1 1 ahc* nflt*d, 

LEUIGiR C Rft-gl<iti 2, AtlAhtA, F^ttffctor OparAtlom Nuci«Ar llupport 

Branch 79/03/23 app 


—7903130147 IC Imp R*pti 90-a99/79“0a, 30-260/79-09 «. 30-296/79-03 on 
/9032A-0302 No none omp 1 lane* not*d Majot -Ar*Ai Impacted 
raportAbl* lacandary cont4lnm«nti laat rat* baiting, IE 
clrculAF* t, bultatlo* 

PRICE,!) II Ragloii 2, AtlantA, Offlc* of th* Dlroctor 
DANCLiH C flag I on 2, Atlanta, Reactor Operation* Nuclear 

llupport llranch V<f/0:i/22 6pp 


7909010113 FoTWArdi IE tnfo Nolle* 79-00, "In t arconnic tlon of 
Can temlii A Led FIgi w/Rve Air Qy* Ui«d at Oourc* of nr«*thln-g 
Air " 

ONIEIILY, J P Raglan 2, Atlanta, Offlc* of th* Dlr«ctar 
/9/03/20 2pp 


7909010363 Farwardi It- Info Nolle* 79-09, "Op 1 1 1 of Rad Icac t Iv* ly 
ContAffllnated R«iln " 

U'RrtlUY, .7 P Region 2, Atlanta, Offlc* nf th* Ulrector 
79/01/30 2pp 


/9090f)0l76 Reipaniii to IL Oullellii 79-03 No avldance that any itAlnU** 
it*«l pip* mfg bg Voungitown Neldlng 4( Engln«*ring Ca wA* 
uiad In any AGMF Cl*i* 1,11 or 111 laf *tg-r« latad «y» 

OII.LCUAND, 3 C Tenna**** VaU*v Author! ty 79/04/12 Ip 


/9090303AEI rorwardt IT Dullvtln 79-07, "Relimlc Rtr«*t Analiftlt of 
Oaf *tg-R* I al*d Piping " i.lc«n«*a action r*<iulr*d 
O'Finuv, J F>. Region 2, Allania, Offlc* of the Director 
79/04/14 3pp 


7901040,133 r orwardi IE Ilullatin /9-06t), *'ReYl*w of Upwratlonal Error* i< 
tig* HI «« I i gnmenl I Identified During TMI tr^cldvnt " 

OMIEIUV,./ P Region 2, Atlanta. Office of the IMr*clor. 

79/04/14 3pp 


/V091 90700 r«r<rfAriH IF DuUetln 79- OF), "Event* R* levant to OWfU 
ld*ntlfl*d Uui Itig THl Incident,** Elcen*** action reRulred 
U*fUIU,Y«v7P Region 2, Atlanta, Office of the Director 
77/04/14 2pp 


7909030172 Forirfard* IE bulletin 79-09, "Failur** of OC Type AK-2 
Circuit Drealter In fla f sty-R* I at*d (lyi.'' LlCfft)*** action 
re i|ulr*d. 

0*RF1LUV. 3. P. Region 2, Atlanta, nfflc* of the Director. 
/9/04/17 2pp 

7909020479 rarwerdi K nun*tlf) 79 -O 6 A 1 R*v 1 « Ion 1, "Revieu of 
Uparatlonal Grror*' E Fly* Hlea I ignmente Identified During THI 
tncHent *' 

UMtEIULV, J P Region 2, Atlanta, afflco of th* Director 
79/04/ in Opp 


7909230344 rorward* reepoma lo Item 7. h of IE Imp Rtf If 00-239/79-00, 
0O-2AO/V9'*O3 h 80-296/79-03 re deterioration of Duna-R 
compontnii in AOCt) aolanoldt^a* followup to IE Oulletln 
711-14 

OIULIAND, JG T*nne**ee Valley Authority 79/04/20. 3pp. 


7909300743 Torwardt feeponi# to IE auUttln 79-00 Plant eup *r Intend *111 
will preeenb review of THl incident to all manager* 
eaparvltor* w/op«rationa I re tpon* lb 1 1 It 1 ** Containment 
lidlatlon deiign V praceduret have bean ravitwad. 

011.1 hi. AND. J E Tanne**** Valley Authority. 79/04/25. t4pp. 


7909240947 Act receipt of 790423 Hr Informing NflC of itep# taten to 
correct violatlian* noted In IE ln*p Repti 30-239/79-07, 
00-260/79-07 l« 30-296/79-07 

BUriOUANO, J r Reglen 2. Atlanta, Fuel EaclUtv Material* 

Rafety llranch 79/04/30. 2pp. 


— 7903240972 M#*pdndi to NEC 790330 Hr re vtolatlen* noted In IE ln»p 
Reft* 30-239/79-07, 30-260/79-07 t 30-296/79-07 Cnrrecttve 
action* , entire radwaeta bldg properly potted a* radioactive 

area 

QILLELANP.F. E. Tenneeie* Valley Authority. 79/04/23 4pp. 


— 7903240992 Forward* IE Inep Rept* 30-239/79-07,30-260/79-07 4a 
80-296/79-07 on 790226-0302 6 notlcP of violation 
eUTIlERUAND, J T. Region 2, Atlanta, Fuel Facility 6 Material* 

Qafety Branch. 79/03/00 2pp 

—7903241003 Notice of violation from intp on 790226-0302. 

a Region 2, Atlanta. Offlc* of the Director. 79/03/30. 2pp 
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DOCKETED ITEMS 


— 7905241005 IE Inip Repti 50-259/79-07* 50-2&0/79-07 !t 30-296/79-07 oti 
7902241-0302 Noncomp 1 1 •nc« notetf fatluro tio pD«t i-atfiatUn 
arffd' kabsl containers radioacblvE natl 4* barricade hlo^ 
radlatton area 

JACKSONit L fle-glon 2- AtiantAi Offico of th« Director 

OiasoN^A F Region 2* Atlanta, Fvel Facility fcMetarlal* Saffftg 

Branch, 79/03/29 2pp 


7903240652 Foruards raspons#* to IE Bulletin 79-04 re incorrect lulna 
check val'^e t*jeights Corrected valve weighty do not create 
any over e treating In p ipe»i hangers or lapporte Addl info 
will be provided bg 790511 

OlLtGLAND,J E Tennessee Valley Authority 79 / 05/01 6 pp 


R Periodic operating reports. 4 * related correspondence 


7905030343 Forward* "Environ Radioactivity Level s, Annual Rept 1970 " 
OlLtELANUiJ E Tennesfee Valley Authority 79 / 04/27 Ip 


— 7905030349 “Environ Radioactivity Levele, Annual Rept 1973 

* Tennessee Valley Authority MflH- 79 - 3 -DF 2 79 / 04/27 SOpp 


7905010479 FoTwards "Fish Imp Ingement Rcpt" for first quarter 1979 
OILi.lLAND>J £ Tennaiiea Valley Authority 79 / 09/01 2 pp 


—7903010476 "Fish I(tip ingemeht Rep-f’’ for fir*t quarter 1979 
s Tennessee Valley Author Ity 79 / 05/01 I 4 pp 


7905190346 Forwards frionthly operating rapt for Apr i 979 
DEWEASE, J 0 Tetiaeisee Valley Authority 79 / 05/09 Ip 


—7905150392 Monthly operating rept for Apr 1979 

BE W EASE I J 0 Tennessee Valley Authority 79 / 04/30 36 pp 


8 Reportable occurrencefii LERs ti related correspondence 


7905110313 Forwards LER 79 - 004 / 03 L -0 

FOlCfHS Tennessee Valley Authority 79/05/07 ip 


79051 1031 B LER 79 - 004 / 03 L -0 on 790414 reactor bldg. turbine bldg 6 
refueling tone vent eshaust inoni tor nrt- 90 - 2 SO failed 
surveillance test 81 4 0 R-A 3 «S«-cti(tn 4 e Caused by failure 
of input card for radlattan monitor 
* Tennessee Volley Authority 79 / 05/07 2 pp 


7905230073 Forwards LFR 79 - 005 / 03 L -0 

FQXiH a Tennessee Valley Authority 79 / 05/17 Ip 


—7905230336 LER 79 - 005 / 03 U -0 on 790419 broken terminal discovered on 
Shutdown board D battery Cause unknown Affocted cslt* 
replaced fx personnel instructed in proper tightening 
<ne th6ds 

* Tennessee Valley Authority 79 / 05/17 2 pp 


7905310362 Forwards LER 79 - 009 / 011-0 

FOXiH 6 Tennessee Valteu Authoritu 79 /A 5 /in In 


790515032 Q WotiflcatLon of change in 700901 submittal Flro protectipp 
penetrations filled ij /9 inches of foam Instead of 12 inches 
UTLE\r,E E Carolina Power & Light Co 79 / 05/09 Ip 


7905250121 Forwards application for amend to License DPR-S 3 d r ovls Irg 
Tech Spec* re fire protection sys 

VTLETiE E Carolina Power In Light Co 79 / 05/17 Ip 


—7905250124 App 1 1 ci t ion for amend to License DPR- 23 . r evis i ng Tech Bf*n 
re fire protection sys 

* Carolina Power U Light Co 79 / 09/17 I 2 pp 


0 Adjudicatory correspondence 


7905140194 Forward* TF Carter 790122 memo describing latent draft 
document re sabotage of spent nuclear fuel Info i* being 
assttied A 3 LA 9 will be notified upon completion 
LEWIS. Branch 2 79 / 03/30 3 pP 


7905240603 Forwards EO Case 730403 memo to S Levina re studies to- 
dstsrmina capability of existing personnel neutron dosimets'y 
lyi to munitop reactor neutron environ 
LEWISES H Branch 2 79/QA/62 7 pp 


7905240771 Advises that Suppk 2 of SER was Issued 790330 Rococnmeiid*. 
conference call to discuss A 81 .B plans for future action 
LEWIS. 8 H Branch 2 79 / 04/04 Ip 


V Insurance f* indemnity information 


7905070497 Confirm* increased Liability limit to 4124 . 000,000 for 
policies NF- 1 , 25 , 43 . 76 . 03 , SCO, 111 . 140 . 146 . 151 , 161 . 164 , l 7 <>. 

173 . 174 . 170 . 179 , ISO, 102 . 105 , 106 . 187 . IQB. 189 . 192 . 193 . 194 - 193 . 

J 97 . 198 , 200 . 201 , 204 . 206 , 207 . 200 . 210 . 212 , 214 . 215 . V others 
QUATTROCMUl , j American Uuclear Insurer* 79 / 05/01 Ip 


7905070582 Confirms Increase in liability limit to 436.000.000 for 
policies rtF-22.26. 29. 3B, 39, 44. 46. 47. 49. 30, 51. 32. 53. 54. 33. 36. 

57 . 30 . 60 , 61 , 64 . 66 , 67 . 60 . 69 , 70 . 71 . 72 . 74 . 76 , 77 . 70 . 79 . QO. 06 . llV, 
ea. 90 . ?l, 92 . 93 . 94 . 95 t. 96 

fiDDERTS.D M Mutual Atnmic Energy Liability Underwr i Icvr b 7 V/ 03/01 

Ip 


7905160183 Forward* Amend 0 to Indemnity Agreoment U- 43 . por lOCHl 140 
changes, rt liability insurance increase fi'om $140 mtllkon Ic 
P 160 mill ion, effect ive 790801 Supporting documontat l pn unci 
SALTZHAN. V Antitrust i Indemnity Group 79 / 05/01 3 pp 


7908140337 Forward* Endorsement 46 to MAELU Policy MF -49 
GRAHAM, W E Carolina Power 6 Light Co 79 / 05 / 0 / 2 pB 


7905170233 Forwards Amend 9 to Indemnity Agreement* D -42 6 . 11-/ 1 
pefletting increase in primary liability insurance provided 
by ANI/HAELU 

BARMAM.C D SpuglasB t/ Barham 79 / 09/11 3 pp 


? Operating license stage documents 6 correspondence 


7903040307 Forward* Buppl 2 to 740520 safety evaluation oP proposed 
power Increase 

SCHWENCERiA Operating Reactor* Branch I 79 / 03/30 Uftp 


—7903040309 Suppl 2 to 740520 safety evaluation of prop peed «rl•K^d • 
tictnse DPR-SSi al ladling power Increase from 2.200 Mijt lo 
S. 30 O KMt 

a Operating Reactors Branch I 79 / 03/30 30 pp 


7905070121 Forward* Amend 36 to License DPR*-a 3 , safety ovaluation n, 
notice of issuance t' availability 

fiCHWENCEficA Operating Reactor* Branch I 79 / 04/1 1 ilpp 


--7905070125 Amend 36 to License DPR ’'23 authorliing removal of 1 
part-lstijth control rods from reactor 

eCHWEKCER. A Operating Reactors firanch I 79 / 04 /U 1 1 P 


— 7905070127 Refety evaluation supporting Amend 36 to Llcentm 
» Office of Nuclear Reactor Regulation 79 / 04/11 3 pp 


— 7905070130 Notice of Issuance t. availability of Amend 36 to Uec-,. 

tPR-aa * 

SCKWEMCERfA Operating Reactors Branch 1 79 / 04/11 



DOCKETED ITEMS 
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/90S190290 Notifies that 79O30& Application for amancj to License DPR-23 
has bean recsivvd u/4i&« 400 for tuo Class 2 U one Class 3 
amonds Rtvieu determined first & second changes each require 
Class 3 amend fee 

KILLERfU 0 License Fee Management Branch 79/04/20 Ip 


^*?0303033l Notifies that util uill perforni extended burnup test for 
four assemblies during Cgcle 7 Foruards program description 
OTLEYiE E Carolina Power ^ Light Co 79/04/23 3p p 


/^OS020333 Forwards 42^800 addl license fee requested in NRC 790420 
Itr 

UTLEYfE E Carolina Power & Light Co. 79/04/27 Ip 


^909080437 Requests extension until 790731 to submit evaluation 
justifying unlimited purging of containment bldg duiing 
normal operation 

UTLEV« E E Carolina Power L Light Co 79/OS/Ol ip 


7'90S060493 Forwards oversized maps 8* photo nit tachments to util 7B1129 
rapt on main dam core trench features W/o drawings 
FLQYOiS D Carolina Power V Light Co 79/OS/Oa 3pp 


^'909220346 Requests change in Tech Specs to reflect deletion of 
pressurlzer preseure signal M/supporting documenta t imn & 

Class III amend fee 

UTLEY, E E Carolina Power U Light Co 79/03/ LB 9pp 


/■903290374 Forwards seismic reanalysls of RCS in response to 790S17 
8i 790918 teUons Loads & moments meet FSAN criteria 
UTLEY, EtE Carolina Power & Light Co 79/03/21 4pp 


S Inspection reports, IE Bulletins St correspondence 


^^09230983 Forwards IE Insp Repfr 90-261 /79-04 on 790213-16 No 
noncQfflp Uance noted 

LEWIS, R G Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/03/19 2pp 


— 7903230992 IE Insp Rep t 30-261/79-04 on 790213-16 No noncompliance 
noted Major areas inspected licensee event follouup U plant 
operations 

MCHENRY, T J Region 2, Atlanta, Office of the Director 
DANCE, K C Region 2* Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/19 4pp 


F<709Ot0168 Forwards lE Info Notice 79-06. "Stress Anal9sl« of 
8af etg-Related Piping '* 

O'REILLY, U P Region 2. Atlanta, Office of the Director 
79/03/23 2pp 


^^09030294 Forward* IE Info Notice 79-07. "Rupture of Raduasfce Tants. 
O'REILLVfJ P Region 8. Atlanf*> Office of the Director 
79/03/26 2pp 


^^09010099 Forwards IE Info Notice 79-OS. "Interconnection of 
Contaminated 8ys w/8vc Air 8ys Used as Bource of Breathing 
Air " 

D'REILLY,U P Region 2. Atlanta, afflce of the Director 
79/03/28 2pp, 


•'^909010346 Forwards IE Info Notice 79-09. "Spill of Rad 1 oac tlvel y 
Contaminated Resin." 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/03/30 3pp 


^909020129 Forwards IE SulUtin 79-06, "Review of Operational Errors & 
Syi Misalignments Identified During TMI Incident " Licensee 
action required. 

O'REILLY, JP Region 2. Atlanta. Office of the Director 
79/04/ n. Ip 


^709230613 Responds to IE Bulletin 79-03. No pipe spools from Youngstoun 
Melding it Engineering €□ are vsed or planned to be used 
UTLEY, E.E Carolina Power U Light Co 79/04/13 ip 


'^«709040163 Forward* IE Bulletin 79-06B, "Revlstt of Operational Errors 
Syt Misalignments Identified During TMI Incident " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/04/14. 2pp 


"^9040201 Forwards IE Bulletin 79-87. ''aelsmU Btres* Analysis of 
Safety-RaUted Piping." Licensee action required 
O'REILLY, JP Region 2. Atlanta, Office of the Director, 
79/04/14 ip 


^'«?09040329 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Mater Power Reactors identified During TMI Incident " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/04/14 ip 


7905030141 Forwards IE Bulletin 79-09, "Failures of 0£ Type AK-2 
Circuit Breaker in Safety-Related Sy i " Licensee action 
required 

O'REILLY, J P Region 2, Atlanta, Office cjf the Director 
79/04/17 2pp 


7909020426 Forwards IE Dullettn 79-06A, Rev Ision 1, "Review of 
Operational Errors 8, Sys Misalignments Identified During TMI 
Incident " 

O'REILLY, J P Region 3, Atlanta, Office of the Director 
79/04/18 2pp 


7909230998 Ack receipt of 790414 Itr informing NRC of steps taken to 
correct violations noted in t£ In*P Rept 50-361/77-03 
SUTHERLAND, J T Region 2, Atlanta, Fuel Facility * Materials 

Safety Branch 79/04/19 Ip 


—7903230604 Responds to NRC 790323 itr rg violatloa noted In IE Insp 
Rept 50-261/79-03 Corrective actions only health physics 
technicians u>/proper qualifications will be utilized for 
back shift coverage 

DAN«S,H n Carolina Power «, Light Co 79/04/14 2pp 


— 7909230610 Forwards IE Insp Rept 90-261/79-03 on 790226-0302 8, notice 
of vioLatlan 

6UTHERLAK0, J T Region 2, Atlanta, Fuel Facility 6 Materials 

Safety Branch 79/03/23 3pp 


— 7903230614 Notice of violation from imp on 790226-0302 

* Raglon 2, Atlanta, Office of the Director. 79/03/33 Ip 


— 7909230623 IE Insp Rept 30-261/79-OS on 790226-0302 Noncomp I tanc e 
noted technicians used in responsible positions u/o 
sufficient haekth physics experis-nca 

JENKINSrO R Region 2j Atlanta, Office of the Director 

OlOaON.A F Region 2, Atlanta, Fuel Facility ** Materials Safety 

Branch 79/03/23 7pp 


7903010317 Forwards restated paragraph from 770330 I tr, subml tted as 
revision to OA program, in response to IE Imp Repts 
90-324/77-02 ft 50-323/79-02 Paragraph discusses radiation 
surveg/measuriftg instruments 

UTLEY, E E Carolina Power U Light Go 79/04/23 2pp 


790S0400B4 Requests that present Inservlce testing ppegram for pumps V 
valves. cond 1 tienal ly accepted by NRC on 771014, be alloued to 
continue through B1O307 

UTLEY, E E Carolina Power << Light Go 79/04/25 ip 


7903010552 Forwards util 790424 response to IE DwUetln 79-07, "aflsmlc 
Stress Analysis of Safety-Related Piping " Requests reviaiu 
U reply 

UTLEY, e E Carolina Power k Light Co 79/0^/27 ip 


—7909010597 Responds to IE Bulletin 79-07 requesting info on seismic 
stress analysis of safety-related piping Nest ingheuse 
rsanalysls revealed mac stress iwas well below aliouable 
limit. 

UTLEY. E E Carolina Rower Light Co 77/04/24 2pp 


7903300296 Responds to IE Bulletin 79-04. Requests extension of response 
date to 790531 

UTLEY, E E Carolina Power k Light Co 79/03/01 tp 


7905290308 Preliminary response to IE Bulletin 79-02, '*Plp* Support 
Base Plata Designs Using Concrete Expansion Anchor Bolts " 

Ravlew of records revealed QC documentation not available 
to sufficiently support proper bolt Installation 
UTLEY, E E Carolina Power li Light Co 79/05/32 3pp 


R Periodic operating reports k related correspondence 


7903130418 Forwards monthly operating rept for Apr 1979 
FURR,B J Carolina Pourer k Light Co 79/05/10 Ip 


— 7903190426 Monthly operating rept for Apr 1979 

WATFORD. K L Carolina Power Light Co. 79/05/02. 4pp. 


B Reportable occurrences, LERs k related correspondence 


7903040531 Forwards LER 79-006/03L-0 

FURR,B. J Carolina Power & Light Co 79/05/01 Ip 


— 7903040335 LER 79-I006/03L-0 on 790402 boric acid tram far pump B 
tripped due to high temp. Caused by broken shaft, Pump 
replaced V teeted satisfactorily 

STARKEY. R 8 Carol ina Power k Light Co 79/05/01 2pp 



DOCKETED ITEMS 


79Cai304S0 Forii/ards LER -79-00 7/^03L-0 

FUrtR. 8 J Carolina Power i Light Od 79/03710 Ip 


— 79051S0431 LER 79-007/03L-0 oo 790411 leal found in »team ganprator B 
Inep revealed « { v tub«« w/vmall leaks Cause unde ter fliined 
Ueals will be repaired! bg eiplosive plugging 
STARKEY. R D Carolina Power ^ Light Co 79/OS/lO Spp 


7905150461 Forwards L£R 79-0 11/0 I T-Q 

FU;iR.B J Carolina Power & Light Co 79/05/10 tp 


— 7905150463 LER 79-Otl/Oir-O on 790426 small pin hole leaks -found on 
four canopy seal welds Caused by weld degradation NSSS 
supplier eraminlng this type failure 

STARKEY, i? B Carolina Power it Light Co 79/05/10 2pp 


7905190010 Discusses 790413 operation of overpressure protection *«» 
while proceeding to cold shutdown Requests license amend re 
overpressure protection Forwards 790413 ftCJ ^ 771222 request 
for license amend 

barks, H R Carolina Power f* Light Co 79705/14 Ip 


— 7905190012 RO on 790413 while proceeding to cold shutdown, overpressure 
protection sys actuated Caused by operator error Event 
details are being studied 

a Carolina Power ^ Light Co 79/05/14 3pp 


— 7905190013 Request for license amend to revise Tech Specs re 
overpressure protection M/revised pages to Implement 
chang es 

DTLEY,E E Caro 1 j na Power ^ Light Co 77712/22 Upp 


7903190027 PoTuards LER 79-0Oa7O3L-O 

FURRED J Carolina Power %t Light Co 79/'05/l5 Ip 


—7905190030 LER 79-0OB/O3L-0 on 790414 safety Injection pump A failed to 
start Cause unknow^n Pump, its breaker 6 timing relay were 
checked e 1 ec tr ica 1 iyi no problems observed Pump started 
locally & returned to svc 

STARKEY, R B Carolina Pourer & Light Co 79/05/15 2pp 


7905190006 Forwards LER 79-009 /03L-0 

BAKKSi H R Carolina Power Light Co 79/05715 Ip 


““79051900S8 LER 79-009/03L~0 an 790414 diesels failed to assume 
electrical loadings in required SO-t Caused by timing 
relays being let too longidue to instrument drift Timing 
relays reset Permanent change being considered 
STARKEY, R □ Carolina Power (t Light Co 79/05/13 2pp 


7905220106 Forwards LER 79-010/03L-0 

BANKS, H R Carolina Power & Light Co 79/05/16 tp 


“7903220110 LER 79-010/03L-0 on 790415 engine driven fire pump rendered 
Inoperable due to fuel leak Caused by failure of solenoid 
operated fuel shutoff valve to close fully^due to pieces of 
slag between valve seating surfaces Slag removed 
arARKEY,H B Carolina Power It Light Co , 79/03/16 2pp 


7903290219 Forwards LER 79-012/01T-0 

banks, M R Carolina Power 8c Light Co. 79/03/22 Ip 


—•7909290230 LER 79~0i2/0lT-0 on 790503 during normal operation, si i of 
ten supports of cold leg safety lnjectla(i line failed' 
allowing section of pipe to rest an floor. Caused by 
waterhatniner New supports to be installed, 

STARKEY, R B Carolina Power 4 Light Co 79705/22 Opp 


DOCKET 50-262 DRIDHAH YQUNO UNIV RESEARCH REACTOR 


J insurance V indemnity information 


7903190373 Forwards Amend 9 to Indemnity Agreement E-30, per I0CFR14D 
changes, re increase from 4140 million to 4160 million, 
effective 790301 Supporting dacumentatlon end 
SALTZMANfU Antitrust -I, indemnity Group 79/03/D 1 3pp 


DDCKET 30-263 KDNTl CELLO NUCLEAR GENERATINO PLANT 


0. Adjiudlcatary correspondence 


7905220024 Denies 761208 request to prohibit further installation of 
spent fuel storage racks* pending hearing to determine If 
license amend should be issued 

DENTON' H R Office of Nuclear Reactor Regulation 79/04/24 tP 


— 7905220030 Director's decision per 10CFR2 206 requoit Proposed ipmi 
fuel storage rack mods do not require license amend Request 
by UN Pollution Control Agency to prohibit Installation 
racks is denied 

BOVD,R 6 Office of Nuclear Reactor Regulation 79/04/24 ITpf. 

t 

— 7905220 D33 Notice of Issuance of Director's decision, per lOCFRa 206, 
denying MN Pollution Control Agency's request for 
suspension of fuel rack installation 

BOYD, R S Office of Nuclear Reactor Regulation 79/04/24 Spp 


I Financial information 


7909130223 Forwards ''Financial ^ Statistical Info" as luppl to "Anauil 
Financial Rapt 1976 

BfitPSVeN,A D Northern States Power Co 79/03/10 Ip 


— 7909190231 "Financial Ik Statistical Info,** submitted as suppi to 
"Annual Financial Rept 1978 '* 

* Northern States Pouiar Co 79/03/31 21pp 


J Insurance 4i indemnity information 


7903070497 Confirms increased liability limit ta 4124,0U0, OOO for 
policies NF-1,25,43. 76, 83, 100, ill, 140. 146, 131, 161, 164, 170, 

173. 174, 176, 179. IBO, 182, 185, 186. 187, 18B, 189, 192, 193, 194, 195, 
197, 198,200. 201,204. 206, 207 , 208, 210, 212, 214, 21 3, Ic others 
QUATTROCHHI , J American Nuclear Insurers 79/03/01 Ip 


790SD70532 Confirms increase in liability limit to 436,000,000 for 
poiiclei MF-22.26,29.30, 39, 44, 46,47,49,30,31, 32, 33,34, 33, 36, 

37' 50,60, 61,64' 66,67.60, 69 , 70, 71. 72,74, 76, 77, 70 , 79, SO, 06, 87, 

SB' 90. 9t, 92, 93,94, 93 Zt 96 

ROBERTS, DN Mutual Atomic Energy Liability Underwriters 79/03/01 
IP 


7903160170 Forwards Amend 9 to Indemnity Agreement B-42, per lOCFRltO 
changes, re Liability Insurance increase from 4140 million to 
$160 ml 1 1 ion, ef f ec tlve 790901 Supporting documentation end. 
8ALTZMAN, J Antitrust I, Indemnity Group 79/03/01 3pp 


7903230394 Forwards Amend 9 to Indemnity Agreement 0-42 !< Amend 7 tc 
Indemnity Agreement 0-60 

JOHNSON, R 0 Northern States Power Co 79/03/ia Spp 


7903290093 Forwards Endorsemants 31 92,43 U 44 to NELIA Policiii 

J1F'-174 4( MF~S1 , reap ect ively 

JOHNSON. R O Northern States Power Co 79/03/23 Spp 


P Operating license stage documents 4t correspondence 


7903190373 Bubmlts etatue reptt on snubber springe, retainer clip 
replacement & fire deluge extension, in response to TL 
liarpster's request 

UACHTER.L J Northern States Power Co 79/04/10 2pp 


7905040419 Respond* to TA Ippollta 790319 Ur requesting info re 
radiation levels attributeble to plant operation Forwards 
plant environ radiation survey prepared by Environ Analyst*. 
MAYER, L 0 Northern State* Power Co 79/04/20. 2pp, 


7905090369 Comments on OE study of dc power source failure on CCCS 
performance for operating DNR/a t< 4, dtd 781101. Rept is 
eppllcable to facility 

MAYER, L 0 Northern States Power Co 79/04/24 Ip 


7905290162 Notlf tcatlo-n of 790427 meeting w/Bechtel, Consumer * PewiT 
St Northern State* Pewar Co In Bethesda.MD to discuss status 
of review of nonconservative value used for elbow stiffness 
in certain piping itres* calculation*. 

JORDAN, E L. Division of Reactor Operations Inspection* 79/01/21 

Ip 


7903040604 Potential diesel generator turbocharger problem u/rep«a1a< 
hot starts Is being avoided Necessary mod will be available 
In six months. 

ELIASOM.L n Northarn State* Power Co. 77/04/27 Ip. 


7903080413 Informs of review of OE's failure mode tt effects analysis t 
proposal to modify reactor protection syi powar supply Util 
plan* to modify supply protectiva circuitry par conceptual 
design approved in NRC 790223 Itr. Submits Tech Spec changes 
NAVen.L a, Northern State* Power Co. 79/04/27. ip 


7903040011 Forwards request for license amend it $4,000 fee 
MAYERrL O Nortbtrn State* Power Co, 79/03/Ot. 2pp. 
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— 79(>304OO3a Roq.U 0 <t^ amend to DPfl“32 to delete App B, Section S, 4, 
interim radio 4 ictivc effluent Tech Qpec« h to revise App A 
iech Specs 

UACHTER* L J Northern States Power Co 79/03/01 71pp 


79'00040330 Foruard* *4i OOO foe for 790901 license amend rflq,ooat re 
radioactive effluent Toch Spec changes 
» Northern Slates Potiier Co 79/09/01 Ip 


/9O3070366 Forwards documents supporting proposed Tech Specs change^, 
submitted 790301 1 r of lec t ing roqulremon ts re Offsite Dose 
Calculation Manual 4t process control program 
MAVFfliL 0 Northern States Power Co 79/09/02 Ip 


— 79C>T07037!2 '*Pracess Control Program for Waste So L id 1 f icat ion *’ 
■n Northern state* Power Co 79/^03/01 22pp 


— 79 O 5 S 90946 IE Insp Pept 50 - 263 / 79-02 on 790319-0323 Uo 11 ■ 

noted Major area* inspected design change U mad progra’^. 
plant op era 1 1 ons I c 1 ean 1 1 ne s I . f 0 1 1 ctiup on license eftini 
cond 1 tlons< bvl latlnsf c Irculars 6 LEPs 

MARPSTEfliT L . MEhNiNC, J E , WARRICK. R F Region 3 Chicago 
Office of the Director 79/04/09 7pp 


7909290321 Informs of investigation resulting fron IE Bulletin 79-03 
NO ASME SA-312, "Type 304 or other welded pipe rfg bg 
Y«ungstoun Welding t, Engineering Co is in use or planned for 
use 

WACHTERfL J Northern States Power Co 79/04/12 Ip 


7903010399 Forward^ IE Bulletin 79~06a. "Review of Operational Errcrs t 
Sgs. Misalignment* Identified during TMI Incident " 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/04/14 
Ip 


'~77O907O3Q0 “Offslto Doea Calculation Manual 

a Northorn states Power Co 79/'04/30 I29pp 

79OUCJI104U Confirm* 790502 to Icon 790514 meeting to discus* spent 
fiitfl «torag<? racts Qoggosts discusflian he llmifcod to *1* 
tochnlcak quastlons Dlecusslons will be open to public. but 
should nol bo cunsiderod as hearing 
atCNUVAAO* J Ninnasota. State of 79/09/02 3pP 

7903000402 Confirms 790302 teicoh re possible meeting during week of 
'/90314 w/util.NrtC t/ MN Pollution Control Agency to dlscute 
splint fiiol «tciifg« rack* ot 4 ^ 

□ irNliVA/lOi T Minnesota. State of 79/05/02 3pP 

/90a:9f>033 Responds to V Stella 790312 Itr Submits schedule for 
ImpUmentation of Mark I containment ^ P"' 

MAYER. L <J Northern States Power Co 79/05/13 2pp 

7903230319 Butimifcsi supplemental info to 7Q1 13 8. 22 I*® 

so-cilon piping restraint mods Dochtel Corp used 
JeSjonJe sSectrifm mothod. meeting FSAR requirements for RHR 

IXfiHTrri,""" NorU.rn 8UU. Co 79/05/17 If 

/Woa-IOSftO 

tTAnslonl study, in response to ^RC 

MAYFriiL, 0 Northern States Power Co 79/05/lQ 4pp 

’ir7i-79.7n"4:ron»*ro‘?n 

{',XcHnV."u’’!r'°N9ri.,.rn Bt.t.. P.u,.r Co 79/05/2. 4pp 

enn w.ielaarilnc r «ao lutlon/documenta 1 1 on 

7Va3'i002Q0 Tar wards summai’V ^ in versions of 

??,SnS,?.r*’'EDrNr.c‘.»rr me 79 / 05 /=. 9pp 

.-V905:.00=.5 5__p.j.n, 

f5°St«r‘Eni;,r?rodu.t. D.v 

llTtPHCNS. P W General Electric Co .iNucieai 
79/01/24 lOpfi 

790M.0253 f.r«.r9. IC Infa NoUc. 79-05, "8^... An..«.l. «» 

0.«c. o. th. Director 79/03/3 

?hfc9;ora?J'icro?‘mo Str«Sor‘ 79/03/aA 

. . ...... •' "• 

IP 

* - .U 79-09. *'80111 of Radioactlvely 

790tJOlO41C) rariuards IE In^o ° i- 79/03/3'^ 

SeSp^ERrS'S' '"•'RSglcn a. Chicago, Office of the Director 

Ip 


790S040405 Forward* IE Bulletin 79-060. ''fievieu of Operational Error* h 
Sy s Misalignments Identified During TMI Incident *• 

KEPPLEft.-J Q Region 3. Chicago. Office of the Director 79/04/14 

ip 

7903040451 Forward* IE Bulletin 79-07. "Seismic Stress Analysis of 
Saf etu-ReUtad piping " Uiceniee action required 

KEPPLER.J Q Region 3. Chicago. Office of the Director 79/04/14 

Jp 

7905040576 Forwards IE Bulletin 79-08. "Event* Relevant to Boiling 
Water Power Reactors Identified During TMI " -.o/rta/ia 

KgPPLER^'f 0 Region 3. Chicago. Office of the Director 79/04/14 

IP 

7903030237 Forwards IE Bulletin "(i®/ 

Circuit Breaker in Saf ety-Related Sy* Uicensee action 
required 

KEPPLER.J 0 Region 3. Chicago, 
ip 


Office of the Director 79/04/17 


7909080505 FjrM.rd. IE Sull.tm 79-050, "NuC.r Inc.J.nt .« 

JePPLERS'i 0 "•Si"" 3' Ch.cMO, CMC. ». Dlr.Cor 79/0./21 

^ P 

_ _ .c- D.iiiitsin 79-01 re s tirs-mouote d limit switch 

vAlves inside containment Qualification data f r 
safety-related electrical equipment eocl . 

WACHTER. L, J Northern States Power Co 

Sh-.:;!::.:-!:;,:; ., 

n. p.ripdic pp.r.tm, 

"’SS?i^fLV°^Nt;ti:.m«i?.r;;:«"?/*'79;r5/5r 

—7905090392 Month Iv ‘''!„''''’LJ5572|'^ 'Vff 

« Northern States Pow*r Co 79/05/Q2 npp 

I FP« At related e orrespond *nce 
0 Rapor table occurrBnc*s^^LeR*^&^T*i»«"_^ 


7905000424 Forwards 79-009/03L-0 

MAYER, L D Northern States Power Co 


79/05/04 Ip 


-7905000430 LER 

AASfiEsfr; ‘=“ 


7*903160379 Forwards LER 79-010/01 T 0 
SaYER,L □ Northern State* Power Co 


79/05/10 Ip 


-7905.8038, LER 79-O.O/O.T-O ^ * rnU 2. cZ.W, 

’ ,nt.nt£., i;rA»5 J.5n, 

d.llg," C. 79/05/10 l» 

PEDERSON. D E 


ian or »ud» m** - 

Nortl»*rn States Power Co 


7,05=90*38 Porw.,9. .E U.R R.P* 50-283/79-02 on 
79/04/10 app 


790319-0323 No 
the Director. 
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DOCk'ET 30-26'^ DOW CHEMICAL CO 
J Iciiur^nci h ind^nnity Information 


7903140357 ForuArtJs Antnil 10 to Indtoinlli^ Agrfltnont B-34»per 10CFR14O 
chan^ftira Incrtat* from 4140 oilllon to 4)40 ffllltion> 

*M«ctiv» 790201 Supportinj docurianta tion •ncl 
SALTZMANi^ Antitrutt t Indtffinitv Ofoup 79/03/01 5pp 


7903150359 Forwardi fitcutad Amend 10 to Indemnity Ayreenent B-34 
CQALUELL.TH Ooj Chenicdt Co 79/03/09 2pp 


OOC><ET 50-2*5 OUAD-CITIES STATION, UNIT 2 
F Security^ mpdicaU eneryencv t< protection plane 


7T03'l*04t5 Forufardi lectione aP fire protection SER uhlch require 
fjrtKer NRC review valve eupervition, air breathing equipment 
(■ interior hose etationi 

HALL.R E Bfookhaven National Laboratory 77/04/12 3pp 

7905030364 Forwardi modified physical security p lan< Revision 3 Plan 
withheld tref lOCFRa 790) 

LE£>B Comnonwtalth Edison Co 79/04/2* Ip 


0 Adjudicatory correspondence 


7903250259 Notifies properly warded contention addressing contention of 
labatage would be accepted into proceeding Contention 4, as 
admitted into Duke Pouer Co proceeding/ encompasses aspects 
of revised Contention U presented by State of IL 
OGDOARO/R J Branch 2 79/04/06 2pp 


■J Insurance 6 indemnity information 


7903100143 Endorsement 99 to KAfeLU Policy HF-22 

GERAS/ T Nuclear Energy Liability Insurance Association 79/03/27 

ip 


7905070497 Confirms increased liability iimlt to 9l24i 000/000 for 
pal Icies MF-l/23/ 43, 74.93, lOO, Ul. 140, 144, 151, 1*1, 144, 170, 

173/ 174/ 179, 179/ ISO/ 192, 195, 196/ 197, iG9, 169, 192, 193, 194. 195, 
197, 199,200,201,204,204,207, 209,210,212,214.215,4 others 
Ot/ATTROCKHI, J American Nuclear Insurers 79/05/01 Ip 


7905070582 Confirms increase in liability limit to 434.000,000 for 
policies KF-22, 26, 29, 39, 39,44, 46, 47, 49, 50, 31 , 52, 53, 54, 55, SA, 

37 . Sfl. 60, *1 , 64, 66, 67, 68. 69, 70, 71, 72. 74. 76, 77, 70, 79, 90, 66. 07, 
89.90.91,92,93,94,95 6 96 

ROBERTS, D H Mutual Atomic Energy Liability Underuriters 79/03/01 


7905140456 Forwards Amend 11 to Indemnity Agreement B-47 per 10CFR14O 
changes. re increase in liability insurance from »140 million 
to 9160 mi 1 1 ion, ef fee tive 790501 Supporting documentation 
end 

SALT2MAN/J Antitrust 6 Indemnity Croup 79/05/01 6pp 


P Operating liconse stage documents 6 correspondence 


7905030067 Forwards notes on 790302.13 U 22 conference ielcons 
between NRC. consultants 6 util re bulletin "Potential 
Etplosive Oas Mixtures Accumulations Associated w/0WR Offgas 
oys Uperations. " 

IPPCLITD, T A Operating Reactors Branch 3 79/04/16 4pp 

Application for approval 
of proposed license amend ttiat would allow shipment of spent ' 

IFPOLITO, T A Operating Reactors Branch 3 79/04/18 Ip 


—7905080151 Opposas application for approval of proposed license ame 
MUMtNBuntN, P Affiliation Unknown 79/03/15 2pp 

»/AHECEK, R F Commonwealth Edison Co 79/04/25 3pp 



EOLBRIO.C H Commonwealth Edison Co 79/04/26 ip 


,h»rS.r tl.. 'lon.5ScJIJlS ‘"'■“•‘“"9 

REED,C Co...r«,Hh E41.an C. 79/09,11 3pp 


7905190097 Requests correction to error discovered in /[I042 1 Ur r* 
capacity of Nuclear Assurance Corp NAC-1 truck cask used in 
spent fuel transfer Subj truck cask has capacity of ttjn Rljll 
assemblies 

JANECEK.R F Commonwealth Edison Co 79/05/11 ip 


P Operating licenso stage documents 8« cor respondonco 

7903250391 Forwards current licensing open Itoms statu* list 
REED, C Commonwealth Edison Co 79/03/10 lipp 

Q< Inspection reports, IE Bulletins * corr aopondonc e 


7903020421 Forwards response to IE Dulletln* 70-12 h /<! 
Ueld Matl in Reactor Pressure Vessel Nalds " 

REED, p Commonwealth Edison Co 79/03/SS lOpp 


7903010236 Forwards IE Info Notice 79*^06, "Stress Anal gels f 
Safety-Related Piping " 

KEPPLER, J 0 Region 3, Chicago, Office of lliu Dirncior j ) ■ 

Ip 


7903030370 Forwards IE Info Notice 79-07, "Rupture of riailwai !« I*'*** ' 
KEPPLER, J 0 Regions, Chicago, Office of tho Diieiloi n f y* 
Ip 


7905010135 Forwards IE Info Notice 79~0Qi Intorctinne* t k i>fi u f 
Contaminated Sys w/8vc Air 8ys Used as Source of llreathlitg 
Air “ 

KEPPLER, J 0 Region 3, Chicago, Office of the Pit si tor - 1 +.< 

IP 


7905010384 Forwards IE Info Notice 79-09. "Spill of Mad i oa, U , i i , 
Contaminated Resin " 

KEPPLER, J 0 Regions, Chicago, Office of the Pireitor / / , 

Ip 


7905030013 Forwards lE Bulletin 79-06, "Review of OpoiaUuiial I * i «. » * 4 
Sys Misalignments Identified During TMI Incident " 

KEPPLER, J 0 Region a, Chicago, Office uf the Dliailui 'a i 
Ip 


7905250280 Responds to IE Dulletln 79-03 re wolding defsits m i < * s * » 
longitudinally welded pipe spools Plants IntpecledMin pips 
found 

REEDiC Commonwealth Edison Co 79/04/12 2pp 


7905010569 Forwards IE Oulletin 79-06A, "Review of OpuiatlOKal r » * * ^ * I. 
ays HisaUgnmants Identified During TMI Incident " 

KEPPLER, JO Regions, Chicago, Office of the PlTei.t«r t )i 


/Yuooeo334 Forwards IE Dulletln 79-06D, "Review of 
Identified During TMI Incident 
KEPPLER, JO Regions, Chicago. Office of the 
Ip 


Opera I \ ana I k t * k - f i 

Dir ei t 111* -tv ' i , h 


I „ u- 4t quiievin /v-UQ, "events Relevant In R 

KEPPLErTo Identified During TMI Incident " 

KEPPLER, J 0 Region 3, Chicago, Office of the Dliatlor 


Licensee act Inn 


circuit Breaker in Safety-Related But 
required '' 

KEPPLER, JO R.jion 3, Chicago, Of, it. of tho DIr.clor 


““'‘.tin 79-OSB, •■Nocl.o, Incld.n 

KEPPLER, J 0 
Ip 


Regions, Chicago, Office of the Direclur ^ ^ 


fTwwwHuioB it Bulletin 79-050, -i 
auppurting docimentation enel- 
• Region 3, Chicago, Office of the Director 


Nuclear Incident at TMI Vwprt 


79/04//1 


iJr» 


'”SS Hai'EP-r'’’-"":'"”"-™ * 
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— 7905040201 Foruardv ACRS recommendations re TMI inc identr present ad on 
790417 

FRALEVi n F ACRS - Advisorg Committee on Reactor Safeguards 
79/04/10 Ip 


—7905040221 In response to NRC 790418 Ur* states all ACRS 790417 
recommendations applg to all PURsi but uere not intended to 
rBq,uire immediate changes Plant mods should be made after 
studg of effects on overall saf etgi THI excluded 
CARBONi M X ACRS - Advisorg Committee on Reactor Safeguards 
79/04/20 2pp 


79O3240&33 Forwards responses to IE Dulletih 79-07 requesting info re 
seismic analgsis of saf etg-rclated piping Reanalgsis 
indicates method of intramodal combination has Little effect 
on pipe stresses f* equipment support loads 
REEDi C Commonwealth Edison Co 79/04/24 4pp 


7905150148 Forwards responses to IE Dulletin 79-06A< Revls ion lire OUR 
events Identified during TMI-2 Util has formed task force 
to review DWR events recommend corrective actionios 
required 

REEOi C Commonwealth Edison Co 79/04/27 22pp 


J Insuranca fjt ind«m.nttg Infarmatlon 


7905070497 Confirms increased llabilltg 1 lail t to fl24r000«000 for 
policies NF-1, 25. 43, 7^.B3. lOO. U 1. I40i 146, 151 1 161, 164, 170, 

173, 174, 170, 179, IQO, 102, 185, 1B6, 107, 108. 189, I92i 193, 194, 195, 
197, 198, 200, 201,204,206,207, 208, 210, 212, 21 4, 219, ic others 
QUATTROCHHI, J American Kuclear Insurers 79/05/01 Ip 


790S0709Q2 Confirms increase in liability limit to *36,000.000 for 
pol Idea HF-2a, 26, 29,30, 39, 44, 46, 47, 49, 50, 31. 92, S3, S4, 95. 36, 

97, 58,60.61,64,66,67, 68,69, 70, 71, 72, 74. 76, 77. 70, 79, 80, 06.87, 

88, 90, 91 . 92, 93, 94, 95 ^ 96 

ROBERTS, D d Mutual Atomic Energy Liability Undarturitora 79/05/01 
Ip 

7903140431 Forwards Awiend 11 to Indemnitg Agreement 13-41 per 10CFRI40 
changes re Increase In liability Insurance from *140 million 
to *160 (nillion effective 790501 Supporting documentation 
enc 1 

8ALTZMAM, J Antitrust 6 Indemnitg Group 79/03/01 6pp 


7905230463 Forwards executed Amend It to Indemnitg Agreement B-41, per 
MRC 790301 request 

DUNOAS, M J Wisconsin Electric Power Co 79/05/17 3pp 


7903300242 Responds to IE Bulletin 79-04 No 3,4 or 6-inch Velan swing 
check valves are in use at Dresden or Quad-Cities Review of 
Zion has identified use of valvos in somo piping ys but 
review is Incomplete Will rept later 
REED, C Commonwealth Edison Co 79/03/01 2pp 


7905140488 Forwards lE Circular 79-07, *'Unexpocted Speed Increase of 
Reactor Recirculation Motor Oonorator Sot Resulted in 
Reactor Power Incroasa '' 

KEPPLER.J G Region 3, Chicago, Office of the Director 79/05/02 
Ip 


R Periodic operating reports 6 related correspondence 


P Operating license stage documents & correspondence 


7905140513 Forwards Amends 35 it 41 to Licenses DPR-24 6 DPR-27. 
r especti ve ly p saf e ty eva luation, EIA Ic notice of Issuance & 
ava 1 lob 1 11 ty 

SCKMENCER.A Operating Reactors Branch I 79/04/04 2pp 


— 7905140520 Amends 35 <t 41 to Licenses DPR-24 U DPR-27, resp actively 
authoriilng installation t use of modified spent fuel 
storage racks In spent fuel pooliuhich increases capacity 
for storage from. 351 assemblies to 1, 5D2 assemblies 
ZICMANN.D L Assistant Director for Systems i Projects 
79/04/04 24pp 


7905170250 Forwards monthly operating rept for Apr 1979 
KALILVIANAKI8, N Commonwealth Edison Co 79/05/17 Ip 

—7905170260 Monthly Operating rept for Apr 1979 

HANNUM, D Commonwealth Edison Co 79/09/17 20pp 


S Reportable occurrences, LERs i related correspondence 


—*-7903140526 Safety evaluation supporting Amends 35 & 41 to Licenses 
OPR-24 fy DPR-27, respectively 

♦ Office of Nuclear Reactor Regulation 79/04/04 16pp 


— 7705140529 EIA of Amends 39 41 to Licenses 

raspec 1 1 ve ly 

» Office of Nuclear Reactor Regulation 


DPR-24 i DPR-27, 
79/04/04 33pp 


7905090389 Informs that release rate of radioiodine 6 radioactive 
particulate matl w/half-lives greater than oiyht days was 
2 22 times higher than Tech Spec design objective for first 
quarter 1979 Caused by steam leaks & *'splklng 
KALIVIANAKIS.N Commonwealth Edison Co 77/04/30 2pp 


7905240678 Forwards LER 79-004/03L-0 

KALIVIANAKIS, N Commonwealth Edison Co 79/04/30 Ip 


— 7905240607 LER 79-004/03L-0 on 790211 while In cold shutdown, sue t Ion 
isolation valve MO 2-1001-30 failed to close from control 
room Caused by stuck auxiliary contact on valve motor 
control circuit bi'oaler Contact cleaned &i proved operable 
VAHRENUALD, J Commonwealth Edison Co 79/04/30 2pp 


7903240702 Forwards LER 79-007 /03L-0 

KALIVIANAKI8. N Commonwealth Edison Co 79/05/02 Ip 


— 7905240707 LER 79-007/03L-0 on 790405 small leak discovered at wold 
edge In transition weld Cause unknown Leaks filled w/weld 
matl Jb penetrant tested to verify removal of indications 
TIETZrO Commonwealth Edison Go 77/05/02 3pp 


7903240691 Forwards LER 79-009/03L-0. 

}^ALWIANAKIS,N Commonwealth Edison Co 79/05/04 ip 


— 7905240699 LER 79-00a/03L-0 on 790409 suppression chamber level 
determined to be below Tech 0pec min, Caused by Instrument 
setpoint drift Level indicator recallhr U water added to 
suppression pool 

8WALE8,J Commonwealth Edison Co 79/05/04 3pp 


DOCKET 30-266 POINT BEACH NWCLEAR PLANT, UNIT 1 


— 79031^0533 Notice of Issuance 8, availability of Amende 35 fr 41 to 
Llcenees OPR-24 b, BPR-27, reepoc t Ively 

SCMWENC£R,A Operating Reactors Branch 1 79/04/04 3PP 


7903090069 Forwards Ametiid 36 to License DPR-24, safety evaluation & 
notice of Issuance availability 

SCKNENCER.A Operating Reactors Branch 1 79/04/06 2pp 


— 7909090068 Amend 36 to License DPR-24r e x tend ing reactor coolant sys 
pressure-temp heatup cooldown curves from 7 to 11 
effective full power years 

SCHMENCERiA Operating Reactors Branch 1 79/04/06 9pp, 


— 7905090071 Safety evaluation supporting Amend 36 to License DPn-24 
* Office of Nuclear Reactor Regulation 79/04/06 3pp 


—7905090076 Notice of Issuance U aval lability of Amend 36 ' 
DPR-24 

SCNUENCER,A Operating Reactors Branch 1 79/04/06 


7’905100439 Forwards Amends 37 42 to Licenses DPR-24 it DPR 

respectively in notice of issuance St availability Security 
plan evaluation withheld <ref 10CFR2. 790). 

8GHMENCER.A Operating Reactors Branch 1 79/04/13 


— 7905100442 Amends 37 V 42 to Licenses DPR-24 & DPR-27, res. 
implementing provisions of NRC-approved physical securi 
p tan 

8CHW£NCER,A Operating Reactors Branch 1 79/04/13 


—7909100446 Notice of Issuance 6 availability of Amends 37 
Licenses DPR-24 DPR-27, reepec tlvely 

eCHUENCER.A Operating Roactgrs Branch 1 79/04/13 


F. Security, mcdicelj emergency U fire protection plans 


7903300466 Submits proposed mods to fire protection plan as set forth 
in 8ER Recommends fire hydrant insp 6 supervision of valves 
controlling fire water sys 

HALLiR E Brookhaven National Laboratory 79/04/27 3pp 


7909190071 Forwards info in response to 790321 request re d 
plant shutdowns, 

DENTON. H R Office of Nuclear Reactor Regulation 79/04 
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DOCKETED ITEMS 


790SO?027t Rsituait to Uicengas DPR-24 it 0PR~27i chjng inj Tach 

6p«cc re initiation Instririmfrnt getting lintiti far 
englnoered tePet^ featuret Fo-ru/ariig Clan JH emend f «0 
BURSTEIN.S Wlicon* in ElettrU Power Ca 79/04/27 7pp 


7909240831 Regpondg to 18 Bulletin 79-OAA. Item 3 r« Ttil errors 
Pressuriier law level setpoint b-ittabie returned to 
cintrippedi position until logic chanaa req.uo»ted in 790427 
license emend is Implemented 

BURSTEl^i.B WUconsln Electric Power Co 79/04/30 2pp 


79091S020S rorwards addi InPo re reactor vessel weld & surveillance 
weld metels 

BURSTEINiS Wisconsin Electric Power Co 79/03/04 3pp 


7903130443 Forwards eddl info re Tech Spec Charpe Request 62< parmi tt Ing 
safety Injection actuation circuitry rnod to two out of three 
pressuriiar Lou pressure Icgic Requests approval by 790Dllt 
to permit mods on 790312- 13 k 790519-20 

BUn3T£IN*& Wisconsin Electric Power Co 7^/05/07 3pp 


7905300208 Forwards suaimary of EOS Nuclear* Inc reso lutlon/ddcuotan tatdon 
of eihow flexibility error which existed in versions of 
PISOL piping analysis computer program from Jan-Oct 1969 
Review & reanalysis included all work through Bee 1970 
PORTER, F L E03 Nuclear, Cnc 79/05/21 9pp 


—7905300263 Forwards EDS Nuclear, Inc list of Bl/Rs 6 piping sys which 
could have been impacted by deficient centpuier program 
OE has no record of reanalysis for Cooper piping sys 
STEPHENSi P W Oaneral Electric Co .Nuclear Energy Products Div 
79/01/24 18pp 


7903310399 Submits formal rospoitses to 790310 quest loDna I re ro 
prsiturlier haator, loss of feedwater event stean 
generator 

SURBr£INi8 Misconsdn Electric Power Co 79/05/22 Gpp 


3 Inspection repopts. IE Sulietins i, correspondence 


7903010142 Forwards IE Insp Repts 30-266/79-04 Se 30-301/79-03 on 
790220-23 it. notice of violation 

OAVIBpA B Region 3. Chicago. Fuel Facility ^ Materials Safety 

Branch 79/03/22 2pp 


"■“7905010131 Notice of violation from Insp on 790220-23 

♦ Region 3, Chicago, Office of the Director 79/03/19, Ip 


—7903010160 IE Insp Rep ts 50-266/79-04 8, 50-301/79-03 on 790220-23 
Nancomp 1 lance noted failure to provide 7-day holdup of 
radtoactivQ gat before release 

GREOCR, U R p HIATT# J 14 Region 3, Chicago, Office of the 

Director FIBHER.W U Region 3, Chicago, Fuel Facility it 

Materials Safety Branch 79/03/19 lOpp 


7705010270 Forwards IE Info Notice 79-06, '^9tress Analysis of 
Safety-Related Piping " 

KEPPLERpJ O Region 3, Chicago. Office off the Director 79/03/23 
IP 


7903040060 Foruards (E Info Notice 79-07, '‘ftupture off Radwaite Tanks 
KEPPUER# d O Region 3, Ch-lcago, Offtco of the Director 79/03/26 
Iff 


7905010101 Forwards lE Info Notice 79-00, '*lnfcerconnec t i on of 
ContaiTtlnated Bys w/&vc Air Sys Used as Source of Sreathing 
Air 

KEPPLCHiJ O. Region 3, Chicago, Office off the Director 79/03/20 
tp 


7903010417 Forwards IC Info Notice 79-09, “^plll of Rad lo-activel y 
Contanlnated Resin " 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/03/30 

Ip 


790S030062 Forwards IE Bulletin 79-06, "Review of Operational Errors 8> 
Bys Hi sal Ignmenti Identified During Tht Incident '* Licensee 
actlori required 

KEPPLER, J. 0 Region 3, Chicago, Office of the Director 79/04/11 
IP 


7903010613 Forwards IE Bulletin 79-06A, ''Review of Operational Errors it 
3ys Hlsailgnments Identified during TMI Incident *' Licensee 
action raqulred 

KEPPLEfirJ O Region 3, Chicago, Office of the Director. 79/04/14 
Ip* 


7903040431 Forwards IE Bulletin 79-06B, "Review of Operational Errors it 
8ys Mtial ignments Identified During TMI Incident " 

KEPPLER, J.O Region 3, Chicago, Office of thd Director 79/04/14 

Ip. 


7903040430 Foruards IE Bulletin 79-07, "SBismic Stress Anatyiji ef 
Safety-Related Piping " Licensee action required 
KEPPLER, J G Region 3, Chicago, Office of the Director 79/:4 
Ip 


7903040598 Forwards IE Bulletin 79-00, "Events Relevant ta Ballini 
Mater Power Reactors Identified During TMI Incident " 

KEPPLER, J G Region 3, Chicago, Office of the Director TgAl - 

Ip 


7905030253 For<jards IE Bulletin 79-09, "Failures of OE Type M-2 
Circuit areafcor in flaf oty-Rolated Sys " Licensee action 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/(}l 


7903290075 Responds to lE Bulletin 79-06A Expresses concern n 
emergency ngaratlng procedures for reactor coolant pump 
requirement for immediate tripping of low level bistablai 
BUnSTElN, 3 Wisconsin Electric Power Co 79/04/19 3pp 


7905080515 Forwairds IE Bulletin 79-03D. "Nuclear Incident aI 
TMI-Soppl " 

KEPPLER, J 0 Region 3, Chicago, Office of the Dlrottop 79^ui 2 

ip 


79D5240519 Responds to IE Bulletin 79-07 re computer program! uiil I’ 
seismic stress analysis of saf ety-re lated piping sys Ho 
computer codes used which utilized algebraic summation 
techniques 

BirnaTElN, B Wisconsin Electric Power Co 79/04/25 2pp 


7905240303 Responds to IE Bulletin 79-03 ro possibility of longitui# « 
weld defects in A6ME BA-3iS Type 304 stainloss steel pipe 
spools Review of pips docuir entation records indicates no 
use of such tubing 

□WR8TEIN, S. Wisconsin Electric Power Co 79/04/26 2pp 


7903300316 Responds to IE Bulletin 79-06A & 79-06A, Rovl s I on 1 lU.i 
established task force to facilitate review 8, undorstanding 
of TMI incident 8- impact on facility 

BURSTEIN, 8 Wisconsin Electric Power Co 79/04/2/ I3pp 


7903290204 Respands to IE Bulletin 79-09 re OE Typo AK‘2 circuit 
breakers Item not in use at plant 

BURBTEIN.B Mi« cons In Elec tr ic Power Co 79/03/07 ip 


R Periodic operating reports L related correspondence 


7903160362 Forwards monthly eporatlng rept for Apr 1979 
aURSTEiN, 8, Wisconsin Electric Power Co 79/O5/0Q Ip 


—7903160365 Monthly operating rept for Apr 1979 

e Misconsln Electric Power Co 79/03/04 lOpp 


6 Reportable occurrences, LERs 8- related correspondence 


7903020310 Forwards LER 79-006/03U-0 

BURSTEIN, 8 Mlscohsln Electric Power Co, 79/04/10 tp 


— 7903020318 LER 79-0D6/03L-C> on 790404 during biweekly tes I , MCOf (if | 
heat tracing circuit of boric acid sys Circuit 47 found 
inoperable Caueed by shorted heat tracing cable in circuit 
Cable replaced 5 circuit returned to operation 
aURSTEINcS Mlsconsin Electric Power Co 79/04/10 2pp 


7903240611 Forward* LER 79-007/01T-0 

BURSTEIN, 8 Wisconsin Electric Power Co 79/03/07 Ip 


79D3240627 LER 79-007/017-0 on 790424; vendor issued bulletin re 
potential problem u/turbochanger bearing lubrication 
Administrative controls 1 no tltuted, Mods to be made ai soon 
as possible^ 

BURSTEIN, E Wisconsin Electric Power Co 79/03/07 3pp 


BOCKET 30-267 FORT ST VRAIN NUCLEAR OENERATINO STATION 
J, Insurance & indemnity information 


7905070497 Confirms increased liability limit to $124,000,000 for 
poticiei NF-l,23r 43, 76# 03, 100, III, 140, 146, 131, I6l# 164, 170, 

173, 174# I7a, 179, 190, 102, IS5# 106, 187, IBB, 109# 192, i93, 194# 195# 
197, 198,200, 201, 204, 206,207# 200,210,212,214,213,8# others 
QUATTROCHHI, J Amar i can Nuc 1 oar Insurers 79/03/01 Ip 



DOCKETED ITEMS 


7903070302 conflfmi incraaso in liability limit to nnn nnn 
gol Ic i,. «F-aa, 26, 29, aa, 39, 44, 46, 47, 99, SO Sl %2 
37, 30, 60, 6 1 , 64, 66 , 67 , 6B, 69, 70, 71 , 72, 74, 76 77 If fo |^' ff' ' 

00, 90, <71 , «?2, 93, 94 r 93 96 

RODERTS.DM Mutual At6,6U Eo.l-g^ Ulsbillt,, UM.rurlter. 79/0S701 


790S020431 Forward* IE Info Notice 79^0Q, "Interconnection of 
Contaminated Syi v/Qvc Air Sy« Ueed 41 Source of Dreathino 
Air " ^ 

SEYFRITiKV Region 4 , DaUai, Office of the Director 79/03/20 
ip 


7903160176 Forward* Amend 0 to Indemnity Agreament B -30 asr 
change*, re liablUty ineuranca iOcreaee from Juo mill 5nn 
a6LTIHAN‘i°"'"'’Anni''' ‘"S 4otum,nt4tlon^ntf” 

aALTZflANi ti Antitrust V Indemnity Group 79/05/0i ^3pp 


7903230464 Responds to IE Bulletin 78-120 Bulletin wis sent to util 
mlftate tt no response is required 

MARRENBOURO, D Public Service Co of Colorado 79/03/28 Ip 


by 


7903330334 Amend 0 to Indomnlty Agieement n-30, 
financial protection 

SALTZMAN, J Antitrust U Indemnity Group 


c hanging 
79/03/13 


amount 

2 pp 


of 


7903010354 Act receipt of 790313 Itr informing NRC of steps taieo to 
correct violations noted In IE Insp Rept 50-267/79-03 
HAOSENi 0 L Region 4, Dallas, Reactor Operations Nuclear Support 


P Operating licenae stage document* correspondence 


/905010179 Notification of 790303 meeting w/utli in 
dlscu.* status of in*ervice imp program, pr Imary 
steam gonorator* & agenda Items 

KUZMVGZrQ Advanced Reactors Drench 79 / 04/17 


Dethe*d4, «D 
sys valves, 

3pp 


to 


79053l0i60 Forwards Amend SO to License DpR- 34 , ^af e ty 
notice Of IssuencB 4, availability 
BPEia, T P Advanced Reactors Branch 77/04/20 


evaluation 4' 

2pp 


790W10171 Amend SO to Licenso DPR-34 to revise Tech Specs to 
eight test fuel elements into reactor core at first 
refueling 4 to install graphite survoillanco specimen* 
into rive bottom transition reflector elements 
SPErSi T P Advanced Reactors Branch 79/04/20 9 pp 


Insta 1 1 


7903310100 Safety avaluation supporting Amend 20 to Licenso DPR -34 
« Office of Nucloar Reactor Regulation 79/04/20 22pp 


“'7903010361 Responds to NRC 790221 Itr re violations noted In lE Insp 
Rept 30-367/79-03 Corrective actions Tech Specs requirements 
reviewed 4 emphaslied w/personnel Involved 

HILLEN,C K Public Service Co of Colorado 79/03/15 2pp 


7903100261 Forwards IE Insp Rept 50-267/79-05 on 790227-0302 No 
noncompliance noted 

MADSEN,0 L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/03/29 3pp 


7905100266 IE Insp Rept 30-267/79-05 on 790227-0302 No none omp 1 1 anc e 
noted Major area* inspected radiation protection program 
4 analytical measurement results 

MURRAY, B , BROMN, 6 D Region 4, Dallas, Fuel Facility 4 

Materials Safety Branch 79/03/20 9pp 


7903140143 Forwards IE Bulletin 79-04, "Incorrect Weights for Swing 
Check Valves Hfg by Velan Engineering Corp " License action 
requsreo 

8EYFRIT,K V Region 4, Dallas, Office of the Director 79/03/30 

Ip 


“^*^2^310106 Notice of issuance U availability of Amend 20 to License 
aPtlS, T P Advanced Reactor* Branch 79/04/20 Lp 


7903030321 Inform* that util will not alter oxistlng Tech Specs to 
accommodate STfl format Format of present Toch Spec* 1* 
adequate Ik meet* Intent of propo*ed STS 

FULUCFliJ. K Public Service Co of Colorado 79/04/23 i(i 


7905300210 Describes proposed mods resulting from various analyses of 
761123 power failure of tteam/watcr two loop dump sys 
BPEIQi T P Advanced Reactors Branch 79/09/04 3pp 


7903230204 Respond* to 790130 request for temporary alteration to 
scheduled reciua 1 1 f icatlon program in ardor to correlate 
planned refueling outage Mod acceptable 

CQLLIM9,F r Gperatof Licensing Branch 79/09/07 2pp 


7903160315 Gubmiii outline describing special tests to bo performed 
during startup 4. rise to power, per 79050S request 
HAREM IIQU rtO, 0 Public Service Co of Colorado 79/OS/ll 22pp 


7903230029 Forwards list of outstanding Itrs 4 request* for Tech Spec 
change* Oversiied end avaltabla In Central File* only 
HAREMDDURO, 0 Public Service Co of Colorado 79/05/14 4pp 


Q Inspection reports, IE Bulletins & correspondence 


7905150051 Forwards IE Info Notice 79-09, "Spill of Rad ioacti v* ly 
Contaminated Resin " 

QEYFRIT,K V Region 4, Dallas, Office of the Director 79/03/30 
lp 


7905230637 Responds to IE Bulletin 79-03 Util has no Intention of using 
stainless steel pipe mfg by Youngstuon Welding b Engineering 
Co 

FULLER, J K Public Service Co of Colorado 79/04/06 Ip 


7905040490 Forwards IE Bulletin 79-069, "Review of Operational Errors & 
8yt Misalignments Identified During TMI Incident " 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/04/14 

lp 


7905040627 Forwards IE Bulletin 79-08, "Event* Relevant to Boiling 
Water Power Reactors Identified During TMI Incident " 

SEYFRIT.K V Region 4. Dallas, Office of the Director 79/04/14 

lp 


7903070077 Forwards IE Bulletin 79 - 07 , "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action required 

SEYFRITiK V Region 4. Dallas, Office of the Director 79/04/14 

lp 


7903090106 Forwards suppl to IE Bulletin 79-05A, "Nuclear Incident at 
TMI " 

SEYFRITiK V Region 4, Dellas, Office of the Director 79/04/16 

lp 


7903150066 Forwards IE Circular 79-04, "Loose Locking Nut on Limltorque 
Valve Operators " 

QEVFRITiMhV Region 4, Dallas, Office of the Director 79/03/16 

lp 


7903010454 Forwarde IE Bulletin 70-120, "Atypical Wold Matl in Reactor 
Pressure Vessel Uelds " Licensee action required 

SEYFRIT,K V Region 4, Dallas, Office of the Director 79/03/19 
Ip 


790S020446 Forward* IG Circular 79-05, "Moisture Leakage in Stranded 
Wire Conductor* " 

SEYFRir, K V Region 4, Dalla*, Office of the Director 79/03/20 

lp 


7903030282 Forward* IE Bulletin 79-09, "Failures of OE Type AK'2 
Circuit Breaker in Safety-Related By* " Licensee action 
required 

SEYFRIT.K V Region 4. Dallas, Office of the Director 79/04/17 

lp 


7903000333 Forwards IE Bulletin 79-030, "Nuclear Incident at 
TMI-8upp 1 , " 

SEYFRITiK V Region 4, Dallas, Office of the Director 79/04/21 

lp 


7905300222 Requests 30-day extension to respond to IE Bulletin 79-07 
8HART,F E Public Service Co of Colorado 79/04/24 lp 


7903020279 Forward* IE Info Notice 79-06, "Stress Analysis of 
Safety-Ralated Piping " 

SEYFRITiK V Region 4, Dalla*, Office of the Director 7 

Ip 


7903130793 Ack receipt of 790406 Itr informing NRC of steps taken to 
correct violations noted in !E Insp Rept 30-267/79-04 
MADSEN 0 L Region 4, Dallas, Reactor Operation* Nuclear Support 

Branch 79/04/26 lp 


7903020411 Forward! IE Info 
SEYFRITiK V Region 4, 
IP 


Notice 79-07, "Rupture of Radwaste Tanks ' 
Dallas, Office of the Director 79/03/26 
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— 7905150000 Raiportils to Kf?C 790'313 Itr re- vlolatlorn noted in IE Imp 
Rtpt 50-267/79-04 Corractlve ectlon* mporvitor* informed 
that *urveiliaace t*it« atitir controlled work pracedorai 
<nu*t be reviewed before bein^j *lgned off 

♦1II.LEN-C K PuMtc Service Co of Colorado 79/04/06 Ip 


R Perlodid operating reports & related correapon-denca 


7905010307 Forwards month I v operating rept for tiir 1979 

WAREMBOURO, J) Public Service Co af Colorado 79/0^/2S Ip 


-- 7905010314 Kontlily operating rept for Mar 1979 

CAMM, JW Public Service Co of Colorado 79/04/01 lOpp 


7903060433 Forwards monthly operating rept for Apr 1979 

WAREMBauRO, 0 Public Service Co of Colorado 79/03/02 Ip 


—7903000437 Monthly operating rept for Apr 1979 

GAUMi J W Public Service Co of Colorado 79/09/Ot Spp 


S Reportable occurrences. LEBs & related correspondence 


7709140283 Forwards LEfl 7e-OO2/0lT-O 

SWARTvF e Public Service Co of -Colorado 70/02/01 Lp 


--7909140294 LER 7B-00a/0lT“O on 790113 data indicates temp of control 
rod drives in power operated relief valve top head 
penetrations greater than ecpectad bij analytical model 
Surveillance fi equency increased 

HiLLVAftD- H M Public Service Co of Colorado 78/02 /0 1 9pp 


7903140319 Forwards LER 78-001 /03L-0 

SWABT^F E Put lie Service Co of Colorado 70/02/14 [p 


—790-3140323 LER 78-001 /0-3L-0 on 700115 at 304 thermal leve li average core 
outlet tetnp exceeded 1.200 F. resulting in operation in 
degraded mode Caused by cnoisture ingress into primary 
coolant sys from steam generator tube leak Ocidents removed 
HILLYARO, H W Public Service Co of Colorado 78/02/i4 5pp 


79051 SOI 10 forward 1 PNa-79-67R 4- 77-77'(NRR) 

MADSEN. 0 U Region 4. Oallaii Reactor Operations Nuclear Support 

Branch 79/04/11 lp 


—7905 1501 11 PNa-79-7nHRR» 

« Office of Nuclear Reactor Regulation 79/04/10 4pp 


7905040113 forwards PN0-79-67S 

MADSEN. 0 L Region 4» Dallas. Reactor Operations Nuclear Support 

Branch 79/04/12 lp 


7903150223 forwards PM0-79-67T correction 

MADSEN) 0 L Region 4i Dallas. Reactor Operations Nuclear Support 

Branch 79/04/t3 lp 


--790S180245 PNa-79-67r correction 

* Office of Inspection 6 Enforcement 79/04/13 4pp 


79030IOS33 Forwards PNO -79-67 LP, V H 

MAD5EN.0 L Region 4, Dallas^ Office of the Director 79/04/16 
lp 


79O5OIOS40 Forwards PNO- 79-67 X k V 

KADSEN.O L ftqglon 4, Dallas. Office of the Director 79/04/10 

lp 


7905010406 Forwards PNCI-79-67AA, AB. AC AD 

MADSENtO L Region 4. Dallas. Office of the Director 79/04/24 

lp 


790SD40374 Forward* LER 79-D10/03L-0 

tfAREHBOUROr D Public Service Co of Colorado 79/04/27 fp 


— ■7905040376 LER 79-010/03L-0 on 790330 during routine survelltancf of 
circular speed blitabie trips, two high speed trip setpoints 
found higher than max acceptable speeds Caused by bistable 
Instrument dr 1 f t. E istable adjusted. 

OAHM. J W Public Service Cc of Colorado 79/04/27 9pp 


7903150102 Forwards PN0-77-67AF» AO, AHr Al it. AJ rt nuclear incident at 
TrtI 

ttADSENiO L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch. 79/04/30 ip 


7903000544 Forwards LER 79-01 1/03L-D 

WAftEMBOUROf D Public Service Co of Colorado 79/03/01 tp 


— 7903000349 LER 7^-01l/03L-0 on 790402 during post-mod testing, 
discovered water pressure differential indicating switches 
inoperable Caused by failure of range adjustment mechanism 
due to normal wear New movement ti terminal ends installed 
OAHH, J N Public Service Co of Colorado 79/05/01 9pp 


7905240420 Forwards PNQ- 79-67 AK & AL 

MADSEN, 0 L Region 4, Dallas. Reactor Operations Nuclear 0u|i , 

Branch 79/03/02 Ip 


7905160367 Forwards LER 79-012/03L-0 

WAREMDOURO.D Public Service Co of Colorado 79/06/07 lp 


— 7905160371 LER 79-'0l2/03L-0 on 790410 while flushing basin, rifkii 
exceeded for xxnc Caused by large amount of sediment 
OAHM.J W Public Service Co of Colorado 79/09/07 3pp 


7903160372 Forwards LER 7a-Og7/OaX-4 

UAREMBOURO. 0 Public Service Go of Colorado 79/05/07 lp 


— 7903160377 LER 78-027/03X~4 on 790319 five of nine helium clrcuJll- 
seal malfunction differential pressure switches tripped 
Caused by dirt accumulation in ITT Barton Model 269 preiiurt 
d if f erentia I switches 

OAHM.J W Public Service Co of Colorado 79/03/07 bjjp 


7903230393 Forwards LER 79-014/03L-0 

WAREMBOURO. D Public Service Co of Colorado 79/03/16 lp 


— 7903230403 LER 79-014/03L-0 on 790419 w/roactor bldg sump properMs, 
sampler inoperab I e, dai ly direct samples of sump effluent 
were not taken. nor was sampler operability verified daily 
Caused by Improper personnel procedures 

OAHM.J M Public Service Co of Colorado 79/05/16 4pp 


DOCKET 30-269 OCONEE NUCLEAR STATION, UNIT 1 


F Security, medical, emergency t> fire protection plans 


7905290090 Discusses 790213 submission of security p Un for storaM «' 
spent fuel 790216 telcon re requirement for security plan 
mods Initial plan Is subj to withholding from publicirecprd 
cf transmittal is required 

RQUSE. L C Fuel Reprocess Recycle Branch 79/03/29 If 


79O5MO203 Forwards emergency procedure EP/0/A/lS00/4f ”Lo 4 S of pi + iij" 
Coolant," containing Instructions for operator action for 
small breaks 

PARKER. H Q Duka Power Co 79/03/09 29pp 


M Oeneral correspondence 


7903230131 Urges careful review of staff rept before ordering ehutd.k- 
of fac 1 1 1 tg« s ince action could cause extensive power 
CUT tailmenls i> higher fuel costs for 1 2 million customers 
In Carolina piedmont 
HELN8, U Sonata 79/04/26 lp 


7905020254 Expresses gratitude for decision to dote facility 
THOMPSON. M W Affiliation Unknown 79/04/20 tp 


J Insurance V indemnity information 


7905070502 Confirms increase in liability limit to 436.000.000 far 
pollcias MF-22. 26, 29.38,39. 44, 46. 47. 49, 30, 31. 52. 53. 34. 55. 36, 

57. S0. 60,61. 64. 66, 67, 60.69. 70, 71.72, 74. 76. 77, 70. 79.00. 06. 0/. 
aa. 90. 91. 93, 93. 94. 93 b 96 

ROBERTS. D M Mutual Atomic Energy Liability Underwriters 79/03-.:. 

lp 


7905140430 Forwards Amend 13 to Indemnity Agreement B-44 per l-OCfRiO 
changes. re Increase in liability Insurance from 4140 million 
to 4160 mi 1 1 tan. effective 790501 Supporting documentation 
end 

8ALTZMAN, J Antitrust 6 Indemnity Group 79/05/01 6fp 


7905160361 Submits executed copy of Amend 13 to Indemnity Agreraint 
0-44. ref lec t ing changes in 10CFR140 
PARKER. W 0 Duke Power Co 79/05/00 3pp 


7905310349 Forwards raplacement copy of Amend 0 to Indemrstty Agraeai-t 
B-44 in rssponsa to 790516 request M/copy of util 740412 
Iraistmlttal Itr. 

PARKERflf 0 Duke Power Co 79/05/22 3pp 



DOCKETED ITEMS 
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P Operating lleenee stage documents correspondence 


7905U0123 Agrees to close block valve RC-66 until approval of tuall 
thickness analyses for o loc troma tic relief valve is 

received Koufever r va Ive will be opened far reactor 
transients 

THIEBi A C Duke Power Co 73/10/05 Spp 

7905110129 On 731217 preasuriier electromatic relief block valvo RC-4 
uas opened while unit was in transient ntodo Q%>U util have 
evaluated continued plant operation w/press ur i ler sprag 
valve inoperable U found it acceptable 
THIE6. A C Duke Power Co 73/12/19 Ip 


7905230014 Forwards Amends 69,69 b 66 to Licenses DPR-aS, DPR-47 b 
DPR‘*S5i respectivelg, EIA tn notice of issuance V avallabilltg 
REID«R W Operating Reactors Rranch 4 79/03/02 3pp 


“"7905250018 Amends 69.69 ^ 66 to Licenses DPR-GS, DPR-A? 6 DPR-S3, 
r Bspectlve Ig. wh Ich revises ET5 bg deleting aquatic 
surveillance program b special studg programs 
REID, R U Operating Reactors Dranch 4 79/03/02 1 Ipp 


—7905250021 ElA supporting Amends 69,69 fy 66 to Licenses DPR“3Br DPR-47 t 
DPR“5Si respectivelg 

» Operating Reactors Branch 4 79/03/02 4pp 


7905190153 Responds to R Mattson L 0 Ross concerning value of running 
natural circulation test on BbU reactor 

TEDESCO.RL Assistant Director for Plant Systems 79/04/03 4pp 


790SOB0130 Responds to 790329 submittal re radiological effluent Tech 
Speciwhlch omitted solid raduaste process control program 
Requests omitted portion 

REID,R W Operating Reactors Branch 4 79/04/lB 2pp 


7905010321 Forwards documentation, design info V projected 
implementation schedules re emergencg feeduater sgs, as 
committed in NRC 790425 meeting 
PARKER, M 0 Duke Power Co 79/04/25 4pp 


7905D105SO Forwards addl Info re Ofc of Nuclear Reactor Regulation 
status rept Requests addl dialogue w/NRC re control sgs 
LEE.g 8 Duke Power Co 79/04/25 Ip 

7905030371 Informs that util has conducted review of plant design & 
operation, inc lud ing goal of improving rellabilltg of normal 
feedwater sgs b added assurance of emergency feedwater 
supply to steam generators Design adequate 
OWEN, U H Duke Power Co 79/04/29 2pp 


7905040047 Corrects error in 790419 Itr to NRC Reported period of 
facility mods should be Jan-Doc 1979 
PARKER, W 0 Duka Power Co 79/04/25 Ip. 


7905110068 Informs that small break analyses review is complete 
Analyses are unacceptable b incomplete 
R08ZT0GZV, Z R Analysis Dranch 79/04/25 Ip 


— 7905110074 Comments on draft rept received 790420 too lengthy , does not 
concentrats on important issues b has doiens of incorrect b 
misleading statements Rept should be reorganized 
ROSZTOCZViZR Analysis Dfanch 79/04/25 5pp 


7905240982 Responds to 790320 Itr rei^uestlng advice on allowable time 
interval for submittal of repts to NRC 

REIOfR W Operating Reactor* Branch 4 79/04/26 2pp 


7905020283 Informs of otil position on issuance of formal order re 
continued plant operation Written issuance is undesirable as 
policy b legally unnecsssry 
LEE,W 8 Duke Power Co 79/04/29 Ip 


7905040352 Forwards response to 780329 request for addl info re 
proposed changes to hydraulic shock suppressor Tech Spec 
PARKER, W 0 Duke Power Co 79/04/30. 2pp 


7905080433 Forwards proposed revision to Tech Specs covering reactor 
bldg hydrogen purge sySf penetra ti on room ventilation sys. 
reactor bldg purge filters it spent fuel pool ventilation 

sys 

PARKER, W □ Duke Power Co 79/05/01 Upp 


790S0B0566 Forwards proposed ravlslon to Tech Specs, de 1 e ting Tech Spec 
4 13 which is no longer required 
PARKER, W a. Duke Power Co 79/05/01 4pp 


7905080388 Responds to questions raised at 790301 meeting Forwards addl 
Info re proposed installation of high capacity storage 
racks Info supplements 790202 ^ 790420 submittals. 

PARKER, W a Duke Power Co 79/09/02 3pp 


7903240466 Documents completion of 761001 proposal to delete Tech Bpecs 
re tendon, anchorage tr liner plate surveillance programs 
License Poe not required 

PARKER, W Q Duke Power Co 79/03/02 tp 


7905190104 Notifies of refund of fee s, reml tied 780705, for authority to 
transfer fuel between facility Crystal River Unit 3 Refund 
oiill be sent when processed 

MILLER, W O License Fee Management Branch 79/05/03 Ip 


7905140189 In response to NRC 790418 request, forwards proposed Tech 
Spec re plant solid raduiaeta process control program 
PARKER, U □ Duke Power Co 79/05/07 5p p 


7905240231 Forwards status on improvements to emergency foodwater sys, 
par WO Parker 790423 Itr WS Lee 790426 Itr 
PARKER, W O Duke Power Co 79/05/07 lOOpp 


7905190317 Clarifies 790507 conversation re ALARA program associated 
w/reracking of spent fuel pool 
PARKER, W O Duke Power Co 79/09/08 2p p 


7905140365 Lists drawings used for 1 ns tal lat 1 on of automatic starting 
of Interconnected emergency feedwater sys, which were sent 
to NRC on 790503 

PARKER, U D OoVe Power Co 79/03/09 Ip 


7905140260 Forwards ^'Emergency FBOdwater Sys, Sys Concept & Analysis " 
Pump installation to ba complete by 790923 Dversiiod drawing 
in Central Files 

PARKER, U □ Duke Power Co 79/03/10 9pp 


7903160309 Foruards "Db'M 177 Fuel Assembly Owners Group Asymmetric LQCA 
Loads Evaluation Prog ram, Phas e 2," dtd 790410 Suporsedes 
program provided on 790111 

PARKER. U a Duke Power Co 79/O3/t0 Ip 


‘7909160390 " B8iW 177 Fuel Assembly Owners Group Asymmetric LDCA Loads 
Evaluations Pr ogram, Pha se 2 ** 

* Duke Power Go 79/04/10 9pp 


7905220270 Submits request for relief from requiramont of A8ME 
Boiler !<. Pressure Vessel Code. Section 11, re imp r act lea I i ty 
of doing hydrostatic test on emergency feedwater header due 
to oxcessive leakage through boundary Isolation valves 
PARKER, W a Duke Power Co 79/03/11 7pp 


7905220235 Forwards ''Steam Generator Operating History " 
PARKER, M O Duke Power Co 79/05/14 Ip 


— 7905220239 **Stsam Oenerator Operating History 
e Duke Power Co 79/03/14 30pp 


7905230543 Forwards revised sys concept (< analysis re addition of two 
motor-drlven emergency feedwater pumps Superiodas 790310 
submittal U/ovarslied drawing 
PARKER, 14 O Duke Power Co 79/03/17 lOpp 


7905240473 Responds to IE Bulletin 79-05Q ro TMl incident Forwards 
proposed amend to Tech Spec s« chang 1 ng setpoints of 
pressurlier electromagnetic relief valve -L reactor coolant 
sys high pressure trip 

PARKER, W O Duke Power Co 79/05/21 11 pp- 

7905240478 Forwards design description for safety grade anticipatory 
reactor trip on turbine trip or lass of main feeduatsr Mods 
will be installed for each refueling outage fallowing NRC 
approval 

PARKER, M 0. Duke Power Co 79/03/21. 3pp- 


7905300208 Forwards summary of ED8 Nuclear, tnc resolut ion/documentation 
of elbow flexibility error which existed in versions of 
PI80L piping analysis computer program from Jan-Oct 1969 
Review raanalysii included all work through Dec 1970 
PORTER, F L. ED8 Nuclear, Inc 79/05/21 9pp 


'-‘'7903300263 Forwards EDS Nuclear, tnc list of BNRs 6 piping sys which 
could have bean Impacted by deficient computer program 
OE has no reco-rd of reanalysis for Cooper piping sys 
STEPHENS, F W General Electric Co rNucliar Energy Products DlV. 
79/01/24 IBpp 


7905310211 Foruiardi proposed Tech Specs revision re limiting conditions 
for operation &. surveillance requirement* 

PARKER, N.Q Duke Power Co. 79/05/23. Qpp 
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Q ln«p«ctlon IE Biillatlm U cofrtipaniltnci 

7905230482 Forw*rd* IE Imp Ript« 5O"aW/79-04r 50-270/79-041 
U 50-239/79-04 on 770205-07 No nonca«plt«nc» no tod 

lewis# R L Rojlon 3# AtUnt#* R#*ctPr OporjitlaTiI Nucl**!* Support 

Branch 79/03/13. 3pp 


— 7909330303 lE Intp Ropti 90-3*9/79-04# 50-270/79-04# 50-337/79-04 on 
790203-07 NO nancomp 1 lone* not«P M*jor iroJl ln*p#ct»d Pir* 
prot«ctlon/pr»v«ntlon proQratniQA ■fur'^oino'ntt# f irt toturonco 
rfrpt« h Admlniitrotl V* control prceodunt 

BRADFORD# U H < TAYLQRi P. A < REUOOOi P J Roglon 2# AtUnto, 

Rooctor aporotloni Nucloor Support Brooch 79/03/05. 4pp 


— 7909330903 IE Imp Roptf 90 - 2 W/ 79 - 04 # 90-270/79-04# SO -287/ 79 -04 on 
790205-07. No naneoiip I ipiic* nolid. Hi jor aril* Imptc tid. ♦ tr# 
protietlon/privintlon pToprawiOA lurvitl lincii f Ira finiurinci 
r«ptf It idminittritivi control procadurii 
BRADfORDrW H Riglpn 2, Atiantii OMlci o# tli* Dlractor 
79/03/05 4pp 


7909010177 FoTt 4 ir«J« IE Info Nolle# 79-0*. "StrifS Anaiyatf o# 
sad at^-Rilitid Piping ** 

O^RElLLY. J P Raglon 2. Atlinta# Ofllca of th# Oirictor 
79/03/23 2pp 


7909030307 P^rtaiprdi IE Info NotUi 79-07# "Ruptur* of Radwiiti Tinki “ 
0"RerLLY»J P Rigion 2. Atlinti* Offlci of th# Dlrictpr 
79/03/3*. 2pp 


7905230272 OlicUtiO* BfcW ript. ‘•ftitord* Iciviitlgit Ion R*pt RiUtid to 
Off-Chinlttrv WcLdf in Hitl Survolllinct Opocimom %> 

Rifpomi to le Byllotln^ 70-12 I. 7fi-l2A-8uppl . “ rtpt 
iccurotflly ropriiinti^ diti for roictor priiturt vtvtaLi 
PARKER rW.Q. Oukfi Pobiir Co, 79/03/27 Ip 


7909010098 Forward* IE Info Notlc# 79-08# " Intirconn#ctlon of 
Contamlnitid 0y* w/6vc Air 8g* Wi*d •* Qourct of Driathlng 
Air '• 

O'REILLV. J P Riglon 2. AtUnti# Offlc# of thi Olfictar 
79/03/20 3pp 


7905010390 Forward* IE Info Notlc* 79-09, *'8plll of Ridloactlvilg 
CO n tint na tad R«*ln “ 

O'REILLY. J P. Raglon 2# Atlanta# Offlc* of th# Dinctor. 
79/03/30 299 . 


7905330379 Raipondt to IE OgUatlrt 79-02 ra longitudinal waU dafacti 
No ASHe 3A-3lS«Tgpa 304 piping or any othar wtUlng v/o 
fiUar natal piping nfg by Youngttawn Wtldltig I* In v*a or 
pionnad for uaa 

PARKER, if Q. Duha Powtr Co. 79/04/04, Ip 


7909100299 Forward* raiponia* to IE BuUatlni 79-05 I# 79-09A( "Nuciaar 
IRC Id ant at TNI " 

PARKER, H O Out* Poufir Oa 79 / 04 / 10 . 2 lpp 


—7909100299 Forward* Abnormal Occorranc* Rapt *0-207/75-07 
PARKER I if 0 Out* Peuar Co 79/06/27. Ip. 


—7905100301 A0-2a7/79“07 on 750*13- aaciiflvi raactor coolant *V* 
cooldown rata occurrad Gaoscdi by oparator arror V fallura of 
powar-aeiuatad praaiurliar ralltf valva 3RC-66 to do*# 

* Duka Potttr Co. 79/06/27 ip. 


--7909 100303 Forward* add I Info ra AO-207/75-07 Corrattlva act Iona, 
thutdbun procadura* ray Ivad. ralltf valva* will ba axamlnad It 
qu»nchi tank ruptura dl«c raplac«d. 

PARKER# W.O Duka Powar Co 79/08/08 Qpp. 


7909020040 Ack racalpt of 79033* Itr Infornlhg NRC of it#pt takan to 
comet violation* notod in IE In*p Rapt* 90-269/79-03# 

90-270/79-03 It 90-387/79-03 

KENHArVf.D Raglan 2# Atlanta. Bafaguardc Brancli. 79/04/12. ip 


— 7909020Q64 R*«pondt to NRC 79030* Itr r# Violation* ndtod In IE Imp 
Rapt* 30-269/79-03. 90-270/79-03 V 90-287/79-03 CorractWa 
action* wlthhald <raf 10CFR2 790». 

PARKER# W.Q. Oukt Powar Co 79/03/2*. Ip, 


--TWWaOOTS Forward* IE Inip Rapt* 90-2*9/79-03.50-270/79-03 6 
50-287/79-03 on 790205-06, Not lea of vloUtton withhold 
Craf f0CFW2. 790L 

KCM^fA#ff. 8. Raglon 2, Atlanta# Safaguarif* Branch. 79/03/06. 

app 


7905020007 IE In*p Rapt* 90-2*9/79-03# 50-270/79-03 6 30-307/79-03 oi> 
790205-0*. NonenapHanca natadiaraa* af ta*t ing/ma Ink & 
datactlon alda.Datalli wUhhtld {raf 10CFR2. 7901, 
rOBlNifif. J. Raglon 2, Atlanta# Off lea of th# Dlractor 
OlLUESPlEf F, p. Raglon 2. Atlanta# Safagirarda Branch 79/03/06 


790510004* Rtfpand* to IE BulLatlh 79-09Ai Itam* 7.8.10 6 11 ra THI 
Incldant All manual Valva* which could dafaat or compromia* 
flaw ara locfcad npan 

PARKER.N 0 Duka Powar Co 79/04/13 8pp 


7905040176 Forward# 1£ Bullatin 79-06B# '*Ravla(J of Oparatlnna I Crror| t 
By# Nil allgnmnt* Idantlflad During TNI Incldant ** 

O'REILLY.J P Raglan 2# Atlanta# Offica of tha Dlractor. 

79/04/14 Ip 


79050402*3 Forward* IE Bulletin 79-07# ''Baltmlc Straii Analg#!* of 
8af aty-Ralatad Piping ** Ltcania# action raqulred 
Q'REILLY.J.P Raglon 2. Atlanta# Qffica of tha Dlractor 
79/04/14 3pp 


79030403B1 Forward* IE Bulletin 79-08# ^'Evant* RalavAnt to Dolling 
Natar Pouit itaactora Idantlflad During TMI Incident 
O'REILLY.J P Raglon 2# Atlanta# Offlc* of th* DlrectoT- 
79/04/14 Ip 


79050301*0 Farwarda IE Bulletin 79-09# '•Fallura* of OE Typa AK-S 
Circuit Breaker in Baf atg-Ralatad 8y* Lican*## action 
raquirad, 

O^RElLLY, U P Raglon 2# Atlanta# Offica of tha Dlractor 
79/04/17 2pp 


7905020429 Forward* le Bulletin 79-06A, RavUion l» "Raview of 
Operational Error* U By* Mlialignmant* Identified During THI 
Inc idant. *• 

O'REILLY, J p Raglon 3# Atlanta# Office of tha Director 
79/04/18 2pp 


7909240492 Re*pond* to IE Bulletin 79-09. Hem 3,ra THI Incldarvt ftaacitT 
pTotactlva sya high RCB praeeure ettpPlnt lowarad to not 
greater than 8#300 p*lg Pra**uriier power operated relief 
valva raUad nominally to 2.490 peig 
PARKER, N 0 Duka Power Go 79/04/31 Ip 

7909240505 Foruarde raiponea to IE Bulletin 79-07 ra computer profrat 
uaed for piping analyei* Algebraic lUAmation method# ware 
not utetf In piping analyei*. 

PARKER. W □ Duke Power Co 79/04/24 3pp 


79091102*4 Forward* 790509 reipon** to IE Bulletin 79-05Q# 1 1 *n>* ti2i4 
& 6. r# TNI Inc ident. 

PARKER.U. 0 Duka Power Co. 79/05/05 Ip. 


— 79091102*8 Reepondi Vo IE Bulletin 79-0511. I tame 1.2,4 6 6 Enarg-encg 
procedure# for lot* of reactor coolant fiowr«t«am supply eyi 
rupture, uncontrollable flooding of turbine bldg It laei of 
normal NPt makeup or letdown have been revlead 
PARKER. M 0 Duka Power Cp, 79/05/09 6pp. 


7909300941 Forward# Ineervlce Imp program 
PARKER. H,0. Duke Rawer Co 79/05/15 ip. 


— 7909300590 Intervica tnep program 
a Duka Power Co. 79/09/19. 79pp 


7909220391 Forward* datcription of pott-TNI operator training, par 
790515 dl«cu«tlone t, IE Bulletin 79-05# 79-09A b B> Operating 
ehift# have adaiiuate knowledge to operAte raactore In all 
mode#. 

PARKER, W. a. Duke Powar Co 79/05/16 4pp. 


R. Periodic Operating report* 6 related corravpondenca 


7909820398 Forward* manthly optratlng rapt for Apr 1979 
PARKER, WO. Duke Powar Co. 79/05/19 Ip. 


—79092203*3 HoHthlg operating rapt for Apr 1979 
REAVIB, J A. Duka Power Go 79/09/15 16pp 


7985110017 RO 2*9/7837 on 70a2l4‘ on 781213# reae tor coolant keep 
became erretic Feedwater problem reeulted from operation of 
pne nr more feedwater valve* Power cord* have been fitted 
a Duke Power Go. 79/01/15 2pp. 


7905140373 Deter Ibe* RO-269/79-lOf uh Ich wa* to have bean •wb.ejllfd 
790413# r# removal from »vc of high praeeor* *vc water pu«*p 
Cauied bg leakage from motor cooler, Goolar repaired 6 
returned to eve. 

PARKER# M.D, Duke Power Co 79/04/13 Ip 


7V0502D327 Forward* tER 79-010/03L-0. 

PARKER# U,Q. Duke Power Co. 79/04/27. IP. 
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urn 7V'OlO/O3t-~0 on 790315 ^ 29 rodtindatit high pt«%ute 
wflltr |}Ump A 1 noptf nab ta uhlla pump D \iia* out of «vc bo 
r<rp*ir l«nkaga pump motor cooler UeaV *ourc« ratj^ii-ed tt 

r«plac«ovont coolarv ordered 

H Oulca 1*0^01- Co 79/04/27 3pp 


/VOSifiOW 3 rijrwitrdi Li:H 79 -Ot 2 / 03 L -0 
PAKHIH.U tl Diiko HoUjoi Co 79 / 09/18 Ip 


%vc P Oper»tifti «k«S* docv.a»nti W , 


7905110129 to iloi* blotk /*lv« v - M J 

tKlctneae 4h«)ys«> for •! ec trcnjilic veiv< 0 :-** 

recaivad Komevcr< valve brill be opened for 
ferah«itnl:i 

THIES. A C Duke Pobur Co 73/10/05 2pp 


-w ^ 70 *)/ 10 103 urn 79- 012/03t-D on 790419 during perf ormanc a teat* RB 
puntp m Oi^clarud irioporablo Caused by inatar leakage through 
pipe throacle un ehurt vonh 1 Inp oh pump Casing Vant lino 
t'eplacod fA nthiiv till epfay pumps ihepocied 
nniO'll 11 Dolfe Powor Co 79/05/10 3pp 


/^muvy^oi f 01 wards Lt R 79 '' 0 l 3 / 0 lT -0 
PAIiHI l>i (1 lMik« Pnuivr Qo 79 / 09/21 Ip 


79092 S 0014 Foroiards A'nends 69 . &9 t, Lb to Utct-ie* • (,^>i *' i 

spray DPR- 99 . re*p*c t| ve Jy^ EIA b notice ol lsi\.«ne« v ireUelili** 
R£lDrR W Operating Reactort Brencb 4 '5 ' i *, 


— 7909250018 Amend! 69.69 6 *6 to Ct^eneet CFB-a-S V L^a-'^ 

r eipectl ve 1 V. uh Ich revtsei CTS dtletlrg e^,«tic 
surveillance program 6 epeciel study prfgrate 
REJ 8 .R W Operating Reactors Bremen 4 iifs 


- /909.<1()4l>fl IIR /9^013/OIT-0 dn /90S07 quadrant power tilt aKceaded 
eicady state limit ui/o nuclnar avorpower trip setpoint 
being reduced Caused by 6iffttronco in tore Inlet temp which 
uctun •(! as result of londltlone required Fpr feeduatssr test 
1 I Hill, 11 12 Duke 4»oujer Ct> 79/03/21 3pp 


;yd'IJ 904 * 2 'l I wrwards l J R 79 -Ol 4 /OlT ~0 

W (I llute Homer Co 79 / 09/31 Ip 


I IK 79 - 01 4/01 r -0 on 790307 nuclear Instrumentation power 
indicatlos^s late llfan thermal power levels Caused bg changes 
io LOI* charac tut is I Ics iiH>lch accompany chaitgof in power 
1 eve I e 

UVlUUa 0 lUike Hs»war Co 79 / 05/21 3 pp 


OOtKI I 50~W/0 llCilNCl NUGil-AR 8TATIQN. UNIT 2 
f 11#cbritg« modicAl. emorgoncy fire protecti on plans 


•WJ'WfO Dlsfussds V 90 SM 3 submission of socurity plan 
ipenl fu#J 4* /VOW I A I* lean r« roquirsment fi>r 
mSds Initial plan is sulij to withholding from publ J c/ recard 
Iff (rantmliiai is roquired * 4 r, ' 7 n/ft' 3/29 lo 

mmiil. C fvoi fliprotoee ^ Recycle Branch 79/03/39 if 


/y(nM 03 (ll loiwaids emorgancy procedure 

"pliUnt.- contalnlno instructions for operator attlost 4or 
0 lluko Rower Co 79/05/09 39pp 


“*• 7905250021 ElA supporting Ansnds 69-69 h. &b ta C-^.^ '■< C<'*' * > 

DPR~ 55 i respectlvsiy 

« Operating Reactors Branch 4 79 / 01 /C 2 4 ;j 


7903190155 Responds to R Mattson 6 D Ross ccc'-afni-j »ai-s ■- » '.-‘'‘."l 
natural circulation test on Bi<H rtactor 

reOEfiCO.RL Assistant Director for Rla^t ^-yste^s 7 v . 4 ' ,*5 4 ^^ 


7909080130 Responds to 790329 submittal ra rid lo I r j i c ai fe"' 

Spec/ which omitted solid radwaita precess ccnfol presj^an 
Requests omitted portion 

REIBrR W Operating Reactori Branch 4 ; 9 /C 4 ’ia 5 /p 


7909010521 Forwards documentaf ion. design info t prcjgitej 
implementation schedules re emargenev feadvatar is 
committed in NRC 790425 meeting 
PARKER, W D Duke Power Co 79 / 04/25 4 pp 


7 <| 0501 < 155 CJ Forwards addl Info re Ofc of NjcJea** Paartae ^ag.iatii*> 
status rept Requests addl dialogue w/HRC re control 
LEErM 8 Duke Power Co 79 / 04/25 ip 


7905030371 Informs that util has conducted r»v, tv of pUni tfasign 6 
operation, including goal of improving rtUabiUts of r^;r«r*l 
faodwater syt edded assurance of anerjfncy f»ePb-a»ar 
supply to steam generators Dasign adaquati 
OWEM.W H Duke Power Co 79 / 04/25 2 pP 


7905040047 Corrects error in 790419 l*r to NSC Reported jitTicd of 
facility mods should be * 

PARKER, W O Duke power Co 79 / 04/25 ip 


R Oensral cur ro spondaiic 0 

..W-u 4 t.»» r.pt b.,.re .r.i»rini, ,hu«o».. 

rn;(nrr..o..,. 

(nCdTulina P ^ /ni 

RdMil.J (laiiate, / 9 / 04 ///A »P 

ic.p.».... gmutua, ,<>. 

MWBW.mS A,,,?ull.nynkn.4.a 79/0-1/28 1, 


I Insurance h Indemivlly 


/9030/05IJ^ Cohflrihf 

??!iS!:57 Sum; It: IV. 2S: 2?: ?5: ^4, 7^, 77 . 7^, 79 . eo. «6. 37 , 

riMtoJo”' Co.r„ M.S.UW und..«rit.r. 79/08/01 

If 

7903t40'(;ia |.i>rwjr9* A™,-’') |3 <«iUton 

SSlMAN.^ 

7 ,o,uoiA. eo.. 4 U, 

is ‘T9?r//c8 a,, 

trenSMlttal It'' ^ 70 / 05 / 22 - 3pP 

(•AIIK.En.WQ 0 «k« (•ou.r e-> 79/03/.- 


7903890982 R..(.oo,. to 790380 It. 

interval for submittal of repts to 70 /oa /26 2 b 9 

RE 1 D,R W Operating Reactors Branch 4 79 / 04/26 zpp 

•sjti‘?.::nr"?9/oA/89 (, 

?;:« «:e%ujr?o“%wSi^/30 ^%pp 
7 W 0 B 0433 J^oI'v'.nllletiorVyi"* '***'''' 

jiih^stsrpSrV. 


sys 

PARKER* W d 


Di>k. P"9«r C« 79/05/01 IIP, 


7905080546 *" 

, at 790501 meeting rprwards afdl 

lAXi ••!!!:*;:;:”“ >•'•>'» ”> 

7905340966 

va tenduh.enchurage ^ liner p 

"SU*?-., b. 79/03/08 IP 
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7905140109 Iti feiponsB to NRC 
Bpvc r« piart loElil Tadua«te 
PARKERiW 0 Power Co 


790418 ranueit* forwards propoveij 
procefB control program 
79/05/07 5pp 


Tech 


7905010177 Forwar<la lE Info Notice 79-06f "Streae Analgelt of 

Safety-flolated Piping " « i,l 

O'REILLV^sJP Rojion 2, AtUntaj Office of tKe Director 
79/03/23 2pp 


7905240231 Forwardi ifcatu* on Improvame-ntd to eweryency feedwater »y-t< 
Btr IfO Patter 790425 Itr fr»S Lee 790426 It* 

PARKER' W 0 Ouke Poujer Co 79/05/07 tOOpp 


7903030307 Forward* IE info Notice 79-07* “Rupture of Raduatte 
O'REILLV* J P Region 2< Atlanta* Office of the Director 
79/03/26 2pp 


7905150317 Clarifies 790507 coaversatlon 
w/reraelrinj [>f spent fuel pool 
PARKER^W Q Duke Power Co 79/03/08 


re ALARA pcogTatn associated 
2pp 


7903140363 Lists draulngs u»ed for installation o# automatic starting 
of Interconnected emerjencv feedwater ays. which wera sent 
to NRC on 790503 

PARKER* M a Duke Power Co 79/05/09 Ip 


790314026Q Forwards '"EfflOTgency Feedwater BysiSys Concept 6 Analysis 
pump installation to be complete by 790825 Oversized drawing 
in Central Fj let 

PARKER' W 0 Duke Power Co 79/OS/lO 9pP 


7905160389 Forwards "B^W 177 Fuel Assembly Owners Oroup Asymmetric UOCA 
Loads Evaluatioti Program* Phase 2*“ dtd 790410 Supersedes 
program provided on 790111 
PARKER' if 0 Duke Power Co 79/05/10 Ip 


— yy-Ciil 60390 "DteW 177 Fuel Assembly Owners Group Asymmetric LOCA Loads 
Evaluatiohs ProprafS' Phase 2 “ 

♦ Duke Power Co 79/04/10 9pp 


7905230272 Discusses BS-W rept« “Record* Investigation Rep t Rslatel <» 
Off-Chemistry Walds in Matl BurvoiUance Specimens & 

Response to IE Bulletins 70-12 7e-l2A-8upp I * " rapt 
accurately represents data for reactor pressure vossols 
PARKER* tv O Duke Power Co 79/03/57 ip 


7903010090 Forward* IE Info Notice 79-08* “Interconnection of 
Contaminated Sys w/Svc Air Sys Used a* Source of Droathing 
ftll* 

O'REILLV.JP Region 2, Atlanta. Office of the Diraclor 
79/03/28 3pp 

7903010356 Forwards IE Info Notice 79-09. "Spill of Rad loac t twe ly 
Contaminated Re«in '* 

O'REILLV. J P Region 2. Atlanta* Office of the Dlruc tor 
79/03/36 app 


790523027 9 Respond* to IE Bulletin 79-02 re longitudinal w»ld #*rrcti 
No ASME aA-3ia*Type 304 piping or any other welding w/o 
filler metal piping mfa by Youngstown Melding l* III use oi 
planned for use* 

PARKER* U 0 Duke Power Co 79/04/04 Ip 


7905220270 Submits retiuest for relief fro;n requirement of ASME 
Bailer 4> Pressure Vessel CQd8*&ectloni lt>r« imprac t leal i ty 
of doing hydrostatic test on emergency feedwater header du* 
to excessive leakage through boundary lioUfelon valves 
PARKER* M 0 Duke Power Co 79/05/11 7pp 


7905220235 Forwards ’‘Steam Generator Operating Hist or g " 
PARKER* H Q Duke Power Co 79/05/14 Ip 


7905100298 Forwards responses to IE Bulletins 79-05 1* VV’O’lAi 
Incident at TNI " 

PARKER. WO Duke Power Co 79/04/10 3lpp 


7903020040 Ack receipt of 790326 Itr informing NRC of steps lafcin is 
correct violations noted In 16 Insp Repts 50“269/79-0 k, 

50-270/79-03 & 90-207/79-03 

KENMA. W B Region 2* Atlanta* Safeguards Branch 79/04/12 1| 


— 7905220239 “Bteaffl Oeherator Operating history 
* Duke Power Co 79/05/14 30pp 


7905230543 Forwards revised sys concept h. analysis re addition of two 
trotor-drlveo em.argency feedwater pumps Supersedes 790510 
submittal N/oversited drawing 
PARKER. W 0 Duke Power Co, 79/05/17 lOpp 


7909240473 Responds to IE Bulletin 79-05B re TMl incident Forward* 
proposed amend to Tech Spec*. chang ing sstpolnt* of 
pressuriier electromagnetic relief valve U reactor coylant 
sys high pressure trip 

PARKER. W Q Duke Rawer Co 79/05/21 lipp 


7905340470 Forward* design description for safety grade anticipatory 
reactor trip on turbine trip or loss of main feedwater Mods 
will be installed for each refueling outage following NRC 
approval 

PARKER, W 0 Duke power Ca 79/05/21 Spp 


79O530OSOB Forwerds summary of EDS Nuclear. Inc rosolutl on/documentat 1 on 
of elbow fkeribllfty error which existed in versions of 
PI80L iilping analysis computer program frooi ^Van-Oct 1969 
Reylsu P reanalysls included alt work through Dec 1970 
PORTERiFU EDS Nuclear. Ine 79/05/21 9pp 


"-7905300263 Forwards EDS Nuclear* Inc list of DNRs 4* piping sg* which 
could have been impacted by deficient computer program 
GE has no record of reanolyti* for Cooper piping »ve 
6TEFHEN8iP M General Electric Co .Nuclear Energy Product* Dlv 
79/0V/24 tapp 


7905310211 Forwards proposed Tach Specs rtvislan re limiting condition* 
for operation bt surveillance requirements 
PARKER. M 0 Duke Power Co 79/05/25. Spp 


s. IE Bulletins & corresoQndsn.ee 


—7905020064 Responds to NRC 790306 Itr re violations hot* d in IF Inj 
Repts 50-269/79-03* 50-270/79'’03 P 30«2a7/79-03 Corrective 
actions withheld (ref 10CFR8. 790) 

PARKER* M 0 Duke Power Co 79/03/26 Ip 


—7903020070 Forward* IE Insp Repts 30-269/79-03. 50-270/ /'/ 0 1 b 
50-287/79-03 on 790205-06 Notice of Violation wllhlivid 
(ref lOCFRg 790) 

KENNA.W D Region 2* Atlanta. Safeguard* Branrh /9/iV|iO^ 

2pp 


— 79050200S7 IE Insp Ropt* 50-269/79-03*50-270/ 79-0*1 P 50 Jn///9-CJ < 
790205-06 Noncomp 1 i ance noted areas of tee t Ing/malnt t 
detection aids OataiU withheld (ref tOCPRS 790) 

TQBlNtM J Region 2* Atlanta* Office of the Director 
(JrLLraPfE.F P Region 2* Atlanta. Safeguards Dranrh 79/01 

Ip 


7903100046 Responds in IE Bulletin 79-05Ai I tern* 7* D* 10 P U f* Th| 
incident All manual valves which could defeat or compromise 
flow are locked epen 

PARKER* W.O fluke Power Co 79/04/13 Opp 


7903040176 Foruar<is IE Bulletin 79-060* "Review of Dp er a 1 l-nfi a I frr* 
8ys Misalignments Identified during TMI Incident," 

O'REILLY* J P Region a, Atlanta* Office of the Olreclut 
79/04/14 Ip 


7905040263 Forwards IE Bulletin 79-07* "Seismic Stress Ane)^*!* 
Safety-ReUted Piping " Licensee action required 
O^REILLY.JP Region 2. Atlanta* Office of the Dlrecier 
79/04/14 2pp 


7903040381 Forwards I£ Bulletin 79-08* "Event* Relevaikt Uoilirf 
Water Power Reactors identified During TMI Incident 
O'REILLYiO P Region 2* Atlanta* Office of the DlrectuF 
79/04/14 Ip 


790503 0 1 60 Forwards IE Bulletin 79-09. "Failures of OE AK -a 

Circuit Breaker in Safety-Related By*,*' Lleeniee actio^l 
required. 

a 'REILLY* J P Regions* Atlanta* Office of the tllreeqor 
79/04/17 2pp 


7905020429 Forward* IE Bulletin 79-06A* Revis ipn 1. "Review 
Operational Error* b* 8yi Mliel Ighmente Identified During IM I 
incident » 

O'REILLY* dP. Region 8. Atlanta^ Office of the Director 
79/04/18 2PP 
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32 Roapond» to JC Dullctl-n 7*7-03* Item 3* r» TMI incidetit Ra^cto-r 
protoctlva sv» M<7h HC8 (rre^aura letpalot lDtii«rad to not 
gt'vator tK^n ^*300 P>' 0 a >i/ri /err pouior opoiiatod 

Lv« raliiod 0Q(*^in4llg to 2,430 paig 
PARKCK. W O OuliQ Power Co 79/04/31 tp 


791)9240303 Furujordu re«pon«o to IF Bull®tln 79^07 re computer progr-Jm 
ilted for plptny 4tn4jg«ie lu^ntetldn methods were 

not ueod In piping 

PAfWF.R*W Q Pom«r Ca 79/04/24. 3pp 


7909110264 For'ir/'rili 790303 reapofiao to fC flwllefclti 79“05Bi Item* t,3«4 
6i r • I’M I inc tdorit 

rA7<KtfliW 0 Ou^e Pu-ujev Co 7^/0^/03 \p 

'-79031102611 Roeponda to l£ IJuUetln 79-'03D, J tems tp2i4 6 ^mPTOsneg 
prixodui'o# for loas of reoefcor coolant flouii etoom supply sy« 
rup lui Bi uncontrollab Ip fiofldinfl of turbine bldg U loss of 
normal MMI roatoup or letdown have been revised 
7*Af?KC^6 WO OuVe Power to 77/03/05 hpp 


'/909J0094 1 rorwards Ineervlce tn«p program 
PAHKCf?* W fi Oul'e Power Co. 79/05/13 Ip 


'-7909:100 930 InservUo ln»p progiam 
s flute Power Co 79/03/13 73pp 


J Insuranca t Indamnitv jnfor/ratlon 


7703310261 Forward* GA Cartion Itr re Pr Ic e-Ariirec-t Att rttrolptcXw# 
Insurance premiums 

BR(/E, N U Oreen Mountain Power Corp 70/09/15 3ap 


7703070477 Confirms increased liability linlt to *124, OCO DCD tor 
policies NF-1, 25* 43* 76*03. 100. m. 140. 146- 1 3i, 161 164 l70 
173* 174, I7Q* 179. 180- J02* 105. 186* 107. Iflil. l&9, l«?2 192, i94. 195 
177* 1^8. 2o0. 201* 204* 206. 207. 208. 210. 2l2,2M. 213. t, aUer*< 
OIMTT0OCHHI* 4/ American Nuclear Insurers 79/03/01 ip 


7709070»a2 Confirms increase in I lability to *36 COO COO tor 

policies HF-22.26* 29, 3S, 39* 44. 46, 47. 47 30.51.52 53,34 33 S* 

37. SB* 60. 61. 64. 66. 67*68. 67, 70. 71, 72* 74. 76, 77. 7Q 79,03,06 07. 
68.70.71,72,73*94*73 h 76 

flQBERTS*!) M Mutual Atamlc Energy Liability U-iderwr ittr s 79/05/01 

Ip 


7903160215 Forwards Amend 7 to Indemnity Agreement 9-47, per lOCFFl + O 
changes.re liability insurance ^nervate *rcn «M0 wxllicn t® 

<160 mi ll ion. effective 770S01 Supporting documental ion end 
8ALTZHAM, J Antitrust i Indemnity Croup 79/05/01 3pp 


7709130361 Forwards Amend 9 to Indemnity Agreement B''49 re increase in 
liability Insurance effective 790301 

CAREY. W M Vetmont Yantee Nuclear Power Corp 79/05/il OfP 


190^220^31 Fotwarid* d b scr I p t iori of pogt-TMl opierator training, per 
790315 iiicuseioite ^ It PulUtin 79-03, 79-05A 5. 8 Qperat ng 
shifts hAve knowledge to operate reactors in all 


mode* 
itARliCrt. U (1 


[)uko Paw«r C-Q 77/03/16 4pp 


0 pysiodlc opovatlng 1 epoi ts i* related 

rorwai*!!* nontulii uparaUng rep fc for Apr 1977 
Cl tluk* Power ^0 77/09/13 ip 

— /9l)32ao:)63 Miiutblv opera tlnp ^ 

ttP AV I A Duke PoiHer Cb 79/03/13 I6pp 

11 oc.i«.r«..c... ‘ER. 


ywloaou* rorward. urt r*'0io/03..-o 
PAUVLW.M O IJi/ko Power Co 77/04/27 


IP 


P Opvratlng license stage documents 6 correspondefre# 

7709000237 Respond* to 770429 Ur re^tuesting o-iaontb delay in 
Implementirg 10CF850 53 r#gi/ir*m»nts Review continuing 
0R1HE9, Q K Assistant Director for Engineers b ?ro|*cts 
77/04/11 2pp 


7903000423 Supplements 790404 Itr re environ qualification 
equipment Limit switches will be 


o* Class l£ 


VMlfU* JorCoCA'ioW^a'Contiu.lin .n 790404 Itr r.a.m. 

Vermont Yankee Nuclear Power Corp 77/04/24 Ip 


valid 
MOOOV.O e 


-/7l>3020:i40 LETt /7-010/03L-0 on 770313 ^ 23 J pressure sve 

reclAtiihtfiU cooler* Drderod - 

LFWlRtU N t)«ko Pow^r Cn /7/04/2/ PP 


790 !l *30914 For ward* [PI 'C‘'r«^^''79/09/U 
0 tjtJVe Power Co 77/05/1* 


Ip 


--MO^lDOa'lU LEU * 

p.M.urli.r ..mpli. v»J*. ».th.r lorau. Unit 


T'josa'.oosa R..(.«n*. t. 7M413 r. flA pro,... Sugj..t. r.vl.ipn 

numb., o* VQOAP')-A no. b. 70,04/24 to 

HE3DER<L H Yankee Atomic Electric Co 79/04/24 ip 

7908070340 r<.ru.r<l. B.vt.lon "•''‘’‘on 4 4* «p.r...o-.l 

OA program, as ''«4u**ted in 790410 Ur 4 

OROC£*R H Yankee Atomic Electric Co 

”cti.r.U.n*’.r"Hi:v‘? fnn.nnnin, 

Jo.* 74/03,04 o.* 

7909>60293 Forwards addl Info rt Tech Spec changes to avtrag p 
:;-n^},”v.S“"R‘“v.r«o:.‘yi“nt« CP 74,03/04 Op* 
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Q Inspection reports, IE Bulletint it corraipontf ante 


7'?05! 10339 ForujArda IE Iii«p Rept 30-27 1 /'79-04 on 790213-16 8c SJ1-S2 
No noncomp 1 lent e nt>ted 

BRUNMERiE J Rf^ion I* P^lledelpMe, Reactor Operation* Nuclear 

Support Branch 79/03/20 2pp 


—7905110394 IE ln«p Rept 30-271/79-04 on 790213-16 ^ 2J-22 No 
noncompl ianc e noted Major area* inspected plant operations* 
orpani rat ion 8c admi nis trationi on* i ta revleu c pm^ni btae* LERs 
it 1 Icenao*'' ac t £pn on previous Findings 

STEfKA* T F I FQLEV, T Refflon li Phtladelphioi Office of t-he 
Director MCCASErE C Region 1* Ph 1 lade Iph ia. Reactor 

Operations Nuclear Support ttranch 79/03/19 14pp 


7903010190 Forward* IE Info Notice 79“06i '‘Strasa Analgsi* of 
Safatg-flelafced Piping " 

GRIER I B H Region I, Philadelphia! Office of the Director 

79/03/23 ip 


7903010075 Foruiard* IE Info Notice 79-09, ** Interconnec tlon of 
Contaminated 5ve u/Svc Air 3g* Used a* Seurca of Breathing 
Air " 

CRIER.B H Region i* Ph L ladelpli lac Office of tha Director 
79/03/2B ip 


7905010326 Forurard* IE Info Notice 79-09, "Spill of Rad loactl ve ly 
Contamlrated Reiin " 

GRIER, a H Region 1, Ph i ladelph la. Office of the Director 
79/03/30 IP 


7903070693 Reepand* to IE Bulletin 79-03 re welding defects No further 
action r-Bt^uired since seant weld in«p re^uiremsnt It ASHE 
[II Onlg plant* fabricated under these rule* are affected 
MOODY. 0 E Vermont Yankee Nuclear Power Corp 79/03/3’0 Ip 


790S020113 Forwards IE Bulletin 79“06g “Review of Operational Errors 6 
Bc^s Nl*aHgnfflent* Identified During TNI Incident “ 

ORIER.B H Region L. Phi lade Iph Isi Office of the Director 
79/04/U ip 


7905030308 Forwards IE Bulletin 79-07! “Seismic Stress Analgsi* of 
Safe tg-Ralated Piping " Licensee action required 
GRIER^B H Region 1. Phi lade Iph ia> Office of tha Director 
79/04/14 tp 


7903040111 Forwards IE Bulletin 79-06B. "Revlau of Operational Errors 6 
Mi la 1 Ignments Identified During THl Incident *' 

BRIEHiB H Region Ig Ph 1 3ade 1 ph ia* Office of the Director 
79/04/14 tp 


7903040297 Forwards lE Bulletin 79'-O0. "Events Relevant to Bolling 
Mater Pouer Reactors Identified During TMI Incident “ 

Llceniae action required 

CRIER. B H Region ig Ph i lads Iph ia. Office of the Director 
79/04/14 Ip 


7903030111 Forwards IE Bulletin 79-09. “FaLlurei of GE Tgpe AK-2 
Circuit Breaker in Gafetg-Rela ted Sg* '* Licensee action 
raiqu ired 

GRIER, B H Region t, Ph 1 lad elph ia* Office of the Director 
79/04/17 Ip 


7909020338 Forwards I£ Bulletin 79-06Ag RevI *1 on 1. “Review of 
Opera ttanel Error* f*. Sy* Hlsa 1 i gnmentt Identified During THE 
Incident " 

GR[ERgB,H Region i. Philadelphia* Office of the Director 
79/04/10 Ip 


79050E050<I Submits second request for sis tn-onth delagi until 800130* for 
imp leaientatlon of pump it valve testing portion of updated 
Inservice Insp program 

VANBNBDRGH«D E Vermont Yankee Nuctear Power Corp 79/04/23 2pp 


7905010306 Foruariffi Class III license amend fee far inservlce insp 
changes ta Tech Specs Believe* fee schedule is illegal 
Submits fee under protest w/o waiving right to contest f«8 
validity 

GRACE* R.H Vermont Yankso Nuclear Power Corp 79/04/23 3pp 


79GS0704S9 Porwards proposed ’'tniervice Insp Program;" w/l0 sy* flaw 
drawings 

OnOCEtR H Vermont Yankee Nuclear Power Corp 79/04/30 2pp 


--7903070462 “Inservlce Imp Program*" scam schedule & sy* flow drawings 
FLaNKAY*M . OUlROlRr D C. * tlOODY; T. E. Vernont Yankee Nuclear Power 
Corp 79/04/30 30app 


7905290008 Submits addl info to 790427 rstponse to EE Bulletin 79-07 re 
seismic strefs enalgses of sefety-r-clabid piping 
OROCEiR. H. Vernont Yankee Nuclear Power Carp 79/05/04, 2pp 


R Periodic operating report* & related correspondence 


7905010400 Forwards "Ecological Studies of CT River , Vernong VT, “ fliit 
VIII, 1973 

VANDENBUROH* D Vermont Yankee Nuclear Power Corp 79/04/25 1 | 


— 79O3O10-4&2 "Ecological Studies of CT River* Vernon, VT. <’ Rept 
* Vermont Yankee Nuclear Power Corp 79/04/2S IBBpp 


79O3-D7O306 Forward* "Mijdr othermal 6 Biological 8tudie**CT River. i- 
VT. Phase V," Oct t977-Mav 1970 

KARXi D J Vermont Yankee Nuclear Power Corp, 79/05/01 Ip 


790S070592 "Hgdroth erma 1 U Biological Studies, CT River* Vernon. VT. Phjii 
V." Oct 1 977-Mag 1973 

» Ver/nont Yankee Nuclear Power Corp 79/03/31 lOOpp 


790S15D341 Forward* monthly operating rept for Apr 1979 

MOODY, 0 E Vermont Yankee Nuclear Power Corp 79/03/12 Ip 


—7905150343 Monthltj operating rept for Apr 1979 

SJCGRENtR M Vermont Yankee Nuclear Power Corp 79/05/12 


S Reportable occurrences* LERt i* related correspondence 


7909000552 Forwards LER 79-ail/03L-0 

CONNAV.W F Vermont Yankee Nuclear Power Corp 79/03/03 Ip 


— 7903080553 LER 79-011 /03L-0 on 790403 spring plate of actuator vai 
binding on guide staffs Caused by rough surface on guide 
shafts Surface smoothed 6 verified operable 

CONWAY. W F Vermont Yankee Nuclear Power Corp 79/03/03 7pP 


7903290037 Forwards LER 79-001 /03L-1 

CONWAY. M F Vermont Yankee Nuclear Power Corp 79/03/23 Ip 

—7905290040 LER 79-001/03L-1 on 790110 through wall leak ri*ar rsttisr 
water cleanup sys suction piping noted, Caused by cracks In 
weld neck due to intergranular stress corrosion Repair* 
made 6 sya returned to svc 

CONWAY. W F Vermont Yankee Nuclear Power Corp 79/05/23 2fp 


DOCKET 50-272 SALEM NUCLEAR GENERATING aTATION. UNIT I 


E NRC Safety Evaluation Report (SERI, suppls it correspondonc • 


7905250137 Forward* 8ER t EIA. W/o end 
SMITH. B H Branch 2 79/03/29 Ip 


Q Adjudicatory correspondence 


7903170300 Forwards retolution of storage of ipont fuel in lower 
A'llowayi Creek Township* NJ, 

HCPONOI/GH. J A Pennsville, NJ 79/03/06 Ip 


—7903170302 Resolution opposing increase in spent fuel storage capseLl^ 
at plant in Lower Allouay* Creek Township. NJ 
SPARKS, DM , HCDONaUOH.JA Penns vl lie, NJ 79/03/01 2pp 


7909230633 Answer of Intervener Township of Lower Allouay t Cr«ekgNJ 
seeking denial of licensee motion for summary disposition. 
Statement of matl f ac ts, affidavit U Certificate of Svc ar>ck 
VAtORE.C Lower Allouay* Creek. NJ 79/03/12 9pp 


7905230471 Forward* Amend 42 to FSAR. per 790313 prehearing coiiftrmcr 
request 

FR1LIN0*R. Public Service Electric 8t Gas Go of New JarsiU 
79/03/26 Ip 


7903230649 Olscuesei actions taken at 790313 prehearing confarenci 
Possible settlement 8^ consolidation of contention*, 
identification of witnesses & denial of motion to 
consolidate conferences d itcutsed. Hearing schedule set, 

MILKOLLIN. D L Atomic Safety and Licensing Board Panel 79/03/29 
3pp 


7903130180 Response In support of licensee's motlan for summary 
disposition Forwards response to licensee's statement of 
facts Forwards licensee's memo In support of its motion 
for sunmarg disposition 

SHiTHrD H r MOORE, J £ Branch 2 79/03/30 tp. 


— 7903130187 Responds t« liceniee's statement of matl facts, hq genutn* 
issue to be heard 

8H1TH.B H f HOORE. J E, Branch 2 79/03/30, 14pp, 
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— 7V0Sl30l7a Roiponds to licensee'* memo In support of tts 790337 motion 
for suminoTU dlepositlon AffldAvltt of JR Meeks* JN Donohew, 

TJ Carter* AL To^ilstan 00 Zoch end 

BHITH. n H * HODREpT F Dranch 3 79/03/30 44pp 


--7903-130196 ♦'Covroston of Matls in Spent Fuel Storage Pools " 
MEEKBr J R Orookhovon National Laboratory EY~76-C -02-001 6 
DNL-NURE:0~23021 7//07/31 20pp 


--7903190201 ^'Carrunion Cons i derat ion« In Use of Doron in Spent Fuel 
Storage Pool Racks " 

MEFKQi J, R Or Qotchaven. National Laboratoig ptN A-3106 

nNL-Nuneo-a39Q2 70 / 12/31 a6pp 


7909230024 Outline of propoitd c ros i-e i oa 1 1 a n jf t 

by NRG 

VAUORE* C Lower Allouayi Creek* NJ 79/04/29 Tpp 


— 7909290028 Out 1 ine of proposed ci oss-e i iqn it 

by util Certificate of Svc end 

VALQRE.C Lower Alloways Creek, NJ 79/04/25 4ps 


7903230940 Retains Contention I b disnisscs Contentin' 3 of 
Taunship of Lower Alloways CreekiNJ Retains Cartenticns 2 b 
6 but dismisses Contention 9 b 13 of inter^eror Coleran 
U/dlisentlng opinion of L Kornblith 

MILHDLLIN, G L « KORNBLITH, L Atonic Safety and ticensin^ 
Panel 79/04/30 36pp 


790329010S Informs Ibat listed documents bave been requested from 
pertoiit making limited appearances at special prehearing 
conferetKe Requests that Legal Illv make appropriate 
ratpurts* 

HlLHOLLlN*0 I Atomic Oafuty and Licensing Board Panel 79/03/30 
Ip 


7909030020 NRC respunse to 790329 order following prehearing 
conference Intends to Introduce Into evidence SER & EIA 
rt mod of epent fuel pool Supporting documentation b 
Certificate of Svc end 

UMITH. B H Branch S 77/04/02 27pp 


770322'C>0J0 Foiwurds Flgoro 7 7“2«- fuel handling area Drawing is to be 
attached to FQAR section filed on 790402 as part of NRC 
response to 790329 order following prehearing conference 
HOORE* J C Branch 2 79/04/03 2pp 


7703110409 Bubmlbs testimony ra Contention I Licensee gave inadequate 
consideration to alternatives to expansion of onsite spent 
fuel storage Certificate of Bvc b professional 
qualifications orid 

l,WCHAK* Q Affiliation Unknown 79/04/10 i2pp 


7903230233 Testimony of O Luchak Llcanioe has given 
consideration to altornatives to onsito expansion 
storage capacity Certificat* of Svc U profesilona 
qualifications and 

LUCMAK^O lower AUoways Creek* NJ 77/04/10 


Inadequate 
of fuel 

1 

t2pp 


H General correspondence 


790S070450 Ac k receipt of 790216 resolution opposing storage of ^l7^ 
level radioactive wastes in township Objections should te 
made at ASLB hearing Expansion of storage pools is unlilrly 
No independent facilities are planned 

DENTQMrH R Office of Nuclear Reactor Regulation 79/03/5-? 5?P 


7903140291 Responds to 790312 Itr re resolution adopted on 750216 
Township of Louei AUoways Creek, NJ Resolution opposes 
storage of high level wastes Forwards NRC response 
OOSSICK, L V Office of the Eiecuti/e Director foi Optrakxons 
77/04/ It Ip 


770S070331 Notifies of change of address for DO Brmderbajgh 6 R0 
Hubbard to 1723 Hamilton Ave* Suite K. San Jose,CA 95125 
COOPER* K F HHB Technical Associates 79/04/25 Ip 


I Financial information 


7909070647 Forwards "Annual Financial Rapt, 1978" for Public 
Electric t* Gas Co, Atlantic City Electric Co,D«lmarva Power 
Light Co i- Philadelphia Electric Co i 

FRYLlHOiR Public Service Electric Gas Co of New Jerse 
77/04/30 I62pp 


S.c 


s 


J Insurance indemnity information 


7'f0fl240709 Furiwnrds proposed direct testimony of RM Crockett* ui tness 
far Galomsns Colemans join objection of Township of Lower 
Alloways Crook* NJ to proheorlng conference directive re 
cros s-o xomlna 1 1 on Cartifleote of Svc 
VANMEflS.O C Mow Jerfoy* State of. 77/04/11 12PP 


790S070477 Confirms increased liability J J 

itnl i*=ies NF-1, 25* 43, 76, 03, 100* 111 - 140* 146, 1 51, 161, 164, 170. 
173, 174, 178* 179, 100, 182* 105, 106. 187, 108, 189. 192. 193. 194. 195 
lly, ill: 200. 201 . 204. 206, 207* 208, 2t0. 212. 214* 21 5* V o h er s 


7903230323 Foruonli application by Township of Lower AUoways Creek. NJ 
for stay of 790329 proheorlng conference order re 
cr ass*'* xooklno tiun 

VALDBEfC Valor e, C 79/04/12, Ip 

—7903330332 Application by Township of Lower ^'^°'***'^* 'tay 

of 790329 prohearlng conforonce ardor ^ 

Suppqrting documentation S, Certiflcoto of Bvc end 
VALORE, C Va-lore* C. 77/04/12 klpp 

770b!30UOl Forwards form conference call 

VALORCiC Volarei C 77/04/16 app 

M.„ic 8.,.,v u.c.n.in, p,... 

2pp 

7 -> 0 »,B 004 a *» U.Unon, 

BM‘TK,n.H a.anch 2, 79/04/23. Iff 

7909190672 Pr«trl«l cro««-««*nitMUon'’«li4»» 

ao.,- p.«. 7,/o4,24 

app 

^ 9 / 04/24 „ 

7909240994 OuHln* «* croil**”"*"* 

ASLB 790902 ’’••J!!';?! „H.r cartlfUat* o, Svc end 

M.xyr‘'HiScarp^r‘s.ri:j.“."‘BUb. «, 79 / 04/29 4,, 


r7l4i,‘:s. Mrlt "I: ll: 52; 55, 72 , 74 , 74 , 77 . 7 a. 79 ao. as. 07 . 

AUdc En.r„ Li.d.d, Ondrwrd.d 79/09/0. 
IP 

ai^rzSr3”““ind^-5‘4^“5::uro^”oCe• 79 /ovo, 9,, 

ron:u{dnU!%«'"«?v 

79/09/22 4pp 
P Operetlng llcen.e dege 


’’™:d“vdjrg:%rviun*ia;dT49i"dn:b^ 

So;;SeiiS«rr‘'' ‘''i5-i“t;n5''R..cbor. Bcncn . 79 / 04/02 .p 

^’?nin??“nneU5ud5«*5rIdu::5?5v:t 

i:5vtct"..cbru 6 oe. Co 

79/05/07 IP 

r:ppSr°t5n*,'ldd",?5:t."i 5e* * 
r»a*l 5 z?"'‘ 5 "‘ 5 ”u 2 .U i:;vtc:° 6 ..,‘tr'u ^ O,. Co o, 

79/05/09 73pp 

7903220349 Responds to «« i os “ 

l;???Lrs‘r^‘?ib?u"::vu. 2 ...,,., 4 o., c. », r- 3 

79/05/15 2PP 



docketed items 


Q t r»porti- IE Bull«tirn c orre^p ondtnce 


R Periodic operatlnfl reports hi related corref pondenco 


7'?05010J3^ Forwards It In-fo Nottte 79-O^n "Stress Analysis of 
6a# ety~ff 

crier- 6 ^ Region 1. Phi lad elphla. Olflc# o# the Director 
79/03/23 tP 


7905090462 Forwards Mai* 1*?79 operating rept for 
treatment plent 

htOtlRAiW 4 Public Service Electric «< Oas Co 
79/04/03 2pp 


Industrial wa«to 
of Nbu Jorseg 


79050-1006*7 Forward* IF Info Notice 79-00* "Interconnection of 
Con tan 1 n a t td Sgs u/Svc Alt Sys Used as Source of Breathing 
Air ’* 

GRIER'S Region I. Philadelphia. Office of the Director 

79/03/2S IP 


7905010320 Forwards IE Info Notice 79-09. "Spill of Rad loac 1 1 ve J v 
Contanineted Resin *' 

CRIER* e ff Region 1* Ph i ladelph la. Office of the Director 
79/03/30 IP 


79052R0Of>S Resgonds to IE Bulletin 79-03 No saf e lated pipe 
asieinbliief from Youngstown Uelding U Engineering Co are 

used 

8CK^/E1 D£R» P W Public Service Electric i* Oas Co of New Jersey 
79/04/04 2pp 


7903020095 Forwards IE Bulletin 79-06* "Review of Operational Errors <i 
Sys Hi s^a-l ignrtetits Identified During TMI Incident " Licensee 
action r ^RUir «d 

CRIER, fii H Region 1. Philadelphia* Office of the Director 
79/04/i I Ip 


7905070133 Act receipt pf 7903S3 Itr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept 5'O-272/79~0e 
BRUNNER. S' J Region 1* Philadelphia. Reactor Qperationfi Nuclear 

Support Branch 79/04/11 Ip 


—7903070140 Responds to NRC 790303 Itr re violation noted m IE Insp 
Rapt 5O-"a72/79~08 Corrective actions Dperators re 1 nstruc ted* 
reactor engineering manual revised it surveillance procedures 
revi aed 

8CHN£lDER*F W Public Service Electric t Oas Co of New Jersey 
79/03/23 3pp 


79030G0466 Forwards Mar 1979 wastewater treatment rept for seuage 
treatment plant 

MIDURA.H J Public Service Electric Oas Co of Nou Jersey 
79/04/12 2pp 


7903000409 Forwards ropfc of subsurface water diversion chloride 
analysis of water for quarter ending 79033V 

MIDURA.H J Public Service Electric 4 Oas Co of Nouj Jersey 
79/04/16 3pp 


7903030360 Forwards ‘'Impingement Monitoring Program Rept 24." for her 
1979 

L10RIZZI.F P Public Service Electric 6 Oas Co of New Jer**y 
79/04/20 73pp 


7905090421 Forwards Natl Pollution Discharge Ei liiiinat 1 on By* diecliar^a 
'sonltaring rept for Mar 1979 

MIDURA.H J Public Service Electric Oas Cq pf New Jorsoy 
79/04/20 13pp 


7903300417 Forwards "Operating Rept for Apr 197? for industrial Haft* 
Treatment Plant " 

MIDURA.H J Public Service Electric t/ Oas Co of New Jersey 
79/03/00 Ip 


— 7905300421 "Operating Rept for Apr 1979 for Induftrlal Waste Treatmer 
Plant " 

MIDURA.H J Public Service Electric & Oat Co of Now Jersey 
79/04/30 Ip 


7903190293 Forwards monthly operating rept for Apr 1979 
MIDURA.H J Public Benvice Electric 8* On* Co of Now Jersey 
79/05/09 Ifi 


— 79030701 4S Forwards IE Insp Rept 30-272/79-00 on 790213-16 fc notice of 
viola fe i on 

BRUNNEH. E J Region 1. Ph i ladelph la* Reactor Operations Nuclear 

Support Branch 79/03/03 2pp 


— 790307014*7 Notice of violation from insp on 7902l3-t6 

• Region 1* Ph i ladelphia* Office of the Director 79/03/05 

Ip 


-^7905130399 Monthly operating lept for Apr 1979 

MILLER. L K Public Service Electric i Oas Co of Now Jersey 
79/05/09 I3pp 


7903300431 Forwards Apr 1979 wastewater treotaiant rept for sewage 
treatment plant 

MIDURA.H J Public Service Electric 4- Oas Co of Now Jersey 
79/09/10 2pp 


—790307015a IE Insp Rept SO-272/79-08 on 790213-16 Nnncemp U ante noted 
Surv*ilJancB procedures for determination of anal flur not 
performed as required 

COMTE^R J * BLUMSERO.M Region i* Ph I ladelpfita* Office of the 

Director MISTER* H B Region 1. Phi ladelphia. Reactor 

Operations Nuclear Support Branch 79/03/02 i2pp 


7903300363 Forwards discharge monitoring rep is for Apr 1979 
MIDURArH J Public Service Electric L Oas Co of New Jersey 
79/05/23 I3pp 


8 Reportable occurrences, LERs L related correspondence 


7903040095 Forwards IE Bulletin 79-06B* "Review of Operational 
By* Hlsal ignaent* Identified During TMI Incident '■ 

I. Philadelphia, Office of the Director 

79/04/14 ip 


Errors 6 


7905040273 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Water Poiuer Reactors Identified During TMI Incident " 

Region 1* Philadelphia. Office of the Director 

79/04/14 ip 

IE Bulletin 79-07* "Beismic Stress Analysis of 
Piping " Licensee action required 
79 / 04 / 14 ” Ip Philadelphia, QffUe o# the Director 

Bulletin 79-09, "Failures qf <5E Type AK-2 
Safety-Related Sys " Licensee action 

79/S/t7”‘ Ip Philadelphia. Offic. of the Director 

7903020317 Fur wards IF Bulletin 79-06Ai Revision 1* "Review of 
In*ld*nt^«^ Errors k Sys HlsaUgnmints Identified During TMI 

??/O4>?0”* ap PhiladelpMa* Office of the Director 


ft 79-07. "Seismic Stress Analysis 
“alvJi. ^ ” Prov dee results 0 / Westlnghou.e 

pipinj; coolant loop V large fcor* CUsi I 

79/09/03!** ^a7pp Public Service Electric 8. Oat Co of New Jertey, 


7909290070 Confirms 790403 telcon re BO 79“35/01P W/hlgh pressuie ftre 
pump out of eve for planned maint.fire suppression water 
header pressure dropped below 133 pslg 8* fire pump 2 did not 
start at once 

MIOURA.h j Public Service Electric 8. Oas Co 0 # New Jersey 
79/04/05 Ip 


7903290495 R0-79*36/0IT re apparent design deficiency associated 
w/seismlc qualification* for 4 kV vital bus switchgear 
differential relay protection Currently evaluating solution 
involving design change 

MIDURA.H J Public Service Electric L Oos Co of New Jersey 
79/04/ 1 1 ip 


/Yuogiuoas Forwards LER 79-036/01 T-O 
79/04/24 ip Service Electric k Oas Co of Now Jersey 

—7903010393 LER 79-036/0 lT-0 On 7?04t0‘util notified of design 
deferential relays not meeting salsmic design 
•xl«t* In both units Relays uil U be 
kapplS"! TlW Change implemented 

79/04/24 '3 Electric k Oas Co Of Now Jersey 


7905230441 Confirms RO 79-41/OiP on 790423 re mlislrty latec tube 
plugs Subsequent investigations have not located missing 
plug Assumes plug was lost in steam generator 12 hot J *e 
reactor coolant piping, ^ 

79/04/26 Service Electric U Oas Co. of New Jersey 
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790304033G Forward a L'EK 77-03t/O3L^O 

Lt0rtIZ2ItF P Public Service Elactric tk Gas Co of N«w Jersey 
77/04/27 Ip 


7 7030*10 S'! 1 LEU 77-031 /OQU-'O on 7*?03a7 100 elevation containment 
porionnel air lock failed tu paae leak rate test Caused by 
■ plit Inner door seal snagged bg some object paseing through 
door f)aa 1 rap laced 

KAPPLCj M Public Service Electric tk Gas Co of New Jersey 
79/04/27 2pp 


77Q3040370 Forwarde LEU 79-032/03L^O 

LIDniZZfiF F* Public Service Electric ^ Gas Co of Mew Jersey 
79/0 4 730 Ip 


T Hearing transcripts on non-ant i trust natters 


790514056B Transcript of 790503 hearing in Salen riJ Pp Jl/-5o3 

MlLHOLLINiG L i KORMBUlTknL • LAHDi J C Atonic Safety arj Uicen^tirg 
Board Panel 79/05/02 I91pp 


7903140561 Transcript of 790503 hearing In Salen,fJJ Pp 509-''CO 

MILKOLUIN, G L . KOnWBLlTH.L - LAM0, J C Atcnic Safety anj Licensing 
Board Panel 79/05/03 190pp 


7903140550 Transcript of 790504 hearing in Salei»>NJ Pp 701-910 

MlLHOLLlMfG L p l^ORUtJL I TH, L » LAMB. J C Atonic Safety and Licensing 
Board Panel 79/05/04 208pp 


—7903040371 l-CFl 79-033/03L-0 on y'yoSGO during normal aperation« aux 1 1 iary 
typgwrlt-er slartod printing rtodn Ing less messages Caused by 
failed solid state component circuit board in typetiirlter 
logic control cabinet Component board replaced 
KAF*F*LGp A W Public Service Electric t- Gas Co of New Jersey 
79/04/30, app, 


7903'0fl0403 Forwards LER 77-0a4/O3L~0 

LIBIUZZIpF V Public Service Electric V Gas Co of New Jersey 
79/03/01 ip 


DOCKET SO- 273 BERNAU NUCLEAR STATION. UNIT 1 


G Adjudicatory correspondence 


7903160227 Reviews impact of TMI on upcoming h ear i ng s , 1 1 » t * hearings 
scheduled for Apr fj May 

CUNNINGHAM. G H Branch 2 79/04/03 2pp 


—7903000323 I CFi 79-034/03L-0 on 7*70331 Loop 12 steatnl ine pi essure 100 
pd^lg loss than Loop 11 Caused by failed comparator module 
Comparator callbr channel swtpolnts verified 
KAFPtE. A W Public florvice Elactrtc t- Gas Co of New Jersey 
79/03/01 app 


7903140227 Foi wards LE« 79-011/01 X~2 

LIBRIZZ.I«R F’ Public Qarvlca Elactrtc U Gas Co of New Jersey 
79/03/02 Ip 


- 7903140230 LFR 79-011 /OlX-2 on 7901 16< RMS channel which had alarmed U 
clearoil bad boen rosdt at control console but not at RMS 
panel Caused; by procedure Inadisquacg Procedure changed 
Initiated to clarify functions 

KAPPLC» A W Public Bervlco EloctrU Oas Co of New Jersey 
79/03/29 3pp 


DOCKET 30-274 U S GEOLOGICAL SURVEY RESEARCH REACTOR 
J Insurance 4- indemnity information 


7903160244 Forwards Amend 9 to Indemnity Agreement D-10. per 10CFR140 
changes. re increase from 4140 million to 4160 million 
effective 790301 Supporting documentation end 
SALTZMAN, J Antitrust Indemnity Group 79/03/01 3pp 


7903130481 Forwards Amend 9 to Indemnity Agreement D-IO 
MARRANZINQ.A P Interi or. Dept of. Geological Survey 
2pp 


79/03/09 


DOCKET 50-273 DIABLO CANYON NUCLEAR POWER PLANT. UNIT 1 
A Appltcation/construction stage documents 5. 


7903130444 Forwards LER 79-041 /Ol T-0, 

LinillZZliF P Public Bervlca Electric U Gas Co 
79/03/09 Ip 


of New Jersey 


7903070674 Forwards replacement pages 
CPPR-69 

8TQLZ. J F Light Water Reactors 


for Amends 
Branch 1 


1 it 4 to CPPR-39 3 
79>03/a9 lOpp 


— 7903180446 LFR 79-O4l/0tT-0 OM 
plug assambly liiildt reactor 
contractor malnt supervisor 
(nttriicied 

FtAPru:. A W Public service 

79/03/09 app 


V'90425 loss of eddy current template 
coolant sys Caused by error of 
Supervisor will bo properly 

Electric ti Gas Co of New Jersey 


7903130162 forwards LER 79 - 037 / 0 3 1-~0 

LIDniZZI*r P Public Bervlce Electric 6 Goa Co of New Jers y 
79/OS/U. ip 


-“7903130464 LER 79''037/03L on 790416 source range 
instruwentablon channel N-a2 indication 

Caufted by disconnected ehleld on source ^ 

axAtuMf mnnartar Drawer connection reworked 

PuJlU S:jvue Electric Gas Co. of New Jersey 

79/03/U 3pp 


905020490 Oiscusses 790313 telcon w/R Sero of Wostinghouae re 
?nco?JIct wdJSts for Velan Model C650 6-lnch check valves 

used In safety injection sys i 70/04/02 iP 

eCHWENCER.A Operating Reactors Branch 1 79/04/0Z ip 

W5230378 E.t.nd. con.t comM.tlo" *“'■ ‘ ^ 

STOL^'iV LljKt H.t.r R..cto., Br.nc^ I 79/04/t3 

—7^9230382 FR notice ordering o.ton.lon of conit completion 

lbs r --...Ft 7,fo„.3 rp. 


7903220127 

LJBRUZt. 

79/03/13 


r ward 4 LER 79“03a/O3L-0 

P Public Bervlco Electric 6 Gas Co 

Ip 


of New Jersey 


-7903220132 LER 79-03Q/03L-0 on 790417- ground fault on station power 
Transformer 21 resulted in loss of Transformers l.U 6 21 
Gatfsed by failed cable in pobhead supplying transformer 

?ui:?r;*SJrC!Ji“tJctrU . oa. oo of no., ..r.., 
79/03/13 3pp 


790322O3OQ Forwards LER 
LIORIZZI-R P Public 
79/03/ia. Ip 


79-0a9/O3L-0 

Bervlco Electric 6 Gas Co 


of New Jersey 


-7TO82a03U L€fl 79-089/031.-0 

refueling status cyaatric 6 Gas Co. of New Jersey 

KAF>PLEiA W Public Service Electric was vo. 

79/03/13. app 


7»OSa»ORO0 RO 77-43/OtP on 79033= procedure to 

”o? ,?«S "rtvon .uclll.rt Preo^urS 

cloturo of 4loch«pjo control volvo. procoour. 

S^S!i5:,a'"*'’piiuc Borvlc. ei.ctric . Ooo Co 
79/05/22 Ip- 


demonstrate operability 

erml feted 
changed to 

of New Jersey 
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DOCKETED ITEMS 


0 Ad jorf Ua to-ry c orr espcsndenc e 


R^qu'avi by intervenor? Sci-ntc Sharalina Pr c-servatl on 
Con^Brenca* San Luts Gbiapo Mathert for PaaCBi Ecola^jy Action 
CliibiSA 81 Ivor h JJ Toatar for lafca filing of prapoaad 
finding's of fact fA conclusioriv of lau M/Cat 1 1 f icate df Svc 
FLEiaCHAKEft. D S F 1 a I schattf r. D B 79f03/?5 4pp 


-^790&030I74 Proposed findings of fact te concluslono of laui by 
intsrvenors Scenic SboroUne Praia rv-at loci Conf*rcii<e< San 
Lull Gbiipo Matheri for Peac Ecology Action ClubjBA Sllvar 
4- Jv* Foitor 

FLEr&CHAKEfl, D S Fleiichakfrr< D 6 PHILLIPB. J R, « KRISTOVICH^S 
Ceritar for Law In tho Public Inter* it 79/D5/2S 6‘?pp 


7905100370 Forwards corrected pagsi to NRC 7*?04lO propased fLnfirji 
changing words "Initial Decision" to "Cont: luiioni of Law " 
TGURTELLOTir. J Sranch 4 7?f04/12 app 


790513072A Roipondi to 790216 790331 Itri reqoeetlng denial af W-i 

ASLB will consider litue Views to be included In docket flf* 
of pr oc* ed in g 

EWOELHARDT, T. F Deputy Executive Legal Director 79/04717 3| 


7903150598 Forwards resolution adopted on 7^0416 Resolution nqi/aiki 
deferrment of action on license appl IcatlPrii pending 
datar/ntnatlon that safety sys are adequate to aaiure public 
safety . ^ 

HENZEL* H C Santa Sarbara County# CA 79/04/iQ Ip 


79032S0093 Informs of inability to subsiit proposed findings of fact on 
adequacy of plant security sy^^denied access to evidence ^ 
access to hearing on security plan Certificate of Svc end 
DALDMIMi {J A San Luis Obispo Mothers for Peace 79/03/39 3pp 


— 790S15D603 Resolution of Board of Supervisors of Santa Derbars Co 
CA urging NRC to defer final action on license application 
until facility safety systems are adequate to ansure public 
safety 

VAGER# D « Santa Barbara County# CA 79/04/l6i Ip, 


790523G7S9 Group of 15 Itrs protesting opening of facility 

MARGOLrS.K R , NYLER. B Af f 1 1 iat i on Unknown 79/03/30 t9pp 


7903010113 Forwards request for Board notification re nonsafe tq^qrade 
equipment to mitigate transient* 

SCXNTOiU F Hearings Division 79/04/03 3lpp 


-~7903D10136 &aard notification staff assessment re nous a f ety-grade 
equipment to mitigate transients 

VA8SALLD> O B Assistant Director for Light Hater Reactors 

79/03/39 3pp 


— 7905010190 Board nobi f i ca tion recent issue on nonsaf ety-^grade 
equipment to mitigate transients More info is required 
TEDESCO. R L Assistant Director for Reactor Safety 79/03/16 

3pp 

7903240396 Requests info on facility t# earthquake, Unhappy u/nuc lear 
power 

OARCJA#(7 Affiliation Unknown 79/04/04 Ip 


— 7903240879 Requdsts that facility not be allowed to operate. 
HANZEfljN , MANZER. R Af f i I la bl on Unknown 79/03/30 Ip 


7903300044 Ketion of extension of time until 790410 to file proposed 
finding* of fact i> conclusions of law Certiflcat* of Svc 
end 

KETCHEN^E 0 Branch 3 79/04/04 4pp 


7903290114 Grants NRG 790404 motion for eRienslon until 790410 in which 
to file findings of fact 

BOlJERSi £ S Atomic Safety and Licensing Beard Panel 79/04/03 Ip 


790515011B Responds to end Itr opposing operation of facility kirevH- 
of proximity to active earthquake fault St concern for 
disposal of high level radioactive wastes Mattare being 
considered by ASLB 

SOVDiR B Division of Project Kanagement 79/04/30 3flp 

7903240364 Requests denial u/o prejudice of joint Intarvenore ' aetls' 
to withhold Issuance of OL Certificate of Svc end 
TOURTE L LOTTE# J Branch 4 79/05/02 Spp 


7905300007 Response In opposition to joint iotervenor* ^ requtit lo 
withhold Issuance of OL Motion is untimely# In wrong form ft 
poorly taken 

MORRISSEY# U C Pacific Oas ft Electric Co OEHR# A C Snell ft 
Wllmer NORTON, 0 Bruce Norton 79/05/09 6pp 


7905300716 Ack recaipt of 790423 ft 790426 Itr* re opposition to 
operotion of facility due to proximity to Hosgri Fault, 

Facility designed to withstand seismic event of 7 5 ABLB *• 
preparing decision re licensing based on 790213 hearing. 

DENTON# H R - Office of Nuclear Reactor Regulation 79/05/14, 7ft 

-'•7903300719 Espresso* opposition to operation of facility 
^proilmltv to Hosgri Fault 
NATERHOUSE. H Affiliation Unknown 79/04/26 ip 


--790330O72O Expresses oposltUn to operation of facility dua to 
proximity to Hosgri Fault 

WATCRHOUSE.E Affiliation Unknown 79/04/25 Ip 


HI General correepondence 


7903310104 Errata sheet to joint inkarvenori ' proposed findings of fact 
ft cancluslns of law Certificate of 8vc ancl 

FLEiBCKAKEft# D S Flaltchaken P B fHlLLiP8#UR, KRl3TaVlCN#8 
Center for Law in the Public Interest 79/04/05 7pp, 


790S2SO;330 Rosponds to 790326 Itr re status of facility licensing 
Evidentiary record in proceeding closed 79D3l2j last pleading 
scheduled to be filed by 790416 Fracise date for initial 
decision cannot be mada 

Y0RE< U R Atomic Safety and Licensing Board Panel 79/04/06 Ip 


7905230452 Request* immediate halt to const of facility. 

ANDREWS. H House of Rep 79/04/02 Ip 

7905070551 Notifies of ch'ang* of address for DO Brlndenbaugh ft 
Hubbard to 1723- Hamilton Ave# Suite K# San Joie#CA 95123 
COOPER# K F MHB Tochnlcal Associates 79/04/25 ip 


7905240713 Requests suspension of OL until necessary safety mods ara 
implemented 

BROWN»E 0 California# State of 79/03/04, 2pp 


7905240265 Respond* to 790320 Ur re constituent concern* r* granlin| 
Of license to facility Seismic event of 7.5 magnitude can be 
withstood ft quality of Const is controlled by licensee OA 
program- 

0089ICK«L V- Office of the Executive Director for OperaVlans. 
79/05/06- 3pp 


t Financial Information 


7905300160 Forward* "Annual Financial Rept 1978." 

CRANE, P A Pacific Gas ft Electric Co 79/05/23 Ip. 


'7905300174 "Annual Financial Rept 1978 " 

♦ Pacific Oa* ft Electric Co 78/12/31. 40pp, 


7909300510 Forward# “Eetlmated Internal Fund Oeneratlen for CY79^ ft 
"Annual Floanclal Rapt 1978 " 

CRANE# P. A Pacific Gas ft Electric Co 79/05/24 3pp 


— 7905300929 "Annual Financial Rept 1978 " 

a Pacific Oas ft Electric Co. 79/02/23 36pp. 
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lnvur 4 inca Indamnlt^ Information 


790fll'<l0!H2 FoTwardi Amand 4 to Indamnity Aaraemant 0-7S pgr lOCFRlSO 
clianaatira incraosa In llabllltg tnsuranca from 1^140 fnilLiort 
to ■$160 ml I I ion< of f actl VO 790301 8upi)Drtlng documentation 
anc I 

QAtTZMANiJ Antitrust ic Indemnity Group 79/03/0 1 6pp 

7V03H0406 Forwordo Amanda ajiacutad Amends 21 4 to Indemnity 

Agraomenta 0^21 fit 0-73* r« spoct Ivaly 

CRANE* P A Pacific Oaa ^ Electric Co 79/03/08 3pp 

n Advisory Gommtttaa on Reactor Bafaguarde reports fi< correspondence 

7903100323 Rospunds to roquesfr for written rapt after cancellation of 
ACnn 790331 meoting r* possibility of problem w/ 1 ns t rumen t 
guide tubes Btaff rept end 

CflOCKKR»L F* Division of Project Management 79/03/30 Spp 
P, Operating license stage documents & correspondence 


7903070099 Forwards IE Bulletin 79-07, ‘'Seismic Btrese Analyilt c# 
Safety-Related Piping " Licensee action required 
ENQELKEN* H H Region S, San Francisco* Office of the Dirtttar 
79/04/14 Ip 

7903030291 Forwards IE Bulletin 79-09, •'Failure* of CE Type AH -2 
Circuit Breaker in Safety-Related Sys " Llceniee action 
r equ ired 

ENOELKEN* R H Region 3, San Pranclico* Office of the OiPtcter 
79/04/17 Ip 

•903080366 Forwards IE Bulletin 79-03B, "Nuclear Incident at 
TMI-Suppl " 

ENOELKENiR H Region 5, Ban Francisco, Office of the Director 

79/04/21 Ip 

B Reportable occurrences, LERs 8i related correspondence 

7903110203 Board notification Seahrook refueling water storage tank 
design deficiency 

SCINTOiJ Hearing* Division 79/03/29 30pp 


7903020244 Rosponde to NRC 790314 request for addl info re containment 
purge valves Forwards results of CBDREVl program t* 
calculate containment purge valve closing data coli\cldent 
w/lDGA 

CflAMEfP A Pacific Oae Electric Co 79/04/13 43pp 

7903020302 Forwards *1,600 fee to eictend CP. In rosporseo to NRC 790410 
Itr Request.* actnouiled gmont 

CRANE. F* A Pacific Oa* ^ Electric Co 79/04/27 Spp 

0 lii«p«cilan reports, IE Bulletins fi, correspondence 

7900240747 Forwards IC Insp Rept 30-275/79~03 on 7902 20-23 No 

Region 3* Ban Francisco, Fuel Facility U MaterlaU 
Qarety RrancFt 79/03/19 2pp 

-.7903240760 IE Insp Rept 30-273/79-03 on 790220-23 No noncompltance 
noted Major areas inapt c tad ! emergency planning facilities & 

• qulpmen t . tr aln ing I r ad I atlon protection staffing# 

ridiSactive waste sy* V Offsite Dose CaUulat on Menua 

NORTH, Fi O . ROOK, H T Region 3. Ban Francisco. Fuel Facility fi- 

Haterlali Bafoty DrancK. 79/03/19 3pp 

7909200617 Forward* IE Inep Rept* 30-273/79-03 U 90-323/79-03 on 
790306-09 fii 13, No noncomp I lane# noted. 

cSrj L Region 0. D-n Francisco, Reactor aperaklons Nuclear 

Support Uranch 79/03/21, app 

—.7909230640 1C Insp Ropt* 30-279/79-09 U 30-323/79-03 on 790306-09 6 19 
ManJI noted Major areas inspected pre operational 
liSlinpr evaluation 4. ve r i f I cast ion of test results, IE 

Nuclear Oupport HrancFi 79/03/20 4pp 

7908010207 Forwards IF Info Notice 79-06. "Stress Analysis of 

'T.7ion O.U... 0,MC. .M ^Ir.ctT 79/03, S3 

If 

79O»OdOO01 Forwards IE Info of the'^OlrecUr 

ENOELKEN,n tl Region 8, Ban Francisco, urric* 

79/03/26 ip 

7908290147 Forwardi lE Insp Rept 30-27S/79-0B on 790225 0316 

SSEWrj't*"'* "rtijun 3, Ban Francisco, Reactor Operations Nuclear 
Buppnrt tlrancb. 79/04/13 2PP 

STERNBERO# D. M Jop 

Nuclear Support Brancli 79/04/13 4pp. 

790MI0O23 For«.r#. IE 8“ ‘ ^ 

By, oJfie* o, ‘h* Dir.ctor 

ENOELKEN.RH Region 3, San Franc nco, 

79/04/14 ip 

79/04/14 ip. 


7903130060 Forward* KN0-79-67L 

ENOELKEN, R H Region 3. Ban Francisco. Qffics of th* Dir oc tor 
79/04/06 Ip 

7903130167 Forwards PN0-79-67R 

ENOELKEN/R H Region 5, San Francisco, Office of the Dirsctor 

79/04/il tp 

o„u. .h. o.,.,,., 

79/04/12 Ip 

0„.c. Ot.,.- 

79/04/13 Ip 

Rr.ncl.», a„l,. 0 , ,K. R.r.c.r 

79/04/14 IP 

7903020527 Forward* PN0-79-67AA Office of the Director 

ENOELKEN, R H Region 5, San Francisco, urric* 

79/04/20 Ip 

7903010423 Francisco, Office of the Director 

ENOELKEN, R H Region 3, San Francisco, urn..*, 

79/04/21 Ip 

7905010444 ‘'^?'3’n^^Ran%Jancl*co, Office of the Director 

ENOELKEN, R H Region 5, Ban Francisco, urr 

79/04/23 Ip 

7903020227 Francisco, Office of the Director 

ENOELKEN, R H Region 3. Ban Francisco, 

79/04/25 Ip 

7903020236 Francisco, Office of the Director 

ENOELKEN, R H. Region 5, Ban Francisco, 

79/04/26. ip 


7903090003 Forward* PNa-79-67AH 0^ 

ENOLEKEN.R H 


.*on«in40!360 PN0-79-67AI summary of 

79 / 04,20 2 ,, 

7908070007 Forw.r4, PN0-79-67AU. p.r WO 790401 Ur 
79/03/01. Ip 

7,08090300 8uy»U. ”7* J'JlIJS'JitJrl'inU.”"'*'’* 

Si; 

ssiSori" *%:ThX, ^ Euctn, c=. 79 , 08,03 3,, 
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docketed items 


7905170072 Forwardi PNO-79-67AM 

ENOELKEN. R H Ration 9. S^n Franc Uco. 
79/0S/07 Ip 


□ file* tif th« Director 


7903240&31 Ael receipt of 7909D3 Itr providing} prelintTierv rept re 
crecklnj #ound In pipe rupture rettreintft 

EKfOELKEMrR H -Replon Si San Franclecoi Office of ttie Director 
79705/16 ip 


7905140415 Forwards Amend 20 to Indemnitg 
change* re increase In liability Iniurame 
to »160 miUloni of fective 790301 Ruppntliny ii « . 
enc 1 

BALTZMANi J Anti true t U Indemnity Onixfi t 


7903220347 Forward « Endnreemont 04 to AMI 

BRADUEYpC J Philadelphia Electric Co *j ■) 


— 7905240701 Dlecueiei eituatlarh reported to fE on 790404 re cracking 
in pipe rupture restraint* Detalle program of Investigation 
8uppl on crack severity ulll he foruarded 
CRANEiP A Pacific Oa% h Electric Co 79/09/03 3pp 


T Hearing transcripts on nor-ant 1 true t matters 


7905030244 Corrections to transtripts from Dec 1978 6 Jan 1979 
hearings Certificate of Sve end 

M0RRI&3EY. J C , FURBUBH- M H . CRANEi P A Pacific Oas Electric Co 
79/04/04 aSpp 

7905240273 Re<iuefts info re £ Hasebke 790315 Ltr of concerns about 
granting of license to wtll 

LAQOmRBIHQ.R House of Rep 79/03/20 Ip 


P Operating license stage documents U 


7905240104 Informs that Amend 33 to MIAR • 
In response to NRC 790321 request 
DALTROFFi B L Philadelphia Electric In 


7903030340 Forwards application for amend n* m 

fee 

DRAOUEYiE J Philadelphia Electric (o ' 4 


—>7909030352 Ap pi icat ion far amend of liitixeei 
surveillance frequency to refleit * 

from 12 to 0 months Certificate of lUi ■ 
OAUER.E 0 . URAOLrYiE J FMi i lade I ph I e di 

6pp 


DOCKET 30-276 OEOROIA TECH RESEARCH REACTOR 
J Insurance & Indemnity Inforaiatlen 


79OS30004S Forwards Amend 12 to Indemnity Agreement E-30^ ref 1 ectlng 
change in 10CFR140< Increasing primary layer of liability 
from 4140 million to 9160 mi 1 1 iam effect ive 790901 
Supporting detcumentat Ion end 

SALTZKAMiJ Antitrust & Indemnity Droup 79/05/0] Spp 


Inspection reportSi IE Bulletins & correspondence 


7905110073 Fotwards application for amend n« i < 
DRADLEYiE J Philadelphia Elect) ic To " * 


—79051 10076 App 1 1 cat ion for amend of li«*<<ia4 
Tech Specs re reactor vassal matl sur^*(»)» 
Certificate of Svc end 

a Philadelphia Electric Co 79/(n'if4 i •• 


7905270343 Forward 1 schedule fot imp I emenSa n . 
nflcesiari^ for long-term program arieplM* i 
be completed during Spring 1900 refuel ski ^ 
b Spring 1901 for Unit 3 

DOVER. V Q Phlladolphl# riectrlc Co f* * 


7905070137 Forwards IE Oullotins 79-05 j79-05A U 79-06. re nuclear 
incident at THI 

O'REILLYiJ P Region S. Atlanta* Office of the Director 
79/04/13 Ip 


7905300200 Forwards summary of 1. 00 Him lea» »' < 
of elbow fltRlbiUty error i^^hich eiltiwa ) 4 

PI80L piping analysis computer program f » « k * 
Review t. raanalysls Included all wort I' > 
PORTER. F L, toa Nuclear. Inc 7V/|lh/J4 -*1 


DOCKET 50-277 PEACH BOTTOM: ATOMIC POUER STATION* UNIT 2 
G Adjudicatory correspondence 

7905230512 Util response to briefs opposing d» minimus approach of 
Pertins proceeding Licensees in Peach Bottotn fr Hope Creek 
proceedings conted approach is valid^no need to consider 
health effects further tf/Cer tl f Icate of Sve 
CONNER. T B Conner. Koore b Corber 79/04/04 30pp 

79O9HO410 Response to ALAB-509 tb radon emissions t. de minlaiui theory 
from Perkins record Certificate of Sve end 
SCiNTC.JF Hearings Oiviflon 80RDEN1CK.B H Branch 4 
LEHI6.S H Branch 2 79/04/il 4Spp 

7909140519 Response to 790404 brief of Philadelphia Electric Co. Public 
Bve Elictric U Oas.ii Atlantic City INJl Electric Co re de 

minimus theopu nO flvr- .anrl 


Hvt V. Uksy sr(^< 

minimus theory Certificate of 8vc end. 
KEPFORB.C P Citliens for Safa Environment 


79/04/11 Spp 


—7905300263 Forwards I J)B Nuclear. Inc llss sr x. 
could have been Impacted by dsfiiieus 
or has no recor)i of reanaltjsis f)M » 

STEPHENS. P N General Electdi M> h 
79/01/24 IQpp 


Q Inspection reports. 1C llulletins K mr***^. )i 


7905010131 Forwards 1C Info Notice ft ))A, 'ss * 
Bafety-Related Piping ” 

ORIERiB H Region l« Ph i lade Iph ia. Ilfo » 
79/03/23 Ip 


7903010065 Forwards !C Info Notice ft OH s«' 
Contaminated Bye w/8vc Air 8ys Used ai tJi. <*• 
Air ” 

CRIER. BH Region 1. Philadelphia, ti# * « . • . 
79/03/20 I p 


7905140332 Notifies of cansol idat ion q# five Intervenor groups re radon 
amissions issue Parties have until 790525 in which to flic 
for summary disposition * 

DUFLOjN E Atomit Safety and Licensing Appeal Panel 79/04/25 

iapp 

7909240305 Hemo b order ALAB-946 Oenias applicants' petition for 
recons iderati on of M.AB-3 40. which consol {dates applicants re 
radon issue 

DUFLQ*H E Atomic Safety and Licensing Appeal Panal 79/09/00 
3pp. 

J Insurance U indemnity information 

7905070497 Confirms increased tiabfllty limit to 4124.000.000 for 
policies MF-t,23* 43. 76*83, 100* ill* 140* 146* 131. 161. 164. 170, 

173, 174, 178. 179* ISO* 182* 185, 186. 107. 180, 189. 192, 193. I94r 195. 

197, 190.200. 201* 204.206* 207, 208. 210, 212, 214. 215, I* ethers 
OUATTRO-CNHI. J Amtrlcan Nuclear Insurers. 79/05/01 Ip 

7905070503 Confirias increasi In llabilitu limit t« 436,000.000 far 

pQllCiei MF-2a,a6,29,aa. 39. 44. 46,47*49.50.51*32, 53 , 54 , 53 , 56 . 

57. 50*60.61.64.66,67,68. 6?r 70. 71,72, 74,76,77* 78. 79.00,86,87. 
03.90,91,92.93,94,95 6 96 

ROBERTS, D M Mutual Atomic Energy Liability U^idaDiir iters 79/05/01, 
Ip< 


7903010315 Forwards IE Info Notice 79 09 ' o* * 

Contaminated Resin '* 

DRIER, D M Region 1, Philadelphia. 

79/03/30 ip 


7905290129 Forwards IC Insp Repti 50 ^ 

790220-0301 No noncomp Uance noted 
CARLBON.R T Region t. PhlladcIpMe 
Engineering Support Branch 79/04/01 /j|« 


—7903290132 IE Insp Repts 30-377/79>0T 6 »'» 

noncompliance noted Major areas InipeftSee «.k 
equipment, OA. fire protection It 't 

bullitlnt. 

FINKEL.AE, KOLTAY.P 0 Region 

Director EBNETER,8 D Region 

Construction 6 Engineering Support pffa**,* 

7905250152 Respondt to IE Bulletin 79-01 *♦ ?*'S 
In A0ME 8A-312 Type 304 Stainless steel #** 1 * n 
certifications for seam weld piping ^ * 

ta locate remaining pipe, 

DALTROFF.0L Philadelphia Electric Fw •» ♦ 
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790!>oa00ai» rorw^rd* If IlMlUiln 79-06f “lUvl^w of Op8riitio««l errori a* 
Qgt Mi«4i I lgn(T)«rit;i I<J«nUflttd During THI Intldvnl ** 

QUlCfiiD H Kgglaik li PMtAdglphifli Ufflc« Of t;h« Director 

79/04711 tp 


7700230694 Ack r«c«tpl of 790 J16 Hi informing NUC of itvpf lalt«n to 
ciirrsct violAtioni noittd In U 1 m«p M»ptfl 00*^////9^0a ti 
SO -270/79-02 

arilTH.O H Ijggiari li Pli i Udgl pli 4«* ruol fttiilltg 6 MgtgrigU 

Baftig Hranch 79/04/12 tp 


- -7903230710 M«fl|)ond« to NIIC 79022II Hr ra vlolgliont nijtgd in ic Intn 
ngpt« 30-277/79 02 SO 270/79 02 (.orr «<. 1 1 vg actlont 
(lalffllad «taiion pr(i< gduras praparod ^ appi'ovgd fA 
furvaiilancg tatt prni Mdor»« raviaad 

DAUTROOfli 0 I. PMUdgipItia f Uctrii. C« /9/<>sl/l7», Opp 


R 


Per iodic 


opgrettng rgporfcg Jt related 


correspondence 


Ai npw u M 0^1 . V. rieni; nod Rept 1978 " 

l-DENi U M PhlLedelpHla Electric Co 79/04/27 


Ip 




nnnu^n Miant nod nept i 97B “ 
ULRICH, W T Ptiiladelphia Electric Co 


78/12/31 


I2pp 


7909170236 Tor ward 
OOONCY.M J Phi 


% monthly operating rapt for Apr 1979 
Udelphia EUdrlc Co 79/03/11 ip 


'7703170241 Honthlg operating ropt for 
ALDEN,U M Philadelphia Elactrlc C 


Apr 1979 
0 79/09/10 


9pp 


— 79092307J4 Toiujardt K ln«p R«pi» 30 27//79 02 ft* 30 >2711/ /9- 02 on 
/90102-03 ft* DO 10 ft* hot he of violation 

(IMITH, 0 II Region 1 * Ph Uadelphla. luel laiMiig ft* Ha tgiiait 

(lafetg llranch 79/02/211 'Ipp 


^ related correspondence 

790S2202HO Forwards LER 77-007/0 lT-0 

CUUNEY, H J Philadelphia Electric Co 79/02/15 Ip 


-♦7903230732 NotUe of vhilathin from Intp on 790102 03 JU 0(1 |o 
e Region h Ph 1 1 ade I ph ia, nfflte of the Dlt'ecior 79/02/14 
3pp, 


~/9032307»0 IL Insp Repls *K> 277/79 02 ft* 30 27H//V OJ on /VO 1 02- S ft, 
oa 10 Nohcomp I lance noted falliMo to maintain effluent 
leleases within Tech llpei limits ft< failure to have 
procedures for lasli loading ft, cloture 

NflLV,D R , N(HIT7,R ( Region 1, Philadelphia, Office of the 

Dlrectoi. CROrKtRiMVl Region h Ph i 1 ade Iph I a, fuel facllltg ft. 

Materials Uafetg Dranrh 79/02/14 22pp 


1 >-^1 77-007/011-0 on 790131 standbg gas treatment tgs 

sprinkler valve was not reopened following temp sensor test 
Caueed bg operator error Operator was relnstructed In proper 
procedures 

COONCY, H J Philadelphia Electric Co 79/02/13 Ip 


7903040570 LER 79-013/031-0 on 790323 C ti-lp JopJc HPCI area temp 
suiliches <TQ-4941C,-42C,-43G. -44CHndlcatod less than 
ambient dui Ing routine surveillance Caused bg dlrtg contacts 
Qn power tupplg for temp switch card units 
COONEY, M J Philadelphia Electric Co 79/04/23, Ip 


7903290116 forwards II Insp Hepts *10 2/7/79 03 6 30 2/11/79 04 on 
790129 '0202 No noncomp Mane s noted 

nnUNNlR.I, J Region 1, I'h 1 lade 1 ph la. Office nf the Director 
79/04713, app 


—7903290120 M Insp Repts 30 2/7/79 03 ft< 30 27(1/ 79 03 on 790129-0202 No 
nnncnmpUance noted Major areas Insperted plant iiperalhins, 
facllltg tour, ri circular followup t I t>R review in ufi ft, 
on site 

ORE ENHAN, L . 0 Region I, iMi I lade 1 ph la> ilffite nf the Dlreitoi 
MCCARKiE.C Region 1, l*h 1 1 ade I ph 1 a, Reactor Operations Nuclear 

nupport llranch 79/04711 4pp 


7903040077 Forwards LER 79-016/01T-0 

COONEY, H J Philadelphia Electric Co 79/04/26 3pp 


'7903040072 LER 79-016/01T-0 on 790411 engineering review discovered 
valving associated w/seismlcallg qualified smergeneg sve 
water sgs was normallg open Caused by faulty plant design 
Open valves locked closed 

COONEY, M J Philadelphia Electric Co 79/04/26 ip 


7903020347 forwards LER 79-01 7/04T-0 

C0UNE.Y.I1 J Philadelphia Electric Co 79/04/27 2 pp 


7903020323 Forwards M' Hulls tin 79 07, "tielimtr litres s Analysis of 
l]afety’>Related Piping '• i.heniee aition required 
ORIER.n II Region I, l»h 1 1 ade I ph I a. Offl«e of the Dtre< tor 
79/04/14 Ip 


7903040007 Forwards U Hullelln 79 Ohfl, '’Review uf (Ip eiat tonal irriiis I, 
Qgs HI ta 1 1 gnmenis identified During THI Incident 
ORnR,n,H. Region I, Ph 1 1 ade Iph I a. (Ifflte of the Oirecior 
79/04/14 Ip 


7909040J99 farw4rds IF Du 11 et in 79 OR, *'l vents Relevant to Honing 
Water Power Reactors Identified During THI Inrident *' 

Licensee action reiiulreil 

ORIUMI H Region t, Phi lade Iph la, (Iff he of the Ditector 
79/04/14 Ip 


-7903020336 ICR 79-017/04T-0 on 790410. effluent pH of 5 3 identified, 
esceedlng Tech Qpec range Cause could not be determined 
Aeration tank neutraUied to bring effluent pH within 
limits Mod of treatment plant under investigation 
COtJNCY.M J Philadelphia Electric Co 79/04/27 Ip 


7903040501 forwards LER 79-OiO/OlT-l Discusses results of continuing 
investigation re design errors in recirculation sgs valves 
COONEY, H,J Philadelphia Electric Co 79/04/30 3pp 


‘“7903000464 1 ER 79-OIO/OiT-l on 790226 power ft* control cable associated 
w/rac irculat ion pump discharge valves 6 bypass valves were 
found routed in nansafeguard cable trays Caused bg 
Impioperlg designated cables during design phase 
COONEY, H J Philadelphia Electric Co 79/03/12 Ip 


7903030000 Forwards IF lluUethi 79 09, ''failures of OL Type AK 2 
Glrculli Dreaker in Raf «tv'‘'nt I aiad Rgs ** licensee action 
required, 

ORlERflt H. Region i, Philadelphia, Offlte of the Director 
79/04/17 Ip. 


7903130443 LLR 79-0l5/0aL-0 on 790410? 1 Knit switch on M 
failed Cause not found, due to high temp ft* radiation 1 
In MBIV room Appropriate logic channel was placed In 
condition 

OOONEYrM J Philadelphia Electric Co 79/05/07. Ip 


7903020:i09 Forwards IL^, Mull* tin 79 06A, Revision 1, "Review of 
Operational Errors 6 Qys Hlsallgiments Identified During THl 
Incident ** 

ORlERiD H Region \, Ph 1 1 ade Iph la, Dffiie of the Dirertar 
79/04/m ip 


7903230061 RO 2-79-2 I /IP on 790504 HPGl control table I 
W/AD3 cables for short distance in cable spreading ro 
Caused by failure of supplier to provide proper sgs 
interface documents to A/E during design phase 
ULRICH, W T Philadelphia Electric Co 79/05/07 2p 


7903130307 Forward! IE Insp Rspts 30 277/79 U 6 30*2/11/79*12 on 
790409-13 i notUi of violation 

DRUNNERiE, J Region !■ Philadelphia, Reactor Operations Nuclear 

Support branch 79/04/20 Opp 


■7903130314 Notice of violation from inip on 790409*13 

a Region 1, Ph I lade Lph I a. Ufflce of the Director 79/04/19 

2pp 


7903160303 LtR /9-0t9/0aL-0 on 790420, channel D refueli 
reactor bldg area ventilation exhaust radiation mt>nl< 
failed downscale while at power Caused by defective j 
converter i« common radiation monitor power supply 
COONEViM, U Philadelphia Electric Co. 79/05/11. M 


7905290214 Forwards LER 79 - 021 / 0 I T-0. 
COONEY, H J Philadelphia Electric Co 


79/05/10 3 


-7905130323 1C Insp Repts 80-277/79-11 ft* 30 270/79- 12 on 790409-13 
NoncompUance noted improper valve positioning I* positive 
control, Improper approval I* review 

QREENMAN.C U , OftAHAH. P D Region I, PK i lade lph 1 a, Office of the 
Director HCCAUE.E C Region t, Rhi ladelpNie. Reactor 

Operatloni Nuclear Support Stanch 79/04/19 26pp 


-7903290216 LER 79-021/01 T-0 on 790504 HPCI ‘=*JJ** 
Caused by errors in designs Rerouting of cables wi 
effected during outages ^ 

CQONEViM J Philadelphia Electric Co. 79/05/18 
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DOCKET 50-270 PEACH BOTTtWi ATOMIC POWER STATION, UNIT 3 


0 Ad judl<« targ corr»ipon«Jtnc« 


7903SS0070 Dlimitta* excsptlon« ta LfiP-74-48 Approval ttlpulatlop 
among cartaln partial k participants U accompanyins Tech 
Spece at fulfilling NRC reiponsibil i t iee r« thermal 
discharges 

OUFLDiM E Atomic Bafabg and Licensing Appeal Panol 79/03/23 

llpp 


790S290349 Forwards schedule for Implementation of major plant 
necBfsa.rg for long-term program acceptance criteria Modi to 
be compLeteii during Spring 1980 refueling outage for Unit 2 
k Spring 1991 for Unit 3 

BOVERiU B Philadelphia Electric Co 79/09/21 3pp 


790930020d Foriuards summary of ED8 Nuclear, Inc resolutlon/docuaintitL'r 
of elbou fleilbility error which erlsted in versions of 
PISOL piping analysis computer program from Jan-Dct 19&9 
Revteu tf reanalysls included all work through Dec 1970 
PORTER, FL EDS Nuclear, Inc 79/09/21 9pp 


7909230912 Util response to briefs opposing de minimus approach of 
Perkins proceeding Licensees in Peach Bottom tt Hope Creek 
proceedings conted approach is valldjno need to consider 
health effects further N/Cer tif Icate of Svc 
CONNER, T B Conner, Moore It Corher 79/04/04 30pp 


< — 790330'02A3 Forwards EDS Nuc lear, Inc list of DWRs 4* piping syi uhiit 
could have been impacted by deficient computer progran^ 

GE has no record of reanalysls for Cooper piping sys 
aTCFHENS,P W Oeneral Electric Co .Nuclear Energy Product* Div 
79/01/24 lOpp 


7909110419 Response to ALAD-909 re radon emlislons & de mlnimuf theory 
from Perkins record Certificate of 8vc end 
SCINTO. J F Hearings Division BORDENICK. B H Branch 4 
LEULS.S H Branch 2 79/04/11 49pp 


7909140919 Response to 790404 brief of Philadelphia Electric Co, Public 
Svc Electric L Qaa,li Atlantic City INJl Electric Co re de 
minimus theory Certificate of Svc end 

HEPFOAD, C P Citizens for Safe Environment 79/04/lt Bpp 


7909240989 Kemo S< order ALA6-946 Denies applicants' petition for 
reconsldera t i on of ALAB^S 40, which consolidates applicants re 
radon issue 

DUrL{],h E Atomic Safety and Licensing Appeal Panel 79/09/08 

3pp 


7909140332 -Hotifles of coniolldat i on of five tntervenor groups re radon 
emisfllons issue Parties have until 790529 ih which to file 
for fummary disposition 

BUFLQ. H E Atomic Safety and Licensing Appeal Panel 79/04/29 
i3pp 


J Insurance & indemnity information 


0 Inspection reports, IE Bulletins k correspondence 


7909010131 Forwards IE Info Notice 79^06, “Btrei* Analysis of 
Safety-Related Piping " 

ORIER.B H Region t, Philadelphia, Office of the Director 
79/03/23 ip 


790901006S Forwards IE Info Notice 79*»OOi "Interconnection of 
Contaminated Sys w/Svc Air 8ys Used as Source of Breathing 

Air " 

DRIER, B K Region 1. Philadelphia, Office of the Director 
79/03/20- Ip 


7909010319 Forwards IE Info Notice 79-09, "Spill of Rad 1 oact Ivt ly 
Contaminated Resin 

GRIER, B H Region Ph itadelphU, Office of the OirecUr 
79/03/30 ip 


7909290129 Forwards IE Insp Repts 90-877/79-03 k 50-278/79-00 on 
790228-0301 No noncocnp llance noted 

CARLSQNiR T Region 1, Ph 1 ladtlph la. Reactor Construction b 

Engineering Support Branch 79/04/D3 2pp 


79G9070497 Confirms incrtased liability limit to *124, DOO, OOO- for 
poitclei Nr-1.25, 43, 76,83, lOD, 111. 140. 146. 191, 161. 164, 170, 

173. 174, 170. 179, IBD. 162, 169. 186. 187. 189. 109. 192. 193. 194. 195, 

197. 196i200.201,204.206,207. 208, 210,212, 214. 215. te Others 
QUAYTROCHHI , J American Nuclear Iniurers 79/05/01 Ip 


7905070982 Confirms increase In liability limit to *36,Q0D«O{>(} for 
poUcies MF-22,24,29,30,39, 44. 4i. 47, 49, 30. 91 , 52, 93, 94, 95,96, 

37, 50, 60, 61 . 64, 66. 67, 6Q, 69, 70, 71. 72, 74, 76. 77, 78, 79, 00, 86. 87, 
8B,90i9l.98,93. 94, 99 U 96 

ROBERTS, D K Mutual Atomic Energy Liability Underwriters 79/05/01 

Ip 


7905140419 Forwards Amend 80 to Indemnity Agreement 6-20 per 10CFR14O 
changes re increase in liability insurance from *140 million 
to *160 ml 1 1 ion. effective 790501 Supporting documentation 
tnc 1 

8ALTZMAN, J, Antitrust |< Indemnity Oroup 79/09/01 6pp 


—7905290132 IE Snip Repts 50-277/79-03 k 90-270/79-08 on 790S2D-&MI i 
none amp 1 i ance noted Hagor areas inspected electrical 
equ 1 pment, QA, f ire protection k status of IE circular* 6 
bulletins 

FINKELrA E , KOUTAY, P B Region 1, Philadelphia, affici of |h« 

Director CDNETER, 8 D Region 1, Philadelphia, Reactor 

Construction ki Engineering Support Branch 79/03/29 6pp 


7909250192 Responds to IE Bulletin 79-03 re longitudinal weld defacti 
in A8ME 8A-312 Type 304 stainless steel pipe spools Two 
certifications for seam weld piping found Rociuosts addl time 
to locate remaining pips 

DALTROFF.S L Philadelphia Electric Co 79/04/09 2pp 


7903020082 Forwards IE Bulletin 79-06, "Review of Operatlani) ErT*ri h 
8yi HLsal Ignments Identified During THl Incident " 

CRIER, B.H Region 1, Philadelphia, Office of the Director 
79/04/11 tp 


7905220347 Forwards Endorsement 84 to ANI Policy NF-140 
BRADLEY, E J Philadelphia Electric Co 79/09/14 2pp 


P Operating license stags documents 6 correspondence 


7903240184 Informs that Amend 39 to FSAR contains existing RA programi 
in response to MRC 790321 request 

DALTflDFF.au Philadelphia Electric Co 79/04/10 Ip 


7903030348 Forwards application for amend of licenses k *1,600 filing 

fee 

BRADLEY, e J Philadelphia Electric Co 79/04/30 Ip 


— 7909030352 Application for amend of Licenses DPR-44 &i DPR-56 to change 
surveillance frequency to reflect change in refueling cycle 
from 12 to a months Certificate of Svc end 

BAUER, E 0.1 BRADLEY, E vl Philadelphia Electric Co 79/04/30 

6pp 


79051 1D073 Forwards applicatien for amend of Licenses DPR-44 k DpR-56 
BRADLEY. E. 0, Philadelphia Electric Co 79/05/08 Ip 


— 7905110076 Application for amend a# Licenses DPR;-44 k DPR-96, chang log 
Tech Sped re reactor vessel natl survelllenct program 
Certificate of Bve end 

s Philadelphia Electric Co 79/05/04. 19pp 


7909230694 Ack receipt of 790316 Itr Informing NRC of steps takan tt 
correct violations noted in IE Insp Repts 90-277/79-02 * 
90-270/79-02 

StilTH.O H Region I, Philadelphia, Fuel Facility k Keterlalt 

Safety Branch 79/04/12. Ip 


—7905230710 Responds to NRC 790228 Itr re violations noted In IE Krij 
Repts 90-277/79-02 t 50-278/79-02 Corrective actions 
detailed station procedures prepared & approved k 
lurvelllance test procedures revised 

DALTRQBS.S L Philadelphia Electric Co 79/03/16 3pp 


—7909230724 Forwards IE Insp Repts 50-277/79-02 k 50-278/79-02 oix 
790102-09 k OB-IO k notice of violation 

atllTH.G H Region 1, Philadelphia, Fuel Facility k Keterialt 

Rafety Branch 79/02/26 3pp 


—7905230732 Notice of violation from Insp on 790102-09 k 08-10 
* Region 1, Philadelphia, Office of the Director 79/02/14 


-7909230730 IE Insp Repts 50-277/79-02 k 30-278/79-02 on 790102^5 1 
08-10 Noncomp llanc e noted failure to maintain effluent 
releases within Tech Spec limits k failure to have 
procedures for cask loading k closure 

NEELYiD.R , NTHITZiRL Region 1, Phi ladelph ia. Office pf 
Director CROCKER, H Vl Region!, Philadelphia, Fuel F«c|liuh 

Materials Safety Branch, 79/02/14 22pp 



DOCKETED ITEMS 


7903290116 forw^rJt IC Imp fUpti 30-'a/7/79“O'J 50-'a70/79«0^ on 

790l27“020a No noncompilanG# notmf 

DRUNNLR.C J Kaglon I. f’h 1 U<1« I ph t Ai OfMcn of ih« Directior 
79 / 04/13 2 pp 


-7903290120 m Imp lUpti 30-'2///79 03 30- 2/0/ /9- 03 on 790l29-<0a0;> mq 

nonconpliintif nut,#t| Major araa» (naparlad plant nporofelon*/ 
facility Innri IC circular follouup h 1 til rwlaui lit ofc lU 
on »ltff 

OriCrNMANrC 0 Rafllun !• Pit llada iphiai Ufflia of thu Dlractor 
MCCADf^t C flaylon li Ph 1 lada 1 pit ia» llaacioi Oparallom 

llopport ilranrlt /9/04/11 4pp 


790302032J ( (iruardi M lluMaiht /9 0/« *'()al«mlt tltrat* AnAlti«l« of 
Oaf « tg-lUl ai«(l Piping *' llc«nia« aiiiurt rariuh ad 
OinClCQ M llffgloii l< [‘h I ladalph iai (Ifflta of ilta Dlractor 
79/04/14 Ip 


U/AD5 cauut for AiA SuHnc^in cib^e” JrLStn'* 
Cam.d by failure of aupptu^ta* rowj: 

ULRICH. W T Pftlladaipfila eUctrlc Co 79/05/07 2 pp 


7903290214 Eoruarda UER 79-031 /01T“0, 

COONeV.H J Pftl iadolphla Elactrlc Co 79/03/18 3pp 


7903290216 LER 79-031 /OlT-o' on 790504 HPCI 
Cau*Bd by arrora In deiigna Rerouting of 
offocbod during outages 
COONEVi M J Philadelphia Electric Co 


cables 

cables 

79/05/10 


improper I 
ullt be 

Ip 


y 


routed 


DOCKET 30-280 SORRY POWER STATION. UNIT i 


7903040007 forwards IT Hull el In 79 0611. "Review of Operational Error ■ g, 
Sys Misalignments Identified Out i rig TH| Ittrident " 

CRICK. H M Region 1, iMt tUd v Ipit I a. (Iff Ice of the Director 
79/04/14 Ip, 


7903040239 furwaids It llulletin 79 00. "fveitti Relevant to Ho 1 ling 
Water I’uwer Reactors Ideittifled Oin'lng fni Incident " 

Licensee action tegulred 

OR IE Kill II Region 1. IMi I lade Iph I a. Office of the Dlrecioi 
79/04/14 ip 


79030^10000 PoiwArdi H, llulletin 79 09. "lalliirus of Gl Type AK'2 
Glrcult Hreaker in Safety Related Oyt " llceneee action 
r er\u Ired, 

ORlEKiO M Region 1. Philadelphia. nffl(« uf the Director, 

79704/17 Ip 


7903(>2(n{>9 f 111 wards 11 ilulletin 79 ()6A. Rev 1 s 1 <in I. >‘Revl’eu of 
Operational Errors 4. Mys Ml la 1 1 gnment s Identified During IMI 
Incident, “ 

ORIIK.I) M Region 1. Hhl lailelph la. office of the Dlrei lot' 
79/04/ in Jp 


stage documents U correspondence 


7903290296 Requests NRC recorrslder its 3 
of new OL because of largo addl costs 
RAOONE, 8 Virginia Electric Si Power C 


-month moratorium on 
of replacement power 
0 79/05/22 Spp 


isf uance 


0 Adjudicatory correspondence 


7903230646 Orders eii tens Un, untl I 790324. for NRC review of 790404 
denial of enforcement action 

CMILK.B J Office of the Secretary of the Commission 79/04/13 


7903100262 Forwards petition of Potomac All lance, et al for emergency i- 
remedlal action 

DOUOHERTY. vl 0 Potomac Alliance 79/04/18 2pp 


‘-79O31OO320 Pofcltloh for emergency 8* remedial action re NRC violations 
of NEPA In Issuing Amends 46 47 to OL 

DtlUOHERTVi vl D Potomac Alliance 79/04/10 6Spp 


790313010/ Forwards H Insp Hep Is 30 Jtf'f/n 11 10 2/0/79 >12 on 

790409 iCI b not lie of ylotatlon 

IIRUNNERtI il Region 1. Ph 1 lade 1 ph I a. Meat tor (Ipeiatlone Nuclear 

Huppoi t Kranch 79/04/20 2|>p 


' 7V03130114 Notice of violation from insp on /904(|9 II 

* Region l« l>h l lade kph l «. UffKe of the Dliecioi 79/04/19 

2 pp 


‘ 790113032 1 IE Insp Kepis H> 277/79 II 4. 30 27(1/ /9 12 <in /9l)4()9 \3 
Nuncomp 1 1 ante noted Impioper valve positioning 6 positive 
control. improper approval 6 review 

OKirNMAN.r J . GRAHAM. P D Region 1. Philadelphia, (IffUe of the 
Director Hf'GAfll . t' (' Megioix I. Philadelphia. Reactor 

Opeiations Nuclear Ruppori llraruh 79/04/19 26pp 


R Periodic operating repoi ts 6 related t nrr esporident e 


7903140:144 forwards ^'Annual Plant Hod Kept 19/0 " 
AlDiNiWh Philadelphia Mectric Go 79/04/2/ Ip 


-«/903 1 40,147* "Annual Plant Mod Repi IV/R " 

UIRICH.W r Philadelphia Ties trie Go 7II/|2 /:m 12pp 


7903340433 Ack receipt ef 790405 Itr requesting NRC to revoke OLs Ltr 
li currently under consideration Forwards FR notice re Allen 
790403 Itr 

DCNTON/H R Office of Nuclear Reactor Regulation 79/05/04 Ip 


—7903240461 FR notice re J Allen 790405 request for revocation of QLs 
DENTON. HR Office of Nuclear Reactor Regulation 79/05/04 2pp 


7903310003 Forwards J Allen 790405 Ur requesting NRC revoke facility 
OLi 4« PR notice of revocation request W/790330 Ur to ASLAB 
re Uesllnghouse EGCS deficiency 

DENTON, H.R Office of Nuclear Reactor Regulation 79/05/04 3pp 


J Insurance Indemnity Information 


7903110107 Amend to Endorsement 31 to NELIA Policy NF-106 Constitutes 
Endorsement 54 

a Nuclear Energy Liability Insurance Association 79/04/27 Ip 


7903070497 Confirms increased liability limit to *124.000.000 for 
policies NF-1,23. 43.76.03. 100, 111. 140. 146. 151. 161. 164. 170. 

173. 174. 170. 179. 100. 102. 103. 106. 197. 109. 109. 192. 193. 194. 193. 
197. 198.200.201.204.206.307.200.210,212.214.213. 8i others 
aUATTROCHHIi J American Nuclear Insurers 79/05/01 Ip 


79031702J6 Porwardl monthly operating repl for Apr 19/9 
COONEY, H J Philadelphia IJer trU Go 797017 1 1 ip 

"■”7903170241 Monthly operating rept for Api IV79 

Al.nnN.N M Philadelphia 1 leUrU Co 79/01710 9pp 


8 lUportable occurrences, L(R« V related correspondence 


7903040077 rorwardS i ER 79 > 016 / 01 T ^O 

COONEY. M J Philadelphia KlectrU Go 79/04/46 Ipp 


—7903040092 LER 79 OW./OlT-O on 790411 engineering review dliCOV*r*d 
valving astociaied w/eeiSMlrally qualified emergency eve 
water eye was noneatly open Caused by faulty plant design 
Open valves locked closed 

COONEY.M J Philadelphia ElectrU Co 79/04/26 Ip 


7903040301 Fprwards LER 79'OlO/OlT" 1 Dueuetts results of eontinuirvg 
Invest tg«t 1 oA re dtelgn errors in recirculation sys valves 
CQONCY.M J Phlladelphie Cleetru Co 79/04/30 3pp 



DOCKETED ITEMS 


P Opt-raiittg Itcenfe itag^ documtntv & corraspondence 


7^05^0{}0347 AiiCgn^ r aspon« i 1 1. 1 i ti^ for prompt noting notification r< 
7'90313 show cauifl ordor-# 

BTELLO. V Dlvi-ilon of Oparating Raactor* 79/03/29 3pp 


7903020490 790313 talcan u/R Sero of Mes tlnghouse re 

incorract uatghti for Valan Model C65C 6-lnch ch*ck valvoa 
uied in lafety injection tgt 

BOHWEMCER.A Operating Reactors Branch 1 79/04/02 Ip 


79DS240169 Foruardc 790220 1 br requesting MRC to conduct hearing £i 
prepare EIS on proposed replacement of tteam generator* 

Related Fr notice end 

OEKtOMfH R Office of Nuclear Reactor Regulation 79/04/04 2pp 


—7905240199 Requests reconsideration of issuance of license Amends 46 ?< 
47 for replacement of steam generators Also requests public 
hearing Ic EIS 

BERICK.S . ALVAREZ, D Environmental PoLteg Institute 79/02/20 

2pp 


—7905240204 Notification of "Director's Oecislon under 10CFR2 206." 
danging request for public hearing I* EI5 preparation re 
steam generator repair program 

OEHTON.K R Office of Nuclear Reactor Regulation 79/04/04 Opp 


7905300010 Eumtnarg of 790404 meeting u/ShU 6 ut ( 1 In Boston, HA re 
sequential operations of safety sgs required to reach 
shutdoun in all conditions & pipe sys stress reanalysls 
NEIOHBQRSi D Operating Reactors Branch 1 79/04/06 5pp 


790S100158 Responds to 790330 Itr re analysis of piping sys per 790313 
show cause order Use of soil structure interaction 
techniques in calculation of amplified response spectra is 
acceptable if appropriate documentation Is included 
STELLOi V Division of Operating Reactors 79/04/13 2pp 


7905100073 Requests revley^mad & testing plana re action taken to 
correct design deficiency identified In electrical Load 
study Suggests application for appropriate license amend be 
made as soon as possible 

VOLLMER.R H Assistant Director for Bystami 6 Projects 79/04/16 

app 


7905190739 Summary of 790419 meeting u/S&N & util in Boston, MA re 
review of pipe stress analyses 

NEIGKGORB# J D (Iperatlng Raaotori Branch 1 79/04/24 Spp 


7905310472 Bonmary qf 790419 meeting u/SbW & util in Boston, MA re 
review of pipe stress analytes 

HEIOHDORS.J D Operating Reactors Branch 1 79/04/24 Spp 


7905040468 Forwards VEP-FRD-32. ^'Burry Unit 2i Cycle 4 Core Performance 
Rept '* 

THOMAS, N N Virginia Electric h Power Co 79/04/27 Ip 


— 7905D40472 "Surry 1/nlt 2, Cycle 4 Core Performance Rept “ 
R083, T K , LEBERSTEIN, J H Virginia Electric U Power Co 
VEP~FRD-32 79/04/30 47pp 


7905040615 Forwards status rept on 790427 “Plan for Verification of 
Dynamic Analysis Codes.'" 

JACOBS, S 8 Stone 6 Webster Engineering Corp 79/04/27 2pp 


7905070473 Notifies that tua completed pipe stress problems ware sent 
to contractor subsequent to 79041? meeting Specific info 
enc I 

SPENCER, U C Virginia Electric 4 Power Co 79/04/27 2pp. 


7905040036 Believes recordkeeping requirenicnts should be modified to 
agree u/ASNE Section XI Code requirements Change to Tech 
Specs 6 5 D 7 designated as suppl to end Change 66 
BTALUEN06,C M Virginia Electric 6 Power Co 79/05/01 4pp 


7903D403BD Notifies that steam generator replacement program initial 
progress rept for 790203-0331 Is being prepared Reporting 
period should cover two months rather than 60 days 
STALLINGS. C. M Virginia Electric 6 Power Co 79/03/02 tp 


7903070610 Aesponds to 790413 Itr Forwards eummary of soil structure 
Interaction ana lyses, summary of subgrade matl properties 2» 
damping valves which were calculated by Bhake Program 
Summary qf sampla pipe stress analytes 

SPENCER, H C Virginia Electric t« Power Co 79/09/02. Slpp 


7903070460 Responds to NRC 790222 Itr requesting addl Info re snviren 
qual 1 f 1 cation testing performed on continental instrument 
cable presently in use 

Q'RElLLViJ P Virginia Electric 6 Power Co 79/05/03 19pp 


790508053S Forwards add! info re organl zat lonal chart to support 
proposed Tech Specs Change 71 

STALLINOS^C H Virginia Electric k Power Co 79/03/04 2pp 


7903300751 Responds to 790330 telegram re shutdown of units NRC ravi<i 
of pipe stress levels will be limited to safety 
cons iderat 1 ons 

OENTOff, H R Office of Nuclear Reactor Regulation 79/05/04 3pp 

—7905300756 Comments on areas of concern re shutdown units Urges prci, 
analysis of effects of shutdown 

SHANNON. P C Virginia. State of 79/03/20 3pp 


7905140239 Forwards proprietary documents requested during 790101-C4 
special Insp 

ERLEWtNE,J A Stone t, Nebster Engineering Corp 79/03/00 ip 


—7905140245 Requests withholding Technical Guideline Ef1TO-22-0 
Technical Rept EMTR-'612 (ref 10CFR2 790) Affidavit enc I 
KENNEDY, H J Stone 6 Webster Engineering Corp 79/05/04 lO^f 


7905140332 Confirms 790504 telcon w/WT Russell re computer deck 
associated w/SNQCK 0 program 

KENNEDYfU J Stone ti Webster Engineering Corp 79/05/09 Ip 


7905160335 Notifies that review of computer dock is completed SHOCK 0 
program still unrecovered Piping syi conservatively doslgnii'd 
Stuill perform Intended function 

KENNEDY,W J Stone ?c Webster Engineering Corp 79/03/11 ]p 


7905210111 Forwards SHOCK 1 computer program listing Supersedes 
submittal of 790406 Program listing withheld (ref 
10CFR2 7901 

KENNEDY, M J Stone Webster Engineering Corp 79/03/14 ip 


7905290335 Summarizes procedures it calculatlonal techniques used In 
reanalysls of piping sys designed w/SHOCK It computer 
program Reanalysis will satisfy 790313 order to show cause 
KENNEDY, W J Stone */ Webster Engineering Corp 79/03/10 6pp 


7905250106 Submits corrections to 760920 proposed Tech Spec Charge 7i 
re listing of hydraulic shock suppressors 

STALLINOS. C M Virginia Electric & Power Co 79/05/22 Ip 


7905250092 Submits response to 790518 request for Info concerning 
revlau of methodology In use of oik structure interaction 
BPENCER,W C Virginia Electric k Power Co 79/05/24 33pp 


7905250132 Submits addl info In response to 790402 request re safety 
sys analysed by SHOCK II code, pipe stresses 6 verification 
of dynamic analysis codes Info relates to 790313 order to 
show cause 

SPENCER, MC. Virginia Electric Power Co 79/05/24 9pp 


7908290001 Resubmits 761230 Tech Spec change request as Chang* 24 Ns 
unrevlewed safety question Involved 

STALLINGS, C 11 Virginia Electric 6 Power Co 79/03/24 I6pp 


0 Inspection reports, IE Bulletins it correspondence 


7908020040 Forward* IE Insp Repts 50-200/79-10 k 50-201/79-12 on 
790214-16 No noncomp Itance noted 

LEWIS, R G Region 2. Atlanta, Reactor Qperatione Nuclear Oupipori 

Branch 79/03/12 2pp. 


—7905020049 IE Insp Repts 50-200/79-10 5. 50-281/79-12 on 790214-16 Ni 
noncG-mp 1 lance noted, Major areas inspected protection of 
components in containment, tag out practices, long-term layup 
Ik temporary ventilation 

ELROD, S. A Region 2. Atlanta, Office of the Director 

CANTRELL. F 8. Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch 79/03/09 4pp 


79DS020O12 Forwards IE Insp Repts 50-200/79-02 k 50-261/79-02 ar 
790102-0202 No ftoneompHance noted 

LEWIS, R G. Region 2, Atlanta. Reactor Operations Nucliar Buj^port 

Branch 79/03/13 2pp 


—7905020019 IE Insp Ropti 50-200/79-02 t- 50-281/79-02 on 790102-0 202 le 
noncompliance noted. Hajor areas inspected' plant physical 
harrlars it preparations for steam generator replacement 
BURKE, D. J Region 2, Atlanta, Office of the Director 
CANTRELL, F 8 Region 2r Atlanta, Reactor OperatLoni Nuclear 

Support Branch, 79/03/12 9pp. 


7905070637 Requests MRC recommend to Commissioners that Vnlt I be 
returned to sve Immediately Util will supply any supportive 
technical presentations deemed necessary 

STALLINGS, C M Virginia Electric k Power Co, 79/05/02 Spp 
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Forwiirdi ir InPo Nullca /V*'06, Andlg-slo of 

(iflf Btij-H* l*t» d Piping 

0 'HFIU-V(J F> nuglDil rttlant*, (IffirD of Ihw Oliorlor 
app 


/';onO JOJl'/ I'tJiwflrdf u Info Ntjilta /V* Ofi '*liiJplkM '0 of lankt 

U'ririLlY»i/ P Pngloti a, AtlAiitBr (JPfUo of ilto Dll actor 
app 


7 '/ 0 *HJlOjai F iM'Wrti’d'i II Info No tic* f't Ol)p '* In tnr r oiinoc t 1 nn at 
CotitAmi n^Cttd >W* ^/Uvc (]ga Ui«ij «« llinirca of UrtAihlng 

/^ir 

O'nrillVf^J f lUglon Alkanic* llfflt^a of tho Dlrdi lor 

/*f/oi/m app 


/VOIOlO 1/>'f F ot w#rtli IE Info NolUa 7V "tlplll iif Had l<i ai 1 1 vo I g 

Guh1iNmlnAt«<i IlHtlo " 

muinYp«/r M«glan U* ^tlairiA^ (IffhA of lti« Dliniloi 
77/0'F/.10 app 


77aiOJOWF r<inuaii!« II ll\qp INpi« *»0 «7IU>/fV I \ fn OH aOl//'f Wi III) 

770 N I a I No nontompHane* nut ad 

KfNNA.W 11 Higloii AllAhtM) UAf«g|OAi'd« Diaiitli /V/OA/ll app 


- 770*>oaooH ir imp r<#pi oo jtm/rf i;i t. no jin/7v w, on /vou»t No. 
noiaampIlAntN niili«)| Major ai aa tti«p»iiiiti I nd «p and »iit inip 
affoil r« lOCFH/J IF*) niqii «oi> an uiltMialcI 

(r*f lOClOa /VOI 

MINNinULYJI J 0•gi^rl W> AlUnt«« Offliir of tl)« Oirai lot 
rdlUNiU ij Hvgton a* AUanU» tirtfagnaiila IM anc h 77/0^/11 

Ip 


f7010000 )'! Forward* U lloNailn /7 FNip ”H*vl»w <if (1p«r a 1 1 ntia I I'l riira ft- 
(Ig* HiiAlIgnmMOW [danilflqdi Dirrhigi TMt livr hliiitt " ft l.i»ii*«a 
acilcin r«r^oir«d 

n'HlltlY>)l M lUgton a- AilAiUft. Dfflia of th* OimXior 
77/0^/11 Ip 


77onn4<U04 Forwardi IF OolUlfio 77 (>/iU» "Fl 0 Visw of llpaiatboital 1 rror« ft- 
dg* Hi «« U ghm«nl* ]d«nllfl«iF IForlng Till Ini Id uni " 
rj'HUU Vi J F» fUglniv a. Allanta. Fbffita nf ft(i«t>Fr«cftor 
77/04/14 app 


/70n040a7l |‘oiw«i'iI* IF IhfllaCin 77 <>/* 'Mlvltinir Hiivva Analgalt of 
tUfatg lUlaUi) F'lping “ liraniiVf aitioo raqolrad 
(J'HF n I Yi J r* (uglon a. Atlanta, (IffliM ijf tF)* F >1 r « t Irn 
77/04/14 Ip 


/70»04044IM<orwAi'di IP Ihillvlln 77 OIN ''lv»nt« Fral*v«nl to llotllng 
Uaitr l*iiw»r Nuaelur* ldfntlfl 0 d Diiohig IMI hH ■' 

O'dlJllViJI’ lUghin Attanta. (IffUti of ilia intdLtoi 
77/04/14 ip 


/7onOOOi7>4 K«iptinil« ftu M IhilldItiF 77 (>‘l, 'T oog I tod li^A I H«|il D*f«i i* In 
AflHI UA ‘W’J rgp« 104 (llainU** fMp« (Jponl* Hfp bg 

Youngitown Nfidlog ft, l''>ig in««r log Co *' North Ann* I naai ivo 
(lA piping liwi rg i K- W r«uurdi «r* fttiM ondar r«vft«w 
OTAUlNOll.r 11 VlrgtOlA IlAitric II- |«ow«r Oo /7/04/W, Wpp 


770nU)0|7i forward* II llollwtin 77 07, ’'l‘«llui«« i)f Ql Tgfv AH J 

Circuit ih‘«Aft«r in llafotg n«lalBiF ilgt *' I,it 0 i)«f« Ai.tton 
rtqui r«il 

Fi'RCIi F.Y, J F’ lUgioh Hi Atlanta. Offn* of tha Dtracttir 
77/04/1/ Upf 


770S0a047A rurwardt IP Ui/llattn /7''OAA» fltvl * ii on I- "Rtvlawof 
Uparailonal frrort X. Iig« Hi ta i Ignmant f laaotifl«i) During TMI 
Inc id ant 

O'HiflLY^JP fUgion -f. AtUnta, Offica of IF>» Diractnr 
77/04/10 9 pp 


77031005^0 InforMt that rtponia to H' ttwMvili* 77 07 rt fttitaftc 
«nilg«l« of tafitg ralatitT piping will b« fravldad ftn 
CDrtjunellon w/orddr to thaw caum tltd 7701IJ 
OF’CHCEFI-U C Virginia lilac trie ti f'owar C« 7^/04 7^1 Ip 


7705,140101 naipandt tq (tl fiullatln '/V OAA, "flaviaM of Oparallonal 
Error! t Qg* HUat ignMint « Irfantftflad During IMl Ineidlant ” 
R»vl«w cowMltiif wa« •atabllalitd & dataltad ■‘ivftaw of 1HI 
Incldtnt ha« ht«n cgMj»l«t«d 

OTALUINOD.C H Virginia Glaetrlc % Powar Co 77/04/a& 7fp, 


7705,100706 f^orvirdt rat^onga to IR Dullotln /V.'Od Vatan awing chact 
vaWi* of thraa 6 lii incHit initaUad in chaailcal v»l 4- 
eontrol k isfatg injaction ayt 

OTALUNOB.C N, Virginia Rlaelrlc It Powar Co 7V/057OT 4^p 


7905210375 naapoodt to IE Sullatin Ravi « ton L l'rovi4«« raqvaalatf 

info on daiign (hangaa ry canlainiaanl «UAp puap trip valva 
actuation 1< «afaty injtctlon Ugu 

aTAl,l.lNOe,C,M Virginia Gltclric I, Towar Co 77/05/17 3pp 


770i;/a0l4a Forward* raqijoqtod rtillaf from Iniorvic* in*p raqulramahti 
for CifltB 1,3 4- Zi componani* raquoatod ratlof from. 
ln«ffivic« tutting i oqu I rameitta for pump* W/UV ovaralcud 
di awing « 

OTALl iM0t.l,r M Virginia Flactilc U F>ow*r Co 7V/05/1V lOVpp 


770'>J701)33 HoaponiU to IE Utiiiatlii 7V- OV OL Typa AW-a circuit braakan 
not In us« nr planned for ove 

OTAtt IMaS,( H Viiglnia (.Ivctrir l> Pi)u«r Co 77/00/31 Ip 


7701 JIHJOUI Mu *9 mid* to IF' DulUtin 77-10 forward i rnqua U f 1 l a t ion 
tialnliifl piogram aiatiitic* 

inAlltNOFI.i N Virginia Macttlc ft< iMiuiar <,o 77/01/34 tlpp 


/74>51f)Oiia llaapond* to IF Inap lUpi fJ0-a(ll//7 :u> lltaam gaitaratar 
cutiiiig matlxxl ft- daacikptlQh nf d vr uni am i na ft i on proredura 
r »vl * «d 

111 Al I INDIF, <' M Virginia lletirli K> I’ciuar Co 77/01/31 Ip 


11 F^wt Iodic op^iailng lopuria K ralatad cn i i eap iindonca 


/UHDl 10011/ Fiiiward* Oaiivratoi FUpaii Oicigram- rrugr#** Itopl 1 “ 

for /VOdO I /70:i H 

(irAlF |N(i!l. < h Viigti)l« Flailfic ft* 1Niw«r C<J /7/0*l/(>U 1 1 > 


/Vft>1 1 lOOlKl “Iktvam Oanaratoi Rnpalr I’rogram F'i ogi »at Mapl 1“ for 
/VOJO I <11 li 

* Virginia fttiililc 6 I’owai Cu '/V/ftH/ 11 1 Ipp 


/VOD 1 101 1 0 Foiwarda non t It I y iiparatiny ropl foi Apr IV /7 

IftlAll fi Virginia f laitilc 4- iNiwar Co 77/0*>/lO ]p 


770 1 1 *3 HI 1 1 Hnitililg nparaling rapt for Apr lV/7 

ririWAlir.ll Virginia iiacln* ft. 1* own (‘n 77/Ol/OJ 10pp 


FI Napnrtabla iit < urraiic * * , I I ily I* rolalnd < oi raapondaiira 


770M130H3 I' or war da t Mi 77 0(W/0tT 0 

OTAlltH(J1,C H Virginia iUitrlc I, Powor On /7/<)4/yA Ip 


‘/vimuoniv if II /7 (>07/cllT O on /7ft>4l3,or inforttiad util that potontlal 
prctblont oiitta in inaida roi, i r«n I at i on ipi'ag pump 
Aiitoi t Caciaad Fjg poialbl* uvorhoating fif Inuor baarlitg du* 
to cUarania inlarancoa alluuod ok ond iMolda 6 ahaft 
(IflwAMl.M l Virginia l'i«&trir ft- f'nwar Cn /7/04/3/ji iN'1» 


;V010i0473 Forward* i Hi 77 011 /HU O 

NrAiUNaii.i H Virginia flartric ft. F’owai On 77/04/-I/ Ip 


- 77050104711 till 77 Olt/OU O on /'/O-Wd wF^llo in rnld thuftdown, ga«yiiua 
monitor* protat* v«nt partirulal* U vont 1 1 at Inrv vant 
partuiilata war* w/o pnwor C4u«««f by Innta lug cgnu-tfctioii on 
pnwor *upply cabla lug coHnoctlnii ropairod 
FlTtiNAJir.tl 1. VlrgitiU Maitilc ft- Fowar Co 77/0473/ Kpp 


/VOIOiOIVf. Forward! II H 77 013/0 11 ^0 

fITAi I INO'I. C M Virgini! I.tyrlrlc I. I^awar Co 77/05/OJ Ip 


/7C)50404|4 If IF /V'OI3/OIU 0 on 770403 during fund tori t lit, 31 of 74 
inubbari did not m»«t accaptanoo crlta-rla «tipulat«d in 
gavorning prorodur« C*u««d by failura to raadjuai tnubbtri 
to opbinum datlgi* condltlori Fatlad •nuUbart rt««t 
(irtWAfIT-tl l Viigini* Cltcftrlt F*ow«r Co 77/05/02 Opp 


77010/0655 forward! '*Ar)aiy«l! b Dy« Hod for 400 Volt rmargoncu 
ay*-" in r«»puni« to NHC 770416 I t r 

tlTAftllMOtNC M Virginia RIyctrtc 6 Rowor Gq /V/05/01 


'<''?7050'/0A97 *‘Analyil! 6 liyt Mod for 4D0 Volt Enargan 
a Virginia (vidclric b Rowor Co 77/Ofl70C1 34p' 


/705U019? Forward! I CsR /V l>ia/03l.-l> 

DTAilJN<3D-G f 1 Virginia Cltctrlc L Duwtr Go 


-77051101*4 iCR 77 Ota/OJE-O on 770110 100 g 
racovdry ftatl tank i -llll 'TK*>3D prior bo 0 ' 
ratuli! Cautod by ixpropar va)v« itndup 
roc ircuLatlon in pr tparabiiori for «awp1 
nUNART-M L Virginia Glt<%rtc V Po*^ 


77051701 17 Forward! ICR 77-01 7/01 T^’'' 
OTALtlHOB.C M Virginia Klaclr 



DOCKETED ITEMS 


— 790M90123 CER 79—01 7/OlT^O on 790302 problfra could d»v4l«{t to thruft 
4f*rirn} of turbochargsr for Bmeraineg gonaratori 

■undar r*pa-ab itart dperatlng 4)Qdet Engtnaartng dailgti 
problarn occur* ortlg uTidar raitrlctlv* cofiditlon* 

STEWART. L Virginia Eiactrlc it Pouar Co 79/05/15 Op-p 


7903250141 Forward « LER* 79-0l4/03L-0i^ 79-015/03L-0 «« 79-Ol6/03L~0 
BTALLINOS. C M Vlralnla Elactrlc & Pauar Co 79/05/22 IP 


—7905230130 LER 79-01.4/03L-0 on 790422 Unwld watt* di*po»al radiation 
Ktu^nitor fallsd to give high alarm h trip raleaia valve 
Cauiad fay Inatrunent drift in h.lQh alarm tetpoint All lla^^d 
hra«t« rettaie* were secured 4* alarm board checked 
STEWART. M L Virginia Eltctrle & power Co 79/05/22 2pp 


— 7905230154 LER 79-013/03L-0 on 790422 liquid waits diipoial radiation 
monitor failed to give high alarm 1 trip re laaie valve 
Cauead by procedural (nadequaeg Procedure* modified 
STEWARTiW L Virginia Electric & Power Co 79/03/22 2pp 


— 790S2501S7 LER 79“Ot6/03L-0 on 790423 crack* noted In concrete loppart 
for I'-RK'E-IA l-RH-E-lR Cauied bg thermal eipanilon of 
heat exchanger Crack* repaired Heat acchanger tupportt ulll 
be modified to allay for thernal ecpanflon 
STEWART, H L Virginia Electric & Power Co 79/03/22 2pp 


7903290003 Forward* LER 79-018/0 lT-0 

STALLlNOa. C M Virginia Electric & Power Co. 79/05/23 Ip 


— 7903290010 LER 79-018/017-0 on 790309 tdlenoid valve Model 8320A102 mfg 
bg Automatic Eultch Co found »nviron.menta 1 Ig unqualified 
reportable per IE Bulletin 79-01 4< Tech Space Valve could 
fall to control admiiilon «< venting of air during LOCA 
STEWART, H L Virginia electric 4. Power Co 79/05/23 2pp 


DOCKET 30-281 SlWRY POWER STATION. UNIT 2 


0 Adjudicatory corr acpondence 


7905230646 Order* ex ten* Ion. untl 1 790524, for NRC review of 790404 
denial of anfarcement action 

GHILK. S J Office of the Secretary of the Comni*eie-n 79/04/13 

ip 


7905100262 Forward* petition of Potomac A1 lienee, et al for emerganeg 4> 
ramidial action 

DGUOHERTVfO B Potomac Alliance 79/04/lB Spp 


—7903100328 Petition for energeneg b remedial action re NRC violation* 
of NEPA in lieuing Aminde 46 U 47 to OL 
ODUOHERTY, J B Potamae AlUanye 79/04/18 6Spp. 


7905240499 Ack receipt of 790405 1 tr requesting NRC to revoke QU* Ltr 
li currentlg under con* iderat ion Forward* FR notice re Allen 
790403 ltr 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/04 Ip 


—7905240461 FR notice re U Allen 7904DS request for revocetion Of OL* 
DEHTONiK R Office of Nuclear Reactor Regulation. 79/05/04 2pp 


7903310033 Forward* U Allen 790405 Ltr requesting NRC revoke facllltg 
□Li U FR notice of revocation request N/790330 ltr to A5LAB 
re Westinghause ECCS deficiency 

DENTON. H.R. Office of Nuclear Reactor Regulation 79/05/04 3pp 


J. Insurance V Indemnity infermatlon 


7905110107 Amend to Endor lament Si to NELIA Policy NF-lBA Constitutes 
Endorsement 54 

« Nuclear Energy Liability Insurance Asioclatlon 79/04/27. Ip. 


7905110107 Attend to Endorsement 51 to NELlA Policy NF-ie6 Constitutes 
Endorsement 54. 

e Nuclear Energy Liability Insurance Assoc iatlen 79/04/27. Ip 


7903070497 Gonflrms Increased liability limit to-9TS4, 000. 000 ft>r 
policies Nr-I.29i43,76i&3. 100,111, 140, 146, 191, 161, 164, 170, 

173, 174, t7B, 179, ISO, 182, 199, 186, 197. 199, 189, 192. 193, 194, 195, 

197, 190,200, 201, 204. 206. 207, 208, 210. 212, 214, 215. i< athers 
OUATTROCNHI, J. American Nuclear Insurers 79/09/01. Ip 


7909070992 Confirms Increase In liability limit to *36,000.000 for 
policies HF-22,26r29t38. 39, 44,46. 47, 49,90, 51.52,93, S4< 55,56, 

57. 58, 60, 61, 64, 66, 67, 68. 69, 70, 7 1 , 72. 74, 76, 77. 79, 79, 80, 96. 87, 
80,90,91.92,93,94,99 S, 96. 

ROBERTO. D M Mutual Atonic Energy Liability Undarwrlter*. 79/09/01 
IP. 


7905110090 Endorsement* 16.30,36 it 47 to NELlA Policy NF-tBb 
OAROES. C R Nuclaar Energy Liability Insurance Association 
79/05/01 Ip 


7905140444 Forwards Amend 10 to Indemnity Agreement B-45 per lOCmiCO 
changes, re increase in liability Insurance from *140 million 
to *160 ml i I len, effective 790501 Bupporting documentation 
end 

SALT2MAN, J Antitrust h Indemnity Oroup 79/05/01 6pp 


7905240495 Ferwards executed Amend 10 to Indemnity Agreement B-4$. 
effective 790918 

or ALL I NOS. C M Virginia Electric 6 Power Co 79/05/21 3pp 


P. Operating license stage documents & correspondence 


7909090347 Assigns responsibility for prompt meeting notification ri 
790313 show causa order* 

8TELL0. V Division of Operating Reactors 79/03/29 3pp 


7905020490 Discusses 790315 telcon u/R Bero of Westinghouse re 
incorrect ueights for Velan Model C659 6-inch check valves 
used In safety injection sys 

8CKWENCER.A aperating Reactors Branch 1 79/04/02 Lp 


7905240189 Forwards 790220 ltr requesting NRC to conduct hearing I 
prepare EI8 an praposed replacement of steam generators 
Related Fr notice end 

DENTON. K ft Office of Nuclear Reactor Regulation 79 / 04/04 2rp 


— 7905240199 Requests recunsideration of Issuance of license Asirdi 4sl 
47 for replacement of steam generators Also raquest* public 
hearing &< EtS 

BERICK.D , ALVAREZ. B Environmental Policy Institute 79/Q3/20 
2PP 


—7905240204 Notification of "Director^* Decision under 10GFR3 206, * 
denying request for public hearing 6 EI8 preparation re 
steam generator repair program 

DENTON. H R Office of Nuclear Reactor Regulation 79/04/04 Bff 


7905300010 Summary of 790404 meeting w/SUf St util in Boston. MA rs 
sequential operation* of safety lys required to reach 
shutdown in all conditions St pipe tys ftress reanalysit, 
NEIGHBORS, D Operating Reactors Branch l 79/04/06 5pp 


7905100158 Responds to 790330 ltr re analyels of piping sy* per 79031) 
shew cause order Use of soil structure interaction 
techniques in calculation of amplified response spectra is 
acceptable if appropriate documentation is Included 
8TELL0,V Division of Operating fteactore 79/04/13 2pp 


7905100073 Requests revlev.mod 6 testing plans re action taken to 
correct design deficiency identified in electrical load 
study Suggest* application for appropriate license amend he 
made as soon as possible 

VOLLHER.R H Assistant Director for System* Projects 79/04/ ti 

Spp 


7905040460 Forward* VEP-FRD-32, ''8urry Vnlt 2, Cycle 4 Core Perforaanci 
Rept “ 

THOMAS, W N Virginia Electric * Power Co 79/04/27 tp 


—7903040472 "Surry Unit 2, Cycle 4 Core Performance Rapt " 
ROSS, T K , LEBERBTEIN.J H Virginia Elactrlc Power Co 
VEP-FRD-32 79/04/30 47pp. 


7905040613 Forward* «tatu« rqpt on 790427 "Plan for Verification of 
Dynamic Analysis Codes " 

JACOBS, 6 B. Stone It Webster Engineering Gorp. 79/04/27 2pp 


7905070473 Notifies that two completed pipe stress problems u*ri sent 
to contractor subsequent to 790419 meotlng. Specif ic info 
snc 1. 

SPENCER, W C, Virginia Electric «< Power Co 79/04/27 Qpp 


7905040036 Be 1 1 eve* recordkeeping requirements should be modlflsd i« 
agree w/ABME Section 71 Code requirements, Change to Tach 
Specs 6 3, B 7 designated at suppl to end Change 66 
erALLlNOB.C M Virginia Electric it Power Co 79/05/01 4pp 


7905040300 Notifies that Steam genarator replacement program lnltla.1 
progress rept for 790203-0331 is being prepared. Repor 1 1 ng 
period should coyer two nonthe rather than 60 days 
STALLINGS. C M, Virginia Electric it Power Co 79/03/02 lp 



DOCKETED ITEMS 


71 


7903070610 Re^pondi to 790413 Itr Forwards iucnmanj of boII structure 
interaction «naly lumtearv eub^rade mail properties 2( 
damping valves uhich uere calculated by Shake Program 
Summary of sample pipe stress analyses 

SPENCER# W C Virginia Electric ti Power Co 79/03/02 31pp 


7905070637 Rettuests NRG recommend to Commissioners that Unit 1 be 
returned to svc immediately Util will supply any supportive 
technical presentations deemed necessary 

STALLlNOSrC M Virginia Electric 4i Powar Co 79/03/02 2pp 


7903290403 Notification of 790S03 meeting w/util in Qethesda#MD to 
discuss startup 

NEIOHBORBt D Operating Reactors Branch 1 79/09/02 Ip 


7905070460 Responds to NRC 790222 Itr requesting addl ln#o re environ 
qual if Icat ion testing performed an continental instrument 
cable presently in use 

O'REILLY# J P Virginia Electric it Power Co 79/03/03 19pp 


—7905020049 IE Insp Repts 5O-2Q0/79'-lO fc 3O*’20i/79-l2 on 790214-16 No 
noncomp 1 lance noted Major areas inspected protection of 
components In contalnmenti tag out practlc es* long- term layup 
it temporary ventilation 

ELROD/8 A Region 2i Atlanta^ Office of the Director 
CANTRELL* F S Region 2r Atlantaj Reactor Operations Nuclear 

Support Braach 79/03/09 4pp 


7905020012 Forwards IE Insp Repts 50-200/79-02 V 30-201/79-02 on 
790102-0202 No noncompliance noted 

LEUIB/ R C Region 2/ Atlantaj Reactor Operations Nuclear Support 

8 ranch 79/03/13 2pp 


—7905020019 IE Insp Repts 30-200/79-02 6 30-201/79-02 on 790102-0202 No 
noncompliance noted Major areas Inspected plant physical 
barriers 1* preparations far steam generator replacement 
BURKE/D J Region 2* Atlanta* Office of the Director 
CANTRELLjF S Region 2* Atlanta* Reactor Operations Nuclear 

Support Branch 79/03/12 9pp 


7905000538 Forwards addl Info re organi lationai chart to support 
proposed Tech Specs Change 71 

STALL I NOS I C K Virginia Electric 1* Power Co 79/05/04 2pp 


7905070113 Forwards IE Insp Rept 50-201/79-11 on 790213-16 No 
noncompliance noted 

MURPHYiC E Region 2* Atlanta* Reactor Construction ^ Engineering 

Support Branch 79/03/19 2pp 


7905300731 Responds to 790320 telegram re shutdown of units NRC review 
of pipe stress levels will be limited to safety 
cons {derations 

OENTQN/H R Office of Nuclear Reactor Regulation 79/05/04 2pp 


—7905300736 Comments on areas of concern re shutdown units Urges prompt 
analysis of effects of shutdown 

SHANNON* P C Virginia* State of 79/03/20 3pp 


7905140239 Forwards proprietary documents requested during 790SOI-04 
special insp 

ERLEWINE* J A Stone tc Nebster Engineering Corp 79/05/08 Ip 


— 7905140243 Requests withholding Technical Ouidellne EMTO-22-0 U 
Technical Rept EHTR-612 (ref 10CFR2 790J Affidavit end 
KENNEDY* W J Stone & Nebster Engineering Corp 79/05/04 lOpp 


79051403S2 Confirms 790504 telcon u/NT Russell re cempucer deck 
associated w/BMQCK 0 program 

KENNEDY* U J. Stone ^ Nebster Engineering Corp 79/03/09 Ip 


7905160335 Notifies that review of computer deck is completed SHOCK O 
program still unrecovered Piping sys conservatively designed 
it will perform Intended function 

KENNEDY* W J Stone 6 Webster Engineering Corp 79/05/11 Ip. 


7905210111 Forwards SHOCK I computer program listing Supersedes 
submittal of 790406 Program listing withheld Iref 
10CFR2 790) 

KENNEDY. W J. Stone U Webster Engineering Corp 79/00/14 Ip 


7905290335 Summariies procedures U calculatlona 1 techniques used in 
reanalysls of piping sys designed u/SHOCK 11 computer 
program Reanalysls will satisfy 790313 order to show cause 
KENNEDY. W.J. Stone it Webster Engineering Corp 79/05/10 6pp 


790S2S010Q Submits corrections to 7B0920 proposed Tech Spec Change 70 
re listing of hydraulic shock suppressors 

BTAtLINOBrC, M, Virginia Electric U Power Co 79/05/22 Ip. 


7905230092 Submits response to 790510 request for info concerning 
review of methodology in use of oil structure interaction 
SPENCER, W.C Virginia Electric It Power Co 79/05/24. 33pp 


7905230132 Submits addl info In reeponse to 790402 request re safety 
sys analysed by SHOCK II codorpipe streeses it verlftcatian 
of dynamic analysis codes Info relates to 790313 order to 
show cause, 

SPENCER, W C Virginia Electric it Power Co, 79/05/24. 9pp 


7905290001 Resubmits 761230 Tech Spec change request as Change 24 No 
unrtvlewed safety question involved, 

BTALLlNOSiC M Virginia Electric it Power Co 79/05/24 i6pp 


<l Inspection reporti* IE Bulletins It correspondence 


7903020040 Forwards IE Insp Repts 50-200/79-10 I* 50-281/79-12 on 
790214-16 No noncompliance noted, 

LEWIB, R. C. Region 2, Atlanta, Reactor Operations Nuclear Suppo-rt 

Branch 79/03/12. 2pp. 


— 79O5O7OU0 le Insp Rept 50-281/79-11 on 790213-16 No none omp I lane a 
noted Major area inspected steam generator rep loceirient 
WILCOX, J D , HERDT, A R Region 2* Atlanta. Reactor Construction 

ft Engineering Support Branch 79/03/14 3pp 


7903010224 Forwards IE Info Notice 79-06. "Stress Analysis of 
Safe ty-R«Lated Piping 

O'RErLLY, J P Region 2. Atlanta. Office of the Director 

79/03/23 2pp 

7903030319 Forwards tE Info Notice 79-07, "Rupture of Radwaste Tanks 
O'REILLY* J P Region 2. Atlanta, Office of the Director 
79/03/26 2pp 


7903010123 Forwards IE Info Notice 79-00, "Interconnection of 
Contaminated Bys u/6vc Air 8ys Used as Source of Breathing 
Air " 

Q'REII-LV* J P Region 2. Atlanta, Office af the Diroctor 
79/03/28 2pp 


7905010369 Forwards IE Info Notice 79-09. "Spill of Rad loac tl vely 
Contamlna ted Resin " 

O'REII-LY, J P Region 2, Atlanta* Office of the Director 

79/03/30 2pp 


7905020023 Forwards IE Insp Repts 50-200/77-13 I* 30-201/79-16 on 
790321-23 No noncompUance noted 

HENNA, W a Region 2* Atlanta, Safeguards Branch 79/04/11 2pp 


—7905020033 IE Insp Rept 50-200/79-13 Ic 50-201/79-16 on 790321-23 No 
1 noncomp I lance noted Major area Inipected independent insp 
effort re 10CFR73 55 interim measures Details withheld 
Cref 10CFR2 790) 

HENMESSEY/R J Region 2, Atlanta, Office of the Director 
TOBENrW J Region 2, Atlanta* Safeguards Drench. 79/04/11 

Ip 


7905Q80S34 Forwards IE Bulletin 79-06. "Revleiw of Operational Errors it 
Bys Misalignments Identified During TMl Incident *' Licensee 
action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/04/n. Ip 


7703040234 Forwards IE Bulletin 79-06B, "Review of Operational Errors 1. 
Sys Misalignments Identified During TMI Incident '* 

O'REILLY* J P Region 2* Atlanta, Office of the Director, 

79/04/14 2pp 


7903040271 Forwards IE Bulletin 79-07* '‘Seismic Stress Analysis of 
8af e ty-Related Piping " Licensee action required, 

O'REILLY, J P. Rsgian 2i Atlanta* Office of the Director, 
79/04/14 ip. 


7903040448 Forwards IE Bulletin 79-08* '"Events Relevant to Bolling 
Water Power Reactors Identified During TMI Incident " 
D'RElLLYfJ.P Region 2, Atlanta* Office of the Directnr 

79/04/14. Ip 


7905090164 Responds to IE Bulletin 79-03, "Longitudinal Weld Defects In 
ASHE 0A-312 Type 304 Stainless Bteel Pipe apoolf Mfg by 
Youngstown Welding it Engineering Co " Worth Anna l uses no 
8A-312 piping, Surry 1 I* 2 records are still under revleu. 

8TALLIN0B. C. M Virginia Electric U Power Co 79/04/16 2pp. 
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^ ^ * V»v * -vi'li Ifc 77*!;T -Fjilurti 0^ «£ Typ* AH''2 

.'ir; i\ jn ' 4 ^ t j *R 1 1 J t* 4 S^i * actlcn 

r, ji^ T ' F 2 Atij'nX*, Q#<i.c4 A# t»» D^T^cto^ 

11 - ' I ^ * J # 


f,' |£ 79'CiA Rt/lilon 1/ '■Rtvi4U of 

, Em-* t £<i Mit 4 1 ignntntt tdtntlftcd Purin^ Tttt 

!'• } ' 

> r 7 P Pfjic- 2 AUjntj Qtfict of tfi» Dirtctor 

’ \ M -J 23 » 


y ;n4t rppsii# ka IE SulWtin 79-07 rt leltmc 

c/ f «f l4t«J piping wilt b* provHtd in 

I- t- i t tO’i w'Qtfl*- t3 *ncui Olb 790313 

fr£*4.?-^ *J C VlfJiniJ £li(tric l> Powir CO 79/0A/23 


F**geri» to It Bullttin 79-OiA -fievitj of Optr^iUaiiAl 
t#*5r-v b ‘"i’t *^1 t4l igpiunti Idgntifud Di;rlng Tul IncidtnV ' 
R*^i»w '•5-initt** w4i •iC40lMA«d & dttstUd r*^ltv of 7ttl 

I'-ClOfnt ^4t bi<n cc«ipltb43 

•5TAilP* 7'3 : rt Virginij ElictMc U Poy*r Co 79/04/2f> 9p^ 


8 Rtport«hU qccurroficeai tEfti corrospondeot* 


7903010484 Forwards LER 79-0H/12T-0 

8TALLIN09.C « Virginia EUctrlc «» Pooior Co 79/04/27 Ip 


—7909010497 LER 79'*0ll/i2T«0 on 790^14 individual rdcolvod 

dofP (iihN« inipectinp area bonealjii ve«*«l Caused bii sivvata^ 
radiation levels due to incoT« lTx»^;^umetItat ion i'efuej|ii9 
status Individual disciplined 

6TE«ART,W U Virginia Electric ti Power Co 79/04/2/ ypr 


7903070633 Forwards '‘Anal ye in %« Sgs Mod for 4fl0 Volt tmerflcncg Towf' 
8vs»" In response to NRC 790416 Itr 

8TAULIN0S,C M Virginia Electric & Power Co 79/03/f>J Ip 


—7903070637 "Analysis ti 6ys Mod for 400 Volt Emergency Power ' 

# Virginia Electric U Power Co 79/03/03 24pP 


7905230341 Forwards LER 79-OR/08T'-0 
8TALHNG8»C M Virginia Electric U Power Co 79/03/21 Ip 


Acs p«c«j.gt of 790412 itr info^Aing WRC Of Steps taken to 
-.•fact »icl4t>3-* n&t#d m IE Insp R#pt 30-201/79-09 

C £ Reglcn 2. Atl«nt 4 , Reactor Construction t Engineering 

BrencA 79/09/01 Ip 


Reiponds to flrtc 790320 Itf re violations Doted in IE Insp 
u*pt 9 3'‘2!3l/79-C0 Corrective actions inftalt«tion of fire 
protsttvcn bender is in progress 

D7Ai.Uib,J3 C N Virginia Electric 6 Power Co 79/04/12 3pp 


Fcirw4Ms le Insp R.gt 90-2Si/79-09 on 790ai3-t6 6 notice of 

^VcUSlQrt 

^j-^Fhi C E Region 5 Atlanta. Reactor Construction If 
C/'|iD*irlnj Support Branch 79/03/20 2pp 


'-7905230344 LER 79-012/007-0 on 790307 caustic rail due discover** t* 
62 new fuel assaAblies Caused bg Induitrial sabcitao* 

Fuel removed assemblies rlnssii Investigation continuing 
BTEwARTiW L Virginia Electric in Power Co 79/03/i2| Slp-p 


7905290005 forwards LER 79-010/01 T-0 
8TALLlN0SyC M Virginia Electric U Power Co 79/0*1/ 2'1 \g 


—7905290010 LER 79-OI0/O1T-O on 790509 mlonolil Valve Model i', 

bg Automatic Switch Co found envl ronmenta I ly unquallflad l> 
ripoftabls per lE Outletin 79-01 ti Tocb Specs Valve cuitld 
fail to control admissloti tt venting of air rfur ingi I OCA 
8TEMART.M L Virginia Electric U ppiuer Co 79/OS/a.l '.Ifp 


f-t35293392 Notice of violation fro« Insp on 790213-16 
a Region 2, Atlanta. Offic* of tbs Director 79/03/19 ip 


--J«5J«03?a U l"«P ll«»t 50-261/79-08 n 790213-16 N,nt 9 »,li.„t. n„t .9 
Uc» cf fi.f prol.ttlo^ . 9 > 6 ifUlpMnt for conit orn 
contalr«ent 6 Jacf of organiiod const Site firs brigade for 
steen ge*itrator repair program 

eRVA,yr, V c Region 2. Atlanta. Reactor Construction t. 
Engineering Support Branch 79/D3/J9 ^pp 


pcntroi tc safetg injection sys cntmicai voi & 

ALU1N.5 c U Virginia Electric b Power Co 79/05/03 4 pp 


MCKET 30-202 PRAlRlE ISLAND NUCLEAR QTATlONf UNI? I 
F Securitgi medical/ emergencg fire proloctlon plans 


vr ruiw«ros ,.,,w i wiiuwaksu in wtv, ryuicuo ior TO fJ 

IavId^^ fire protection outline one I 

HAVER, L 0 Northern States Power Co 79/03/02 iDpp 


p hCtl t f tl t V 


withheld iraf lOCFt^B 790> 
HAYER/L D Northern States Power Co 79/03/2 


security 

IP 


p I 


I Financial information 


7975210275 Reipcnds to lE Bulletin 79-06A. Revision 1 PmuM- 
ST,6.LIh«S,C H virjlnu EUttrlc 4 PoMf Co 79/OV17 3 fp 




«■ B‘*H.tU6l In/0" «. .upiil to 
BRU8VEN.A D Northern States Power Co 79/03/10 Ip 


"Annual Financial R«pt 1970 
« Northern states Power Co 


79/03/31 


submitted as bvppv 

21pp. 
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7903010474 Fortiiards application for amend to Licensee DPR-43 it DPR-AO, 
chai^gifiB Toch Specs re preeeurlJor initiating elgnale for 
lafdtij imjoctio-n signals Amend fee it proposed Tech Spec 
changes one l 

MAYen-L □ Northern States Power Co 79/04/aA lopp 


7905030040 Forwards l£ Bulletin 79“0t< "Review of Operational Errors b 
Sgs Misalignments Identified During THI Incident " Licensee 
action required 

KEPPLERj J O Region 3i ChicagOp Office of the Director 79/04/11 

Ip 


7903020462 Forwards ambient sound level survey in response to recent 
J Lehr request for addl info re ET8 
MARDfE; C Northern States Power Co 79/04/27 2pp 


7703010479 Forwards amend fee of 44i 400 for Licenses [>PR-'42 V DPB-60 
* Northern StatPS Power Co 79/03/01 Ip 


7903140214 Sutfnlts Environ Evant Ropt 79-03 for 790424-0302 discharge 
canal gate structure under water* render tng control it 
(nonitorlng of blowdown flow inoperable 
WARDiE C Northern States Power Co 79/OS/OS Ip 


p Operating llconec stage documents U correspondence 


7905010600 Forwards IE Bulletin 77-06A. "Review of Operational Erron i 
Sys Hisa 1 Ignmente Identified during TMI Incident " Licensee 
action required 

KEPPLER.J 0 Region 3- Chicago* Office of the Director 79/04/14 

Ip 

7905040409 Forwards IE Bulletin 77-06Dt "Review of Operational Errors & 
Bys Misalignments Identified During TMI Incident “ 

KEPPLER/J 0 Region 3, Chicagor Office of the Director 79/04/14 

tp 


7905040431 Forwards IE Bulletin 77“07i "Seismic Stress Analysis of 
Safety-Related piping " Licensee action required 

KEPPLER.J O Region 3# Chicago. Office of the Director 79/04/14 

Ip 


7903020490 Dlmcueso* 790313 telcon w/R Boro of 
Incorrect woight® for Volan Model C63G 6— inch 
u»od in safety injection egs 

QCHMENCEfliA Opovating Reactors Branch 1 


Host Inghouse 
check valves 

79/04/02 


re 


Ip 


7903040576 Forwards IE Bulletin 79-OBi "Events Relevant to Boiling 
Vlater Power Reactors Identified During TMI Incident " 

KEPPLER.J O Region 3, Chicago. Office of the Director 79/04/14 

ip 


7909030236 Forwards PWRPTS computer code Input f/ affidavit requesting 
exemption from public disclosure Computer code Input 
withheld <rof lOCFRa 790) 

MAYERfL O Northern Btatos Power Co /9/04/lS 3Spp 


7909030237 Forwards IE Bulletin 79-09, "Failures of CE Type AK-3 
Circuit Breaker in Safety-Related Sys " Licensee action 
required 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/04/17 

Ip 


7903240300 Forwards Amends 33 it 29 to Licenses DPR-42 J- OPR-60, 
respectlvaty. safety evaluation 6 notice of issuance 6 

BCHWENCEr! A** Operating Reactors Branch 1 79/04/20 3pp 


7905080505 Forwards IE Bulletin 79-053. "Nuclear Incident at 
TMI-8uppl " 

KEPPLER.J G Region 3, Chicago. Office of the Director 79/04/21 
IP 


--7905240322 Amends 33 f. 29 to Licenses DPn-4a OPR-60, respect ive Ig. 
changing common station Tech Specs re refueling 6 
Incorporating changes to App A Tech Specs to suppor 

in^ycU 3 w/rcload fuel by Nuclear Co 

OCItMElMCCn. A Operating Reactors Branch I 79/04/20 pp 


7903140100 Acic receipt of 790410 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-202/79-03 6 
30-306/79-03 . ^ ^ ^ 

0AV18.A 0 Region 3, Chicago. Fuel Facility ^ Materials Safety 

Branch 79/04/23 Ip 


">•7905240329 Safety evaluation supporting Amends 33 29 to Li 

IlPlt-42 Zit DPR-AGf respec tivQ ly 

a Offico of Nuclear Reactor Regulation 79/04/20 I9pp 


7905240333 Notice of issuance availability of Amends 35 it 29 to 

Licensee DPfl-42 DPR-60. respective I g, 70 / 04/20 3pd 

SCMWENGER.A Clperating Reactors Branch 1 79/04/20 PP 


Q inspectioa reperts. IE 

7903010262 Forwards' IC Info Notice 79-06. "Stress Analysis ef 

hotter?; 'S**" '’R5l7S.."a. Chlc., 0 , D.f.c of th. 01r.0to. 79/03/23. 

IP 

SS“««'’Dff'.c7rf‘?M D!r«rr“'’75"3/2l 

ip 


7903090126 Forwards IE Insp Repts 
790227-20 t* 0301-02 
DAVte.A n. Region 3* Chicago 

Branch 79/03/26 2pp 


50-202/79-06 ^ 30-306/79-06 on 
, Fuel Facility ta Materials Bafety 


7905140104 Responds to NRC 790323 Ur re violations noted in IE Insp 

Repts 30-202/79-03 it 50-306/79-03 Corrective actions torque 
values were reduced t new bolts were retorqued to specified 

WACKIER. L J Northern Btates Power Co 79/04/10 2pp 


7903290290 Responds to lE Bulletin 79-09 GE Type AK-2 breakers not in 
WACHTER.L J Northern States Rower Co 79/05/04 Ip 


R Periodic operating reports i related^corr espondence 


905010509 Forwards monthly operating 


— 7903010511 Monthly operating rept for 
HUNBTAD. A A Northern States Power 


Feb 1979 
Co 79/03/01 


2pp 


790 

M 


—7903090131 IE Insp Repts 30-202/79-06 it 790227 2 

" ‘T.ri"on^‘"iu.So. of .... 

Director 79/03/20 6pp 

Seppuer.o.o. R.ol.n 3. 

IP 

7™»0104t0 For^.r-. 

KE?^rCT?S*S!' "'’SH.I.n 3, Chicago, Offi.. of tK. Dlr.ct.r 79/03/30. 

ip 

7903070344 ft-.Rcnds to 

AeTtt-A31 atatnless steel piping 100/4 radtograpnev 
defects. Ad<il te*tlng unnecessary -xo/oA/lO Ip 

Sachter:" J North.rn St.t.. now.. Co 79/04/10 if 


7909030364 Fo.w.r4. LER 79-009/011-0 
MAYER/ L O Nerthern States PPwer Co 


79/04/26 Ip 


-7909030367 LER 

St; tniMitin, ..t.tg Oh «0l.« 

HUN8TA0/A. A Northern States rower 

7909040921 RO 79-14 on ’ 

corrected. - — ’la ynA/^'f in 

TIERNEY, F P 


North.rn 8taH. P""*. 79/04/27 Ip 


7905000943 t^’’antJl*Pw«‘’co 

HAYER/L 0 Northern States r 


79/05/02 Ip 
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— 79030S0S69 LER 79-012/OlT-O on 79041B imp c* ReflioT) 4 dsiBnitil iti 
T#itic»ved during r«fu>llng rovaaUd rod bowing graatar than 
pr»sr£au»lv rflachargtd auftnbliei All Region 4 fuel hei been 
dlfcbars^^ from core Vendor inve^tigeClng 
HVNSTASfA A Northern Btatoi Power Co 77/05/02 Ip 


770S1 10127 Forti<*r(Sf LE.R 79-00S/O3L-0 

KAYERfL 0 Northern Qtatef Pawar Co 79/0S/09 Jpp 


7703110131 LER 79-O0B/03L-O on 7904-08 sefotg injection pump II failed 

to itept jutomaticallijr etarted In nanual Cao^e unknown Event 
could not be repeated Peasibmtv of monitor light to detect 
faliuree being etutfled 

HVNSTAD, A A Northern State* Power Co 79/05/0Q Ip 


79051^0352 Forward* LER 79-OH0/O3L-O 

HAVERiL 0 Northern State* Power Co 79/05/10 Sp 


—7903140338 LER 79-010/03L-0 on 790410 high head lafetlh injection valve 
to reactor v***el / rtV-32067. failed to Open on demand 
Stibieguent openlnj attempt* were iucces*ful Cauie of failure 
net found 

HANSTQDfA a Northern Stance Power Co 79/03/10 2pp 


7903130464 Forward* LEfl 79-014/01 T-O 

HAVER. L 0 Northern State* Power Co 79/03/ 1 1 Ip 


— 7903130468 LER 79-014/OlT-O on 790427 informed bg E*ion of error in 
core loading pattarni ipecl f i cal ly gadollnia-b earing 
ai«emhiie* not properly located A**embUes repotltioned on 
790430 

HUNSTAD«A A Northern State* Power Co 79/03/£l Ip 


iWJCKET 50-234 IDAHO STATE UN IV RESEARCH REACTOR 


J Ineurance ^ indemnity information 


7903160334 Forward* Amend II to Indemnlttj Agreement E-49. per lOCFRi40 
changafi re increase from *140 million to 4160 tAllllon^ 
effective 790501 Supporting documentation and 
8ALTZHAN/J Antttr=u*t U Indemnity Oroup 79/03/01, 3pp 


7905240604 Forward* e<t<utad Amend 11 to Indamnlty Agreement E-49 
EABTHAN.P H Idaho State Univ 79/09/ f 5 2pp 


DOCKET S0-2&5 FORT CALHOUN STATION, UNIT 1 


F Security! medecali emergency ^ fire protection plans 


903090046 Forward* revision to physical security plan Reviiion 
withheld I ref lOCFRS 7901 

SHORT, r E Omaha Public Pewsr DHtrict 79/0S/03 Ip 


Financial information 


9053003*9 Forwards "Annual Financial Rapt 1970 " 

FETERBENiH E Omaha Public Power District 79/05/22 Ip 


-7905300353 "Annual Financial Rapt 1978 •' 

» Omaha Public Power Dlitrlct 79/02/23 3lPP 


I Iniurance 6 Indemnity information 


’90d'070*97 Confirm* increased liability limit to *124.000.000 for 
policies NF-1.29i43, 76.03. 100, 111, MO, 146.151, L61. 164. 170. 

173i 174. 17&, 179, ISO, 1B2. 1G9, 106. 187, IBS, 189, 192, 193. 194, 195, 
197i 198.200, 201, 204, 206.207,208.210,213, 214.213, & other*. 
QUATTROCHHIivf American Nuclear Iniurars 79/03/01 Ip 


'905160164 Forwarili Amend 6 to Indemnity Agreament B-67. per 10CFR140 
cha-ngati re liability iniurartce Incrcate from *140 million to 
*160 mill ion, af fee tive 790501 Supporting docunentatlon end 
SALTrMAN.J Antitrw*t 8t Indemnity Orojp 79/03/01 3pp 


r905l603S2 Forwards Endorsement* 33,36.37,38 & 39 to HAEi.U Policy t1F''63 
8( Endorseoient* 39.40,41.42,43 2c 44 to NELIA Policy NF-207. 

PETERsaN.N e Omaha Public Power District 79/05/09 ISpp, 


f905160406 Forwards executed Amend 6 to Indemnity Agreement B-67 
PETERSEN. H E Omaha Public Power District 79/05/09 Opp 


P Operating license itjga documents & correspondence 


7905100231 '^Oanme Dose Measurements at Zion V Fort Calhoun Station* " 
BYERiN C I BUMTINO.R.L , NiEeCKMIOT.E B. E<9 It 0, Inc FIN A-6075 
NUReD/CR-0753 79/04/30 ia7pp Available at NT IS. *7 25 


7905090317 Forwards raiponies to Questions 1 St 2 re auxiliary 
ays Response to Question 3 will be submitted by 790S03 
HORRie.K, J Omaha Public Power District 79/05/01 2pp 


7905080446 Forwards response to 790302 r©q,ue*t for addl info r* tleii 
generator water mas*. * 1 gnal* which originate ECC8 2* letpoint 
values 

MORRIS, K J Omaha Public Power District 79/05/02 6pp 


7903100312 ftaaponde to 790501 questions re licensee experience *,/ 
pressurirer pewer operating relief valves lifting due to 
Instrumentation & control failure* & transient events 
MORRIS, K J Omeha Public Power District 79/05/03 2pp 


7905090338 Forwards application for amend to License DPR-40 CipUTiiS'i 
of Sve S. amend foe end 

MACRAE. C F LeBoouf, Lamb, Leiby U MacRae 79/OS/OQ 3pp 

— 7903090363 Application for amend to License DPR“40, d e 1 etlng coMlkii 
which require collection 1, reporting of nonrad i olog 1 cal 
water q.uality data or info 

SHORT. T E Omaha Public Power District 79/03/04 4pp 


7905240562 Submits info re main feedwater sys 6 pre«sUTizer c«^t 
valves. in response to NRC 790307 telecopy 
MORRIS. K J Ofoaha Public Power District 79/03/10 4pp 


7905130316 Forwards application for amend to OL Certificate of G,i 
enc ) 

a LeBoewf, Lamb, Leiby HacRao 79/05/14 3pp 


—7905150319 Application for amend to License DPR-40, chang tng Teck Eji 
to prevent tow temp reactor coolant sys overpressur i i a tl on 
SHORT, T e Omaha Public Power District 79/03/11 9pp 


7705310243 Forwards application for amsnd to License DPR-40 CertlMfi'i 
of Sve enc 1 

MACRAE, C F LeBoeuf, Lamb. Leiby 6 MacRae 79/05/30 3pp 


—790531024© Application for amend to License DPR-40 to change TrM 
re fire protection sys 

SHORT.! £ Omaha Public Power District 79/05/25 6pp 


0 Inspection reports, IE Bulletins & correspondence 


7903150083 Forward* IE Circular 79-04, "Loose Lodtlng Nut on LMIIo'IlI 
Valve Operators " 

aEVFRITiK V Region 4, Dallas, Offlcs of the Director 79/03/1* 

Ip 


7903DL0453 Forwards IE Bulletin 78-128, ^’Atypical Hold hatl In Riactt« 
Pressure Vessel Meld* " 

BEYFRIT. K V Region 4, Dallas, Office of the Director 79/03/19 

3p 


7905020440 Forwards IE Circular 79-03. "Moisture Lsatage in Btrahfar 
Wire Conductors *' 

SEVFftiT.K V. Region 4. Dallas, Office of the Director 79/03/2’3 

tp 


7905020260 Forwards IE info Notice 79-06, »'Qtre*s Analysis of 
8af e ty-Rela ted Piping " 

SEYFftIT.K V, Region 4, Dallas, Office of the Director 79/03/23- 

tp 


7905290222 Responds to IE Bulletins 78-12 & 78-t2A re atypical wild 
mail in reactor pressure vessel Util currently p«r-f ormlng 
records search 9, will submit generic rept 
SHORT, T £ Omaha Public Power District 79/03/23 Ip 


7905020413 forwards IE Info Notice 79-07, "Rupture of Radwaste fent* • 
6EYFRIT.K V Region 4, Dallas. Office of the Director 79/03/24 
Ip, 


7703150306 Forwards IE insp Rept 30-283/79-04 on 790319-32 No 
noncompliance noted 

HAD8EN, 0.1. Region 4r Dallaf, Reactor Operations Nuclear Support 

Branch 79/03/27. 2pp, 


—7905150310 IE Insp Kept 30-285/79-04 on 790319-22. No none omp I Mn# a 
noted Major area* Inspected records program, p lent operation 
it plant cond 1 tlons, at observed during plant tours 
MADSEN, D,L < KELLEY, D L Region 4, Dalles, Reactor OperaiLcni 

Nuclear aupporfc Branch. 79/03/27, 3pp 


7703020434 forwards IE Info Notice 79-‘O0. "Interconnection of 
Contaminated Sys ui/Byc Air 8gi Used es Source of Breathing 
Air ^ 

SEVFRlTrK. 7 Region 4, Oellas, Office of the Director 79/Q3/2S 

Ip. 
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7903140146 Forward* IE Bulletin 79-04, 
Check Malva, nfQ ty Engineering 

re^tuired “ 


■Incorrect Meisht* far Swing 
Corp " Licensee action 


SEyFRlT.K V 
IP 


Region 4, Dallas, Office of the Director 


79/03/30 


7903130049 Forwflrd* IE Info Notice 79-09. 
Oorttamlna tod R««in 

DEVFiirT, K V Region 4i Dallas. Office 


"SpUl pf Rad loac 1 1 v«l y 
of the Director 79/03/30 


— 7905140240 Monthly operating 
HICKLE. a J Omaha Public 


r ep t 
Power 


for Apt- 1979 
District 79/0*^y0l 




8 Reportable occurrences, LERs 


*■> related correipor a ar, e 


7905140407 Forwards LER 70-00 > /03L-0 

JQHES.W C Omaha Public Power District 7B/0J,'0! ip 


75 


7^03150211 Notifies that C-E Ihfornod util 
Bulletin 7e-iaD, oiatl in reactor vessel 
provided before 790Q13 Util i,#m submit a 
response by 790914 

SHORT, T E Omahe Public Power District 


that generic reeponse 
(kiBtds, cannot be 
laiit-speclf tc 

79/04/03 ip 


to IE 


7B0U6 dur.n, montM, c.l.tr =, 

zf” n o ^ drifted from Setpoint tolerance 

ISNN-KKOA, ilV readjusted t, checked 
PETERSON. (7 . OONNOLLEV. ^ L Omaha PubUc P^er 70 


79032.306IG fleapnnds to IE Dullottn 79-03 uni Ra* ih i,.*. 

aHtlRT. T E Omaha Public Power District 79/04/tO Ip 

7903040406 Forwards IE Hullotln 79-06Bi '*Reviot,i a* Ooorat i i t 

U-tified During TMI^JnMdart " 

eevrniT.lt, V Region 4> Dallae, Office of the Director 79/04/14 


Porjuartrs IE QulUtln /9''0a, '‘Eventt Relevant to BDllino 
ttSlJnrr^uV, Identified During TMI Incident " ^ 

SEYFRIT.K V Region 4, Dallas, Officii of the Director 79/04/14 


79O5130123 Forwards 
MADSEN, 0 L R 

Branch 79/04/jl 


PNa»79-67H ?< 79-7 7 (hRR) 
agion 4, Dallas, Reactor 
IP 


Opetations Nuclf^r 


Support 


7905040112 Forwards PND-79-67S 
MADSEN, 0 L Region 4. Dallas, 

Branch 79/04/12 ip 


Reactor Operations Njclear 


I upp or t 


7905130261 Forwards PN0'79-67T correction 

MADSEN. O L Region 4, Dallas, Reactor Operations 

Branch 79/04/13 ip 


Nuclear 


Support 


7903010533 Forwards PN0-79-67U, V t W 

MA0SEN,0 L Region 4, Dallas, Office of th« Director 79/04/16 


79011070073 F-orwaird* IE Bulletin 79' 
ety-ReUted Piping '* Licensee 
BEYFRiTiM V Reaion 4, DalUei 

Ip 


>07» "Seismic Stress Analysis of 
action required 

Office of the Director 79/04/14 


7905010546 Forwards PNO-Ty-ErX b 
MADSEN, Q L Region 4. Dallas, 
ip 


Office of the Director 79/04/10 


7905090104 Poruards ttippi to IE dulUbin 79-05A, “Nuclear Incident at 
TMI “ 

ElEYFRITfK V Region 4, Dallas, Office of tha Director 79/04/16 
Ip. 


7905030200 Forward* IE Du 1 let in 79-09, "Failures of OE Type AK-2 
Circuit flraaker In Saf ety-Ra lated Qys " Liconsae action 
raqu irad 

QEYFRITi H. V/. Region 4, Dallasi Office of tha Director 79/04/17 
Ip. 


7905010539 Forwards PNQ-'79-67Z 

MADSEN, O U Region 4, Dallas, Office of the Director 79/04/19 


7905010401 Forwards PN0-‘79-67AA, A0, AC b AD 

MADSEN, O L Region 4, Dallas, Office of the Director 79/04/24 
Ip 


7903070541 Forwards LER 79-009/0aL-O 

ANORENS, R L Omaha Public Power District 79/04/30 Ip 


79Q90Q0394 Forward* IE Bulletin 79-05B, "Nuclear Incident at 
TMI-Suppl, " 

QCVrRITjK V Regtqn 4, Dallas, Office of the Director 79/04/21 

Ip. 


“-790S070S43 LER 79-009/03L-0 on 790406 ac iratm failed test Caused by 
failure of mercury wetted relay to break contact Relay 
exercised <, found normal Hatrii wiU continue to bo tested 
CORE, N , PETERSQN, 0 Omaha Public Power District 79/04/19 4pp 


7909100128 Forward* rospotises to 1C Bulletin 79-060 ''Review of 
Oparatianal Errors Bys Hi t« I ignments Identified During 
THT " Operabors reminrfad to check confirmatory indication 
when raepondinq to accident conditions 

SHORT, T C Omaha Public Power District 79/04/23 a4pp 


7909240672 Responds tu IE Bulletin 79-07 re seismic stress analysts 
of saf el g-rs latsd piping Util dot* not use methods 
dascribett In bulletin 

BHORT, T. IS, Omaha Public Powar Olitrlct 79/04/23. 9pp 


790D29049'9 Respond* to IE Buklstln 79-04 No Velan swing check valvas 
are installed or scheduled to be inetalled in Seismic I 
piping. 

SHORT, T E Omaha Public Power District 79/04/23 Ip 


7905230257 Forwards IE Insp Rept 5O“a05/79-O3 on 790326-30 Notice of 
violation withheld (ref IQCFRS 790> 

M^OSEK, O. U Replon 4 i Dallas, Reactor Operations Nuclear Support 

Branch 79 / 04 / 24 . 2 pp 


7905130100 Forwards FN0'79-67AF, AO, AH, AI 6 AJ, re incident at T«J 

MAD8EN, O L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/04/30 Ip 


7905240440 Forwards PN0-79-67AK b AL 

MAO8EN1 O L Region 4i Dallas, Reactor Operations Nuclear Support 

Branch 79/05/02 ip 


7905210236 Forwards LER 79-011 /03L-0 

ANDREWS, R L Omaha Public Power District 79/05/07 Ip 


— 7903210259 LER 79-Otl/03L-0 on 790424 channel A dc seyuencer Sl-i 
decnargixed matrix lights Caused by OE CR120A 125 volt 
dc relay faulting internally Relay replaced b sequencer 
tested satisf actori ly 

CONNOLLEYrJ L , PETERSON. 0 R Omaha Public Power District 
79/04/26 4pp 


7903210260 Forwards LER 79-010/03L-0 

ANDREWSrR L Omaha Public Power District 79/05/16 Ip 


—7903230268 IE Insp Rept 50 - 205 / 79-05 on 790326-30 Noncompliance noted 
physical barrier* do not meet raqui rements Details withheld 
(rtif I 0 CFR 2 7901 ^ 

CALDMELLiR A., EVANS, C A, Region 4 , Dallas, Office of 
Director. HAOeEW. O L Region 4 , Oallas, Reactor Operations 

Nuclear Support Branch. 79 / 04/17 Ip 


— 7905210271 LER 79-010/03L-0 on 790420 containment spray pump SI-3B 
failed to start by control switch Caused by racking of 
circuit breaker beyond connected posi tlon, resulting In 
binding of breaker Breaker racked out It back In 
CDNNDLLEV, J L Omaha Public Power District 79/05/16 3pp 


7903230458 Notifies that certain laf aty-rolated electrical equipment 
failed to meet environ quallf icatlon crtteriarpar IE 
DuLIttih 79 -Ot Valves wlU he replaced 

GMORTrT.E Omaha Public Power District 79 / 05/15 2 pp 


«, Periodic operating report* 6 related correspondence 


7905220300 Forwards LER 79-012/03L-0 

AKDREH8, R L Omaha Public Power District 79/05/16 ip 


— 7905220306 LER 79-012/03L-0 on 790507 during surveillance test. matrix 
test failed for BC matrix Caused by failure of mercury 
wetted relay in matrix circuit, CP Clare Model HOZX toil, to 
break contact Relay removed b contacts cleaned 

COREiM I PETERSON, O Omaha Public Power District 79/05/16 4pp 


7905140238 Forward* monthly operating rept 

SHORT, T E, Omaha Public Power District 79/05/09 Ip 
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7^05300940 Forward! LER 7'?'’'OI5/Ol r-O 

ANDREWS. R L Omaha Public Fewer District 79/05^23 If 


7903300957 LER 79“01S/0ir“0 on. 790311 «elsmtc support appeared 
Inadequate for campoTient: coaling uater pip Inp-fco-conta Imnant 
cooling ?< filtering unit VA-3A Analgtee Indicated that 
clamping pip ing-to~coo I Ing unit will provldi needed support 
MUELLER^ R Omaha Public Power District 79/09/22 4pp 


DOCKET 90-286 INDIAN POINT STATION, UNIT 3 


F Security* medical, omerjoneg U fire protection plans 


7905220300 Fo ruard s , und er prate! t, fl ling fee for NRC revletii of 
reviled emergenev plan 

EARLY, P J Power Authority State of New York 79/05/14 Ip 


O Adjudicatory corretpondence 


790S25D039 Offers to provide Board "Conparlson of Simulation Models 
Used in Aste««lng Effects of Power P lant-lnduced Mortality 
of Fish Population/'* by OU Suarttman.RD Denlso C Conan of 
Unlv of WA 

LEWIS, 8 H Branch 2 79/03/30 tp 


79030aSl9S Forwards "Compariion of Simulation Models Used In Assessing 
Effects of Power Plant-Induced Hortallty on Fish 
Popula tions •* per telcon request M/o end 
MaORE, J E Branch 2 79/04/16 Ip 


J Insurance indemnity information 


77QS070497 Confirms increased liability limit to 4124*000/000 for 
policies NF-l, 25i 43/ 76*03, 100* 111. 140. 146/ 151/ 161, 164* 170, 

173* 174* 178. 179, IBD/ IB2. IQS. 186, 107/ 188, 189. 192, 193*194, 193* 
197* 198.200, 201*204/206.207,208, 210/212, 214.215, others 
flUATTROCHHI r J American Nuclear Insurers 79/OS/Oj tp 


79-09070SQ2 Confirms increase In liability limit to 436,000,000 for 
policies HF-22/ 26*29, 30* 39. 44. 46* 47, 49*50, 51. 52, 53, 54/55* 56. 

37, 58*60,61.64. 66*67. 60. 69* 70, 7t* 72. 74. 76, 77. 78, 79. 80/06,87, 
89,90*91,92.93,94/95 t. 96 

aOQERTS, D M Mutual Atomic Energy Liability Underwriters 79/05/01 

Ip 


7903140407 Forwards Amend 21 to Indemnity Agreement Q-19 per l0CFnt40 
changes, re increase in liability insuren-ce from 4140 million 
to 4160 ml n 1 on* ef f ec tlve 790501 Supporting documentation 
cnc I 

8ALTZMAM, J Antitrust ^ Indemnity Group 79/05/01 6pp 


P Operating license stage documents V correspondence 


7905070311 Forwards Amend 2S to License DPR-64 fit notice of Issuance 
iA aval lability 

eCHWENCER. A Operating Reactors Branch 1 79/03/29 4pp 


—7905070315 Amend 25 to License DPR-64, revls Ing Tech Specs to allow 
continuous chlorination of plant discharge from new sewage 
treatment facility 

8CHWENCEB.A Operating Reactors Branch 1 79/03/29 6pp 


7905040513 Forwards "Btean Generator dperating History Questionnaire.** 
Revision 1 

EARLYrP, J Power Authority State of Mew York 79/04/30 Ip 


— 7903040510 *^9 team Gone pa tor Operating History Ques tl onnaire* *■ 
Revision 1 

e Power Authority State of Meu York 79/04/30 15pp 


7903070549 Act receipt of NRC 790412 Itr Willing to cooperate in 
planned analysis schedulcrd for week of 790506 

CAHILL* W J, Consolidated Edison Go of New York 79/04/30 Ip 


7905100156 Forwards application to amend License DPR-64, proposed Tech 
Spec changes $4,000 fte W/o check 

EARLY* P J Power Authority State of Mew York 79/0-5/02 3pp 


— 7705100161 Application for amend to License DPR-64* add Ing definition to 
Section 1 App A V new specs for limiting conditions for 
operation 5 surveillance requirements to rad lolog i cal 
effluent Tech Specs. 

e Power Authority State of New York 79/04/30 75pp 


7903170244 Forwards ^’Evaluation of Effectiveness of Continuously 
Operating Fine Mesh Traveling Screen for Reducing 
Ichthy op lankton Entrainment *’ Affidavit 6 Certificate of 
Bve end 

CAHILL. M J Consolidated Edison Co of New York 79/05/14 3p^ 


— 7905J70249 '‘Evalwatlon of Effectiveness of Continuously Operating 
Fine Heeh Traveling Screen for Reducing Ichthyop lankton 
Entrainment ” 

« Consolidated Edison Co of New York 79/04/30 30pp 


7905230531 Foruards responses to 790510 request for Info rt heaters, 
relief valves. Loss of feedwater events. steam operator & 
small break atiakgsls 

BAYNE. J P Power Authority State of New York 79/05/10 5pp 


—7905230556 Forwards request for info re ability of currently operatli*! 
PNRs to safely withstand TMI-2 type events 

SCKVIEMCERj A Operating Reactors Branch 1 79/OS/iO 4pp 


Q Inspection reports, IE Bulletins !< correspondence 


7905080099 Forwards IE Intp Rept 50-206/79-02 on 790121-0217 No 
none ompl lane e noted 

BRUNNER, E J Region 1. Ph i ladelph la, Reactor aperations Nuclear 

Support Branch 79/03/16 2pp 


— 7903080110 IE Insp Rept 50-206/79-02 on 790121-0217 No noncompUance 
noted Major areas inspected log & record reviews, fol lowup 
on previous Insp Items 4, observation of control room 
personnel during simulated emergency drill 

REBELQWSKI.T , JOHNSON* D Region 1. Philadelphia, Office af the 
Director KEIMIC.R R Region 1* Ph lladelph la* Reactor 

Operations Nuclear Support Branch 79/03/lS 9pp 


7905010129 Forwards IE Info Notice 79-06, '’Stress Analysis of 
8af ety-Related Piping " 

ORIER.S H Region t. Ph 1 ladelph ia. Office of the Director 
79/03/23 Ip 


7905030279 Forwards IE Info Notice 79-07. "Rupture of Radwaste Tanks • 
dRlER.E H Region 1, Philadelphia* Office of the Director 
79/03/26 Ip 


790S010059 Forwards IE Info Notice 79-OBi "Interconnection of 
Contaminated 8yt w/Svc Air 5ys Used as Source of Breathing 
Air *’ 

CRIER.B H Region 1. Ph I ladelph ia. Office of the Director 
79/03/20 tp 


7905030181 Requests eKtenston of time to respond to IE Bulletins 70-12, 
12Ai tl t2Q« due to delay in issuance 

BAYNE, J P. Power Authority State of New York 79/03/20 tp 


7905010313 Forwards IE Info Notice 79-09, "Spill of Rad ioac tl Vf 1 y 
Contaminated RetIn " 

GRIER, 8 H Region 1* Phi ladelphla. Office of the Director, 
79/03/30 2pp 


7905020075 Forwarde lE Bulletin 79-06, "Review of Operational Error* tc 
ays Misalignments Identified During TMl Incident " Licensee 
action required 

GRIER. B H, Region 1* Ph I Udelphie. Office of the Director 
79/04/11 Ip 


7905070161 Act receipt of 790323 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rapt 50-286/79-04 
BRUNNER«E J Region I* Philadelphia, Reactor Operations Nuclear 

Support Branch 79/04/11, Ip 


—7909070168 Responds to NRC 790301 Itr re vlolatUns noted in IE Imp 
Rept 50-206/79-04 Corrective action* superseded procedures 
removed from f 1 le* procedures St teet schedule revised 
BAYNE* J P Power Authority State of New York 79/03/23 app 


—7905070172 Forwards IE Insp Rept 50-286/79-04 on 790206-09 & notice 
of violation 

BRUNNER. E J Region i, Philadelphia, Reactor □peratio-ni Nucke-a 

Support Branch 79/03/01 2pp 


— 7905070177 Notice of violation from Insp on 790206-09 

e Region 1. Philadelphia, Office of the Director 79/03/01 
2fP 
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-790S07OU12 IE lii«p Ropt 150-206/79-04 on 790206-09, Moncorap I iance not«d 
faHur* tu lAtoit rovlflion of procedure &i #*iiure to 

Adhere to pi acedurse 

HAUNACK, M M , DLUMDERO- N J Region 1. Philadelphia. Office of 

the Director KinTER. M D Region li Ph 1 lad o iph la. Reactor 

nperatloiie Nticlear Support Branch 77/02/28 I3pp 


7905220331 LER 79-008 hai been voided 

* Pouter Authority State of Neut York 79/04/01 Ip 


7905220334 LER 79-009 ha> been voided 

« Pouter Authority State of Neu York 79/04/01 Ip 


00290241 neapotide to IE Bulletin 79-03 re longitudinal ueld defects 
In certain pipe epuolt tnfg by Youngetoiun Welding t*. 

Engineering Co F^ipln-g uied In coneti but not ut/o 'Filler 
raolal Piping undei 4-lncUos uitll bo investigated bg 790525 
11AYNE( J P roiiter Aotharltg State of Neuj York "^9/04/13 2pp 


7909220338 LER 79-006 has been voided 

« Pouter Authority State of Neu York 79/04/01 ip 


7909010916 Forwards LER 79-004/03L-0 

BAYKErJ P Power Authority State of Weui York 79/04/26 tp 


709020279 forwAidt IC Bulletin 79-07. "Selsralc Stress Analysis of 
Ua f ety-Relaied (Mplng ** Licensee action required, 

OIME'Rill II Region 1« Philadelphia. Office of the Director 

79/04/ M Ip 


?O5O40O/D FoTwaids IL Bulletin 79-06D. "Review af Operational Error* & 
fly* MliaUgnmonts Identified Dui Ing TMI Incident ” 

OREFRiB H Region 1. Ph 1 iado Iph la. Office of ttie Director 

79/04/14 ip 


703040245 ForwariS* IE Bullotin 77-OQ. “Events Ralevant to Bolling 
Water Poutei fleaclors Idontlflod During TMI Incident " 

ORHILU M Region 1. Ph i lade Iph lai Office of ttie Director 

79/04/14 Ip 


-“7909010322 LER 79-004/03L-0 on 790327 condeniatc storage tank level 
fell below Tech Spec limit during hot shutdown Caused by use 
of steam generator blowdown syi which was being held at mai 
Onsite demineralization plant to be added 

OUHBLE. F W Power Authority State of Neu York 79/04/26 2PP 


7905090301 Forwards LER 79-005/03L-0 

BAYNE I J P power Authority State of N*w York 79/09/04 Ip 


— 7903090303 LER 79-OOS/03L-O on 790405 sve water pump 34 removed due to 
low discharge pressures main pump shaft broke, d 1 sab 1 mg one 
of three essential header pumps Caused by bearing fallurci 
making shaft break Repairs are pending 

OUHBLE, F Power Authority State of New York 79/05/04 Ip 


9030*KWU4 fcirwarde IL Bulletin 79-09. 
Circuit Breaker in CUf ot y-R« lated 8ys 
reiiu Ired 

OfUbR.n li Region li Ph 1 ladel ph ia. 

77/04/17 Ip 


•Tallures O'f GE Type AK-2 
“ LlcensQB action 

Office of the Director 


'705020270 Forwai d s 11 Dulletln /9-06A. Revl * ion Ir "Review of 
flpepatiorial Eri or* U Hy* HI sal 1 gnmonts Identified During TMI 

ORILr!S\| naglon 1* PhlUdelphUi Office of the Olractor, 

/9/04/HJ Ip 


/9030104V/ Cornmnnls on IE Bulletin 79-06A ro He* 1 1 itghouse PWR 
facllitlot 1 mp I emoniat i un of bistable trip would create 
situation where lafoly injection actuation cowld be 
susceptible In single bus perturbations 
DfllOlHiT K, Mew Vorki Gtale of 79/04/25 2«pp 

7708310 IM roruJird. .ildl v..p»n.. U IE 

stress reenaly *is. a* requested by NRG on 790917 Matl 

sxrAirsn^; ouu «. ror* 77m/« o.., 

770931044U I’orwards add! info to IE seismic 

stress aivalytlc mothaa. In response to 790523 r«<too*t Matl 
s up p Lems nil 7904^4 t. ;90922 Itrs ••o/ftq/oa oon 

EARLY. P J Power Authority State of New York 79/05/ PP 

ft Periodic operating leports 1« related 

7903320 I7A Forwards effluent monitoring Imping •mont data specified 
in Boctlon 401 Certification for Apr 1979 70/03/10 17 od 

HONTI.M A Consol Idatad Edison Co of New York 79/09/10 I7pp 


7705190015 Forwards LER 79-012/04X-1 

CAHILL, M J Consolidated Edison Co of Now York 79/03/10 Ip 


—7903190018 LER 79-O12/04X-1 on 790213 activity of precipitation sample 
ezeeeded 10 times control station level Caused by tritium 
releases from source external to facility Hanufactorer in 
area has modified ins*tal lat ion to prevent recurrence 
HASCIULLIrS Consolidated Edison Co of Hew York 79/05/10 3p p 


7909190021 Forwards LER 79-0 1 5/04 T~0 

CAHILL, H J Consolidated Edison Co of Neu York 


79/09/10 ip 


-7909190029 LER 79-019/04T-0 on 790409 activity of praclp Itat ion sample 
exceeded 10 times control station level Caused by tritium 
releases from source external to facility Manufacturer in 
area has modified installation to Pll'^ent recurrence 


DOCKET 50-207 OCONEE NUCLEAR STATION, 
r^slluritirmldical. emergency t. = 


7909290090 Discusses 790213 submission of security plan for storage of 
soent fuel i 790214 t.lcon re requirement for .ecurity plan 
mods Initial plan is subj to withholding from pubUcJ record 
of transmittal i« nr.in.:h 79/03/29 to 


small breaks 
PARKER, W 0 Duk 


Los* of Reactor 


Power Co 79/05/09 29pp 


7905130302 Fupwandt 
IJAYNC. JP f'ower 


monthly operating rept for 
Authority State df New York 


Ap-r 


1979 

79/05/11 


ip 


H General correspondence 


--7909190304 Hohthly operating rept for Apr 

CONNEU.G Power Authority State of New Vorl< 


79/05/01 


6pp 


y9032J0392 rorwenl* dally record of ^ 

H/dally specie* ^3^? L'J'* oS * the Director 

GR|En*tl.ll Region Ij Phi lade Iph la. Office o* th 

79/09/14, »pp 


5280131 Urg., c.r.ful r.vi.u o, .t.„ r.g. b.,«r. ord.rir>g 
n Carolina piedmont 




for decision to close facility 


B Reportable occurrences, LER* 


t Lnghouse review 


7909290172 Describe* UER-003-01T-0 to lead 

revealed potential for safety SJ.Juuely 

to caUuUted DNH ralio* les* 

reaorted Conttitule* J24“hr required notlf Uat I on 


reported Conttltule- ~ . -■ ' lz . vai^if 

BAYNE I J P Power Authority State of New York 


79/03/29 2pp 


7909220319 LER VY-Oll ha* been voided 
* Power Authority State of New York 


7909220322 LER 79-010 ha* ,^0* J®** . 

* POMer Authority State of New York. 


7909220327 LER 79-007 hat b*«n 

a Power Authority State of New York 


79/04/01. Ip 
79/04 / 01- Ip 

79/04 /Ot Ip 


J Insurance U Indemnity 

.n ii^Kfiibu limit to 036 . 000.000 for 
7903070582 Confirms Increase In 31.92,53.34.59,56. 

00,90,91,92,93,94.95 ^ Liability Underwriters 79/03 

ROBERTS, D M Mutual Atomic Energy Liabincy un 


P0S14O438 Foru«>-.» 

ro*!;Uo:;!i worn 


lD€FRt40 


end 
SALTZMAN. J 


Antitrust 


Indemnity Group 79/05/01 6pp 
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7709l603il Submits Biecutfrd coptj &f Am»nil 13 to Indomnitti Agr«a-ma«^t 
5-44i 2 9ctl ftg changof in J0CFR140 

PARKERrVJ 0 Duke Poutr Ca 79/03/0& 3pp 


790531034:0 Porwerda replacement cop^ a< Amend 9 to Indemnitij Agreement 
B"44 In reeponae to 790916 requeit W/'cop^j of util T404I2 
tranitnLttal Itr 

PARKER. W 0 Duke Power Co 79/09/22 3pp 


P Operating Itcanie atage documenke Kt correepondence 


79091S0104 Motifief of refu^rid of feet, reml tted 700709, for authority to 
trantfer fuel between facility ii Cryetal River Unit 3 Refund 
ul U be lont iwhen procetted 

rtlLUERiW 0 Licenee Fee Management Branch 79/09/03 Ip 


7909230014 Forwerdt Amend* 69,69 4^ 66 to Ltcen*e* DPR -39. DPR- 47 4 
DPR-55. retpectlvely.EIA k notUa of Itiuamce k availability 
R£ID,R W Operating Reacfcon Branch 4 79/03/02 3pp 


—7909250018 Amend* 69.69 k 66 to Llceneee DPR-30, OPR-47 k DPR-S5. 
r etpecti velyi uhith revieet ET3 by deleting aquatic 
lurvelllance program k epeclal etudy program* 

REID.R W Operating Reactor* Branch 4 79/03/02 Llpp 


7903190139 Re*ponda to R Hatfc*an k D Rq»* concerning value of running 
natural circulation te*t on BkW reactor 

TEBEaca,RL A»*litant Olrector for Plant 9y*t«fl>* 79/04/09 4pp 


7903030130 Reipond* to 790329 futmlttal re radiological effluent Tech 
Spec. which onltfeed solid radwaste process control program 
Re<iue*tt omitted portion 

REID,R W Operating Reactor* Branch 4 79/04/18 2pp 


7909010321 Forward* dpcumenta t Ion. deeign info k projected 
Implamentatlon ichoduU* re etciargency feedwater 
committed in NRC 790423 meeting 
PARKER. W 0 Duke Power Co 79/04/23 4pp 


790S010990 Forwards addl Info re Ofc of Nuclear Reactor Regulation 
«tatu* rept Reiiuestf addl dialogue w/NRC re control *y« 

LEE.W S Duke Power Co 79/04/29 Ip 


7903030371 Informs that util ha* conducted revliw of plant design k 
operation, inc lud Ing goal of improving reliability of normal 
feedwater *gs k added assurance of emergency feedwetir 
supply to steam ganerato-rs Qesign ad»4uate 
OWEN. W H Duke Power Co 79/04/25 app 


7905040047 Correct* error In 790419 Itr to MRC Reported period of 
facility mod* should be Jan-Dec 1979 
PARKER. W a Duke Power Co 79/04/29 Ip 

7909110068 Inform* that email break analyse* review i* complete 
Analyse* arc unacceptable k incomplate 
RaSITQGZY, 7 R Analysi* Branch 79/04/29 fp. 


— 7909U0074 Comment* on draft rapt received 790420 too lengthy, does not 
concentrate on Important issue* k ha* doiens of incorrect k 
mieleading *tatement« Rept should be reorganlied 
ROSiTOCZV. 7 R Analyst* Branch 79/04/23 9pp 


7909240902 Responds to 790320 Itr re^utetlng advice on altawable time 
interval for s-ubmittal of rrpti to NRC 

REID, R tf Operating Reactore Branch 4 79/04/26 2pp 


7903020283 Inform* of util position on Issuance of formal order re 
continued plant operation Written letuance 1* undesirable a* 
policy k legally unnecessry 
CEE. M 8 Duke Power Co 79/04/29 Ip- 


7909040392 Forwards reiponse to 780329 request for add! info re 
proposed changes to hydraulic shack suppressor Tech Spec 
PARKER, H □ Duke Power Co 79/04/30 2pp 


7909080433 Forward* proposed revision to Tech Spec* covering reactor 
bldg hydrogen purge tys, penetration Toon ventilation sys, 
reactor bldg purge fUicrs k spent fuel pool ventilation 
sy< 

PARKER. M.O. Duke Rower Co 79/09/Dt tlpp 


7909080366 Forward* proposed revision to Tech Spec*, de Letlng Tech Spec. 
4 13 which 1* ho longer required 
PARKER, W 0, Duke Power Co 79/05/01 4pp 


7905240466 Docunenti sonplition of 761001 proposal to delete Tech Spcce 
re tendon, anchorage k liner plate surveillance programs. 

License fat not required 

PARKER. N.O Duke Power Co 79/09/02 Ip. 


7905140189 In reiponse to NRC 790418 request, forward* propoeed Tich 
Spec re plant solid radwaste process control program 
PARKER. U 0 Duke Power Co 79/09/07 5pp 


7905240231 Forwards statue on improvement* to emergency feedwater 
per wa Parker 790423 Ur k W3 Leo 790426 Ur 
PARKER. W O Duka Power Co 79/05/07 lOOpp 


7903140369 List* drawings used for installation of automatic starlln| 
of Interconnected emergency feedwater ly*. which were sent 
to NRC on 790303 

PARKER.M □ Duke Power Co 79/05/09 ip 


7903140269 Forwards ‘■’Emergency Feedwater Sys.Sys Concept k A'nalyih ' 
Pump installation to he complete by 790B25 Oversiied drawing 
Jft Central Files 

PARKER, W 0 Duke Power Co 79/03/10 9pp 


7903160389 Forward* "BkU 177 Fuel Assembly Owner* Group Asymmetric LCCJ. 
Load* Evaluation Program. Phase 2.” dtd 790410 aupersede* 
program provided on 790111 
PARKERiU O Duke Power Co 79/03/10 Ip 

— 7905160390 "BkW 177 Fuel Aisembly Owners Group Asymmetric LDCA L«in 
Evaluations Program, Pha*o 2 ” 
a Duke Power Co 79/04/10 9pp 


7905230487 Notifies that analyses were performed w/actual Cycle 4 
burnup to ascertain changes required for operation at full 
rated power during Cycle 3 Result* indicate no need for 
changes in core loading or Tech Spec 
PARKER. W 0 Duke Power Co 79/05/17 Ip 


7905230343 Forward* revised sys concept k analysis re addition of tki 
motor-dr iven emergency feedwater pump* Supersede* 790910 
submittal N/ovsrilied drawing 
PARKER.M 0 Duke Power Co 79/09/17 lOpp 

7903240593 Bubmlt* results of addl analyses re 790330 proposed Ii<k 
Specs changes for operation at full rated power during Cycle 
9 

PARKER. W 0 Duke Power Co 79/05/17 Ip 


7903240479 Responds to IE Bulletin 79-03B re THI incident Torwardi 
proposed amend to Tech Specs, chang ing setpoints of 
pressuriser elec tromegnetlc relief valve k reactor caokant 
sys high pressure trip 

PARKER.M O Duke Pouer Co 79/03/21 llpp 


7903240478 Forwards design description for safety grade antic ipattri 
reactor trip on turbine trip or loss of main feedwater Kod* 
will be installed for each refueling outage following NRC. 
approval 

PARKER.M Q Duke Power Co 79/03/21 5pp 


79053G020G Forwards summary of EDS Nuclear, Inc retolufc I on/dosueiniati- 
of elbow flftklbllity error which existed in versioni of 
PISQU piping analysis computer program from Jan-Qct 1969 
Review it reanakysi* included all work through Dec 197D 
PORTER, F L EDS Nuclear. Inc 79/05/21 9pp 


— 7903300263 Forward* EDS Nuclear, Inc list of BWRs k piping syt uhijk. 
could have been Impacted by deficient computer progrmm 
OE has no record of reanalysis for Cooper piping tys 
5TEPKEN8.P M, Ocheral Electric Co .Nuclear Energy Products Dlv 
79/01/24 ISpp 


7909310211 Forward* proposed Tech Specs revision re limiting eondllL 
for operation k surveillance requirement* 

PARKER.M. 0 Duke Power Co 79/03/23 8pp 


Q Inspection reporti. l£ Bulletin* k correspondence 


7905230402 Forward* lE In*p Rept* 30-269/79-04,30-270/79-04, 
k 90-2S9/79-04 qn 790205''07 No noncompliance noted 
LEVIIS,R L Region 2, Atlanta. Reactor Operation* Nuclear Bvppi 

Branch. 79/03/12 2pp 


—7905230503 IE In*p Repts 50-269/79-04. 30-270/79-04, 30-a07/79-&4 « 
790203-07 Nb noncomp llance noted Major area* inspected fire 
protect io-n/preventlon program. GA survet llance. fir a Iniurante 
repts k admin istr-atlve control procedure* 

BHADFQRDiM H . TAYLOR. P A . KELLOGG . P J, Region 2. At I ink e, 

Reactor Operation* Nuclear Support Branch 79/03/03 4pp 


7903010177 Forwards lE Info Notice 79-06. '’Stress Anal gel* of 
Safety-Related Piping " 

O'REILLY. J P. Region 2. Atlanta. Office of the Director 
79/03/2^1 2pp. 



DOCKETED ITEMS 


7V0!l0J0a0/ rorwfliilt ti Info Notlc# /*/' 0/, “Huptury of fUdwait* Tanlry 
n'nrniv»'.l i* fUgltm AI;Uta«« Offiro of Uty Dlracioi 

7V/03/a6 app 


7‘?03aJ0a7a l>lt(wtiu« IIJ-W rypt. ^'Horoidt Iiwb» <. 1 gjil Ion Ropt Rolatfrd to 
Off In H« 1 1 Hut v»l I l4ntc Opacltnottfl h 

t<««pohB« to n riuiivtihit ;[] ta h fo i^a ouppi." lopt 

«CCUr«tMlg iBpiDttOtTtq tUtA foV lOATioT pia««ure VBBftalv 

PArmfU*W(l Dukit Rowbt (’o /ff/Oi/j/ Ip, 


7903010090 rotuiiidB M tnfo N<iHia /V 00. '* I ni«f'r (>nn«r 1 1 on of 
tontflmlnfllod OgB uj/Ov* Ali‘ tly« Usod «« Out^rt a of Oi oulMno 
Air " 

O'RltllVivf V iUglim *1* AliAtiU, (lffl(« nf ths lUi actor 
/9/Ol/aO ap(i 


7903010 130 f’orwfli'tU li Info Noth a 79 OV, 'Hip Ml of RrtU I o^r 1 1 v# lo 
OonifltttKm Ud *' 

(nillllVfJR. lUgIfin 0. All*ntA, (Iffiia of Htb Olroctor 

79/O'l/JO app 


Opar^tional Error* fc 8u« i ^ K6vl« Ion 1, 

Incldant Hi«liflnmanfc. idenUfi.d 

V/OvVo 2 PP =■ °fnc. Of t„. Director 


During TUI 


flroator than 3,300 p»ip i i Jr^Soia! lowerod to not 

v-lvo raUad nomlnallg to a, W op»ratod relief 

PARKER, W Q Duke PowJr Co 7?/oJ/21 tp 

7703240303 Fnriirard* response to IE Dullst-in *70 n-r 
PARKER, W Q Duke Power Co 79/04/34 2 pp 


7703110264 Forward* 790303 rosponso to lE 
6i re THl Incidont 

PARKER, W O Duka Power Co 79/03/03 


Bulletin 79-030, Item* 1.2,4 
Ip 


/90‘UIOW/V Raspotidt to II IJuiieiin /V (>►► re 1 iing 1 toil i tie I wold defect* 
No ARtll NA cHrl, Igpe 11)4 pipMtg or ani| othei welding u/n 
filler me 111 I piping eifg tig Young » town Welding it lit v>te nr 
plenned for o«e 

MAHKIR.W 0 Duke Power <o /9/04/04 ip 


^ uujgerin reams 1 , 3,4 & A Emera 

procedure* for loss of reactor coolant flow, steam supplg sus^ 
flooding of turbine bldg I 5aJ5 of '' 

PARKPR \Tn S’* revised 

PARKER, W a Duke Power Co 79/05/03 6pp 


79031002911 Forward* respimte* to II lliillelln* 77 03 & /7 03A, "Nurlear 
Im ident at Tlil " 

PARKlRiW (I Ouke Piiwsr (,o /7/04M(> ^Ipp 


7903300341 Forwards Inservice 
PARKER, W 0 Puke Power Co 


in*p program 
79/03/ IS Ip 


— /903100277 Forwai'd* Abnormal lii i uvt ent « Rept All /H///3 o/ 
PAI<KIR,W n Ouke Power (n /'l/06/Wf Ip 


'’'*7903300330 Iniervlce insp program 

e Duke Power Co 79/03/13 7Spp 


/7()3100 Mil AH y0///3 0/ on /0(>/,M eM««tlv« i »ai tur Tcyolanl ti/i 
L 00 1 down rale Ui tut red (‘anted bg nperatoi ei roi t. failure of 
power’ at tuated praiiuiiier itlief valve 'IRl, 66 in t lot* 
s Duke I'owet Co /3/06/2/ Ip 


post-TMl operator training, per 
jUcuislon* tt IE Bulletin 79-03, 79’-03A I, 0 Operating 
shift* have adequate knowledge to operate reactor* in all 
modes 

PARKER, W 0 Duke Power Co 79/05/16 4pp 


771>310(>I0J f 01 ward* add I itifn \ « All 211///3 0/ ('»r rat live action* 
Shutdown prut Hdure* i ev i *ed. re 1 1 a f valve* will be eiamlned t, 
qttent h tank rupture dllt leplared 
PARKIIHWI] Duke i'ower Cu /3/(1lt/0ll Ipp 


/7030J004II Aik leteipl of /7(M46 Ur inf turning NR(. of step* taken to 
r or rail vlolatlnn* noted In II ln*p Rept* 30 26V/ /7 0 i, 

30 2/0/ /V 0 I h 30 211// /•/ 0 I 

KINNA.H IF Flnglott 2> Allattta. fUfeguaid* Jh am h /V/04/12 Ip 


7903020064 Respond* to NH( /vu 106 Ur i« violation* noted in II* ln*p 
Rept* 30 »V,V//V 0 1,30 2/0/ /V 0 1 b 30 2II///V 0 1 Con er live 
art I on* withheld (t«f tOl‘1 02 /70i 
RARKlR.kMl Duke FMiwer (‘u /V/0 1/26 Ip 


/90302007II I tirward* II ln«p llepl* 30 26V//V 01.30 2/0/ /V o:) b 
30 20///7 O'l nn /'/0203 06 Ntttlie of vitilailon withheld 
(ref U>i:iR2 /VO I 

KiNNAiM i) Region 2, Atlanta, ttafe guard* Or a it* It /7/(> 1/06 

2pp 


-7903020011/ U ln*p lUpt* 30 26V//V 0 1.30 2/0/ /V 01 b 30 21I7/7V*0'I on 
7V02(>3 06 Hon< omp 1 I jnc t mited area* of t«« 1 1 ng/ma lot 6 
detecUon aids Detail* withheld (ref lOCfRJ /VOl 
TOIIIMiH J Region U. AtlAitta, Office of the Director 
OllllOFMi.h D Region 2, Atlanta. lUfeguartf* llranrh 77/0*1/06 

Ip 


7903100046 Responds to tl llulleltn /V 03A. items 7. I|. 10 6 U re THl 
Incident All manual valve* which could defeat or rompromiie 
flow are locked open 

PARKlRiWU Duke I'owet Co /V/04/LI lipp 


R Periodic operating report* 6 relatad corretpondence 


7903230330 Forward* monthlg operating rapt for Apr 1979 
PARKER, M O Duke Power Co 79/05/15 Ip. 


—7903220363 Month ig operating rept tor Apr 1979 
REAVIQ, J A Duke Power Co 79/05/13 16pp 


0 Reportable occurrence*, LER* b related correspondence 


7903110020 RO 2P7/78''IQ on 701129 While engineered safeguard* analog 
channel A wa* tripped in order to allow repair e, channel B 
tripped Event not considered to be recurring problem 6g* 
returned to normal operating condition w/o problem 
* Duke Power Co 79/01/13 2pp 


7903140306 R0-2D7/77-4, wh ich wa* to have been submitted bg 790327, will 
be submitted bg 790403, as investigation t* still in 
prqgres* 

PARKER. W □ Duke Power Co 79/03/27 Ip 


'/909040176 I’orwarij* II Hwllalln /V ()6n. "Review of Operational Errors 6 
Gg« HitaUgnnentf tdentlfietl During THl Inildent *' 

(IMIEiUtY.2 V Region 2. Atlanta. Ilfflce of the Director 
79/04/14 Ip 


7903040261 forward* U,. RuUeUn 79 0/. "QeiimU Rtrei* Anaigtii of 
Baf etg"R«l ated Piping " licensee action required 
0'nEiU,Y.2P Region 2, Atlanta, nffice of the Director 
79/04/M 3pp 


7903040301 Forward* IF DuUeiin 79 OP. "Event* Relevant to Dolling 
Hater Power Reactnri Identified During THl Incident " 

Q'REil,UV,J P Region », Atlanta. Office of the Director 

79/04/14 ip 


7903030U0 Forward* U BulUtin 79 OV. ‘’Failure* of OC Tgpe AK-2 
Circuit Breaker in Dafetg Rcleled Dye " l.lcentev action 
T*qulred 

O'RElULYi^ P Region 2. Atlanta. Office of the Director 
79/04/17 2pp 



DOCKETED ITEMS 


^^7905250427 lER 79-014/01T-0 on 790507 nwcUar mstrumentat ton poupr 
iT^ditatlont less than thermal pouer U^els Cauted bij changes 
In core character 1 i t ICS which acco-mpanij chanjes in power 

U'-'els 

LEKIS^S R Dul« Power Co 79/05/21 3pp 


7905160141 Forwarde personnel expos 
HERBEINiJ 0 Metropolitan Edison 


uro i* monitoring 
Cq 79/04/02 


rept 

app 


for 


1979 


-^005030394 Confirms 790328 oral cofnmitment to provide advance 
ellli .nit not ni jr.t.nt cn.d .hutdn«n t.nd.ticn 
^ Metropolitan Edison Co 79/04/16 Ip 


HERBEIH/J 0 


790-5310404 Forwards LEfl 79-010/03L-0 

PARKER. W 0 Duke Power Co 79/05/23 Ip 


— 7905310410 LEH 79-0lO/O3L~O on 790423 reactor bldg gaseous radiation 
(iionitori made Inoperable when containnent isolation valve on 
monitor inlflt lire failed Caused by ruptured operator 
diaphragm 

lewis, s R Dule Po-wer Co 79/05/.23 3pp 


DOCKET 50-2BS REED COLLEGE RESEARCH REACTOR 
J Insurance f*. Indemnitii information 


7905160265 Forwards Amend 9 to Indemnltg Agreement E-53. per 10CFR140 
changes. re increase from dl40 million to tJiO million, 
effective 790501 Supporting documentation end 
SALTZMANr J Antitrust h Indemniti/ Group 79/03/01 5pp 


79O5H034J Forwards Amend 9 to Indemnity Agreement E-52 
MCFARLANE. E Q Heed Col lege 79/09/07 2pp 


7903130406 Notifies that Class 111 fee required for 780030 epplUll^^* 
?e d^g girder surveillance test has not been received Fee 
.h«nid be forwarded ultMn 13 days of receipt of Jtr 


should be forwarded ulthln 13 days 
MILLER. W 0 License Fee Managonent Branch 


79/04/26 


7909070587 Requests 90“day aitenslon to 790413 deadline foi 
draft radiological effluent Tech Bpecs U Offsite Dose 


subelttl’i 


Calculation Manual 
HERBEIN.J 0 Metropolitan Edison Co 


79/04/28 Ip 


7905090320 Notifies that submission of final rept re impingement/ 
entrainment manitorlng program at TMI will bo delayed to 

HELBISH/J F . TROFFEfl.G J Metropolitan Ed loon Co 79/03/01 tf 


7905190113 Responds to NRC 790203 Itr re potential consequ«hcii o* 
postulated fuel handling accident inside containment 
Consequences of potential accident are uiithin guidelines of 
lOCFRIOO No further action required 

HERDEINfO 0 Metropolitan Edison Co 79/03/08 app 


DOCKET 90-389 THREE MILE ISLAND NUCLEAR STATION. UNIT 1 


7905220371 Forwards amend fee for Tech Spec Change Request 77 
HERBEIM.dO Metropolitan Edison Co 79/03/19 Ip 


F Security, medical, emergency fire protection plans 


O Inspection reports. IE Bulletins correspondence 


7905290356 Forwards Suppl 2 to fire pro-tecfeior SER. in response to 
790313 Itr 

REID. R W Operating Reactor* Branch 4 79/04/14 app 


7905230383 IE Bulletin 78-07. "Protection Afforded by Air-Lloe 
Respirators Ik SuppUed-Alr Hoods ” „ 

e Region 1. Phi ladelph ia. Office of the Director /r»/t)A/ia 


3 | 


— 7903290559 Suppl 2 tO fire pTotactlon SER accepting proposed change in 
completion date for proposed mod* to fire barrier 
penetration 6 electrical cable penetration seals to 790427 
» Office of Nuclear Reactor Regulation 79/04/14 4pp 


7903020133 Forwards IE Insp Rept 9O-209/79-O9 on 790213.21. VJ i S3 »i 
noncomp 1 lance noted 

CARLSON.R T Region 1. Philadelphia. Reactor Construction K. 

Engineering Support Branch 79/03/20 2pp 


7905240358 Requests approval of p Ian to eliminate four fire detectors 
in nuclear instrumentation ^ reactor protection sys 
cab met* 

HEHBEIN.UO Metropolitan Edison Co 79/05/18 Ip 


0 Adjudicatory correspondence 


7905290285 Forwards class action, complaint re TMI accident 
filed against utils U vendor* in C Robert Larson.et alLr 
v* Metropolitan EdisoTi Co. at al 

CARRIER. W C American Nuclear Insurer* 79/05/22 9pp 


J Insurance & indemnity inf ordiat 1-on 


7903140486 Forward* Amend 8 to Indemnity Agreement B-64 per lOCFRMO 
changes. re increase in liability insurance from $140 million 
to 4160 iBlllion. affective 790501 
enc i 

SALT2KAN. J Antitrust & Ipdeinnity Group 79/03/01 6pp 


7903220362 Returns unsigned Amend 8 to Indemnltg Agree-ment fl-64 Nuclear 
Liability Insurance Fools will not provide addl coverage 
GERETY.H K OPII Service Corp 79/05/16 3pp 


P Operating license stage documents U correspondence 


790S100420 Forwards '’Initial Startup Rept *' 

ARNOLD. R C Metropolitan Edison Co 74/11/27 tp. 


—7905100425 Mntfeial Startup Rept ■■ 

a Metropolitan Edison Co 74/11/26 220pp 


7905110178 Applla* for license authorising util to receive. possess :!< 
handle radioactive matl at temporary field locations outside 
site boundaries 

ARNOLD* R C Metropolitan Edison Co 77/04/18 53pp 


7905U0173 Foruferds addl info on procedure* requested in NRC 771219 Itf 
re application for byproduct mat! license 
KERBEIN.J.O Metropolitan Edison Co 78/01/30 143pp 


7903350021 EIA supporting Amends 69.69 h 66 to License* DPR-38. DPR‘‘47 U 
DPR-OS. respectively 

* Qperating Heat ter* Branch 4 79/03/02 4pp 


—7905020140 IE In*p Rept 30-289/79-05 on 790213. 21.22 L No 
noncampl lance noted Major areas inspected iniorvice inep 
program 

WALTON.O A . TRIPP.L Region 1. Ph I ladelph la. Office of 
birector 79/03/16 7pp 


7903240430 Forwards IE Insp Rept 30-289/79-06 on 79022 l-Vll 26 5NS N 
nancomptiance noted 

BRUNNER. E J Region 1. Ph i ladelph la. Reactor OperaUaris Nuclei 
Support Branch 79/03/21 2pp 


—7905240437 IE Insp Rept 30-289/79-06 on 790221-23 & 26-211 Ho 
noncampl iance noted Major areas Inspected refueling 
activities, preparation for rsfueUng. outage related malr>t. 
pipe supports ^ restraints, th 1 ft logs St records 

HAVERKAMP.D . HIOOINB. J. C . KEIMIO. R. R Region 1. Fh I 1*1 # IpM 
Office of the biroctor 79/03/20 17pp. 


7905010118 Forwards IE Info Notice 79-06. "Stress Analyiie of 
Safety-Related Piping '* 

CRIER.B H Region 1. Philadelphia. Office of th# Director 
79/03/23 1 p 


7903010047 Forward* lE Info Notice 79-08. " IntereonnecttoM of 
Contaminated Sys w/Svc Air Sys Used at Gource of Breathing 
Air ■■ 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/03/28 Ip. 


7903010300 Forward* IE Info Notice 79-09. "Spill qf Rad ioac 1 1 vt 1 ^ 
Cantamlnatad Resin.’' 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/03/30 2pp 


7903020033 Forward* IE Bulletin 79“06. ’’Review of Operational Ere»f 
ays Misalignments Identified During TMI Incident " 

ORIER.B. H Region 1. Philadelphia. Office of the Director 
79/04/11 Ip. 


7905190213 Dlicuises schedule for completing actions required b ^ IB 
Bulletin 79-03 Search of procuremept document* to detfr(e4n.» 
u*e of specified welded pipe will be complete by 790031 
HERBEIN.J, 0 Metropolitan Edison qo. 79/04/13 Ip. 



DOCKETED ITEMS 
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7901020:^/7 Koiw«nU« IV. t>uno(.ln /V-O/i ’‘Goltmlc IHi o«v ftnolyiU uf imcKB.T 00-271 PIlOniM NUHXAK POWHt JiTATlON, UNIT I 

Saf Bly-Rs Piping " LlL«>«fl<)j» at(:lon vaa^Jl^od “ ^ — - 

QfUERHl H n«gloii l< P1i 1 la<J« 1 ph idi Officg of Ilia Uiructor T Bocuvlbiii modlcali omoi goDcg V fll'o proiocttun plana 

77/04/14 tp -- - 


7909040040 FoTuardi IH itullaliln /9 0/»ll* "Hovlow of Opu? a t tona I I'ri'or* tA 
Ogt Kl la 1 1 gnm«ntfl ld«nllfl«d During THt Inrldunt 
ORlEfl«0 H fUgloh li PhlladalphlA* llfflra of the l)liu<iar 

79/04/14 Ip 


7903040210 forward « 11- Dull at In /9 Olli '*FVttnta Mulavant to Hot I log 
Uatar F'oujii' Haactora Idantlflud Dining TKI Iru idani ’* 

OFUCRr II M Rag Ion It p(i ( lada 1 ph la. Off leu of iho Dirac ioi 
79/04/14 Ip 


/9090500/2 Knrward* ll llulWtln /V 09» ^Tallura* of flt Tgpa AK 2 
Circuit nraakor In llnfatg Ualatwd Oga *' I Icamaa artl<in 
raciutf ad 

OlUCRi fl II M«glon li Pli i la 4 « I p 1 i la« Off ho of tlm Dliatini 
79 / 01/17 ip 


7909Q202/9 roruirdt tl thJllotln /7 0 /jAi INv 1 n I on h ‘lUvloiit of 
Oparattonol Oiort V llgt hi ta 1 1 gninttnla ldonilf|«d During TMl 
tncidont ’* 

OFUFFMI It Roginn h IMi l ladolphlo* Offlco of tlio Dti octor 
79/04/ in Ip- 


fi par Iodic nporoting raporit I-* ralotod toi'i ttaponilont. e 


/ 909000 :inH lovwordt monllilg opoiating rapt for har 19/7 M/<i an< I 
TROPFERjO J Hatropolllan Idtaon fo / 9 /D 4 / 2 / Ip 


/ 90 Mlo:i /9 foiwaida month I g op mating rap I for Apr 17/9 
lltRbl.tNiJ 0 Mail opoU tan 1 d I ton Co / 9 /<» 1 /H Ip 


— / 903 aClC):i 7 /f lionthlg oparatlng rapt for Api 17 /V 

hlTCUniiDD. Matropol llan ( dlton Co /V/OI/Dl 9pp 


0 RiportatilM occurranr aa« l|Fl« ralatod i orra«pnndaiu» 


790309022 / "HR Output on Ivint* at Thl‘*l t* TMl-^l from IVAV to 
Praaanl: " 

« Haalthi ^duration n«lfar«i D«pt of / 9 / 04 /U> 11 ipp 


77090110449 porwanU t Ml /9 (K)fl/ 0 :iL 0 

HnoiflN. J 0 hatropoMUn l.dMoh Co / 7 / 04 / 2 /> Ip 


—/VOIOIlOIOl I FII 77 00 U/;hm> on / 90 'I 10 ’ dur tug ra fuming fraquaneg local 
laat rata t«a !» « Kcai i I va laakaga notad acrott valva AM VUI 
Cautad bg lonaa valva taat ralalning trrtiwa In valva lirrawa 
tightanad valve tatted «a 1 1 tf at tor 1 1 g 
tlTANlEY.VI n HatropDl i tan I ill ton Co / 9 /D 4 / 2 A Ip 


/ 909 on 0942 Korward* MJI 77 00 // 01 T 0 
KCRntlNiJ 0 MatropoUtan t'dlion Co / 7 / 04 / 2 A Ip 


‘•-/vosoooaa/ mu 79 * 00 //aiT **0 on /VOIU:!' do«a of boratad water etoraga 
tank found partlaUg coUapted Cauead l>g fallurp of varnum 
braakar DM*V 27 to reUava differential praeeure when 
riRulred. Uraakar bench teeted rainttallad 
flTANLEYrW 0 MatropoUlan IJdifon Co 77 / 04 /a<, 2 pp 


7709290390 Porwarde Mill / 7 -On/ 01 l 0 
HERlieiNiJ Q Metropolitan idUon Co, / 9 / 09/01 Ip 


—7909290304 Lt-R ; 9 ' 0 ll/ 03 h 0 on /V 040 a laaki noted In tpwnt fuel pool 
cooling «ge piping Cauied bg intergranul ar ttraei corroeion 
cracking Areai of leakage ieolatedi etrftki analveee will be 
performed, 

MlTClItlLiDq Metropolitan Kdlton Co, 79 / 09 /tA 2 pp 


7909140202 Forward » i,r'R 77 -O 09 / 00 U* 0 . 

HEROHtN. 2 0 Hat opolltan fdieon Cg 79 / 09/02 Ip 


«" 7703 l 40 a 9 A LER 79 009 / 03 l .^*0 on 790410 during lorvellUnce teeilng on 
turb (na>*dr Ivan emergeneg f «edpuiap> eteam regulating valve 
found cloeed Caueed bv maint procedure not «p«cifglng 
opening of valve 

BTANUEYrU B Metropolitan fdlton Co 79 / 09/02 app 


7909220310 Porwarde ILK 79 '' 010 /Q 3 U ''0 
HERnElNiJ, 0 Metropolitan Ed non Co. 79 / 09/02 Ip 


— 7909220328 UER 79 '* 0 l 0 / 03 l ,-0 on 790411 while In hot ehwtdown, 
reaealgnment gf pereonnel to Unit 2 prevented eurvetl lancet 
re chemittry ti radiological analytlt at proper fra 4 .uency 
Miftad turve i I lancet tubte^uently performed 
MITCitEUL.D 0 Metropolitan Edlton Co 79 / 09/02 2 pp 


/709010942 r«rwai di Kevin Ion 4 of oiodlfiod physical aocuritg plan F’lan 
withheld (lef IOCni2 /70> 

ANDOOUINI.O U iluflioit Td 1 m>ii ( fi /9/04/2J tp 


O Ad jud Icaloi g < oi i otpondaiice 


/9091A022/ Revlewi Impact of TMl nn upiornlng hear 1 iigti 1 l «ta huni'lnot 
tcheduled for Api f< May 

CUNMIKOIIAM.O M 111 anch 2 /9/<}4/0 1 Jpp 


/70*}020vlll I I orwai tU complalnit ru naui {lata ai tinn agatnat Uottiin 
Ldlton Cc)< ot a i I < ominent Qd hg FMgniDutli ((unity Nuileat Info 
(^omrnl t t«ie> lru.»i)t a1 (lummont, order f.* rlata action coniplalni 
enc I 

MA/ZllNf ( tJ American Murleai hitiiidia /7/<)4/2A i17up 


/VOIOIIDIOI Motif let that ( talrn hat been filed agalntt Util hg I’lymiiutFv 
County Horleai Info Comm it tee ( orwat dt CA /V (IVUAp mot i on foi 
appoint me nl of tpa< ial proi itat toivet fA tommona A oiiiei of 
noli ( M 

AMIHKiMtMhO ( notion Id Mon Co /7/D1/D1 I0|ip 


J I It tin ante 4> indemnity infill mat ion 


/709D/047/ (.onfhmt Incieatod lUhlUtg limit to 1 1 .M. ODD, ODD fm 
pol Ic leg Ml I, 4 I. /A, (I ), 100, Hi, HD, HA, ill, I AI , IA4, 1 /(). 
l/:i. 1/4, i/U, 1/7, UK), ID2. I fin, IDA, 111/, llUI. 1(17. 19*', 19-1. 194, 191, 
17/, 1911,200, 201. 204. *iOA,2()/. 20U, iMO. 212, J U, ill 1. A othei t 
IIUATTFUICMMI. U Amor 1 ran Niif Uai limuoit /9/DI/Ol Ip 


/9()1()/01(F2 Conftifflv huiAute in UabiUlg limit to 4 FA. 000, 000 fm 
policlet Ml 22. 2A, 27, '111, 19. 44. 4A, 4 /, 47, 10. 9 1 . 1*'. 1 I, 14, 11. 1A, 

*)/. ID. AO, Al. A4. A A. A/, A(|, A9, /<), / I, /.', /4. /A, //. /(). /9, 1)0, i| A, II/. 
mi, 90. 91. 72, 9 », 94, 71 A 9 A 

KDtltKni, D M M(jiiial Atomic I nei gy liability Ondei witter* /9/01/01 

Ip 


/ 90 llAOll )0 hmwatdt Am«nd D t 4 Indamn I tg Agi aemenl U 4 fl, per KK.MIHO 
uhangeaire liabillly inamarue Inrreaaw fiom eHO millimt to 
41 AO ml 1 Hon, e f f 01 1 1 ve / 90 l 0 t tioppniling dor ument at i on anil 
DAir/HAM.U Antitiiiet A Indomnlly 0 i oup / 9 / 09/01 Ipp 


/ 901 U 70200 lorwaid* eiecuied Amend D to tndamnity Agreement 0 40 
lOUlDMAH, i> A Do el on Idlecn Cii / 9 /On /22 Ipp 


I’ Operating I h ante ataga diitiimante A c. (irreepondaru e 


/V 09 t/ 02 l 0 Itubmiie ecFiedule for implementation A reenlulton of hark 1 
containment long teim pi ogram modt, in i eiponte to Mill* 
r«4ue«i 

ANDOONINI.O C noaton I di«on ( o / 9 / 09/09 2 pp 


/909190197 f'OPwarde reeponaei to (lueellon te lomparieon of projei tad 
population deniitlee in PDAfI A l 9 /n updata to 19/4 Mte 
talaittun eludy 

nUTMK.R h lloiton I dieon Co / 9 / 01 / 10 , Hpp 


7901 - 100201 ) Porwarde eummary of f'DM Unclear, Inc reeoliii loii/d ocumentaM on 
of elbow fletibllltg error which eiUtwd In veralnnt of 
I'lnm piping analgiU computer program from Jan Ot I, 19 A 9 
Review A raanalgele Ini ludad all work through Der l 7 /{) 

PDRTMl.l' t 1 - 0*1 MiicUar, I nr ; 9 / 09 / 2 l 7 pp 


-/ 909 .I 002 A'J Forwarde M)*! Muclear.lnc liit of HWK« A piping »g( 
could have bean impai,ted by daficLent computer program 
Ot hae no record of raanalyeia for Cooper piping *gi 
OTM’Mtmi.r U Oenerel nactrit Co ,Hifcl«ar l,n*rgg I'rodt 
/ 9 / 01 /J 4 lOpp 


a tnipectun report*, U llulletin* A corre»pondenr « 


/ 909 OI 01 O 0 Forward* It, Info NatU# /9 01 $, "lUre** Aualyili 
Qaf a ly^fte lated Flping '* 

ORURfll M negloii I, Ph t lade 1 ph la, llfrice of the Dlrei, 
/ 9 / 03 / 2 J tp 


7909010266 Forward* U* Ihfo Notice 79-0/, "Rupture of Radwa 
ORIERin M Region I, Philadelphia. Office of the Oirec 
/7/0J/2A tp 


7909010034 Forward* lE Info Noilte 79 OD, " Inter cftiiiner t Ion 
Contaminated Sy* w/flve Air Dy* Ueerf a* flourra of Rreathif 
Air ** 

OniEPt.O H Region t. FhiUdetphia, Dffica df the Dlre> 
79/01/20 Ip 
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7903010282 Forwards IE Notice 79-09, “Spill of Radlooct Ively 

Contirolnatod Rosin 

ORlERrfl H Region I, Philadelphia. Offlte of the Director 

79/03/30 Ip 


7903020026 forwards IE RulUtirt 79'06, “Review of Operational Errors 6 
8ui Hifla 1 1 gnnients Identified During TMI Incident “ 

ORIER. B II Region 1. Ph 1 ladlelph la. Office of the Director 

79/04/11 ip 


— 7903190330 LER 79-014/01X-0 on 790509 four recirculation t^i h^dre^ 
enothbere failed tp latlsfy Tech Spec requlromonts for 
pgerabilltv under design baili earthquake loading Cauied 
design error Snubbers will be modified 
fULTON, J K Bpiton Edison Co 79/09/09 Ip 


7903130354 Forwards LER 79-01 3/03L-0 

MCGUIRE. P J Boston Edison Co 79/09/11 Ip 


7903020357 Forwards IE Bulletin 79-07. “Seismic Stress Analysis of 
&af etq-Rela tod Piping " Licensee action required 
DRIER, B H Region 1, Philadelphia, Office of the Dlrecler 

79/04/14 ip 


790S030326 Forwards IE Bulletin 79-06B. “Review of OperatlOTial Errors U 
Sgs Misalignments identified During TMI Incident “ 

ORIER.D H Region tr Ph 1 lade Ig h la. Office of the Director 

79/04/14 ip 


790S040167 Forwards IE Bulletin 79-08, "Events Relevant to Balling 
Watar Power Reactors identified During TMi Incident “ 

Licensee action required 

GRIER. B H Region 1. Phi ladelphla. Office of the Director 
79/04/1.4 ip 


7903030052 Forwards IE Bulletin 79-09r “Failures of GE Type AK-2 
Circuit Breaker in Baf e ty-Re lated 6gs “ Licensee action 
r squired 

CRIER, B H Region 1, Ph 1 lade Iph la. Office of the Director 
79/Q4/17 Ip 


7903010632 Forma rde IE Bulletin 79-DiA. Rev! a 1 on 1, “Review of 
Operational Errors & Sge Misalignments Identified During TMI 
Incident “ 

ORIER.B M Region 1. Philadelphia. Office of the Director 
79/04/18 Ip 


7905310332 Provides supplemental info to initial response to 
IE Bulletin 79-07 4< to LER 79-014 Reanalgsls of all lines 
Indicates all stresses remain below code allowables All 
snubber locations were verified bg insitu Insp 
ANDQGNrNr,0 C Boston Edison Co 79/03/23 3pp 


R Periodic operating reports & related correspondence 


7903160420 Forwards monthly operating rept for Apr 1979 
MCGUIRE. P J Dolton Edison Co 79/05/08 Ip 


—7905160423 Hanthlg operating rept for Apr i‘979 
MATHIS, C sJ Boston Edison Co 79/05/08. App 


8 Reportable occurrences, LERs related eoprospondence 


79D30I0336 Forwards LER 79-012/01 X-0 

MCGUIRE. P J Boston Edison Co. 79/04/24 ip 


—7903010540 LER 79-Oia/OlX-D on 790424 util informed that DAPS computer 
progran used by OE for islsmlc analyfis is not consistent w/ 
current requirements . Caused by state-of-the-art applied 
during design of Pilgrim Affected piping reanalyted 
MATHIS, C J Boston Edison Co 79/04/34, Ip 


7905020261 Forwards LER 79-0l3/0aL-O 

MCGUIRE, P U Boston Ed is an Co 79/04/26. Ip 


— 7903030267 LER 79-Dt3/03L-0 on 790331. during OPER-O? sorvaillance 
tes t Ing, dri/uel I to suppretsion chamber preseurt was lass 
than 1 50 pild on pressure instruments ^1-5067 A L B, while 
greater than 1.3d elaeuhere Caustd by setpoint drift 
MATHIS^ C J. Boston Edison Co 79/04/26 Ip 


7905140244 Forwards LER 79-012/01?- I 

HCOUIRE.P J Boston Edison Co 79/03/08 Ip 


—7903140247 LER 79-0i2/0lT-l on 790424. ss I snU analysis computer program 
for main steam L recirculation piping gave unsatisfactory 
results Caused by outdated s tate-of-tha-art. Different 
program gave satisfactory results 
MATHIS, C J. Boston Edison Co 79/05/08 2pp 


790517OS35 Requests eiJtenilon until 79Q708 for weld Ic hydrostatic 
testing program 

ANDDONINI^ 0, C Boston Edison Go. 79/03/08 Ip. 


7903130533 Forward* LER 79-014/0 lX-0, 

HCGUIREjP.J Boaton Edison Co 79/03/09 tp 


—7903150359 LER 79-013/ODL-O on 790415 reactor core Isolation sspLl'i 
baracnetrlc condenser condensate pump tripped Caused by 
tarnished relay contacts in pump starting logic Contacts 
cleaned pump loads successfully tosted 
FULTON, U M Boston Edison Co 79/05/10 Ip 


7903290093 Forwards LER 79-Ol7/0aL-0 

HCOWIRE,P J Boston Edison Co 79/05/22 Ip 


—7905290100 LER 79-0t7/O3L-0 on 790429 control rod 26-27 unraipcMl, 
Insert signal Cause unde termlnad Corrective actions relay 
contacts 4- relay idcicHt contacts on relay 3A-KL32 spray 
c 1 eaned 

MATHIS, C J Boston Edison Co 79/03/22 Ip 


7905300472 Forwards LER 79-016/03L-0 

MCGUIRE. P J Boston Edison Co 79/05/23 Ip 


—7905300482 LER 79-016/03L-0 on 790511 Inoperable snubber inslfi 
dryuell Caused by snubber 0063 {Bergen-Patterson Model HSS 
AlO-6) being disconnected New snubber installed on 790312 
FULTON. JM Boston Edison Co 79/05/22 2pp 


7903300335 Forwards LER 79-018/01 X-O 

MCGUIRE, P J Boston Edison Co 79/05/23 Ip 


—7903300543 LER 79-OlB/OlX-O on 790319 recirculation pump P-20IA gli , 
w/reacCor coolant tamp greater than 212 F, primary 
containmeot integrity not maintained & delta temp betuean 
loops greater than 50 F Caused by operator error 
MATH10,C J Boston Edison Co 79/05/23 Ip 


DOCKET 30-294 MICHIGAN STATE UNIV RESEARCH REACTOR 


J Insurance & indemnity Information 


7903160240 Forwards Amend 9 to Indemnity Agreement E-51.par lOCFRiO 
changes, ra Increase from *140 million to 4160 rnlUion. 
effective 790301 Supporting documentation end 
8ALTZHANrJ Antitrust U Indemnity Group 79/05/01 3pp 


Q, Inspection reportsf lE Bulletins S' corr espondence 


7905040161 Ack receipt of 790404 St 0407 Itrs informing NRC of tlijii 
taken to correct noncomp 1 lanci noted in NRG 790221 Itr 
HEISHMAN, R F Region 3, Chicago, Reactor Operations f-fueJiar 

aupport Branch 79/04/20 Ip 


— 7905040163 Responds to NRC 790221 Itr re noncompliance noted In (esj i 
790131-0202 Corrective actions 1979 requal if Icatlon 
will be given to operators during Apr 

TEftflY.SH, GARRICK, J T. Michigan State 79/04/07 Ip 


— 7903040 16B Responds to NRC 790221 Itf re 790131-0202 Insp Detail I 
annual audit 

TERRY.aHf CARRICK.J.T Michigan State 79/04/04 Ip 


DOCKET 50-295 ZIDN NUCLEAR POWER STATIdNi UNIT 1 


E NRC Safety Evaluation Report (8ER), supple 6 correspondence 


7905240993 Forwards SEA EIA re plant spent fuel pool mo-ds H/o mil 
GODDARD, R.J Branch 2 79/04/03, Ip 


F Security, medical, emergency 4 fire protection plans 


7903030366 Forward* modified physical security p Ian, Re vis 1 on 3 Flan 
. withheld <raf 10CFR2 790>. 

LEE, B, Commonwealth Ed i tor Co 79/04/26 Ip 


7903290079 Forward* Chemtron drawings FL27632-7, sheets 1 through 5^ 
w/design details fo-r fire suppression sys to be Installed 
fur auxiliary feedwater tys b component cooling pumps. 

□varilae drauifigs end. 

NAUGHTON. U. F Commonweal th Edison Co 79/05/23 2pp. 



DOCKETED ITEMS 


83 


0 Adjudicatory coi I'd niond*nc« 


770!>3307^iH Affidavit of H Hddiiikoff ii 
oual 1 f 1 cat iont ^ CdrllftratB of live 

ncGNiKorr. M n minoidi liiatd of 


«pdlll fu«l 
*nc I 

77 / 0 J/ 3 T 


liBuo Prof dod Iona 1 

lapp 


790 !Jai 02 A 2 Forward* Endoridmant* 90 97 to NEtiA Policy NF“IG 7 At 

Ciidorsamantt 47 4 G to NELIA Policy NF-aOl 
OOTERi J Commonwpalth EdimonCo 77 / 09/16 4 pp 


P Opvratlng llcanflo dtaga dacumint* ii corr at pondonca 


7709300711 fioipond* to fltata of IL'* /70221 mntioi) for contlruiancs 8 < 
raiiudft to allow fuluta lupp t aniphtal ion of I iilarvanor '« 
affidavit* raitiflratv of five ettc 1 
OOODAMDiU J riiarKli 2 ; 7 / 0 "l/i:i 4 pp 


7709290103 A<n*nd« 47 I* 44 to Licinia* DPn -39 A* DPR~ 40 . raipac ttvoly , 
ravlvlnfl Tdch Hpoc* r* rod drop tlmo 

DCMWtNCCRf A Uparatlog naaclari llranch 1 79 / 04/07 6 pp 


/ 70'}070194 Foiwaid* til H 6 IMA in *p#iit fual pool mod* W/o one t 
GODOAflDMl J llrancli 2 /<y/ 04/03 Ip 


7909290190 Provida* lift of foi util in 7 ion *p«tii fu«l caia 

OTLPTOItf*. I iiiroln <« lUald / 9 / 04/0 i 2 pp 


770930002U Maqiidit by util oil It* own bdtialf ti on t«half of lUata of IL 
NRCi for AIU II to bag in h da ring* on /909i4 Oartlflcatd of 
Qvc vncl 

nUlAWOKlfA P Itbam, I Iruolri f.« tlaald 77 / 04/06 Jpp 


7909 100 U1 Iritdi'rogator 1 d* lolimlitdd to alaia of tl ptr Alii [) /70il9 
of'dir CdrlifltaU of ilvi *nf I 
OllDDAflD* f? J Dranch 2 /7/04/09 4pp 


7909190296 Motliin to fiU *upp I amdntary affidavit* to i dipontd to 
util Hi NRO motion* for summary dl»po*li|on Affidavit* of 
no Hr idantaugh ** OC Minor ii Caitlfliat* of live «iu I 
aiKOiUliflH nilnol*. (Uatd of /V/04/n> JIpp 


7909190240 f 01 ward* uiidudrotdd affidavit of M li*«nitoff Oartlflcatd of 
Uve *001 

H(KUini,(j M lllinol*. Iltatd of 79/04/11 4|)|> 


/9091 90691 forwanl* Chapldi I of riANll// l '»7l. ''[Ipimt I ud I Maatup 
Tullowing I o*« of Ifaiar During Uturagdi*' wMch luntaln* info 
raldvanl to uLil't appltiallon to ini.i«a*» *p«nl fu*l 
ttoragd pool iapariiy lld<iu**t* to bv plar«<i on «vc ll«t 
medium; Affi I ia Lion Unknown 77/04/11 40pp 


7709290367 Hov** for tummaiy d i spot I i I ori of IHat# of II '* CuntvntJon 
aiahCd) for iait of gainiin* Itaod of mall fail Affldavlt*i 
not led* of appddrani. « t witfidrawal tf idillfitat« of llvi 
dne I 

OOlDimiO.UC llrani’h 2 77/04/2/ 20pp 


770919024 '! I>«nl»i tommary di»po«ltinn of Intvivanon' rontanllon* 2 (f) 
l 2 )i 2 <g)> 2 (M b 211 ) OrdiU* lummary di«po«ilion of 
IntQrvtnur*' Oonlanllon Jlii) 

I UTON* t AionU lldfdty and lir«n*lng Hoard l‘ao*l 77 / 09/01 3 pp 


If Oandral i. or raipooddoi. * 


7709070014 lldtpund* to 790202 Id r«(|ir««tihg info r« Ivakaga of watar 
through linap of ipant fudl pool at facility HHC I* 

Aonltarlng util'* «ffort* to coniriil *««pag* 

OTHLUOiV Divlalon of Hparating ilaai lot t 77/04/17 /7pp 


0 Iniuranc* i lnd«mnity information 


7709100163 I'ndQriamdnt 79 to MAM.I/ Polity Mf' 22 

OCR AO I T Mueltar ( nargy I lability Inturanca Aiioilallon 79/0.1/37 

IP 


— 79092901(1/ Hafdty avaloatlnn lupportlng Am»nd* 47 6 44 to LLcando* 
DPIl-aV 6 DPK-4thr«*poctlv*ly 

a Clfftcd of Nuclffar Rdactor Rdgulatlon 79/04/09 3pp 


— 7909290190 Notlc# of (a«uanc« 6 availability of Amondi 47 U 44 to 
Llcorud* DPR -39 6 DPR- 4 Q. ro«pac 1 1 va ly 

(iCHMCNOCiMA Op«ratlng Rsaclor* flranch 1 79 / 04/09 8 pp 


7909040402 Notlfld* of Intdnilon to cfdVdlop aafdty analyii* uaing 
dxlatlng compultr cod** R«qu*il« addl Info 
C10UIFUO»C W Commonwaalth Cdiion Co 79/04/26 Ip 


7709040903 (Uquail* amand to Tneh GpdC* to raquir* actuation of lafdty 
injection baiod on two out of thrao channali of low 
prd«furi<»r praiiura 6 to ddlate pro**urli*r laval from 
tafaguard* logic CU*« I 6 11 amand faai oncl 
RnO(C Commonwaallh rdlion Co 79 / 04/30 9 pp 


7909100291 "Gamma I>o«a Maaauramantt at Zion 6 Fort Calhoun Station* '* 
DYrn.N C , nUNTlNOMl L . NIFnCUMiDT.E D EG 6 0 , Inc FIN A *'6073 
NtyRt 0 /CR- 0;99 79 / 04 /J 0 I 37 pp Aval lab la at NTIB *7 29 


7909070396 forward* ratponaa to raquaat for addl info ra ravleu of 
propovad lltanaa amand to incraaa* allawabl* COCA paaktng 
factor limit to 1 93 baiad on FCCfl raanalyti* 

NAUGiirON.W r Commnnwaalth Cdi«on Co 79 / 09/03 4 pp 


79092')0429 Forwai d« Amanda 49 6 46 to I lean*** nPR'a9 h DPR-^AFC 
ratpoc t 1 va I Vf «af «ty avaluatlon 6 nolle* of Itiuanca & 
ava liability 

nUmrNCrrt.A (Iparal Ing Raactoi « Hranch 1 79 / 09/03 3 pp 


— 790*)2904v12 Amand* 49 Ai 46 to Ulranta* DPR -39 6 DPn«- 40 » ra*p*ct i ve ly 
nCMMEMCtitiA Oparallng Raactor* Hranch I 79/09/03 16 pp 


♦ 77092904 19 Clafaiy avaluatlon *uppovLlng Amand* 49 6 46 to Llcanta* 
DPR 39 L OPR < 4 (C ratpactlvaly 

a Opaiatlng Raactor* Hranch i 79 / 04/03 3 pp. 


/V 09290440 Hotira of i««uanca 6 availability of Amaitd* 49 <k 46 to 
I Uania* DPRM 19 6 DPR- 4 n. i atpac i i v* I g 

liCHWlNChR.A Oparatlng Raactor* Hranch I 79 / 09 / 03 , 2 pp 


V 909 I 70217 rorward* ravi**d Tach Upact ra haating ^ cooldown curva* Ri 
addad provl«ion for ovarpra««ura protaction, 

RlbOiC Commonwaalth Ed I ton Co 79/09/11 2pp 


*> 79091/0299 Ravltad Tach Hpact ra haatup 6 cooldown curva* A< addad 
provition fot ovarpratiura protaction 
a Commonwaalth Cdiaon Co, 77 / 09/11 4 pp 


/709290371 lorwardi currant lUantlng opan itama itatu* ll«t 
ni EDi C Commonwaalth Cditon Co 77 / 09/10 tlpp 


/709070497 Confirm* tncr«a*«d liability limit to ♦I 24 i 000 t 000 for 
pollcia* NF 1 . 29 . 4 E 76 . 0 ). 100 . II I. 140 . 146 , 191 . 161 . 164 , I 70 r 
173 . 174 , 1711 , 179 . UlO. 1112 , 14 ) 9 . 1116 . 1117 , MMI. 11 ) 7 . 192 . 19 , 1 . 194 . 199 . 

177 . 190 , 200 , 201 . 204 . 206 . 20 /. 20 U. 210 . 2 l 2 . 21 4 . 219.6 olhar* 
OUATTROCMMI , J Amar Uan Hue laar iniurar* 79 / 09/01 Ip 


0 Impaction raporti, IE Dullatina 6 corraapondanca 


7909020421 forward* raipon** to IE Dullatln* 70-12 6 70-1241 "Atypical 
Vfald Mail In Raactor Prataura Va»»*l Wald*.*' 
fttEDrC Commonwaalth Editon Co 79 / 03 / 22 , lOpp 


7909070902 Confirm* Incraai* in liability limit to # 36 . 000.000 for 
policltt HF 22 . 26 . ' 29 . 3 D. 3 V. 44 . 46 . 47 . 49 , 90 . 91 , 92 . 9 , 1 . 94 . 99 . 96 . 

0/i 0(1. 60.61.64,66.67.60. 69. 70.71. 72, 74, 76. 7 7. 7 f). 79,00. 06,07, 

00 . 90 . 91 . 92 , 9 J. 74 . 99 6 96 

ROOERTO. 0 M Mutual Atomic Enargy Ulablllty Undarwrltar* 79 / 09/01 
Ip 


7709140470 Forward* Amtnd 9 to Indamnity Agraamant IH 99 par IOCFRt 40 
chanfaa.rt tncraata In UabllUv imuranc* from #140 ml 1 1 Ion 
to #160 mllHon. fffactlv* 790901 Oupportlng dbcumantat ion 
fnel 

OAtTZHAH. J Antltruat 6 Indamnlty Group 79 / 09/01 6 pp 


7909160399 Confirm* 790907 6 OU agraamant w/HRC that Miatlnghouaa 
natd not *lgn Amand 7 to Indannlly Agrtamanl 9-96 
CAMP ,0 T, Johnaon I. Higfln* ln*uranc» 79 / 09/09 Ip 


7909010236 Forward* IC Info Notlc# 79-06i 
dafaly-Ralatad Piping “ 

KEPPLCRiJ 0 , Raglon 3 , Chicago 

Ip. 


'*0tr#*» Analyti* of 


Offlca of tha Dlractor 


79/03/23 


7903030370 Forward* IE info Not let 79 - 07 . "Ruptor# of Raduaita Tanka 
KEPPIER ,2 0 . Raglon 3 . Chicago, Offict of tha Dlractor. 79 / 03/26 
Ip 


7909010199 Forward* IE Info NotUa 79-00, " Intarconnic tlon of 
Contamfnatad By* w/Ovc Air By* U*ad a* Oourca of Hraathlng 

KEPPLERiJ 0 Raglon 3, Chicago, Of flea of tha Dlractor 79/03/20 

Ip 


7909140004 Forward* IE Inap R«pt* 00-299/79-09 V 80-304/79-06 on 
790321-23 No noncompHanca notad. 

MEf0MKAN,R,F Raglon 3, Chicago. Raactor OparatUn* Nuclaar 

Bupport Branch. 79/03/20. 2pp 


--7909140007 IE Imp Rapt* 90-299/79-09 V 90-304/79-06 on 790321-23 No 
noncompl lanca notad Major araa* Inipactad ‘ prapara tion* mada 
for rafoaling l« malnt during rafuallng outag# 

DANIEU.F T. , LITTLE, H 0 , BOYD. D C. Raglon 3, Chicago, Offlca 
of tha Dlractor 79/03/20 3pp 



DOCKETED ITEMS 


7‘''350lC:’4 rcrv«*r<Ji IH Jnfo 
Contj-urltfiJ Rfiin " 
*«rPFlLER ) C, Ptglon 3 

IP 


Nctice 79-OV, 'Spill of Rdd loac tlve 1 g 
■Cnicago, Office of the Director 79/03/30 


— 7903090323 ♦'Annual Operating Rept 1978 " 

e Commonwealth Edison Co 79/04/26 24pp 


S Reportable occurrencosr LERs related qorr»»poi»def>c ♦ 


79O303OC07 foruirdt IE Gulietin 79'06( “Review of Operatianal Errors U 
2^* Miialijnenti Identified During THI Incident “ Licensee 
4 1 1 Lon Pf^oired 

KgPFLER.J 0 Region 3, C'hicajo. Office of the Director 79/04/11 
1 P 


77032302B0 Responds to IE Bulletin 79-03 re welding defects In certain 
1 eng L tud inalig welded pipe spools Plants inspected^ no pipe 

I -ound 

R£ED< C Cornonwealth Edison Co 79/04/ J 2 Spp 


7903020272 Torwards LER 79'-024/03L~0 
WANDKEiN E Commoniiieal th Edison Cq 79/04/25 Ip 


—7903020282 LER 79»024/03U-0 on 79032^ during normal a.peratlo'ni 
discovered channel lL-330 ues 4^ higher than otfiar 10 lira* 
steam generator channels Fischer-Por ter transmitter 
lerp'shiftod for unknown roasone Zero reset 
PAN3EN.P Cammonwcalth Edison Co 79/04/23 'Ip 


790;01G572 Forwards IE Bulletin 79*06A, 'Review of Operational Errors h 
Sga iMi sal ignnents Identified during TMI Incident " Licensee 
aetten required 

MFFFLER4 J G Region 3. Chicago^ Office of the Director 79/04/14 
tp 


7903040334 Forwards lE Bulletin 79-069. "Review of Operatlanal Errors tt 
£gi Ml fa I igr.'nents Identified During Tfll Incident " 

/EPPLEfi J G Region 3 Chicago,. Office of the Director 79/04/14 
Ip 


7903240343 Forwards LER 79-O29/03L-0 
HANDKE, N E Commonwealth Edison Co 79/05/00 Ip 


-“7905240346 LER 79-029/03L-0 on 790403 during normal operelle* 
discovered low reading on prtssurlier level ch«nn«l ft 44f 
Caused bg transmitter drift iDarton DR XMTR Mod*l HIJA I 
Adjustment made 

ROGERfliC L Commonwealth Edison Co 79/05/00 Ip 


7905240338 Forwards LER 79-031 /03L“0 

(fANDK£/N E Commonueal th Edison Co, 79/05/09 t|p 


79D5040S27 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
l/ater Fewer Reactors Identified During TMI Incident “ 
kEPPLEH,J C Region 3. Chicago. Office of the Director 79/04/14 
ip 


7505030206 Forwards lE Bulletin 79-09, ‘“Failures of GE Tgpe AK-2 
Circuit Breaker in Saf ett^-Related Sys " Licensee action 
reqy 1 r*d 

KEPFLER.JG Region 3. Chicago, Office of the Director 79/04/17 
If 


— 7903240541 LER 79-031/03L-0 on 790416* instrument failure elesm fi* r 
containment purge eihaudt iodine monitor repeatedflv mlAraiad 
Event repeated after alarm repaired Caused btf poor bolder 
possibly causing short circuit 

MEYER, D A Commonwea 1 th Edison Co 79/05/09 Ip 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER QTATION. UNIT 1 
J Insurance t( indemnity Information 


7903040142 Forwards IE Bulletin 79-03B, "Nuclear Incident at 
TMI-Suppl '• 

kEPPLER.JG Region 3, Chicago, Office of the Director 79/04/21 
ip 


7903040158 IE Sullettn 79-05B, "Nucleaf Incident at THI-SuppI ♦* 
Supporting documentation encl 

e Region 3. Chicago, Office a# the Director 79/04/21 12pp 


—7905040170 ACRS rscommendatloni re 790328 incident at TMI Suggests high 
priority be placed on development of safety research on 
behavior of LWRs during anomalous transients 
e ACRS - Advisory Committee on Reactor Safeguards 79/04/17 


7905140462 Forwards Amend 12 to Indemnity Agreement fl'-DJ fir I ''MtH 
changes, re increase In liability Insurance from *140 wiMisr 
to *160 mi llion, effective 790301 aupporting dacumon la I I on 
end 

SALTZMAN, J Antitrust U Indsmnitll Orqup 79/09/01 


7905080390 Forward* Endorsement 47 to AN I Poll eg Nr-I9ll 

Marsh li McLenod, M fc H Nuclear Consultants, Ira Oi, 


En« 0 ''»»msnt 40 to ANI noHcy NF-I 90 i 
FIELDER, J Marsh << McLsnon, M J, M NucUar Consul tants* 


79/03/03 2pp 




'"^*^790417°* recommendations re TMI incident, presented on 

79^4/19 ^ ^ Advisory Committee on Reactor Safeguard* 


—7905040221 In response to NRC 790410 Itr, states all 790417 ACRS 

PWHstbut were not Intended to 
require immediate changes Plant mods should be made after 
CA^WJ^M J iafatq.TMI ecclvdsd 

79%4/20 2p? “ Advisory Committee on Reactor Safeguards 


Analysis Report iFDARl U amaridi 


7903110024 Forwards Amsnd 68 to FBAR. 

OILLELANO, J E Tennssses Valley Authority 79 / 09 / 0(1 Ugt 


w nmvng 


w- , veriiee vre w YWrV » 4 lirBUflnflli 

Tannsstee Valley Authority. 79/05/00 lOOpp 


ilpcortsnti correipondenca 






License* bpR- 33 , dPR -52 ^ DPR“ 6 a Rs Joist*^jiliment‘*o f ^add 
miller, H 0 Licsnie Fee Management Qranch 79 / 04/04 Ip 

plan, 141** as 
* 

LLa,v Division of Operating Reactors 79/04/19 4pp 

^"^ItJ^tyHO^pi^Hl *^^*^^^* mods, In reipofisa to WC T 4 *:‘}|j 

9 ILLELAND, J E. T.nns«,e, Valley Authority, 79 / 03/04 Itpft 

«0, JE Tennessee Valley Authority. 79/03/D7 If 


of elbow fUxlbiuiu « riuciaar, me resoi v 1 1 on/d 

f’laou nplnrinlllJls version. «f 

Review i Van-Oct IW 

rOBTER,Fu EuS ‘’>'0 



DOCKETED ITEMS 


8S 


— 7905300263 Forward® ED3 Nuclear* Inc list of BWfls 8* piping ays which 
could have been Irnpactad bg deficient computer program 
OE ha* no record of reanalgais for Cooper piping *gs 
STEPHENS# P 11 General Electric Co iNuclear Energg Products Dlv 
79/01/24 IQpp 


7905240947 ACk receipt of 790423 Itr Informing NRC of steps taken to 
correct violations noted in IE In*p ftepts S0'a59/79-O7< 
30-260/79-07 «* 50-296/79-07 

SUTHERLAND# J T Region 2. Atlanta. Fuel Fad I Itg & Materials 

Bafetg Branch 79/04/30 2pp 


Q Inspection reports# IE DuUetlns 8# correspondence 


7909150103 Forwards IE Inap Repts 30-339/79-04i 90-260/79-04 6 
30-296/79-04 on 790102-0302 No noncomp I ianco noted 
□ 'RElLLYiJ P Region 2# Atlanta, Office of the Director 
79/03/22 3pp 


— 7909190107 IE Insp Ropts 90-259/79-04# 30-260/79-04 30-296/79-04 on 

790102-0202 No noncotnp 1 ianca noted Major areas inspected 
plant operat lonsi ref ue 1 ing restart of Unit l.plant tour 6 
llc^uld raduaste praceseing 

SULLIVAN, R F Region 2, Atlanta, Office of the Director 
DANCE I H C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/19 7pp 


7909010211 Forwards IE Info Notice 79-06# "Stress Attalgsis of 
Qaf etg-Related Piping " 

□'REILLY# U P Region 2, Atlanta# Office of the Director 
79/03/23 2pp 


790913013B Forwards IE Insp Repts 90-389/79-03.50-260/79-03 8# 
30-296/79-09 on 790226-0302 No noncomp 1 1 ance noted 

LEHISiR C Rogion 2# Atlanta# Reactor Operations Nuclear Support 

Branch 79/03/23 2pp 


— 7905150147 IE Insp Ropts 90-2S9/79-0S. 50-260 /79-OS 6 50-296/79-05 on 
790226-0302 No honcomp 1 lance noted Major areas inspected 
reportable secondarg containment leak rate testing# IE 
circulars 8i bulletins 

PRICE#!) S Region 2* Atlanta. Office of the Dlrec'tor 
DANCE# H C Region 2# Atlanta# Reactor Operations Nuclear 

Support Branch 79/03/22 6pp 


— 7905240972 Responds to NRC 79D330 Itr re violations noted in IE Insp 
ftepts 50-259/79-07# 50-260/79-07 U 50-296/79-07 Corrective 
actions entire radwaste bldg properlg posted as radioactive 
area 

OILLELAND#F E Tennessee VaUeg Authoritg 79/04/23 4pp 


—7905240992 Forwards lE Imp Repts 30-239/79-07.90-260/79-07 
50-296/79-07 on 790226-0302 & notice of violation 
SUTHERLAND# J T Region 2# Atlanta# Fuel Factlltg 6 Materials 

Bafetg Branch 79/03/30 2pp 


—7903241003 Notice of violation from insp on 790226-0302 

a Region 2, Atlanta# Office of the Director 79/03/30 2pp 


—7903241003 IE Insp Repts 90-239/79-07.30-260/79-07 6 50-296/79-07 on 
790226-0302 Noncomp I ianc e noted, fai lure to post radiation 
area, label containers of radioactive matl & barricade high 
radiation area 

JACKSON. L L Region 2# Atlanta, Office of the Director 

OIDSON.A F Region 2. Atlanta# Fuel Facilltg & Material* Safetg 

Branch 79/03/29 2pp 


7903240632 Forwards responses to IE Bulletin 79-04 re Incorrect swing 
check valve weights Corrected valve weights do not create 
ang overstress Ing in p ipes, hanger* or supports Addl info 
will be provided bg 790511 

OILLELAND. JE Tennessee Vallog Authoritg 79/09/01 6pp 


7909130322 Forwards addl Inservlce imp program revisions bated on 
further review ^ comparison of facllitg design w/rospect to 
A8ME boiler V pressure vessel code reRulrements 
OILLELAND, J E Tennessee Valleg Authoritg 79/05/08 2lpp 


7909010113 Forwards IE Info Notice 79-09# "Interconnection of 
Contaminated Qgs w/Svc Air Bgs Used as Source of Breathing 
Air " 

O'REILLY# J P Region 2, Atlanta# Office of the Director 
79/03/2Q 2pp 


R Periodic operating reports 8# related correspondence 


7903030343 Forwards "Environ Rad loactivitg Level s# Annual Rept 1978 
OILLELAND# J C Tennessee Valleg Authoritg 79/04/27 Ip 


7909010363 Forwards IE Info Notice 79-09. "8p 

Contaminated ReslA " 

O'REILLY# J P Region 2# Atlanta, Office 
79/03/30 2pp. 


Ill of Radioactlvelg 
of the Director 


79050001/6 Responds to IE Bulletin 79-03 No evidence that ang stainless 
steel pipe mfg bg Youngstown Welding 8- Engineering Co was 
used in ang ABHC Class I# II ar III safetg-re lated sgs 
OILLELAND, J E Tennessee Valleg Authoritg 77/04/12 Ip 


— 7909030349 "Environ Rad loactlvi tg Levels, Annua I Rept 1978 " 

e Tennessee Valleg Authoritg KRH-79-3-BF2 79/04/27 SOpp 


7903010473 Forwards "Fish Impingement Rept" for first quarter 1979 
GILLILAND, J E Tennessee Valleg Authoritg 79/03/01 2pp 


—7903010476 “Fish Impingement Rept" for first quarter 1979 
a Tennessee Valleg Authoritg 79/03/01 14pp 


7909030368 Forwards IE Bulletin 79-07# "Seismic Stress Analgsis of 
Safstg-ftelated Piping." Licensee action required 
□ 'REILLY# J P Region 2# Atlanta# Office of the Director 
79/01/14. 3pp 


7905040233 Forwards 
8gs Misalignment* 
O'RCILLYi J P 
79/04/14 3PP 


IE BuUitin 79-06B# "Ptevlew of Operational Error* 
Identified During TMl Incident “ 

Region 2. Atlanta, Office of the Director 


8i 


7909150700 Forwards IE Bulletin 79-00 
Identified During TMI Incident " LI 
O'REILLY, J P Region 2# Atlanta, 
79/04/14. 2pp 


I "Events Relevant to BWRs 
censee action required 
Office of the Director 


7905030172 Forwftrds IE Bulletin 79-09, "Failures of OE Tgpe AK-2 
Circuit Breaker in 8af etg-Related Bgs “ Licensee action 
required 

O'REILUYiJ. P Region 2, Atlanta# 

79/04/17. 2pp 


Office of the Director 


7905130346 Forwards monthlg operating rept for Apr 1979 
DEMEA8E#J 0 Tennessee Valley Authoritg 79/05/09 Ip 

— 7909150352 Monthly operating rept for Apr 1979 

DEWEASE# J 0 Tennessee Valley Authority 79/04/30 36pp 


6 Reportable occurrences# LERa 8t related correspondence 


7905110196 Forwards LER 79-004/03L-0 

FOX#H 8 Tennessee Valleg Authoritg 79/05/07 Ip 


—7905110201 LER 79-004/03L-0 on 790411 during normal opera Hon* heat 
detector alarmed U would not clear Alarm would have 
maiked signals from other detector, required to be 
operational Caused bg porionnal damaging detector 
e Tennessee Valleg Authority 79/03/07 2pp 


790531 

FOX 


r9C9oao47<? r»TO.r#« le ?M, 

Operational Errors & Sgs Misalignments Identified During TMI 

OTOILLY.J P. R.gUn a. Atlant., Off#c. ot th. DIr.ctor 
79/04/18. 2fP. 


7905230344 Forward* response to Item 7 b if huSI-n ^ 

50-260/79-03 V 50-296/79-05 re 

components in A8C0 solenoldsias followup to IE Bulletin 
0?LLeLANDr J. E. Tennessee Valley Authority, 79/04/20, 3pp. 

7909300743 Forward* response to IE superintendent 

will present review of TMI incident to all managers 4 
supervisors w/opera tlonal responsibilities Containment 
IsSlatlon design ^ procedure* have I4pp 

OILLELAND# J E Tennessee Valley Authority 79/0A/Z5 I4pp 


« Tennessee vauey ftutnoricg tP 

DOCKET 50-297 NORTH CAROLINA STATE UNIV. PUL8TAR REACTOR 
Q. Inspection reports# IE Bulletins It correspondence 

7903070146 Forwards IE Bulletins 79''05# 79-05A 79-06# re nuclear 

□''REILLY# J P. Region 2# Atlanta# Office of tho Director, 
79/04/13. Ip 



B6 


DOCKETED ITEMS 


DOCKET 30-298 COOPCR HUCLEAR STATION 

A AppMc-ation/CiJrkitruetlott stag* docum^Tit* U eorr«spon<l«r»c» 

7903U0228 Foruard* ich^dulci for Imp ietfl*nta fcion h reiolwtion of Mark I 
contdirrttril! lorg-term program, in raiponf* to 790312 Hr 
PILAHT.J M Nebraska Pubtlc Pcuer District 79/05/07 3pp 


F Security-i fneiillcali- emerjencv It Plr« protoctlori plans 


7905230353 Forward* modified physical security plan Plan withheld 
(ref 10CFR2 790> 

PILAHT<J M Nebraska PubHc Power District 79/05/1* tp 


I Financial information 


7903000407 Forward* ^Annual Financial Kept 1976 ■" 

PILAHT.J II Nebraska FuhSii: Power District 79/05/04 Ip 


— 7905080495 "■Annual Financial Hept 1970 “ 

» Nebraska Public Power District 79/05/04 39pp 


iJ Insurance S' indemnity information 


7905070497 Confirms Increased UablUty limit to *124,000,000 for 
policies NF-K25. 43. 7*. 83, 100. Ill, 140. I4i. tSl. 1*1, 164. 170, 

173, 174. 170, 179. 180. 162, 103. 106, 107. 188- 109, 192, 193, 194, 195, 

197. 190. 200,201. 204.20*, 207. 208, 310,212.214. 215, h others 
Ql/ATTROCHHT, J American Nuclear Iniurers 79/05/01 Ip 


7905070382 Confirm* Increaia in liability limit to 436.000,000 for 
policies MF~22. 26,29.30,39,44.46, 47,49,50, 51.92, 53, 54.35, 56, 

57, 50.60,61, 64, 66, 67.68, 69. 70, 71 . 72, 74. 76. 77,70,79, 00.06, 07. 
00,90,91,92.93.94,95 & 96 

ROBERTS, D M Mutual Atomic Energy Liability Linderuritars 79/03/01 

ip 


790S1S036S Forwards Amend 9 to Indemnity Agreement B-57, per 10CFRI40 
changes. re increase from 4140 million to 4160 million, 
effective 790501 Supporting documentation end 
SALTIMAN. J Antitrust 6 Indemnity Group 79/05/01 5pp 


7905150384 Forwards executed Amend 9 to Indemnity Agreement Q-57 
PILANT, J M Nebraslca Public Power District 79/05/00 3pp 


7905160127 Forwards Endorsements 43 6 46 to NBLIA Policy NF-200 
PILANT. J M NebTaifca Public Power District 79/05/11 3pp 


P Operating license stage documents 6 correspondence 


7905110001 Forwards Amend 39 to License DPR-AA, safety evaluation 
notice of lesuance 6 availability 

IPPOLITO.T A Operating Reactors Branch 3 79/04/27 2pp< 


— 7909110002 Amend 55 to License DPR-46, revts i-ng App A 4. B of Tech Bpec* 
re primary containment h reactor vessel Isolation 
instrumentation 

IPPOLirc,T A Operating Reactors Branch 3 79/-04/27 23pp 


'7909110003 Safety evaluation lupportlng Amend 55 to License DPR-46 
e Office of Nuclear Reactor Reguletien 79/04/27. lOpp 


'7909110009 Notice of tssuance & availability of Amend 35 to Licene# 
DPR-46 

IPP0LITD,T A Operating Reactors Branch D 79/04/27. 2pp. 


7905020269 Forwards fee payment for Amends 39 6 40 to PBAR Die 
w/impoiition of Class III fees 

PILANT, J P Nebraska Public Power District. 79/05/02 Ip. 


7905000478 Requests that OE rept N£00''29070, ’’Analytical Model for 
Estimeting Drag Forces on Rigid Submerged Structures Caused 
by Condensation Osciltetieni li Chugging” be Included in 
docket 

PILANT. J M. Nebraska Public Pouer District. 79/03/04. Ip 


7905300208 Forwards tutnmary of EOS Nuclear, Inc reselutian/documenti t ion 
of elbow flexibility error which existed In versions of 
PISOL piping analysis computer program from Jan-Qct 1969 
Review S, reenalyiis included all wort through Dec 1970. 

PORTER. F L. EDS Nucleer, Inc 79/05/21, 9pp. 


— 7905300263 Forwards £03 Nuclear, Inc lift of BWR* 6 piping *ys which 
could have bean Impectad by dsficiant computer program. 

G£ has no record of reanalysis far Cooper piping sye, 

STEPHENS, P M General Electric Co, .Nucleer Energy Products Div 
79/01/24 lapp 


Q Inspection report*, IE Bulletins & correspondence 


7905150003 Forwards IE Circular 79”04i ’’Loose Locking Nut on LLaiterti 
Valve Operators " 

SEYFftITtK V Region 4, Dallas. Office of the Director 79/05/1:1 

sp 


7905010431 Forwards lE Bulletin 70-12B, "'Atypical Wald Hatl In Resiit- 
Pressure Vessel Neldi ** 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/03/lf 

Ip^ 


7905020444 Forwards IE Circular 79-05, "Moisture Leakage in. atnnfil 
Wire Conductors ’’ 

8EYFRIT, ki V Region 4, Dallas, Office of the Director 

tp 

7905020273 Forwards IE info Notice 79-06, "Stress Ana ly tit of 
8af ety-Rela ted Piping *' 

8EYFRIT, K V Region 4, Dallas. Office of the Director 

Ip 


7909020-415 Forwards IE Info Notice 79-07, "Rupture of Radwaite Unli ' 
BEYFRir. K V Region 4, Dallas, Dfflca of the Director 74/0^/!i 
IP 


7909020428 Forwards IE Info Notice 79-09, "Interconnection of 
Contaminated Sys w/Svc Air Sys Used at Source of Dreabhitig 
Air " 

aeYFRlT, K V Region 4, Dallas, Office of the Director 
ip 


7905020122 Act receipt of 790301 Itr informing NRC af steps taUft (9 
correct violation* noted in IE tnsp Rept 50-290/79-02 
MADSEN, 0 L Region 4, Dallas. Reactor Operations Nuciair SuHi'l 

Branch 79/03/29 Ip 


— 7905020129 Respond* to NRC 790213 Itr re violation* noted lb lE Ifij 
Rept 50-290/79-02 Corrective actions alcohol removed from 
reactor room floor it importance of procedures stressed to 
emp loyees 

PILANT. JH Nebraska Public Power District 79/03/01 3pp 


,7905140149 Forwards IE Bulletin 79-04. "Incorrect Weights for 8uin| 
•Check Valves Mfg by Velan Engineering Gorp " Licensee aetlob 
required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 74/03yM 

ip 


7905150046 Forwards IE Info Notice 79-09, "Spill of Rad 1 oec t Lviiv 
Contaminated Resin “ 

6EYFRIT.KV Region 4, Dallas, Office of the Diractor 79/0^» 

Ip 


7905040537 Forwards IE Bulletin 79-06B, "Review of Operational Etrbni 
8y« HisaLlgnments Identified During THI Incident 
8EYFRIT,K V Region 4, Dallas, Office of the Director 79/01/11 
ip 


7909040621 Forward* lE Bulletin 79-08, "Events Relevant to 3oUin| 
Water Power Reactors Identified During TMI Incident " 

SEYFRITfK V Region 4, Dallas, Office of the Director 79/0</H 

Ip 


7903070072 Forward* IE Bulletin 79-07, "Eelsmlc Stro** Analysis cf 
0af ety-fteiated Piping Licensee action required 
eEYFRlT.K V. Region 4, Dallas, Office of the Director 79/01/11 
ip 


7905090103 Forwards tuppl to IE Bulletin 79-OSAi "Nuclear Intidinlil 
TMI •• 

8EYFR1T.K V Region 4. Dallas, Office of the Director 79/01/I1. 


7905030277 Forwards IE Bulletin 79-09, "Failures of OE Type AK-a 
Circuit Breaker in Safety-Related Sys " Licensee action 
required. 

SEYFRITtK, V. Region 4, Dallas, Office of the Director 79/01/17 
tP' 


7905000352 Forwards IE Bulletin 79-058, "Nuclear Incident at 
iMI-auppl, " 

8EYFRIT,K V Region 4. Dallas, Office of the Director. 79/01/21 

Ip 


R Periodic operating reports It related correspondence 


790SI5-D922 Forward# monthly operating rept for Apr 1979 

LE680R,L. C. Nebraska Public Power District 79/OS/OB, Ip 



DOCKETED ITEMS 


87 


—<-7908150526 Monthly operating rapt for Apr 1979 

DOftERfP 8 Nebraijta Public Power Dlitrict 79/05/08 4pp 


8 Reportable accurrenca4« LEPe if related corretpondence 


7905150120 Forward! PNa-79-67P U 79-77(NRR) 

MADSENiO L Region 4i Dallasi Reactor Operation! Nuclear Support 

□ranch, 79/04/11 Ip 


7905040110 Forward! PND-79“67S 

MAOSENj 0 L Region 4r Dallae* Reactor Operation! Nuclear Support 

Branch 79/04/12 Ip 


790S1S02S9 Forward! PNa“79“67T correction 

MAD-SEN^ 0 L Region 4i Dal lair Reactor Operations Nuclear Support 

Branch 79/04/13 Ip 


7905010530 Forward! PNa-79-67U, V h W 

KAOSENi Q L Region At Oalla!« Office of the Director 79/04/16 

ip 


7905010544 Forward! PNa-79“67X h Y 

HAOSEN^ 0 L Region 4. Dallae. Office of the Director 79/04/lB 
Ip. 


P Operating licenee etag# document! h correipondente 


7905140913 Forward! Amendi 35 h 41 to Licin!!! DPR-24 it 0PR-a7i 
raepectlvelgr lafetg evaluation, EIA h notice of leiuance it 
evai lab i 1 Itg 

8GHI4ENGER,A Operating Reactors Branch I 79/04/04 2pp 


—7905140920 Amend! 35 it 41 to Licenses DPR-24 it DPR-27, raspectlvelu 
authorlilng installation h use of modified spent fuel 
storage rack! in spent fuel pooliuhich increases capacity 
for storage from 351 assemblies to 1,902 assemblies 
ZIENANN, D L Assistant Director for Sgstems t, Proiects 
79/04/04 24pp 


— 7905140526 Safety evaluation supporting Amends 35 it 41 to Licenses 
DPR-24 it DPR-27. respectivelg 

* Office of Nuclear Reactor Regulation 79/04/04 16pp 


—7905140329 ElA of Amends 35 h 41 to Licenses DPR-a4 h DPR-27, 
respectively 

» Office of Nuclear Reactor Regulation 79/04/04 33pp 


— 7903140333 Notice of Issuance it availability of Amends 35 & 41 to 
Licontes DPR-24 it DPR-27i respective Ig 

QCHWENCER,A Operating Reactors Branch 1 79/04/04 3PP 


7905010330 Forwards PNO-79-672 

NADSEN, O L Region 4. Dallas. Office of the Director 79/04/19 
IP 


7903140333 Forwards LER 79-007/03L-0 

LEEBORvL C Nebraska Public Power District 79/04/20 2pp 


—7909140336 LER 79-007/OaL-0 on 790321 during core spray sgs 
surveillance tes Ing, CS-MO-L lA valve failed to reopen by 
remoto switch Caused by axial movement of worm set clutch 
collar on limltorqua 8KB-2 operator 

FLANNlOANfR D Nebraska Public Power District 79/04/20 Ip 


7909010378 Forward! PN0-/9-67AA. AD, AC it AD 

HADSEN.O L Region 4, Dallas, Office of the Director 79/04/24 

Ip 


7909150097 Forwards PN0-79-67AFi AO, AH, AI h AJrte nuclear Incident at 
TNI 

KAD8EN, 0 L Region 4. Dallas, Reactor Operations Nuclear Support 

Branch 79/04/30 Ip. 


7905240445 Forwards PN0-79-67AK h AL 

MAOBEN, 0 L Region 4, Dallas, Reactor Oporatlons Nuclear Support 

□ranch 79/09/02 Ip 


JJOCKEf 50-301 POINT BEACH NUCLCAR PLANT. UNIT 2 


F Securltyi medical, emergency it flra protection plans 


7905300466 Submits proposed mods to flra protection plan as set forth 
In 8ER Ricommends fir* hydraht Insp if supervision of valves 
controlling fire water sye 

HALL. R E. Brookhaven National Laboratory 79/04/27 3pp 


Insurance h Indemnity Infornation 


7909100439 Forwards Amends 37 Ic 42 to Licenses DPR-24 & DPR-27, 
respectively i notice of issuance h availability Security 
plan evaluation withheld (ref 10CFR2 790) 

SCHWENCERi A Operating Reactors Branch 1 79/04/13 3pp 


—7905100442 Amends 37 h 42 to Licenses DPR-24 it OPR-27, respective ly, 
implementing provisions of NRC-approvad physical security 
plan 

BGHWENCERfA Operating Reactors Branch 1 79/04/13 4pp 


— 7903100446 Notice of issuance h availability of Amends 37 42 to 

Licenses DPR-24 t DPR-27( respectively 

8CHWENCER,A Operating Reactors Branch 1 ‘ 79/04/13 3pp 


7905130071 Forwards info in response to 790321 request re detalis of 
plant shutdowns 

DENTON. H R Office of Nuclear Reactor Regulation 79/04/18 4pp 


7905020271 Request amends tol.icenses DPR-24 h DPR-27, chahg Ing Tech 
Specs re Initiation Instrument setting limits for 
engineered safety features Forwards Class III amend fee. 

BURSTEIN, 8 Wisconsin Electric Power Co 79/04/27 7pp 


7905240831 Responds to IE Bulletin 79-06A, Item 3 re TKI errors 
Pressurlier low level setpoint bistable returned to 
untripped position until logic change requested in 790427 
license amend is implemented 

BURSTEIN, B Wisconsin Electric Power Co 79/04/30 2pp 

7903150202 Forwards addi info re reactor vessel weld & surveilL 
weld metals 

BURSTEIN, 8 Wisconsin Elactric Power Co 79/05/04 9pp 

7905130448 Forwards addl Info re Tech Spec Change Request 6. 
safety injection actuation circuitry mod to two out of thi 
pressurlier low pressure logic Requests approval by 79051 
to permit mods on 790312-13 6 790319-20 
BURSTEIN, 8 Wisconsin Electric Power Co 79/05/07 3pp 


7905070497 Confirms Increased liability limit to 4124,000,000 for 
policies NF-t,23i43i 76,83, 100, 111, 140, 146. 131, 161, 164, 170, 

173, 174, 178, 179, 100, 182. 1Q3, 106, 1B7, ISS, 109. 192, 193, 194, 198, 
197, 193,200,201,204,206,207, 208,210, 212, 214,215, h others 
QUATTROCHHl, J American Nuclear Insurers. 79/05/01, Ip 


7905070382 Confirms increase in lUbllity limit to 436,000,000 for 
policies MF-22, 26, 29, 30,39,44. 46,47, 49, 50,51,52, 53. 54. 55, 96, 

57, »0r 60, 61, 64, 66, 67, 60, 69, 70, 71, 72, 74, 76, 77, 78, 79,80, 86, 07, 


08,90,91,92,93,94,95 & 96, 

ROBERTS, D M Mutual Atomic Energy Liability Underwriters 


79/09/01 


ip 


7905140431 Forwards Amend It to Indemnity Agreement B-41 per 10CFR140 
changes re Increase In liability Insurance from 4140 million 
bo 4160 million effective 790501 Supporting documentation 

BALTZMAM, J Antitrust U, Indemnity Group. 79/05/01 6pp 


7905230463 Forwards executed Amend 11 to Indemnity Agreement B-41, per 
NRC 790501 request 

DUNDA8»M J, Wisconsin Electric Power Co 79/05/17. 3pp 


7905240397 Forwards drawings for piping instrumentation f 
Section 3 of inservice test plan Enel 28 overslied drawini 
availabla in Central Filet only 

BURSTEIN, B Wisconsin Electric Power Co 79/05/17 7pp 


7909300208 Forwards summery of EDS Nuclear. Inc resolutlon/d' 
of elbow flexibility error which existed in versions of 
PI8QL piping analysis computer program from Jan-Oct 1969 
Revlaw It reanalyils Included all work through Dec 1970 
.SORTER, FL EDS Nuclear, Inc 79/09/21 9pp 


—7903300263 Forwards EOS Nuclear, Inc list of BWRs It piping 
could ha\i been Impacted by deficient computer program 
OE has no Te*-ord of reanalyils for Cooper piping sya 
STEPHENS, P.W General Elactric Co , Nuclear Energy Prod' 
79/01/24 I8pp 


7905310359 Submits formal responses to 790510 questionnaire 
preiiurixer heater, loss of feeduatsr event 6 stiam 
generator 

BURSTEIN, 8 Wisconsin Electric Power Co 79/05/22 Bpp 



88 


DOCKETED ITEMS 


7903300433 forward? startup physics testing rapt re rod uiorth 
i/remen t » which en)plQ4j "rod swap" <rethodalcigy Rept 
dertonstra tes adequacy o-f niuciear design rod wortli 
pr ed i ctlons 

FAV/ C W Wisconsin Electric Power Co 79/05^24 Vpp 

79030101 A3 Forwards IE Insp Repts 30-26i»/79**04 ti 50~30l 779-03 on 
790220-23 1 notice of vialatien 

DAVJSpA Q Region a< Chicago. Fuel Facility U Materials Safety 

Branch 79/03722 2pp 


7909240303 Responds to IE Bulletin 79-03 ra possibility of lor<i|l Ufi’,! 
weld defects in ASME SA-312 Type 304 stainless steel pip* 
spools Review of pipe documentation records indicates no 
use of such tubing 

DURSTEIN.B Wisconsin Eloctric Foiuer Co 79/OA/^h Jpp 


7905300316 Responds to IE Bulletin 79-06A & 79-06A* RavlsLon t 
established task force to facilitate review Si understanding 
of THl incident U impact on facility 

BURSTEIN. B Wisconsin Electric Power Co 79704737 I3pp 


--790301015t Notice of violation from in»p on 790230-23 

» Region 3. Chicago* Office of the Director 79/03719 Ip 


— 7905010160 IE Insp Repts 50-266/79-04 6 50-301/77-03 on 790220-23 
Noncomp 1 lance noted failure to provide 7-iacj holdup af 
radioactive gas before release 

GREGER.L R . HIATT, J U Region 3 ^ Chicago, Office of the 

Director FJSKER. W L Region 3. Chicago, Fuel Facility 6 

Hafcerlal* Safety Branch 79/03/19 lOpp 


7903290384 Responds to IE Bulletin 79-09 re OE Typo AK-2 cLrcvIl 
breakers rtcm not In use at plant 

BURSTEIN, B Wisconsin Electric Power Co 79/05/07 Ip 


R Periodic operating reports 8 i related correspondence 


7905160362 Forwards monthly operating rept for Apr 1979 
BURSTEXH, S Wisconsin Electric Power Co 79/05/08 Ip 


7905010270 Forwards IE Info Notice 79-06. "Stress Analysis of 
Safety-Related Piping " 

KEPPLER* J D Region 3, Chicago. Office of the Director 79/03/23 

Ip 


—7905160365 Monthly operating rept for Apr 1979 

« Wisconsin Electric Power Co 79705/04, lOpp 

9 Reportable occurrences^ LERs S< related correspondence 


7903040060 Forwards Ife Info Notice 79-07. “Rupture of Radwaste Tanks " 790S020269 Forwards LER 79-003/OIT-0 

KEPPLER.J 0 Region 3* Chicago- Office of the Director 79/03/26 BURSTEIN, B Wisconsin Electric Power Co 79/04/17 Ip 


79QS0lDiat Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sys u/Svc Air Sys Used as Source of Breathing 
Air *' 

HEPPLER,J 0 Region 3. Chicago. Office of the Director, 79/03728 
Ip 


—7905020304 LER 79-003701T-0 on 790410, during refueling leakaft tii'i 
two valves were found w/axcessive leakage Caused by foreLtn 
matter accumulatlotis in internals Valves c leanedi r eatseMblii 
successfully retested 

aun 6 TEIN (8 Wisconsin Electric Power Co 79704717 2pp 


7905010417 Forwards IE info Motleo 79-09, "Spill Of Radloac tively 
Contaminated Resin " 

KEPPLERfV 0 Region 3. Chicago. Qffita of the Director 79703730 
Ip 


7905030062 Forwards IE OoHetin 79-06, "Review of Operational Errors <« 
Sys Misalignments Identified During TMX Incident ” Licensee 
action, required 

HEPPLER, U 0 Region 3. Chicago, Office of the Director 79704/11 
Ip 


7905010613 Forwards IE Bulletin 79-06A, "Review of Operational Errors it 
Sys MisaUgtinients Identified during TMI Incident " Licensee 
action required 

KEPPLER,J 0 Region 3. Chicago, Office of the Director, 79/04/14 
Ip 


7905040431 Forwards IE Bulletin 79-060. "Review of Operational Errors t« 
Sys Misalignments Identified During THI Incident " 

KEPPLER. J Q Region 3. Chicago, Office of the Director 79/04/14 
ip 


79051 0025A Forwards LER 79-004/01 T-0 

8UR3TEIN,8 Wisconsin Electric Power Go 79/04/26 to 


—7905100263 LER 79-004/01 T-0 on 790412 ovofcurrent protec Udh 

dashpots for 2B03 safeguards bus supply breaker OKhlblild 
erratic long time delay trip time Caused by hairline cracis 
in dashpot caps Cracked caps will be replaced 
Ot/RSTEIN'.S Wisconsin Electric Power Co 79/04/26 Ott 


7903 1 003 1 4 Forwards LER 79-005/01 T-0 

BUR6TElNr8 Wisconsin Electric Power Go 79/04/27 Ip 


—7905100315 LER 79-005/01 T-0 on 790417 hydraulic snubber 3fH9P'|l 
located on main steam line at top of B steam generator 
inoperable Caused by piston rod 0 ring leakage Snubber 
repairad 

BURBTEFN.S Wisconsin Electric Power Co 79/04/2/ 2pp 


7905240611 Forwards LER 79-007/01 T-0 

OURSTEIN. 8 Wisconsin Electric: Powtr Co 79/03/07 Ip 


7903040430 Forwards IE Bulls tin 79-07, "Soismlc Stress Analysis of 
Safety-Related Piping " Licensee action required 

KEPPLERrJ O Region 3. Chicago, Office of tha Director 79/04/14 
tp 


—7905240627 UER 79- 007/0 1 T-0 on 790424 Vendor leiued bull ft In t 4 
potential probleih w/turbochanger bearing lubrication 
Admlnlstrati ve controls instituted Mods to be made as loan 
as possible 

DURBTEllt. B Wiscpniln Electric Power Go 79/03/07 Cpp 


790S040398 Forwards l£ Bulletin 79-00, "Events Relevant to Bolling 
Water Power Reactors Identified During THI tncldent 
KEPPUER, J.D Region 3, Chicago, Office of the Director 79/04/14 
tp 


7905030253 Forwards IE BuUetlfi 79-09, "Fa 1 lures of OE Type AH-2 
Circuit Breaker In Safety-Related Sys " Licensee action 
required 

KEPPLER,J 0 Region 3. Chicago, Office of the Director 79/04/17 
Ip 


7905290075 Responds to IE Bulletin 79-06A Expresses concern ra 
emergency operating proetdures for reactor coolant pump 4* 
requirement for immediate tripping of low level blstables 
flVRSTEiN, S Wisconsin Electric Power Co 77/04/19 3pp 


7905080513 Forwards t£ Bulletin 79-OSBi “Nuclear Incident at 
THl-9uppl, « 

KePPL£R,J,0 Region 3, Chicago, Office of the Director 79/04/21, 

Ip. 


7705240519 Responds to I£ Bulletin 79-07 re computfr programs used In 
seismic stress analysis of safety-related piping sys No 
computer codes used which uttllxed algebraic summatton 
techniques 

BURBTEIN. B Wisconsin Electric Fewer Co 77/04/25. 2pp 


7703130378 Submits adrfl Info on LER 77-004/01T-0 re testing of 
basil circuit braakeri. Marg In of about 27-s sKists betwlin 
worst SVC condition eipectad A overload delay setting 
verified fcy multi-aiap callbr test, 

BUR6TEIN18 Wisconsin Electric Power Co 79/03/10 3jp, 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


J Iniura.nce Indemnity information 


7905070497 Confirms Increased liability limit to 4l24r OOO,- 000 Ur 
policies NF-l,a5i 43,76, 83i lOD, 111, 140, 146, 131, 161, 164, 170, 

173, 174, 178, 177, 180, 102. 165, lS6r 107, 100/ 167, 172, 193, 174, 195, 
197, 198, 200,201,204,206,207/ 203/210/212, 214, 215/ 6 others 
QUATTRQCHHI, J American Nuclear Insurers. 79/05/01, ip 


7905070582 Gonf tribe increase In liability limit to *36, 000,000 far 
policies MF-22, 26, 29,38.39, 44,46,47.49,30, 51/ 32, 53,34, 33,36. 

37f 58, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86. 07. 
88,90,91,92,73,94,75 6 96 

ROBERTS, 0 M Mutual Atomic Energy Liability Underwriters, 77/*! /:5 
Ip, 
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7*?0&160352 forwards Amsnd 6 to Indemnity Agreement B-54i per 10CFR140 
ch«ngea«ra Incro^sa from *140 miJlion to *160 million, 
effective 790301 Supporting documentation end 
BALTZHAN# J Antitrust & Indemnity Group 79/03/01 Spp 


7703000474 Forwards Endorsement 36 to NELIA Policy NF’'l95 

FIELDER, J MarsJ^ McLonon, M H Nuclear Consultants, Inc Dlv 
79/OS/Oa Spp 


7903080476 forwards Endorsement 37 to NELIA Policy NF-173 

FIELDERrJ Marsh k McLenon, M fit M Nuclear Consultants, Inc Dlv 
79/08/03 Spp 


7905310399 Ac k receipt of NRC Itr indicating info submitted by util 
mat requirements of 10CrR140 21 Asiumos no addl info needed 
prior to June 19Q0 

MCKEE, C M Florida Power Corp 79/03/23 Ip 


P Operating license stage documents fit correspondence 


7903090200 Forwards i oquost for addl info In order to complete review 
of proposed change to spray additive sys 

REIDiR W Operating Reactors Branch 4 79/04/09 3pp 


7903020291 Agrees to meet w/NHC to resolve fit Implement safety concerns 
identified In 790423 Ofc of Nuclear Reactor Regulation 
"Status Rept to Commission*’ re I}fitU*>des igned reactors Intends 
to resolve Items before 790601 startup 
ORIFFIN, 0 L Florida Power Corp 79/04/27 3pp 


7908020276 Discusses interim action, in response to 790423 Ofc of 
Nuclear Reactor Regulation ’’Btatus Rapt to Commission** re 
DbU-des i gned reactor safety Items will be resolved prior to 
790601 startup 

ORJFFIN, R L Florida Powar Corp 79/03/01 Spp 

7903130206 Responds to NRC 790327 Itr re addition of reactor coolant 
pump power monitors. 

MQCRE, 0 C Florida Power Corp 79/03/07 Spp 


7903210273 Forwards actions fit design mods, in response to safety 
concern* of 790423 status rept to NRC Actions include 
imp I omentation of hard-wired contr ol-grade reactor 
trip on loss of main feedwater or turbine trip W/affidavlt 
8TCMART,W P Florida Power Corp 79/09/16 2epp 


7903010108 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated 8ys w/Svc Air Sys Used as Source of Breathing 
Air ‘* 

O'REILLV, J P Region 2, Atlanta, Office of the Director 
79/03/2B 2pp 


7903010333 Forwards IE Info Notice 79-09, "Spill of Rad i oac t i ve 1 y 
Contaminated Resin ** 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/30 ip 


7903080095 Forwards response to Items 1,8. 3, 4 k 3 in IE Bulletin 79-05A 
re TMI incident Review demonstrates that similar events 
would not' result in simitar c onsequesne es at Crystal River 
STEWART, W P Florida Power Corp 77/04/09 77pp 


7905310017 Forwards IE Insp Rept 30-308/79-14 on 790323 No 
noncomp 1 lance noted Discusses mgt meeting 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/10 2pp 


—7903310084 IE Insp Rept 50-302/79-14 on 790323 No noncomp I tanc e noted 
Major areas inspected enforcement h Istpry ■ 1 icensee reported 
events, safety performance, rad lation protec t ion, environ 
controls, security U QA 

DANCE, H C Region 2. Atlanta, Office of the Director 79/04/09 
3pp 


7903010403 Ack receipt of 790403 Itr informing NRC of steps taken te 
correct violations noted In IE Insp Rept 30-302/79-06 
MURPHY, C e Region 2, Atlanta, Office of the Director 79/04/12 
Ip 


— 790301040B Responds to NRC 790313 Itr re violations noted In IE ln«p 
Rept 80-302/79-06 Corrective actions welding rod holding 
oven temp gauges callbr at regular intervals k caiibr 
stickers displayed 

STEWART, W P Florida Power Corp 79/04/03 2pp 


—7903010418 Forwards IE Insp Rept 30-302/79-06 on 770206-03 6 notice of 
violation 

MURPHY, C E Region 2, Atlanta, Office of the Director 
79/03/13 2pp 


—7903010421 Notice of violation from insp on 790206-08 

a Region 2, Atlanta, Office of the Director 79/03/03 Ip 


7908310270 Forwards Tech Specs Change Requests 40,41,43,44,43 fi> 48 for 
amend to Apps A fit U of Lltenso DPn-78, consist ing of changes 
to adoi i nl s trat i VO controls, omargoiicy feedwator sys fit 
electrical power sys Certlficato of 8vc end 
QTEMARTiW P Florida Power Corp 79/03/23 89pp 

790530013» Foi wards page change for Tech Spec change Request 46 Also 
forwards **BoraUd Mater fit Sodium Hydroiide Storage Tanks 
Drawdouin Transient Analysis,*' 

aTEWART, W. P Florida Power Corp 79/03/23 3pp 


— 7903300164 "Doratod Water fit Sodium Hydroxide Storage Tanks Drawdown 
Translont Analysis *’ 

e Florida Power Corp 79/03/30 33pp 

7903300185 Forwards revised pages to 781129 Tech Spec Change Request 27 
fit "Test Rept for BelsmU Qualification Testing of Potential 
Tranefortner Model JVM4 fit Current Transformer Model JCM4 " 
Certificate of Bve end 

QTEWART.W P Florida Power Corp 79/03/85 10pp. 


' — 7903300109 "Tost Rept for Seismic Oua I if ication Testing of Potential 
Transformer Model JVM4 fit Current Transformer Model JCM4 *' 
a Florida Power Corp 79/03/10 19pp 


—7903010471 IE Insp Rept 30-302/79-06 on 790206-00 Noncomp I i ance noted 
failure to follow caiibr control procedure fit inadequate 
welding rod control procedures 

ECGNOMOS.N , CONLON, T E Region 2, Atlanta, Office of the 
Director 79/03/08 7pp 


7903040209 Forwards IE Bulletin 79-06B, ‘'Review of Operational Errors fit 
8ys Misalignments Identified During TMI Incident " 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/04/14 8pp 


7903040306 Forwards IE Bulletin 79-07, ’'Seismic Stress Analysis of 
8af ety-Related Piping " Licensee action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


7903040393 Forwards IE Bulletin 79-00, "Events Relevant to Boiling 
Mater Power Reactors Identified During TMI Incident " 

O'RElLLYiJ P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


7903100238 Responds to IE Bulletin 79-03 No welded pipe from 
Youngstown Melding k Engineering Co is being used 
STEWART. W P Florida Power Corp 79/04/16 Ip 


7903300346 Forwards revised pages to DAM-1321, Feb 1979 Cycle 8 reload 
rept fit to Tech Spec Change Request 39, dtd 790315 Certificate 
of avc end 

STEWART, W.P, Florida Power Cqrp 79/03/23 iSpp 


O Inspection reparte, IE Bulletins fi, correspondence 


7903010192 Forwards IE Info Notice 79-06, "Stress Analysis of 
Saf ety-fle lated Piping '* ^ ^ 

O'REILLY* J.P Region 2, Atlanta, Office of the Director 
79/03/23 2pp 


7905030162 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit firaaker in Safety-Related Sys '* Licensee action 
required 

O'RElLLYiJ P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


7903020463 Forwards IE Bulletin 79-06Ai Revision 1, "Review of 
Operational Errors k Sys Misalignments Identified During TMI 
Incident ■'* 

O'RElLLYiJ P Region 2, Atlanta, Office of the Director 
79/04/18 2pp 


7903080404 Forwards IE Info Notice 79-07. "Rupture of Radwaste Tanks 
O'REILLY* J P Region 2, Atlanta. Office of the Director 

79/03/26. ip 


7903230620 Ack receipt of 790409 Itr informing NRC of itipf taken to 
correct violations noted in IE Insp Rept 30-302/79-03 
KENNA, H B Region 2, Atlanta, Safeguardc Branch 79/04/18 tp 
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—7903^30632 Faru^rdt XE Intp Ripfe 5O'’3O2/79-03 on 790204-08 SK^tlrs of 
violation ftiithhvld (raf l0crR2 790) 

iHEMM/ViU B tttjion 2. Atlanta. fiafaQuand* Branch 79/'03/l6 

app 


—7903230641 IE Irt*p R«pt 30-302/79-05 on 790204-08 Noncomp I lahca nofcad 
dfftciiTicg in racordi & rapt* r* program far taf aguard Infl 
nijcloar (natl Datallt ulthhald <r«f 1QCF82 790} 

DAVIS. C t « OlLUESFtE. F P Raglan 2. Atlanta. Offlc« of tho 
Dirac tor 79/03/15 Ip 


790S240802 Raipondf to Bollatln 77-07. PIPOYN II progran ufad on all 
prajact mod*. Ratponie baaid on ravltuia of analgtlcal mathodB 
uatd to pradict ctraiia* in «af atg-ralat*d p&ptng vga. 
conductad bg & Ollbart Aafociatt* 

STEMARlTrM P. Florida Pouir Carp 79/04/24 4pp 


79032303BI Act race Ip t of 790416 Itr infornlng NRC of ataps tatcn to 
eorract vlolattona nobad in IE Inip Rapt 50-302/79-03 
LEMIfijR G. Raglan 2i Atlanta. Raactor Oparatlon* NucLaar Support 

Branch 79/03/01 Ip. 


— 7903250390 Rupond* to tiSC 790323 ttr r# vlolatlani notad in IE Inap 
Rapt 30-302/79-03 Gorricttva actions backlog data btlng 
raviawad U foriuardad in ratrograda manner & purvall lance 
procadurat being ravltad 

^TEMARTiW P Florida Power Carp 79/04/16 2pp 


—7905230396 Forward* IE tn*p Rapt 30-302/79-03 on 790U8-19 U notice of 
violation 

LEI4I8.R C Raglan 2r Atlanta. Raactor Operation* Nuclear 

Support Branch 79/03/23 2pp 


—7903230402 Notice of violation frcffl ln*p on 790115-19 

e Region 2. Atlanta. Office of the Director 79/03/23 Ip 


—7903230410 IE Imp Rapt 50-302/79-03 on 790113-19 Nancomp 1 ianca noted* 
failure to review (i approve radiation chetnlftrg data ehaat 
it failure to document -luparvliorv ravlau of lurvelllance 
test raiulti. 

SHAFER, y D r QUICK/ D # VHITT.K U Region 2i Atlanta. Office of 
the Director 79/02/27 7pp 


7903290493 Raspond* to IE Bulletin 79-04 Result* of raanaIgsL* Indicate 
piping etraesef to be varv clot* to original value* & well 
uKMn aaltmLc *tri«B atiouabia 
STEWART. M P Florida Powar Corp 79/05/01 2pp 


7903290013 Forward* racponie to IE Bulletin 79-OSD BttW ha* provided 
guideline* to a*«lft in writing procedure* for attabliehing 
& maintaining natural circulation Practdurag will deicribe 
action* to taka in event feedwater fiou 1* lost 
STEWArt.W P Florida Power Corp, 79/03/04 3pp 


R Parlodlc operating report* it related correipondence 


7905030331 Forward* revised page* (Suppl 21 to “Annual Environ 
Operating Repti ** Vol l 

STEWART, H P, Florida Power Corp 79/04/27. 7pp. 


7905210133 Forward* monthly operating rept for Apr 1979 
BTEWART.W P Florida Power Corp, 79/03/13 Ip, 


—7903040094 LER 79-033 /03L-0 on 790404 dl*cover«d A ditag ha 4 t 

dltcharge throttle valve DHV-ltO would not control flout In ^ 
automatic Cause unknown £CC8 pump operabiUtg demonitration 
performed u/iati«factorv result* 

COOPER. J Florida Power Corp 79/04/23 2pp 


7903040630 Forward* LER 79-040/03L-0 

BTEWART.W P Florida Power Corp 79/03/01 Ip 


—7905040632 LER 79-040/03L-0 on 790403 containment purge suctlv viu 
AMV-IC would not fullg open Caused bg cracked right angle 
drive gear case Motor &< drive assemblg renewed 
COOPER. 3 Florida Power Corp 79/04/27 2pp 


7903070537 Fopuarde lUpplenental Info re LER 79-016/04X-1 on 

environ sample analgted w/lnadequate procedure* Caused bg ^ 

Inadequate sample time No corrective action proposed 
BTEWART.W P Flarlda Power Corp 79/05/01 3pp 


7905070397 Forward* LER 79-033 /OaL-0 

STEWART, W P Florida Power Corp 79/03/01. ip 


—7903070602 LER 79-033/03L-0 on 790404 radioactivity nonltor fihA-i f. 
to be incorrectly positioned while changing particulate 
filters Detector repositioned i returned to *vc Personnii 
reinstructed on proper method of Installation 
CaoPCRid Florida Power Corp 79/04/23 2pp 


7905070611 Forward* LER 79-036/03L-0 

STEWART, W P Florida Power Corp 79/03/01 Ip 


7903070626 LER 79-036/03L-0 on 790404 failure of meteor alojiti I 
monitoring tower temp monitoring device diicovered during 
reactor bldg purge Caused by loose terminal box at 179 foot 
elevation Terminal tightened S. returned to svc on 790407 
COOPER I J Florida Power Corp 79/04/24 2pp 


790S070624 Forward* supplemental Info re LER 79-039/04L-0 on 7?04J-’i 
oparatlonel 1. pr eoperational studies of discharge salt 
marshes differed more than two std devlatloni Caused bg 
natural or seasonal variations i unit thermal output 
BTEWART.W P Florida Power Corp 79/03/01 4pp 


7903070643 Forward* LER 79-037/0aL-0 
STEWART, W P Florida Power Corp 79/03/01 Ip 


—7903070640 LER 79-037/03L-0 on 790407' ftC8 sample valve CAV-B ua.isp 
close Cause unknown CAV-2 cycled i returned to svc on 
790423 

COOPER. J Florida Power Cdrp 79/04/26 2pp 


7903070632 Forward* LER 79-O30/O3L-O. 

STEWART. W P Florida Power Corp 79/09/01 Ip 


—"7905070654 LER 79-038/03L-0 on 790409 prassuriier water SeMS tipx’n 
line Isolation valve CAV-3 would not close Cause unknown 
CAV-3 tested i returned to svc on 790413 
COOPER, J Florid* Power Corp 79/03/01 2pp 


790S0&0429 Forwards supplemental Info re LER 79-Ol6/043("l In Jan IST 
environ samplee were not analyied using procedures required 
in ETS Caused bg Inadequate sample time 


STEWART. M P 

Florida 

Power Corp. 

79/03/01 

Ip 

7903090378 Forwards LER 

79-04 l/OaL-0 



STEWART* M P 

Florid* 

Power Corp 

79/03/04 

Ip 


■7905090281 LER 79'-04l/03L“0 on 790409 methyl iodlns removal i' 

was lei* then 99K Ceused by flue gases i other ilti airborne 
pollutant* deteriorating charcoal V it* Imprsgnant €hareo*l 
lulll he renewed following plant refueling 
COOPER, J Florida Power Corp 79/03/Ot 2pp 


7903110241 Forwards LER 79-042/03U-0. 

STEWART, W,P. Florida Power Corp. 79/03/07. Ip 


—7903110244 LER 79-042/03L-0 on 79041 1 • storage tank lA laval diiriii* 
to 308(300 ga lions. Caused by inproper lineup Tank fllUd la 
Tech Spac limit, 

COOPER. J Florida Power Corp 79/03/02 3pp. 


7903190023 Forward* LER 79-043/03L-0. 

STEWART* U P Florida Power Corp. 79/08/14. Ip. 


—7905190023 LER 79-043/03L-0 on 790420' channel functional 6 circ, 
operability of fire protection inetrumentaton 8P-19'0 
not performed In required time. Caused by personnel error In 
scheduling surveillance procedure 
COOPER, J Florida Power Corp. 79/03/0B 2pp 
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T^^OSaSOS^*? Foru/ard* LER 79-044/O3L-0 

STEUARTfUP Florida pquer Corp 79/05/18 Ip 


-"7905330373 LER 79-044/03L-0 on 790423 tihile attamp^lng to add boric 
acid ta RC6 j chemical addition pump ID mould not operate 
Cau«« under investigation Corrective actloni mill be based 
on evaluation reiultt 

COOPER, J Florida Power Corp 79/05/10 2pp 


7905250375 Forwards LER 79"0l6/04X'-3 

STEtfART^ P Florida Power Corp 79/05/18 Ip 


--7905250380 LER 79"0l6/O4X-a on 790511 environ samples not analgied 
using procedures providing lowest level detectors eq^ual to 
or let* than Tech Specs reauirements Caused by Inadequate 
sample time 

e Florida Power Corp 79/05/15 2pp 


7905250303 Forwards LER 79-046/ 03L-0 

BTEMART.WP Florida Power Carp ’79/05/22 Ip 


— 79032503B5 LER 79-046/03L-0 on 790425 during plant cooldown for 
refueling outage, decay heat removal valve 4 failed to open 
upon remote activation Caused by washer binding at stem nut 
interface h Inadequate lubrication h torque limiter setting 
COOPER, J Florida Power Corp 79/05/18 2pp 


7905300497 Forwards LER 79-O45/03L-Oi 

STEMARTi W P Florida Power Corp 79/05/22 Ip 


—7905300503 LER 79-045/03L-0 on 790424 core flood valve CFV-5 
annunciator did not actuate properly Cause unknown 
Corrective action tb be taken prior to ascencion into Mode 
3 

C00PER»J Florida Power Carp 79/05/14 2pp 


7905300484 Forwards LER 79-048/03L-0 

STEWARTrW P Florida Power Corp 79/03/25 Ip 


—7903300491 LER 79-04a/03L-0 on 790501 reactor coolant snubber RCH-90 
found inoperable Caused by inadvertent damage to snubber 
by unknown pertont Snubber replaced It spare tested 
sa t 1 sf ac tori ly 

COOPER. J Florida Power Corp 79/05/23. 2pp 


7903310391 Forwards LER 79-047/03L-0 

erElTARTilJ P Florida Power Corp 79/05/23 ip 


— 7903310403 LER 79-047/03L~0 on 790420. boron concentration in boric 
acid tank exceeded level of Tech Spec Caused by inadequate 
das i gn. Request for engineering Info was initiated tp provide 
corrective measure 

COOPER, J. Florida Power Corp. 79/03/25 2pp 


DOCKET 50-303 CRYSTAL RIVER NUCLEAR PLANT, UNIT 4 
P, Operating license stage documents 4i correspondence 


7905310298 Forwards Tech Specs Change Requests 40,41,43,44,43 U 48 for 
amend to Apps A fc B of License DPR-72, coni Istlng of changes 
to adminlitretive control i, emergency feedwater sy« 
electrical power ly t, Cer t If icate of Svc end 
STEtiART,N. P Florida Power Corp 79/05/23 25pp 


DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 
E NRC Safety Evaluation Report (SERI, lUppls & correspondence 


790524(5995 Forwards 8ER 5i EIA re plant spent fuel pool mods M/o encl 
GODDARD, R J Branch 2. 79/04/03 Ip 


F Security, medical, emergency fire protection plans 


7905300711 Responds to State of IL's 790221 motion for continuance 6 
request to allow future supplementation of intervenor's 
affidavits Certificate of 5vc end 
OODDARO, R J Branch 2 79/03/13 4pp 


7905070154 Forwards SER h EIA re spent fuel pool mods W/o encl 
OODDARD,R J Branch 2 79/04/03 Ip 


7905250138 Provides list Of witnesses for util in Zion spent fuel case 
STEPTQEiP Isham, Lincoln & Deale 79/04/03 2pp 


79(75300022 Request by util on its own behalf fy on behalf of State of IL 
(r NRC, for ASLB to begin hearings on 790514 Certificate of 
Svc end 

BIELAUSKI.A P Isham, Lincoln V Beale 79/04/06 3pp 


7905100121 Interrogatories submitted to state nf IL per ASLB 790119 
order Certificate of Svc end 
GODDARD, R J Branch 2 79/04/09 4pp 


7905150256 Motion to file supplementary affidavits to response to 
util in NRC motions for summary disposition Affidavits of 
DO Bridenbaugh *r OC Minor t« Certificate of Svc encl 
8EKULER.S N Illinois, State of 79/04/10 23pp 


7905150248 Forwards unexecuted affidavit of H Resnikoff Certificate of 
Svc end 

SEKULERiS N Illinois, State of 79/04/13 4pp 


7905150691 Forwards Chapter I of SAND77-i371, “Spent Fuel Heatup 
Following Loss of Nater During Storage,*' which contains info 
relevant to util'^s application to increase spent fuel 
storage pool capacity Requests to be placed on svc list 
WEBBiR E Affillatinn Unknown 79/04/13 40pp 


7905250367 Moves for summary disposition of State of IL's Contention 
2(a}-(d) for lack of genuine issue of matl fact Affidavits, 
notices of appearance 6 withdrawal h Certificate of Svc 1 

enc 1 ' 

OOLDBERO,8 C Branch 2 79/04/27 20pp 


7905150243 Denies summary disposition of intervenors' Contentions 2(f) 
(2>> 2(g), 2(hl ^ 2(i) Grants summary disposition of 
Intervenors ' Contention 2<n) 

LUTON, E Atomic Safety and Licensing Board Panel 79/08/01 3pp 


H General correspondence 


7905070014 Responds to 790202 Itr requesting info re leakage of water 
through liner of spent fuel pool at facility NRC is 
monitoring util's efforts to control seepage 
BTELLO. V Division of Operating Reactors 79/04/19 79pp 


J Insurance ^ indemnity information 


7905100163 Endorsement 99 to MAELU Policy MF-22 

GERAS, T Nuclear Energy Liability Insurance Association 79/03/27 

Ip 

7903070497 Confirms increased liability limit to 4124,000,000 for 
policies NF-1,23,43, 76, 03, 100, ill, 140, 146, 151, 161, 164, 

173, 174, 170, 179, 180, 102, 105, 186. 187. 188, 189, 192. 193, I* 

197, 193,200,201,204.206,207,200, 210, 212. 214, 215, b oth 
QUATTROCHHl, J American Nuclear Insurers 79/05/01 


7905070562 Confirms increase In liability limit tr 
policies KF-22,g6i29, 30,39, 44. 46,47, 49, 50, 31 
37, 50, 60, 61, 64, 66. 67, 60, 69, 70, 71 . 72, 74, 76, 75 
88,90,91,92,93,94,93 6 96 

ROBERTS, D h ^ * " - » ~ 

Ip 


7905030366 Forwards modified physical security p Ian, Revls ion 3 Plan 
withheld (ref 10CFR2 790) . 

LEE, B Commonwealth Edison Co 79/04/26 Ip 


7905390079 Forwards Chemtron drawing* FL276S2-7, sheets I through 
w/de*ign details for fire suppression eya to be Installed 
for «UK illary feedwater sys & component cooling pump* 

□veril** drawings end. o 

NAUGHTON, W F Commonwealth Edison Co. 79/05/23 2pp 


5i 


0, Adjudicatory correspondence 


7905230765 Affidavit of M Resnikoff re 
qualifications Certificate of Svc 
RESNIKOFF, M. R Illlnolsi 9tatf of 


spent fuel 
enc 1 

79/02/23. 


issue, Professional 
i2pp. 
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— 7905230632 Forward f IE Imp R»pfc 50-302/'79'*05 an 79020*"0a Katie* 
vlalition withheld trad 10CFH2 

KENtfAiW B Btffton 2. Atlanta# Safeguardi. Branch 79/03/16 

2pp 


of 


— 7905040094 LER 79'-033/oaL-0 on 790404 dlf covered A decev h«*t i^ij 
dlecherfe throttle valve DHV-ltO would not control fltm In 
automatic Cauie unknown ECC5 pump operabilltfj damonttratiDO 
performed w/eatlefactory reiulti 
COOPER. J Florid* Power Corp 79/04/23 2pp 


—7905230641 IE Imp Rapt 50-302/79-05 on 790204-08 tNoncomplianc* noted 
deficiency In record* it rept* re program for iafeguardlng 
nuclear natl Detail* withheld (ref I0CFR2 790) 

DAVIS.C L . OlLLESPlE.r P Rtjlon 2. Atlanta. Office of the 
Director 79/03/15 ip 


7905240802 Reepondi to IE Bulletin 79-07 PIP&TN II program u*id on all 
project mod* R**pon»e bated on rtvlew* of analytical method* 
uted to predict itra***i In *af itv-ralated piping fy«i 
coriifucted by B^clf V Gilbert Aseoclates 
BTEMART.M P Florida Pawar Corp 79/04/24 4pp 


7905250301 Act rtceipt of 790416 Itr informing NRC of *tept teten to 
correct violation* noted In lE Imp Rept 50-302/79-03 
LEWIS, R G Region 2i Atlanta. Reactor Operation* Nuclear Support 

Branch 79/05/Gt Ip 


7905040630 Forward* LER 79-040/03L-0, 

STEWART. W P Florida Power Corp 79/05/01 ip 


— 7905040632 LER 79-040/03L-0 on 790405 containment purge iuppl^ ,i * 
AHV-IC would not fully open Caused by cracked right angit 
drive gear case Hotor & drive asiembly renewed 
COOPER# J Florida Power Corp 79/04/27 2p p 


7905070537 Forward* lupplemontal info re LER 79-016/04X-1 on 
environ eatnple analyied w/lnadeq.uate procedure* Cautad bg 
Inadequate temple time No corrective action propoaed 
STEWART, W P. Florida Power Cerp 79/05/01 3pp 


7909070597 Forward* LER 79-035/0aL-O 

STEWART# W P Florida Power Corp 79/05/01 Ip 


— 7905250390 R**pondt to NRC 790323 Itr r* violation* noted in IE In»p 
Rapt 50-302/79-03 Corrective action* backlog data being 
reviewed 4# forwarded in rtferagrade manner lurveil lance 
procedure* being revised 

-STEWART. M p Florida Pow*r Corp 79/04/16 2pp 


— 7905070602 LER 79-035 /03U-0 on 790404 radioactivity manllor * KA'li ^ 
to be incorrectly potitioned while changing portlculat* 
f 1 1 ter*. Detac ter repoiltloned S< returned to evc Parionnil 
rain* true ted on proper method of Installation 
COOPER#*) Florida Power Corp 79/04/23 2pp 


,—7905250396 Forward* IE In*p Rept 50-302/79-03 on 790115-19 & notice of 

violation . - i. , 

LEWIS# R C Region 2# Atlanta# Reactor Operation* Nuclear 

Support Branch 79/03/23 2pp 


—7905250402 Notice of violation from ln»p on 790115-19 

» Region 2. Atlanta. Offlc* of the Director 79/03/23 


—7905250410 IE In*p P*pt 50-302/79-03 on 790115-19. Noncomp Hence noted 
failure to rtvieu 4. approve radiation chemistry data sheet 
& failure to document supervisory review of surveillance 
test result* _ . ^ . 

SHAFER. H D . QUICK# D , WHITT. K W Region 2. Atlanta. Offlc* of 
the Director 79/02/27 7pp 


7905070611 Forward* LER 79-036/03L-0 

STEWART# W P Florida Power Corp 79/03/01 Ip 


— 7903070626 LER 79-036/03L-0 on 790404' failure of me taordlQ|ii iL 
monitoring tower temp monitoring device discovered durini 
reactor bldg purge Caused by loose terminal boi at 175 foal 
elavation Terminal tightened St returned to sve on 790407 
COOPER# J Florida Power Corp 79/04/24 2pp 


7905070624 Forward* supplemental info re LER 79-039/04L‘'0 on J9:4y 
operational It preoperational studies of discharge salt 
marshes differed more then two std deviations Caused ty 
natural or seasonal variations St unit thermal output 
STEWART# W P Florida Power Carp 79/03/01 4pp 


7903290493 Reipondi to IE DuHstln 79-04 Result* of r*analy*l* Indicate 

a ip lag streiie* to be very close to original value* & ueH 7903070645 Forwards LER 79-037/03L-0 

within *el*mlc *tTs*s aHouable QTEWART# W P Florida Power Corp 79/03/01 Ip 

STEWART* W P Florida Power Corp 79/03/0t, 2pp 


7903290013 Forward* responie to IE Bulletin 79-030 DbW has provided 
guideline* to assist in writing protedure* for astablishing 
maintaining natural circulation Procedures will describe 
actions to take in event feedwater flow I* lost 
BTEUART.H P Florida Power Corp# 79/05/04 3pp 


R Periodic operating report* t related correspondence 


7903030331 Forwards revteed page* (Suppl 21 to "Annual Environ 
Operating Rept." Vol 1 

BTEMARTrW. P Florida Power Corp 79/04/27 7pp 


—7903070648 LER 79-037/03U-0 on 790407' RCQ sample valve CAV 2 m',*- 
Close Cause unknown CAV-2 cycled returned to sve on 
790425 

CDQPER.J Florida Power C<^rp 79/04/26. 2pp 


7905070632 Forwards LER 79-O30/O3U-O. 

BTEVfARTtN P Florida Power Corp. 79/03/01 Ip. 


—7903070634 LER 79-O30/O3L-O on 790409' pres sur 1 i er water ipa*i m’. 
line isolation valve CAV-3 would not close Csusa unkrov^ 

CAV-3 tasted ^ returnsd to sve on 790413. 

COOPER# J. Florida Power Corp 79/08/01 2hp 


7903210133 Forward* monthly operating rapt for Apr 1979 
BTEHART#H P Florida Power Corp 79/08/13 Ip 


—7903210134 Konthlv operating rept for Apr J979 

KEHNEOy. R W Florida Fewer Corp 79/03/07 5pp 


8 Reportable occurrence*. LERs & related corrispondence 


7903070333 Forward* LER 7 9-003/01 T 

BTEMARTrW P Florida Fewer Corp 79/03/27 Ip. 


—7905070340 LER 79-005/01 T-1 an 7901S3 uHl was notified that ftockwfU 
Mfg Co HSIV may not cLosa within Tech Spec 3-s Unit during 
acc ident. Caused by dltcovery of addl forces on valve disc 
Valves to he modlflid 

COOPER# J. Florida Power Corp 79/04/25 lOpp 


7903040043 Forward* LER 79-034/03L-0, 

BTEMARTtM P Florida Power Carp 79/04/26 fp 


— 79O504OOSO LER 79— 034/03L-0 on 790404 power supply breakar for reactor 
bldg rad loactlvi ty monitor RKA-6 was in tripped poittton 
Causa unknown, Breaker reset L RMA-6 returned to sve after 
satisfactory cortipletion of SP-333 test, 

COOPER. J Florida Power Corp 79/04/23 2pp 


7903040008 Forwards LER 79-033/03L-0 
8TEWART1M, P, Florida Pouir Corp 79/04/27 Ip 


7903080429 Forwards supplemental info ra LER 79-(}|6/04X~ 1 In j-i^i |ii 
environ samples uert hot analyiad using procadoras riqulref 
in ET8. Caused by inadequate sample time 
0TEMART»W P Florida Power Corp 79/03/01. Ip 


79050902 70 Forwards LER 79-041 /03L-0 

STEHARTrM P Florida Power Corp 79/03/04. Ip 


— 7903090291 LER 79-041 /03L-0 on 790409 methyl Iodine ried.al eH 
was lass than 99K Caused ty flue gases It other silt 
pollutant* deteriorating charcoal its impregnani Gksf4.Br) 
will be ranaiucd following plant refueling 
COOPERt J Florida Power Corp 79/05/01. 2pp 


7905110241 Forwards LER 79-042/03L-0 

QTEMARTtW P Florida Power Corp 79/03/07 Ip 


—7903110244 LER 79-04a/03L-0 on 79041 It storag • tank te»it Ci u.. 
to aOQ* 500 gallons. Caused by inproper lineup Tank fULei i| 
Tech Spec limit. 

CDOPERtO' Florida Power Corp. 79/03/02. 2pp 


7903190023 Forward* LER 79-043/oaL-O. 

BTEMARTrN P Florida Power Corp 79/03/14 Ip 


—7903190028 LER 79-043/03L-0 on 790420. channel fwnct|flir*k \ , 

oparabillty of fire protection Inetrumentaton BP-iVO 
not performed in required time Gauied by parionnsl irr^r i«. 
scheduling surveillance procedure. 

COOPER# J, Florida Power Corp. 79/03/00 app 
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Foruards LER 79-0n4/03L-O 
8 TEWART 1 W P Florida Powar Corp 77/05/18 Ip 


— 7905230373 LER 77-044/03L-0 on 770423 uhile attempting to add boric 
acid to RCBr chenlca 1 addition pump IB uiould not operate 
Cauee under Invoitl gat Ian Corrective actione util be based 
on evaluailon results 

CDCPER.J Florida Power Corp 79/09/10 Spp 


7705300711 Responds to State of IL's 770221 (notion for continuanc* K 
request to allow future supp lenentat ion of intervenor's 
affidavits Certificate of Svc end 
CODDARD<R J Branch 2 77/03/13 4pp 


7905070154 Forwards SER ** EIA re spent fuel pool nods W/o end 
OQDDARDiR J Branch 2 77/04/03 Ip 


7903250373 Forwards LER 79-01&/04X-2 

STCWARTrW P Florida Power Corp 79/05/18 Ip 


- — 7903290300 UER 79“01^*/04X-'2 on 770511 environ samples not analyied 
using praceduTOB providing lowest level detectors equal to 
or leii than Tech Specs requirements Caused by inadequate 
sample time 

* Florida Power Corp 77/03/13 2pp 


7905230383 Forwards LER 79-046/03L-0 

QTeWARTrW P Florida Power Corp ’79/03/22 tp 


--7909290385 LER 79-04£»/03L-0 on 790425 during plant cooldown for 
refueling outagor decay heat roinoval valve 4 failed to open 
Upon remote activation Caused by washer binding at stem nut 
interface Inadequate lubrication torque limiter setting 
COOPER, J. riarida Power Corp 77/05/18 2pp 


7903300497 Forwards LER 77-045/03L-0. 

CTEWARTi W. P Florida Power Corp 77/05/22 Ip 


— 7903300503 LCft 77-045/03L-0 on 790424. core flood valve CFV-S 
annunciator did not actuate properly Cause unknown 
Corrective action tb be taken prior to ascencion into Mode 
3 

COOPERiJ Florida Power Corp 77/05/14 2pp 


7905300484 Forward* LCR 79-04S/03L-0 

aTEUARTrM P. Florida Power Corp 79/03/2S Ip 


7903300491 LER 79-040/03L-0 on 790501 reactor coolant snubber RCH-90 

found inoperable Caused by inadvertent demaga to snubber 
by unknown pereone Snubber replaced it spare tested 
satisfactorily _ 

COnPER, J riarlda Power Corp. 79/03/23 2pp 


7905230159 Provides list of witnesses for util In Zion spent fuel case 
STEPTQE.P Ishem. Lincoln h Beale 79/04/03 2pp 


7703300022 Request by util on its own behalf fji on behalf of State of IL 
b NRC.for ASLB to begin hearings on 790514 Certificate of 
Svc encl 

BIELAWSKI.A P Isham, Lincoln L Beale 77/04/06 3pp 


7703100121 Interrogatories submitted to state of IL per ASLB 770117 
order Certificate 0 # Svc end 
GODDARD, « J Branch 2 77/04/07 4pp 


770S1SO236 Motion to file supplementary affidavits to response to 
util It NRC motions for summary disposition Affidavits of 
DO Bridenbaugh fn QC Minor L Certificate of Svc encl 
SEKULERtS N Illinois, State of 79/04/10 23pp 


7706150249 Forwards oneiecuted affidavit of M Resnitoff Certificate of 
Svc encl 

8 EKULER,S N Illinois, State of 77/04/13 4pp 


7708150671 Forwards Chapter 1 of 8AND77-1371. "Spent Fuel Heatup 
Following Loss of Water During Storage." which contains info 
rolevent to util's application to increase spent fuel 
storage pool capacity Requests to be placed on svc list 
WEBBiR E Affiliation Unknown 79/04/13 40pp 


7703230367 Moves for summary disposition of State of iL's Contention 
2(a)-<dl for lack of genuine issue of matl fact Affidavits, 
notices of appearance U withdrawal Certificate of Svc z. 

one 1 

GQLDBERO, S C Branch 2 77/04/27 20pp 


7705130243 Denies summary disposition of Intervenors' Contentions 2(f) 
(2) f 2(g ), 2<h > tt. 2ti) Grants summary disposition of 

intervenors' Contention Z(n) «... 

LUTON. E Atomic Safety and Licensing Board Panel 77/OB/Ol app 


7905310391 Forward* LCR 79-047/03L-0 

BTCWARTiW.P Florida Power Corp 77/05/23 Ip 


H General correspondence 


—7903310403 LER 79-047/03L-0 on 770429 boron concentration in boric 
acid tank eicceeded level of Tech 6 pec Caused by 
design Request for engineering info was initiated tp provide 
corrective measure. ^ 

GODPERi J Florida Power Corp 79/05/29 2pp 


709070014 Responds to 790202 Ur requesting Info re leakage of water 
through Uner of spent fuel pool at facility NRC Is 
monitoring util's efforts to control seepage 


J Insurance Indemnity information 


DOCKET 30-303 CRV9TAL RIVER NUCLEAR PLANT, ^NIT^4 
P Operating Uc»R«« stage documents 


7905100163 Endorsement 97 to MAELU Policy MF-22 
GERAS, T Nuclear Energy Liability Insurance 


Association 


tp 


77/03/27 


7909310298 Forward* Tech Specs ^ changes 

amend to App* A li B of License PPR-72r consist Ing of changes 
to adml nt* tratl ve c ontrolsi oAergoncy feedwater sys it 
electrical power *y s, Cor tlf icate of Svc encl 
aTEMARTrW P Florida Power Carp 79/09/23 25pp 


7705070477 Confirms * ^*5 J ‘ J 

natieies NF“1, 29, 43,76, 03, 100, llli 140, 146. 151, 161. 16' 
173, 174, 178, 179, 180, 192, 105, 196, 107, 109, 

197, 178,200, 201,204. 206. 207,200,210, 212. 215,6 ot. 

QUATTROCHHI. J American Nuclear Insurers 77/05/01 


docket 50-304 ZION NUCLEAR 


790S2407<,3 roruard, 3^**. I 

OODDARD,R J Branch 2. 79/04/03 


spent fuel pool modi M/o encl 
Ip 


F Security* medlealr emergency^^^f irs^pr^tectlon^pXsna 


790‘90303&& Forward* modified physical security plan* Revls ion 9. P 
withheld (ref lOCFRa 790) . I 

LEEiB Commonwealth Edison Co 77 /os/aa h 


□varslia drawings and, co 79 / 09/23 2pp 

NAUOHTOM* W. F Commonwaalth Edison Co 


?O5O7Og02 Confirms increase in ^Xabillty limit to *36*C 
ool Icle* MF-22, 26.29, 30, 39, 44, 46, 47, 49, 50, 51, 52, 53, 94, 
15 , 61, 46. 67, 68, 69, 70, 71, 72. 74, 76. 77, 78. 74. 80, 

KVl'b’M Atlmlc En.r„ Ul.bll.,, Un4.r«rl. 

ip 


09140470 Forward* Amtnd 9 to Indtinnlt^ 
chonott.r. Incr.oM In liablUty In.urance 
t7*l60 «lU,on,.„.cHv. 790301 Supportlnj doco««nt,i 
enc 1 




,03,60399 Conftro,. 790307 6 08 “* 

n..d not tlgn Aaiond 7 to Indomnlty 1 


P 


Operating 


license stage documents U 


G Ad jud Icatory correspondence 


74n*t23O760 Affidavit of M ResnUoff Te spent fuel 


qua 

RE8NIK0FF* «► R 


Issue Professional 

12PP 


290183 Amend* 47 6 44 to Licenses 
vising Tech Specs re rod 
HWENCERrA Operating Reactors 


DPR-39 6 DPR-48. r 
Branch 1 79/04/ 
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7905250IB7 ev-alu4tlon supporting Aotintf* 47 tt 44 to Ulcsnsoi 

DPfl-39 & DPR''4B« res p ftc fc i vt ] V 

* of Nuclear Reactor Regulation 79/04/09 3pp 


79032S0190 Notice of issuance ?« avallabilltg Atnen^ia 47 it 44 to 
Llcenioe DPR-39 & DPR-4e* respective Ig 

■BCHWENCERpA Operating Reacton 0^anc^ 1 79/04/07 Spp 


7703040482 Motif le* of intention ta iJevelep «ef«tg analysl* using 
oiistlng caffiputer code* Raq^ueste addl info 
BOLBRIO, C M Cqmmonweal th Edlsdn Co 79/04/26 Ip 


790S040&02 Regusstf amend to Tech Specs to require actuation of safety 
injection 6ased on tuo out of three channel* of low 
preisuriiOT pressure % to delete prefi-uri7eT level from 
safeguards logic Ciass I Ik 11 amend fees end 
REED.C Commonwoal th Edison Co 79/04/30 7pp 


7903100231 "Oamma Dese Measurements at Zion 4 Fort Calhoun Stations 
CYEftiN C , BUMTINt?. R L / MIESCHMIDT^E B EO fc 0. fnc FIN A-6073 
NUflEO/CR-0753 79/04/30 t37pp Available at NTIS 47 25 


7705070376 Forwards respotiso to requast for eddl info re review of 
proposed license amend to increase allowable LOCA peaking 
factor limit to l 93 based on ECC8 reanaiyils 
NAUCHTOM. W F Commonwealth Edison Co 79/05/03 4pp 


7903230423 Forwards Amends 49 II 46 to Licenses OFfl-39 U DPR-4a/ 
Tiepec t i vely f safety evaluation it notlco of issuance 6 
aval lab i 1 ity 

BCHWENdER, A Operating Reactors Branch 3 79/03/03 2pp 


--'7905250432 Amends 49 U 46 to Licenses DPR-39 5- 5PR-40. respect ivelg 
SCKMENCERtA Operating Reactors Branch i 77/05/03 t6pp 


— 7903S90435 Safety evaluation supporting Amends 49 (r 46 to Licenses 
DPR- 39 8t DPR-4Sj respective Ig f 

e Operatlns Reactors Branch 1 79/04/03 3pp 


— -79052S0440 Notice of Issuance it avallabllitg of Amends 47 & 46 to 
Licenses DPR-39 it DPR-40< respective Ig 

acHWENCER.A Operating Reactors Branch I 79/05/03 2pp 


7905170237 Forwards revised Tech Specs re heating U cocldown curves 6 
added provision for overpressure protection 
REEOi C >Cojrimonti;eaI th Edison Co 79/05/11 2pp 


—7905170255 Revised Tech Specs re heatup & cooldown curves t< added 
provision for overpressure protection 
a Commonwealth Edison Co 79/05/ti. 4pp 


7903S50391 Forwards current licensing open items status list. 
REEDfC Commonwealth Edison Co 79/05/18 Itpp 


0 Inspection reportsi IE Bulletins it correspondence 


7905020481 Forwards response to IE Bulletins 78-12 U 7a-l2A/ "Atypical 
Neld Mat) in Reactor Pressure Vestel Meld* " 

REEt>i C Coirmonwea Ith Edison Co 77/03/22 fOpp 


7705010236 Forwards IE Info Notice 79-06, ‘’Stress Analysts of 
8afetg-Retat»d Piping " 

KEPPC-f*^ I 0 Region 3i Chicagor Office of the Director 79/03/23 


wards IE Info Notice 79-07# "Rupture of Radwaste Tanks “ 
Region 3r Chicago# Office of the Director 79/03/26 


7905010304 Forwards IE Info Notice 79-09, "SplU of Rad loactlvilg 
Contaminated Resin '* 

KEPPLERrs/ 0 Region 3# Chicago, Office of the Director 79m/2 

Ip 


79050300D7 Forwards IE Eulletln 79-06, "Review of Operational Erreys 
Sys hi sal Ignments Identified During Thl Incident " Liceniee 
action required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 79/04/1 

Ip 


7905250280 Responds to IE Dulletln 79-03 re welding defects in c«r|4i 
long! tud 1 nal ly welded pipe spools Plants inspected/no pipe 
found 

REEP, C Commonwealth Edison Co 79/04/12 2pp 


7905010572 Forwards IE Bulletin 79-06A, "Review of Operational Erraii 
8gs Misalignments Identified during THl Incident " Licensee 
action required 

HEPPLER, JO Region 3r Chicago, Office of the Director 79/04/1 

ip 


7905040334 Forwards IE Bulletin 79-06B, "Review of Operational Erron 
6gs Misalignment* Identified During TMl Incident " 

KEPPLERfJ 0 Region 3, Chicago, Office of the DiraetPr 79/OVl 

Ip 


7905040527 Forwards IE Bulletin 79-08, "Events Relevant to BoiUnj 
Mater Power Reactors Identified During TMI Incident " 

KEPPLER#J 0 Region 3, Chicago, Office of the Director 77/C4/I 

ip 


790503P206 Forwards IE Bulletin 79-09, "Failures of OE Type AS-2 
Circuit Breaker in Baf atg-Related Bys " Licensee action 
requi rad 

KEPFLER, J G Region 3. Chicago, Office of the Director 79/04/ 

ip 


7905040142 Forwards IE 0u lie tin 79-050. "Nuclear Incident at 
TMI-Suppl " 

KEPFLER, J Q Region 3, Chicago, Office of the Director 79/04/. 

ip 


—7705040153 IE Bulletin 79-05B. "Nuclear Incident at TMI-Suppl “ 
Supporting documentation end 

* Region 3, Chicago# Office of the Director 79/04/21, I2pf 


—7905040170 ACRB recommendations re 790320 incident at TMI 8ugg*itf 
priurlfty be placed on development of safety research on 
behavior of LURs during anomalous transients 
» ACR8 - Advisory Committee on Reactor Safeguards 79/04/17 

2pp 


—790504080! Forwards ACRS recommendations re TMI incident, proMntu 
790417 

FRALEY, R F ACRS *- Advisory Committee on Reactor Safeguard* 
79/04/lB. Ip 


—7905040231 In responee to NRC 790418 Ur, states all 790417 ACRS 
recommendations apply to all PNRs, but were not intended to 
require Immediate changes Plant mods should be made after 
study of effects on overall safety, THl excluded 
CARBON, M X ACRS -< Advisory Committee on Reactor Safeguards 
77/04/20 Spp 


7905240633 Forwards responses to IE Bulletin 79-07 requestinj info 
stlsniic analysis of saf cty’^related piping Reanalysls 
Indicates method of intramudal combination has llttU affect 
on pipe stresses U equipment support loads, 

REED, C Commonwealth Edison Go 79/04/24, 4pp 


7705150769 Forwards lE Insp Repts 59-295/79-06 & 50-304/79-07 an 
790319-23 Notice of violation withheld (ref 10CFR2 790) 

HIND# J. A Region 3, Chicago, Safeguards Branch 79/04/26 ! 


—7705150775 IE Insp flepts 50-295/79-06 6 50-304/79-07 on 790319-?; 
Noncemp 1 lance details withheld (ref 10CFR2. 790) 

BELAN0ER,J L, , HOWELL# J C. Region 3, Chicago, Office of thl 
Director HIND# J. A Region 3, Chicago, Safeguards Branch 
77/04/19. Ip 


7703300242 Responds to IE Bulletin 77-04 No 3,4 or 6-lnch Vetan su 
chect valves are In use at Dresden or Quad Cities. Review of 
Zion has identified use of subj valves in some piping sys 
hut review is incomp le to, Ifl 1 1 rept leter i 

REED#!! Commonwealth Edison Co 79/05/01, 2pp 
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R Periodic operating reports & related correspondence 


79050^0322 Forwards "Annual Operating Rept 1970 " 
HANDKEfN F Commonuoa 1 th Edison Co 79/04/2A ip 


—7905090323 “Annual Operating Rept 1979 " 

• Commonwealth Edison Co 79/04/26 24pp 


S Repartahle occurrencesr LERs & related correspondanco 


7905100300 Forwards LER 79-Oa7/03L-0 

MANDKEfN E Commonwealth Edison Co, 79/04/30 Ip 


--7905100302 LER 79-027/03L-0 on 790415 SLT-461 found to be 77 higher 
than other two channels Caused bg Barton soalod ref leg 
level transmitter being out of callbr ' 

HAMSEN. P W Commonwealth Edison Co 79/04/30 tp 


7905100306 Forwards LCR 79-021 /03L-0 

WANOKEi N E Commonwealth Edison Co 79/04/30 Ip 


— 7903100310 LER 79-021/03L-0 on 790330 transmitters 2FT-444, 443 446 

iov- reactor coolant flow loop D high bg 4 7Xi 4 43K 6 4 IS5'^. 
respectlvelg Caused bg instrument drift New callbr 
tachnlque being used 

CAKPBELLjJ Commonwealth Edison Co 79/04/30 Ip 


7905240350 Forwards LER 79-025/03L-0 

WANDKEiN E Commonwealth Edison Co 79/05/09 ip 


— 7903240553 LER 79-025/03L-0 on 790412 temp control module TY-AS 
discovered missing on hgdrogen recomb iner. Caused bg 
mechanic's failure to notlfg shift engineer of romoval for 
repair Item reinstalled 

JQOSTEN. J K Gommonwifalth Edison Go 79/05/09 Ip 


DOCKET &0-305 KEWAUNEE NUCLEAR POWER PLANT ^ 


O Adjud Icatorg correspondence 


7905230973 Notifies that prehearing conference 6 hearing will be held 
r« alleged violations bg licensee imposition of 
pena 1 ties, 

CHILK* B J Office of the Becretarg of the Gammission, 79/04/30 
3{>P 


H General correspondence 


7903160364 Notifies that ER Mathews is now vice president of compang 
EW James retired on 790301 

FO)(»a Wisconsin Public Gervice Corp 79/03/07 Ip 


J, Insurance ^ indemnitg information 


7905070497 Confirms Increased llablUtg limit to ♦124. 000»000 for 
policies NF-1. 29. 43. 76,83. 100, ill. 140, 146. 191. 161. 164. 170. 

173. 174. 178. 179. 180, 1Q2. 185, 106, 187. IBB. 1B9. 192* 193. 194, 199, 

197, 190.200,201,204.206.207.208.210. 212. 214, 219. others 
QUATTROCHHI. J, American Nuclear Insurers 79/09/01 Ip 


7909070902 Confirms increase in liability limit to 436,000.000 for 
policies MF-22.26,29, 38. 39. 44.46.47,49. 90. 51,92.93. 94.99. 56. 

97, 98. 60, 61 . 64. 66, 67, 60, 69, 70, 71 . 72, 74, 76. 77, 78, 79, 00. 06. 87. 
08,90,91,92.93.94,99 96. 

ROBERTS. D.M. Mutual Atomic Energg Liability Underwriters. 79/09/01 

ip 


7909160273 forwards Amend 6 to Indemnitg Agreement B>-93. per lOCFRUO 
changes, rs increase from 4140 million to 4160 million, 
effective 790901. Supporting documentation end. 

8ALTZMAN. J Antitrust tc Indemnitg Group 79/09/01 9pp. 


7909240304 Forwards accepted Amend 6 to Indemnity Agreement D-93, 
effective 790901. 

MATHEWS. E R Wisconsin Public Service Carp 79/05/10 3pp 


P. Operating license stage documents It correspondence 


7905020490 Discusses 790319 telcon w/R Sero of Weetlnghouse re 
inicorrect weights for Velan Model C658 6-Inch chect velves 
used in safety injection sgs 

8CHWENCER1A, Operating Reactors Branch i 79/04/02 Ip 


7909240899 Forwards Amend 27 to License DPR-43 ^ notice of Issuance 
& avaiiabllity. 

SCHMENCERrA Operating Reactors Branch 1 79/04/09 3pp 


—7903240903 Amend to License DPR-43, c hang Ing titles of funclional 
positions 6 recagniilng addl positions 

8CKWENCER, A Operating Reactors Branch 1 79/04/05 llpp 

—7905240911 Notice of issuance Zt availability nf Amend 27 fro License 
DPfl“43 

6CHWENCER,A Operating Reactors Branch 1 79/04/05 2pp 

7905240373 Forwards Amend 28 to License DPR-43 fy notice of issuance 6 
availability Sucuritg plan evaluation withheld 
(ref 10CFR2 790) 

6CHUENCER1 A Operating Reactors Branch 1 79/04/10 3pp 


—7903240370 Amend 28 to License DPR-43i me orporati ng industrial security 
manua 1 

SCHWENCER/A Operating Reactors Branch 1 79/04/10 2pp 


—7903240302 Notice of issuance & availability of Amend 28 to License 
DPR-43 

6GHWENCER, A Operating Reactors Branch 1 79/04/10 3pp 


7905130071 Forwards info in response to 790321 request re details of 
plant shutdowns 

DENTON.H R Office of Nuclear Reactor Regulation 79/04/10 4p p 


7905340471 Dtscueses draft safety evaluation of mod to drop prossurlier 
level as required ECC8 initiating signal Mod V Tech Spec 
changes acceptable 

LAIMAS. G Plant Systems Branch 79/04/27 Ip 


7905290030 Forwards Amend 29 to License DPR-43, safety evaluation f/ 
notice of Issuance 6 availability 

SCHWENCEfl. A Operating Reactors Branch I 79/04/27 2p p 


—7903290094 Amend 29 to License DPn-43 revising Toch Specs to require 
actuation of safety Injoctlon based on two out of three 
channels of low pressuriier prossuro 

8CHWENCER.A Operating Reactors Branch 1 79/04/27 6pp 


—7903290060 Safety evaluation suppoitlng Amond 27 to License DPR-43 
e Office of Nuclear Reactor Regulation 79/04/27 2pp 


—7903290064 Notice of Issuance availability of Amend 29 to License 
DPR-43 

SCHWENCER.A Operating Reactors Branch 1 79/04/27 2pp 


7905100209 Forwards Exxon Nuclear Co rept XN-NF-79-a7, "Cy c le 5 BAR” ^ 
W! Nuclear Co repts “Reload Safety Evaluation.'' dtd 790431, 

Kt "Reactor Test Program," dtd 790331 

MATHEWS. £ R Wisconsin Public Service Corp 79/05/00 Ip 


—7903100290 "Cycle 9 OAR " 

JOHNSON, B L . GHERNO, J G 1 8KQGEN. F D Etion Mud oar Go . Inc 

(subs of Exxon Corp ) )<N-NF-79“27 79/04/30 33pp 


—7909100291 "Reactor Test Program 

# Wisconsin Public Gervice Corp 79/09/Ot 27pp 


—7909100292 "Reload Safety Evaluation " 

HOLLY. J T , ROPGON, D J . WOZNIAK, 8 F Wisconsin Public Service 
Corp 79/04/30 94p p 


7903300028 Forwards "Reactor Tost Program '' 

MATHEWS, E R Wisconsin Public Bervice Corp 77/05/22 Ip 


—7903300030 "Reactor Test Program. Revis 1 on I " 

e Wisconsin Public Service Corp 79/05/22 30pp. 


O Inspection reports. IE Bulletins V correspondence 


7903010273 Forwards IE Info Notice 79-06. "Stress Analysis of 
Saf etg-Relatsd Piping '* 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/03/23 
Ip 


7905040069 Forwards IE Info Notice 79-07. "Rupture of Radwaste Tanks " 
KEPPLERtJ, G Region 3. Chicago. Office of the Director 79/03/26 
IP 


7905010186 Forwards IE Info Notice 79-08. "Interconnection of 
Contaminated Bgs u/8vc Air 8ys Used as Bounce of Breathing 
Air " 

KEPPLER.J G Region 3, Chicago. Offic* of the Director 79/03/20. 

Ip 
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7903030069 ForuJ^rds IE BulUtln 79-06. “R#vietu of Operational Errors 
Syi Mlsa 1 i in/o«nts Identif i etf Purlng TMI Incident " Licensee 
action re-quired 

KEPPLERi-J O Region 3* Chicagoi Office of the Olrector 79/04/’ll 

»P 


—7905300399 LER 79*^003/01 X-2 on 790231 generator I A leenual ipui 

control failed on 79O321i0302 13 Caused by eiceiilve 

ucar to bfonie pinion is tynchro-niotor gear housing due to 
i«npro-per gear alignment t 

RUITCfl, 0 H . HARCHIriH L Wisconsin Public Service Corp 79/0J/3 

5pp 


7903010613 Forwards IE Bulletin 79~06Ai "Revieu of OpereklonaL Errors t 
8 i|s Hlsal ignments Identified during TMI Incident " Licensee 
action required 

KEPPLER. J G Region 3. Chicago, Office of the Director 79/04/14 

Ip 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 
F Securltgr medlcalr entsrgency U fire protection plane 


7909040434 Forwards IE Bulletin 79-060, "Revliw of Operational Errors «< 
Syi Misalignments Identified During TMI Incident *' 

KEPPLERiUO Region 3, Chicago, Office of the Director 79/04/14 

ip 


7905040443 Forwards IE Qul Latin 79-07t "Seismic Stress Analysis of 
Safety-Related Piping Licensee action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/14 
IP 


7905070459 Forwards info requested in NRC 790206 1 tr re fire proticii 
program Revision to 78051S fire protection outline end, 

MAVERfL 0 Northern States Power Co 79/05/02 lOpp 


7905300406 Foruardi supp lemental info on status of security plan 
implementation Info withheld (ref lOCFRS 790> 

MAYER, L D Northern Statec Power Co 79/03/29 Ip 


I Financial information 


790S040600 Forwards IE Bulletin 79-oa, "Events Relevant to Boiling 
Water Power Reactors Identified During THI Incident 
KEPPUEft, J 0 Region 3. Chicago, Office of the Director 79/04/14 
IP 


7905290301 Responds to IE Bulletin 79-03 Investigation of piping 
records reveals that welded seam pips mfg by Youngstown 
Welding fc Engineering Co not used in fabrication of eafaty- 
related lys at facility 

HATHEW3, E R Wisconsin Public Service Corp 79/04/16 Ip 


7903030239 Forwards IE Bulletin 79-09, ’'Failures of OE Type AK-2 
Circuit Dreakar in Saf ety-Related figs ” Licensee action 
required 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/04/17 
ip 


7905000319 Forwards IE Bulletin 79-03D. "Nuclear Incident at 
TMI -Sup pi 

KEPPLER, J 0 Region 3 , Chicago, Office of the Director 79/04/21 
Ip 


7905240209 Responds to IE Bui Latin 79-07 re salsmic stress analysis of 
saf «ty-r e 1 aied piping Method used in analysis of seismic 
loading it square root of sum of squaroi,nat that mentioned 
in builstin 

MATHEWS, E H Wisconsin Public Service Corp 79/04/23 12pp 


7909240319 Responds to IE Dullatln 79-04, '’Incorrect Walghtf for fiwing 
Ghecl Valves Hfg by Velan Englndering Corp " Accepted 
weights reanalyzed 8 < found t» he within allowable safety 
1 Imi ts. 

MATHEWS , 6 R Washington Public Power Supply System 79/04/26 3pp 


R Periodic operating reports 6 related correspondence 


7903130330 Forwards monthly operating rapt for Apr 1979 

MATHEWS, E R Wisconsin Public Service Corp. 79/05/07 Ip 


— 7909150333 Monthly operating rept for Apr 1979. 

UA1 1 ace, J J Wisconsin Public Service Corp 79/04/3D 4pp 


table occurrences, LERi t/ related correspondence 


7905150223 Forwards '‘Financial &( Statistical Info" at soppi to *ArnUi 
Financial Rept 1970 " 

DRU3VEN, A D Wortham States Power Co 79/03/10 Ip 


— 7905150231 ’♦Financial U Statistical Info," submitted as suppl tfi 
'‘Annual Financial Rept 1970 " 
e Northern States Power Co 79/03/31 2lpp 


J Insurance U Indemnity information 


7903070497 Confirms increased liability limit to *124,000,000 for 
policies NP-1, 23,43, 76, 83, 100< 111,140,146, 151, 161,164, 170, 

173, 174, 178, 179. 180, 102, 185, 106, 187, 108, 189, 192, 193, 194, 199. 
197, 198,200, 201,204,206, 207, 200, 210, 212, 214, 213, Si others. 
OUATTRaCHHI, American Nuclear Ineurars 79/09/01. Lp 


7909070302 Confirms increase in liability limit to *36, OOO, 000 far 
policies MF-22, 26,29, 30, 39, 44, 46. 47, 49, 90, 91, 92, 93, 34^ 83, 56, 

57, 98,60,61.64, 66,67, 60, 69, 70.71,72, 74,76, 77, 70, 79, 0Or 86 , 07, 
03.90,91,92,93,94,93 «, 96 

R0BERTS.,DM Mutual Atomic Energy Liability UnderurLters 79/09/C 

Ip 


7905140477 Forwards Amend 7 to Indemnity Agreement fl-60 per lOCFRlW 
changes.re increase in liability insurance from *140 million 
to *160 mi 1 Lion, «f f ec tiva 790501 Bupportlng documentation 
enc I 

6ALrZMAN,3 Antitrust 8 . Indemnity Group 79/03/01. 6 pp 


7903230394 Forwards Amend 9 to Indemnity Agreement 8-42 S* Amend 7 tg 
Indemnity Agreement B-60. 

JOHNSON, R.O Northern States Power Co 79/03/18. 8 pp 


F Operating license statfe documents l< correspondence 


7905020490 Discusses 790313 tilcon u/R Sero of Westinghoust re 
incorrect weights for Velan Model C690 6 -lnch check valves 
used In safety Injectlo-n eys 

fiCHWEWCER.A. Operating Reactors Branch I 79/04/02 ip. 


7909020236 Forwardi FWRPTS computer code input S< affidavit requeittni 
eicemptlon from public disclosure Computer code input 
withheld <ref 10CFR2 790> 

MAYER, L O Northern States Power Co 79/04/10 39pp 


7905240300 Forwards Amends 35 1. 29 to Licenses DPR-42 L DPR-60 j 
respectiVily, safety evaluation S< notice of Issuance U 
aval labl 11 ty 

6 CHWENCER,A. Operating Reactors Branch 1 79/04/20. 3pp. 


— 7905240322 Amends 35 St 29 to Licenses DPR-42 Si DPR-60, raspeCtlve^ 
changing commo-n station Tech 8 pecs re refueling S. 

Incorporating changes to App A Tech Specs to support 
operation in Cycle S ui/reload fuel by Exson Nuclear Co. 
SCHWENCER.A. Operating Reactors Branch 1. 79/04/20. 19pp 


— 7905240329 Safety evaluation supporting Amends 35 St 29 to Licsntei 
DPR -42 St DPR-60, respact ively. 

* Office of Nuclear Reactor Regulation 79/04/20 19pp 


-**7903240333 Notice of issuance St availability of Aaiends 33 St 29 la 
Licenses OFR-42 St DPR-60, raspectively. 

BCHWENCER, A Operating Reactors Branch 1. 79/o4/20. 3pp. 
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7909010474 Foruardfl application for amtncf to Llcen««« DPR-42 DPR-^Oi 
changing T«ch Spec* re preeiurlter Initiating elgnals for 
eafitg injection ilgnale Amend fee & propoeed Tech Spec 
change* end 

HAVERrL 0 Northern State* Pouer Go 79/04/26 lOpp 


7909'0<20462 Forward* ambient eound level survey in reeponee to recent 
J tehr req,ue«t for addl info re ETS 

UARDiC C Northern State* Power Go 79/04/27 2pp 


7905010479 Forward* amend fee of Mf 400 for License* DPR-42 i* DPIl-60 
e Northern State* Power Co 79/05/01 Ip 


7909140214 Submit* Environ Event Rept 79--03 for 790424-0302 diecharge 
canal gate structure under water* render ing control U 
monitoring of blowdown flow inoperable 
WARO.e C Northern State* Power Co 79/09/0B Ip 


Q Inspection report** IE Bulletin* corre*pondence 


7905010262 Forward* IE Info Notice 79-06* ”Stre«« Analyel* of 
Baf ety-Re lated Piping 

KEPPLER.J 0 Region 3* Chicago. Office of the Director 79/03/33 

ip 


7909080509 Forward* IE bulletin 79-09B* “Nuclear Incldant at 
TKl-8uppl " 

KEPPLER*J 0 Region 3* Chlcagoi Office of the Director 79/04/21 
Ip. 


7905140100 Act receipt of 790410 Itr Informing NRC of etep* taken to 
correct violation* noted in JE In*p Rept* S0'-282/7'9-O3 
30-306/79-03 

DAVIBrA B Region 3* Chicago# Fuel Facility HateriaU Safety 

Branch 79/04/29 Ip 


— 7909140104 R**pon.d* to NRC 790323 Itr re violation* noted In IE ln*p 
Rept* 30-282/79-03 & 90-306/79-03 Corrective action* torque 
value* were reduced & new bolt* were retorqued to specified 
va 1 ue 

WACHTER. L J Northern State* Power Co 79/04/10 2pp 


DOCKET SO-306 PRAIRIE ISLAND Ni/CLEAR STATION. UNIT 2 


Q. Inipection report*. IE Bulletins b correspondence 


7909290290 Respond* to IE Bulletin 79-09 OE Type AK~2 breaker* not in 
use at unit 

UACHTER.L J Northern State* Power Co 79/09/04 Ip 


7905040046 Forward* IE Info Notice 79-07. “Rupture of Radwaste Tank* “ 
KEPPLER.J 0 Region 3* Chicago. Office of the Director 79/03/26 
IP 


7905090126 Forward* IE In»p Rept* 90-202/79-06 b 50-306/79-06 on 
790227-20 i. 0301-02 

OAVlSiA B Region 3. Chicago. Fuel Facility & Material* Safety 

Branch 79/03/26 2pp 


R Periodic operating report* tc related correspondence 


7909010309 Forward* monthly operating rapt for Feb 1979 
MAYER. L 0 Northern State* Power Co 79/04/25 Ip 

— 7909010311 Monthly operating rept for Feb 1979 

HUN8TAD, AA Northern State* Power Co 79/03/01 2p p 


— 7903090131 IE In*p Rept* 50-282/79-06 V 90-306/79-06 on 790227-28 
0301-02 No noncompl lance noted Major areae Inspected 
emergency p Ian. emergency fee 1 1 1 1 it*, equipment b tuppllet. 
radioactive effluent lyt ^ emergency training 
OESTMANN* H, J, . ESSIO. T H Region 3. Chicago* Office of the 
Director 79/03/20 6pp 


7909010174 Forward* IE Info Notice 79-00. “Interconnection of 
Contaminated 8y« w/8vc Air 8y* U«td a* Source of Breathing 
Ai t* 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/28 
IP 


7905010410 Foruarde IE Info Notice 79-09. “Spill of RadioactWely 
Contimlneted Resin “ 

KEPPLER.J 0 Region 3* Chicago. Office of the Director 79/03/30 


7905070344 Respond* to IE Bulletin 79-03 All longitudinal tueldt of 
A8TH-A31 stalniesf tteel piping lOOlK radiographed b free of 
defects Addl testing unnecessary. 

WACHTER. L J Northern State* Power Co 79/04/10. tp 


7905030040 Forward* IE Bulletin 79-06. “Review of Operational Error* & 
By* Mltal Ignment* Identified During THX Incident “ Licensee 
action required 

KEPPLER.J 0 Region 3* Chlcego. Office of the Director 79/04/11 
Ip. 


7905010600 Forwardf IE Bulletin 79-06Ar “Review of Operational Error* St 
By* Misalignment* Identified during TMl Incident.'* Licensee 
action required 

KePPLER.J 0 Region 3* Chicago* Office of the Director 79/04/14. 


7909040405 Forwardi IE Bulletin 79-06B, “Review of Operational Error* V 
By* Mltallgnmenti Identified During TMI Incident,*' 

KEPPLERiJ, O Region 3. Chicago. Office of the Director 79/04/14 
IP 


7905040491 Forward* IE Bulletin 79-07. “Seismic Stress Analytl* of 
Safety-Related Piping.*' Licensee action required. 

KEPPLER.J. O. Region 3. Chicago* Office of the Director 79/04/14 

Ip. 


7909040576 Forward* IE Bulletin 79-00. “Event* Relevant to Bolling 
Water Power Rcactore Identified During TMI Incident ” 

KEPPLER.J O Region 3# Chicago. Office of the Director. 79/04/14 

Ip. 


7905030237 Forwerd* IE Bulletin 79-09. “Fa 1 lure* of OE Type AK-2 
Circuit Breaker in Safety-Related By* *' Licensee action 
required, 

KEPPLER.J 0 Region 3. Chicago* Office of the Director 79/04/17 


7905190496 Forward* monthly operating rept for Apr 1979 
MAYER. LO Northern States Power Co 79/09/10 Ip 


— 7909130499 Month I y operating rept for Apr 1979 

HUN8TAD.AA Northern States Power Co 79/09/01 6pp 


8 Reportable occurrence*! LERs tt related correspondence 


7905030364 Forward* LER 79-009 /OlT-0 

MAYER, L a Northern Btate* Power Co 79/04/26 Ip 


—7905030367 LER 79-009/0 lT-0 on 790412 notified by vendor that small 
break in pressuriter indicator Lp may hang up while Pp 
decrease*. dele y Ing safety injection Weitinghouie recommend* 
manually Initiating safety injection implement* 

KUNSTAD.A A Northern State* Power Co 79/04/26 lp 


7905110127 Forward* LER 79-O0B/O3L-O 

MAYER. LO Northern State* Power Co 79/05/00 1pp. 


—7905110131 LER 79-OOB/03L-0 on 790408 safety injection pump 11 failed 
to start automatically! started In manual. Caus e unknown Event 
could not be repeated Feasibility of monitor light to detect 
failures being studied 

HifNSTADiA A Northern State* Power Co 79/05/08 lp 


7905210279 Forward* LER 79-01 1 /03L-0. 

MAYERtL O. Northern State* Power Co 79/03/16 lp 


— 79052102B3 LER 79-Oil/03L-0 on 7904 16r tranif ormer fat led. leaving pUr 
w/one source of offsite power Caused by switching error 
Transformer replaced prior to restart. Inveiti gat i on 
c ontinu tng 

RdETHER# J.G. Northern State* Power Go. 79/05/16 lp 


7905220114 Forward* LER 79-01 3/03L-0. 

HAVER. L a. Northern State* Power Co 79/03/17, lp 


— 7903220U8 LER 79-0t3/O3L-0 on 790417, during Inveet tgat ion of 
discrepant status light tnd icat ion. dl esel cooling 
water pump 22 engine was Inadvertantly tripped Caused by 
personnel error. Personnel to review event. 

HUNBTAD.A A Northern Btate* Power Co 79/03/17. lp 


DOCKET SO-309 MAINE YANKEE ATOMIC POWER PLANT 


r Becurity* medical* emergency h fire protection plan* 


7905300019 Detail* expanelon of fire brigade site. 

MOODY* D.E, Maine Yankee Atomic Power Co 79/05/24. lp. 
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O Adjudicatory d orr e 5 pond< fit » 


7905230044 Forwards L b si i s la t i ve Util Consufner*'' Council's petition to 
Intervene 

JUDD, H T Neu Hampshire, State o# 79/04/02 2pp 

— 7705230046 Petition to- Intervene re 790313 order to show cause 
JUDDfH t K-ew Hampshire, State of 79/04/02 3pp 


7903230792 Ack receipt of 790314 telegram ctuestlonlng shutdoun of 
■facllltij Otrackor o# Muclear Reactor Rajulatian will shortltj 
be in position to reconsider whether continued suspension of 
Operations remains necessary 
MEK0R£E,J M Contmission 79/04/12 Ip 


— 7905230603 Protests show cause order mandating shutdown of facility lx 
reiiuests recons 1 derat ion of order 

THURUOWrE M Maine Yankee Atomic Power Co 79/03/14 Ip 


H General c a r respo n dene e 


7905070011 Responds to 790312 re<iuest Forwards 79-0302 submittal re 
transformer failure statistical rept for Sept 197S 
W/o end 

REIDi R 11 Operating Reactors Branch 4 79/03/16 Ip 


7903010549 Ur^es NRC to put facility bad on line 

REKYjR H Maine Merchants Association, Inc 79/03/24 Ip 


790924061? In response to 79-0329 litf farwards addl info re control rod 
tube wear Onsoing reviews of guide tube wear & asymetrlc 
.LQCA loads do not re4.uire plant shutdown at this time 
'REID«R U Operating Reactors Branch 4 79/04/19 3pp 


709300661 Reviews NRC actions taken to expedite returning plant to 
operation 

HEflDRlEiJM Commission 79/03/02 2pp, 


■7909300666 Reviews untimely energy impact of NRC decision to close 
plant Urges e rped it 1 aus review 
COHEN, U 8 Senate. 79/03/S6 2pp 


Financial informetlon 


709230-326 Forwards statement of capital reciulrcments t< sources for 
CV79itn response to 700203 request 

CRABTREE. R A Maine Yenkee Atomic Power Co 79/09/16 2pp 


Insurance ^ indemnity Information. 


703070497 Confirms Increased liabilitg limit to 4124.000,000 for 
policies NF~li 29i 43. 76. 83. 100/ Hi, 140. 146. 191. 161. 164. 170. 

173, 174. 176. 179. t80. 162. 109. 186. 187. 180. 109. 192. 193. 194» 193. 

197. 198.200.201.204.206. 207. 200.210. 212.214. aiS.e. others, 
QUATTROCHHl, J American Nuclear 1 nearer s 79/03/01 )p 


709070S82 Confirms increase in liablJltg limit to f36. OOO.OOO far 
policies MF-22. 26. 29.30. 39.44. 46.47. 49. 90. 91 . 32. S3, 34. 99. 36. 

37, 50.60, 61.64. 66. 67,68. 69,70. 71. 72.74. 76.77. 78. 79,00, 66,87, 
09.90,91,92.93.94.93 « 96 

■ tual Atomic Energy |.iabilitv Underwriters. 79/03/01 


7905030135 Ack receipt of 790402-03 submittals in response bo 790353 
order to show cause Forwards request for addl Infr 
REID, R W Operating Reactors Branch 4 79/04/10 4pp, 


79050'70373 Notification af 790420 meeting w/utll in Bethesda.HD 
discuss studies d6ne in support of SHOCK 1 computer code t 
app I icat 1 an 

NELSON. C C Operating Reactors Branch 4 79/04/1? Ip 


7905270036 Hasponds to 790413 requost're QA program Suggests rtviiion 
number of YOQAP-l— A not be designated 
HEIDCR, L H Yankee Atomic Electric Co 79/04/24 Ip 


7903240367 Nummary of 79042D meeting w/util 6 86(4 in Bethesda. KD ra 
use of PBTRE6&/8H0CK 1 con^puter code 

NELSON. C C Operating Reactors Branch 4, 79/04/26 3pp 


7903040613 Forwards status rept on 790427 '‘Plan for Verification of 
Dynamic Analysis Codes " 

JACOBS, 8 B Stone & Uebster Engineering Corp 79/04/27 Spp, 


7903090330 Forwards addl Info in response to NRC 790402 Itr rs 
Independent review of SHOCK 16 2 computer runs 1. C-E^s 
dynamic seismic analysts of reactor coolant sys 
ORQCEtR H Maine Yankee Atomic Power Co 79/04/27 llpp 


7905070348 Forwards Revision 6 t. Amend I to Revision 6 of operetfiomi 
OA program. as requested in 790410 Itr 

OROCE.R H Yankee Atomic Electric Co 79/04/30 4pp, 


‘—7905070333 Informs that ravliiens to QA program are acceptable 
0AA93, W P auallty Assurance Branch 79/04/10 17pp, 


7903040314 Submits info requested at 790420 meeting on piping tyi 
seiimlc ralvleu spectrum curves, p ip ing designs it other 
points Demanstrates satisfactory requirements of 790313 
order to show cause aupportlng documentation end 
JOHNSON, M P Heine Yahkae Atomic Power Co, 79/03/02. 31 pp 


7903000433 [nformt that program will be initiated to update anilyili 
for all safety-related piping sys, consisting of field 
verification of piping 6 reanalysis following method 
detailed in 790601 Itr 

GrtOCe, R H Maine Yankee Atomic Power Co 79/03/02 tp 


7903090061 Forwards comparison of pipe stress results from 
SHOCK O/SHOCK 1 tt SHOCK O/NUPIPB-SW for identical piping 
geomatr les 

OROCE.fi.H Maine Yankee Atomic Power Co 79/03/04. aSpp. 


7903090372 Forwards "aummary of Design Margins & Criteria fPr ME Vsrlil 
Atomic Power Station'^ for piping sys seismic review 
CROCE. R.H Maine Yankee Atomic Powsr Co 79/03/05 Ip 


— 7903090373 ''0ommary of Design Margins it Criteria for ME Yfniii Ataalc 
Power Station*^’ for piping sys seismic review 
* Maine Yankee Atomic Power Co. 79/03/03 37pp. 


7903090382 Forwards responses to NRG 790304 questionnaire re totel I4M 
of offsite power. reactor coolant sys leak, major loss of 
reactor coolant, steam line rupture it engineered safeguard* 

WOOD, E C Maine Yankee Atomic Power Co 79/03/07 69pp 


7903140239 Forwards proprietary documents requested during 790301-04 
special Insp 

ERLEUCNE, J. A Stone ^ liebster Engineering Corp 79/03/00 Ip 


— 7903140243 Request* withholding Technical Ouidellne EMTO-22-0 k 
Technical Rapt EMTR-612 (ref 10CFR2 7901, Affidavit end 
KENNEDY, 14, J Stone & Webster Engineering Cforp 79/05/04 lOpp 


7903I403S2 Canfirms 790304 teicon w/HT Russell re computer deck 
associated w/SHOCK 0 program, 

KENNEDY. W J Stone in Webster Engineering Corp. 79/05/09 Ip. 


7903130434 Details status of piping seismic review of SHOCK □ preprea 
Program to calculate natural frequencies will be evaluated 
to determine effects on original stress analysis result* 

OROCEfR. H Meins Yankee Atomic Power Co 79/03/10 lp> 


7903230467 Forwards response to NRC 790300 request for Info re anilytil 
of main feedwater it pressure relief sys 
WOOD, E, C Heine Yankee Atomic Power Co. 79/03/10 3pp 


7703i6033S Notifies that review of computer deck is comf 1 e ted. SHOCK 0 
program still unrec overed. Piping sys conservatively de'signad 
it wilt perform intended function. 

KENNEDY# W. J. Stone Webster Engineering Corp 79/05/l£. Ip 
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79O5190191 Forwardi re*ponio to 790314 raquest for info re thermocouple 
ieadt mfg by Reuter-Sto Ic os Canede Ltd 
yaOD. E C Maine Yankee Atomic Pouer Co 7«?/0S/l4 2pp 


7909210111 Forwards SHOCK I computer program listing Supersedes 
submittal o# 790406 Program listing uithheld (re# 
lOCFfia 790) 

HEMNEDY.W J Stone Mobster Engineering Corp 79/05/14 Ip 


7903220243 Submits info re containment ieolatlon sgsi purging sgs ^ 
S-CC8» In response to 790909 request 

UDODi C C Maine Yankee Atomic Power Co 79/09/14 4pp 


7903220231 Submits Info re pressurlter beatersr feedwater steam 
generators r in response to 790310 request 
WOOD*E C Maine Yankee Atomic Power Co 79/05/14 9pp 


7903210130 Feru/ards Shock 0/8hock I piping comparisons 

OROCEiR H Maine Yankee Atomic Power Co 79/05/15 S3pp 


7903210161 Requests 790313 order to show cause bo lifted 

VAMDENBUROHf D Maine Yankee Atomic Power Co 79/03/13 4pp 


7903250139 Submits info restating position re adequacy of good title 
seismic design U piping Piping stresses within FSAR criteria 
fti in mang cases lower than previously calculated 
JOHNBOM. M P. Maine Yankee Atomic Power Co 79/09/lB 2pp 


790329i)339 Bummarlies procedures It calculatlonal techniques used in 
rednJilgsls of piping sgs designed w/BHQCK II computer 
program neanalgsis will satisfy 790313 order to show cause 
KCMNCDY, W J Stone f* Webster Engineering Corp 79/05/lB 6pp 


7903240636 rofuards Offsite Dose Calculation Manual 

OROCEiP H Maine Yankee Atomic Power Co 79/05/21 Ip 


— 7905240699' Offsite Dose Calculation Manual 

# Milne Yankee Atomic Power Co 79/03/14 43pp 


7903040311 Forwards IE Bulletin 79-00, "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident " 

ORlEfl,0 H Region 1, Philadelphia, Office of the Director 

79/04/14 Ip 


7909030073 Forwards IE Bulletin 79-<)9i "Failures of GE Type AK-2 
Circuit Breaker in Saf oty-Related Sys " Licensee action 
required 

ORIER, B H Region 1, Philadelphia. Office of the Director 
79/04/17 Ip 


7903020270 Forwards IE Bulletin 79-064, Rovls ion 1, "Review of 
Operational Errors Sys Misalignments Identified During TMI 
Incident " 

CRiEfti B H Region 1, Philadelphia, Office of the Director 
79/04/ IB ip 


7903330436 Responds to IE Bulletin 79-07 re seismic analysis of safety- 
related piping Currently addressing bulletin under NRC order 
to show cause, dtd 790313 

GROCE, R H Maine Yankee Atomic Power Co 79/04/34 Ip 


7905230333 Responds to IE Bulletin 79-06B re TMI errors Forwards Info 
re review of operational errors sys misalignments 
identified during TMI 

VAWDENBUROM, D E Maine Yankee Atomic Power Co 79/04/26 Spp 


7903S10157 Submits addl Info to IE Bulletin 79-06Q re TMI errors Will 
evaluate design change to isolate component cooling to 
reactor coolant pumps on spray signal 

GROCE, R H Maine Yankee Atomic Power Co 79/05/14 Ip 
R Periodic operating reports 6 related correspondence 


7903130316 Forwards monthly operating rept for Apr 1979 
MOODY, D E Maine Yankee Atomic Power Co 79/03/12 Ip 


—7903130520 Monthly operating rept for Apr 1979 

SJOGREN, R M Maine Yankee Atomic Power Co 79/05/12 5pp 


Q IrtspecHon report»i IE Bulletins correspondence 


7905010119 Forwards IE Info Notice 79-06, "Stress Analysis of 

B-af « ty-Relat«d Piping 

ORlERrU M Region I, Philadelphia, Office of the Director 
79/03/23 Ip 


T Nearing transcripts on non-anti trust matters 


7903290031 Transcript of 790303 briefing in Washington, DC Pp 1-55 
HENDRIE. J M , GILINSKY,V , KENNEDY, R T Commission 79/03/03 
3SPP 


79O30I0O5O Forwards IE Info Notice 79-OBr "Interconnection of 
Contaminated Sys w/fivc Air Sys Used as Bource of Breathing 

A 1 r 

CRIERrB M Region I, Phi ladelph la, Office of the Director 
79/03/28 Ip 


7903030105 ftaspondf to IE Bulletin 79-03 re design S» fabrication of 
piping sys No action necessary by util. 

Ma3DY,0 E Maine Yankee Atomic Power Co, 79/03/28 tp 


DOCKET 50-3 tl SALEM NUCLEAR GENERATING STATION. UNIT 2 
A Application/construction stage documents 9 correspondence 


7905300594 Notifies that demonstration of integrity of channelheads 
must be undertaken through direct monitoring 
To maintain review schedule, monl toring plan should be 
forwarded promptly 

PARR,0 D Light Water Reactors Branch 3 79/04/23 2pp 


7903010301 Forwards IE Info Notice 79-09r "Spill of Redtoac tlvely 
Contaminated Resin “ ^ 

OfllERiD H Region 1, Ph 1 ladei ph la. Office of the Director 
79/03/30. Ip 


7903040519 Forwards response to request for addl Ini^o re rept on 
structural integrity containment test I* valve data for 
36-inch It 10-tnch valves associated w/containment purge 4, 
pressure vacuum relief sys 

MITTL, R L Public Service Electric tt Gas Co of New Jersey 
79/04/24 4pp 


7903020033 Forwards IE Bulletin 79-06, "Review of 
Sys Mlf al ignments Identified During TMI Incident 
action required 

0I11ER,B.H Region 1, Ph 1 ladelph ia. Office of 

79/04/11. Ip 


Operational 
'* Licensee 

the Director 


Errors 6 


7905150482 Notifies that 790330 application for extension of facility 
completion date was not accompanied fay amend fee Requested 
action falls into fee Class II Requests prompt submittal of 
fee 

MILLER, W, 0 License Fee Management Branch 79/04/26 Ip 


7903290134 Forwards IE Insp Rept 50-309/79-03 on 790404-06 No 
none ompi lance noted. i 

CARLGONiR. T. Region I, Phlladelph ia, Reactor Construction 4< 

EnBiniering Support Branch 79/04/13 2pp 


7903240226 Requests addl info to continue evaluating request for 
extension of const completion date 

PARRfO D Light Water Reactor* Branch 3 79/03/01 2pp 


—7903290137 IE Insp Rept 5O-309/79"O3 on 790404-06 No noncampl lance 
noted Major areas Inspected seldmlc design concerns, review 
of ae-built drawings for affected sys V walking of affected 

FABANa!*A!'N"?*TRllpPrL Region 1, Ph i ladelphla. Office of the 

Director 79/04/12 3pp 


7903020342 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 

Safety-Related Piping." Licensee f . . . ni„«rfc«n 

QFI1ER,B H Region 1, Phi ladelph la. Office of the Director 

79/04/14. tp. 


7W304004* IE Bull., In 7<,-0A8, “R.vl.J. Pf J,"**'""*' E""” *• 

Sys rtisallgnmentd Identified During TMI Incident. Ltcenseo 

SRI«SI'B!'H!'“‘''“RPSlPn 1. PhllpJ.lPhlP- Office of the Director 
79/04/14. Ip. 


7903080481 Forwards supplemental test data re seismic quallf icatlon of 
3kV switchgear relays, to satisfy request for addl info 
established by review team during 790226-29 site audit 
MITTL, R L Public Service Electric 6 Gas Co of New Jersey 
79/03/02 2pp 


>3000483 "Protective Relay Seismic Data,HFAcIAC 4- lAV, Ref 
. MD/' Q/IDT D au I 0lil . « D B n S fl Item 2 " 


400pp 


7905090308 Forwards updated listings of 
tests which may not be completed until 
loading Requests deferral of incomplete test 
MITTL, R L Public Service Electric 4< Gas Co 
79/05/04 6pp 


Including prooperat ional 
Initial fuel 
1 terns 

of New Jersey 
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7^053203^9 R*spoin}» to M« 1 1 1 a u«e 790328 notification of potential 

lingle droppeci rod events uhich could laad to DKB ratio* 
iouer than reported Units an four loop plant* &. do not 
have potential protlani 

MITTL, ft L Public Service Electric *« Oat Co of New Jerie*# 

79/05/ 15 2pp 


790S2S01QO Submits add! info r« UPSMr available ^or RHR pujnp during 
accident recoverv rad rc ulatl on mode 

MlTTLiR U Public Service Electric Oa* Co of Waw Jer*eg 
77/05/17 4pp 


7905250413 Forward* excerpts fr'offl Myle tabs seismic qualification te*t 
repts 

HtTTLiR t Public Service Electric h Oas Co of New Uerst\f 
79/03/33 30pp 


M General correspondence 


7903070430 Ac k receipt of 79021* resolution opposing storage of high 
level radioactive wastes in touniMp Objections should be 
made at ABLD hearing EKpanslon of storage pools Is unllkelv 
No independent facilities are planned 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/29 5pp 


7905140391 Raspondi to 790312 Itr re resolution adopted on 7903U bij 
Township of Lower Allowaqs Creek. NJ Resolution opposes 
itorage of high level wastes Forwards NRC response 
OOS31CK. U V Office of the Executive Director for aperatloni 
79/04/11 ip 


I Financial information 


7905070647 Forward* ’"Annual Financial Rept. 1978" for Public 6vc 
Electric 8t Oas Co« Atlantic Citg Electric Co. Delmarva Power* 4« 
Light Co & Philadelphia Electric Co 

FRVLINO. R Public Service Electric h Oas Co of New Jersey 
79/04/30 I62pp 


J Insurance ht indemnity Inf orTrat ion 


7905070497 Confirms Increased UafaiUtv limit to 4124.000.000 for 
policies NF-t. 25. 43. 76.83. 100. 111. 140. 14*. 151. i6tt 1*4. 170. 

173. 174. 1711. 179. 180. 183« 185. 18*. 1B7. IQQ. 189, 192. 193. 194. 195. 

1 97 . 198. 200 , 201 . 20 4 , 20*. 207. 208. 210,212.214.215.1. others 
QUATTfiaCHHI. J American Nuclear Insurers 79/03/01 Ip 


790S070S83 Confirms increase in liability limit to 43*. 000. 000 for 
polictee hF’’22. 26. 29. 30.39. 44. 4*. 47. 49. SO, St. 52, 53.54. 55. S*. 

57. SB. *0. * 1 . *4. *6. *7. 68. *9. 70. 71 > 72, 74, 7b. 77. 78. 79. 80. 86. G7. 
88,90.91.92.93.94,95 V 9* 

ftPDEIlTS, D H Hutual Atomic Energy Liability Underwriters 79/05/01 

Ip 


7905290069 Forwards Endorsemcnti 33,34 6 35 to ANI Policy NF-230 
CORREA, C Karsh & KcLenon, K V K Nuclear Consultants, Inc DLv 
79/05/22 4pp 


Q Inspection reporjts, IE Rulletlni & correspondence 


7905010140 Forwards IE Info Notice 79-0*, "Stress Anelgsli of 
8af ety-Re lated Piping " 

GRIER, B H Region 1. Philadelphia. Office of the Director, 
79/03/23, Ip. 


7905300743 Forwards IE Insp Rept 30-31 1/79-17 on 790306-00 No 
noncompl lance -noted 

DRl/NNEft.E J Region i. Ph I lade Lphla, Reactor Operations Nuclear 

Support Branch 79/03/23 2pp 


■7905300732 IE Insp Rept 30-3U/79-I7 on 790306 -08. No noncompliance 
noted, Major areas Inspected* star tup test program. test 
procedure revliu 4 ver t f I cation, p Ian* for plant operational 
tests 4. plant tour 

BETTENHAUSEN.L , FASANO. A, N Region 1, Philadelphia, Office of 

the OiTfctor. CAPHTON.OL Region 1« Ph 1 ladeipK la, Reactor 

Operations Nuclear Support Branch. 79/03/21 Spp 


7905290065 Responds to IE Bulletin 79-03 No safatu-rela ted pipe 
assemblies from Youngetown Melding Engineering Co art 
used, 

SCHNEIDER. r, U, Public Service Electric h Oes Co pf New Jersey 
79/04/04. 2pp, 


7905020369 Forwards IE Bulletin 79-07, "'Seismic Stress Analysts c# 
8af etq-Rslated Piping " Licenses action required 
ORIER.B H Region t. Philadelphia, Office of the Director 
79/04/14 Ip 


7905040093 Forwards IE Bulletin 79-06B. "Review of Operational Errsrii 
Sys Hi sal ignments Identified During THI Incident 
GRIER, a H Region 1. Philadelphia. Office of the Director 
79/04/14 ip 


7903040282 Forwards IE Bulletin 79-00. '"Events Relevant to BoLIIp] 
Water Power Reactors Identified During THI Incident " 

GRIER. a H Region 1. Philadelphia. Office of the Director 
79/04/14 Ip 


7905030101 Forwards IE Bulletin 79-09, "'Failures of OE Type AK-a 
Circuit Breaker in Saf ety-Related 6ys " Licensee action 
required 

ORIER.B H, Region 1. Ph 1 ladelph ia, Office of the Director 
79/04/17 Ip 


7905020322 Forwards IE Bulletin 79-06A, Revis ion 1, "'Review of 
Operational Errors 4, Sys Hiial ignments Identified During IHl 
Incident 

ORIER.B H Region 1. Phi ladelph ia. Office of the Director 
79/04/18 Ip 


7905250072 Responds to IE Bulletin 79-07. '"Seismic Stress Aralgili tf 
Safety-Related Piping " Provides results of Nestinghouse 
analysis of reactor coolant loop it large bore Class I 
P ipltig 

SCHNEIDER. F N, Public Service Electric 5 Oas Co of New Jirsry 
79/05/03 27pp 


R Periodic operating reports S, related correspondence 


79050804*2 Forwards Mar 1979 operating rept for industrial uaiU 
treatment plant 

HIOURAiK J Public Service Electric & Gas Go of New Jersey 
79/04/03 2pp 


7905000466 Forwards Har 1979 wastewater treatment rept for siuif* 
treatment plant 

HIDURA.H J Public Service Electric it Oas Go Of New Jsrsiu 
79/04/12 2pp 


7905080489 Forwards rapt of subsurface water diversion chlorHt 
analysis of well water for quarter ending 790331 
KIOURA.H J Public Service Electric in Gas Co of New Jerieg 
79/04/1* 3pp 


7903080421 Forwards Watl Pollution Discharge Elimination Sye dii(hs*t, 
monitoring rapt for Her 1979 

MlDURAfH J Public Service Electric ?* Oas Co of New Jersey 
79/04/20. 13pp 


7905300417 Forwards ""Operating Rept for Apr 1979 for Industrial WjHi 
T reatment Plant " 

hIDURA.H J Public Service Electric Oat Co of Nsw Jeritu 
79/05/08 Ip 


—7903300421 '"Operating Rept for Apr 1979 for Industrial Haiti Irnvi 
Plant " 

HIDURAjif J Public Service Electric l< Oas Co of New Jiriry 
79/04/30 Ip. 


7905300431 Forwards Apr 1979 wastewater treatment rapt for s«wi<|i 
treatment plant 

MlDURAfH J, Public Strvlce Electric & Oas Co of New Jertey 
79/05/10. 2pp 


7903300363 Forwards discharge monitoring repts for Apr 1979 
HiDURAiH J Public Service Electric ?< Oas Co of New Jariey 
79/05/22 13pp 


7905290408 RO 79-43/01 P on 790522, procedure to demonstrata opsralllLtH 
o-f steam driven auxiliary fsaduater pump 13 permitted 
cloiure of discharge control valves Procedure changed to 
ensure operability 

lilDURAtH J Public Service Electric it Oas Co of New Jersey 
79/05/22, Ip 


^905020100 Forward! IE Bulletin 79-06. ""Review of Operational Error* it 
ays Hieal ignments Identified During THI Incident," 

79/04/^ Ir Philadelphia, Office of the Director 
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DOCKBr 90-312 RANCHO SECQ NUCLEAR OENERATINO STATION 
H Osnsral corr «ipondence 


7‘?0307014|3 r«eques(:i NRC honor Oovernor Oroun'B request ta shutdoun 
Ranc|>o Sbco 

STEIME^tR Afl illation Unknown 79/04/02 ip 


7905140043 Requests closing of p lanti respondent V husband 
family lU Are cancarned about radiation & cancer risk 
TAVERNlERrS W Affiliation Unknown 79/04/02 Ip 


are starting 


790502030i Responds to lE Bulletin 79-05D Requests ejctenslon to repli# 
date due to sgs mods underway as described in 790427 1 tr 
Answers will be provided prior to startup following 790420 
shutdown 

MATTIMOE.J J Sacramento Municipal Utility District 79/04/27 ip 


7905110307 Forwards procedural change approval forms for turbine trip 
loss of steam generator feedr loss of reactor coolant flow (/ 
auiclllarg feedwater sys 

COLOHBOfR W Sacramento Municipal Utility District 79/05/04 
37pp 


7905020011 Recommends temporary shutdown of Rancho Seco until oresent 
ixncer t-aln t les r» THI-2 incident are clarified 
MATSU IfR.T House of Rep 79/04/24 2pp 


79051003.64 Kequesti temporary shutdown of Ranoh Saco in vi 
Incident of TMI-2 

BROWM, e 0 Callfornlar State of 79/04/24 tp 


7905240644 Favors precautionary shutdown of facility! In light of TMl-2 
incident. 

MCCARTHY, L T Callfornlar State of 79/04/24 Ip 


7905150033 Kotifles that if Rancho 8eco is shut down, aval lab 1 1 Ity of 
power from addl sources is subj to transmission limitations 
other f-ifctQrs unique In sys 

SHACKELFORD! D Sacramento Municipal Utility District 79/04/26 

2pp 


7905020206 Expnsses gratitude re concern for safety problems of 
• nuclear power plants 

KNOTT. M Affiliation Unknown 79/04/27 Ip 


7905190156 Forwards procedural changes re auxiliary feedwater sys.ioad 
r eject i oni condensate feedwater sys t» main feedwater pump 
sys 

MATTIHOE(J J Sacramento Municipal Utility District 79/05/14 
241pp 


7905240710 Submits current status of 790427 proposed actions re 
feedwater sys 6 toad rejection. In response to 790507 order 
Supporting documentation enc 1 

MATTIMOE.J J Sacramento Municipal Utility District 79/05/14 

20pp 


7905I90I34 Forwards revised radiological effluent Tech Specs which 
* Include requirements of NUREO-0472 
MATTIMOE.J J Sacramento Municipal Utility District 79/05/15 Ip 


Q Inspection reports. lE Bulletins it correspondence 


7905110083 Forwards IE Insp Rept 50-312/70-03 on 700321-22,20-31 
0417 

CREMS. J L Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch 78/04/21 2pp 


J Insurance U indemnity information 


’) 

790507O49-7 Confirms increased liability limit to *124.000.000 for 
pollc 1 «m NF-1. 25. 43. 76. 83. 100. 111. 140. 146. 151. 161i 164. 170. 

173. 174. 178. 179i IQO. lB2i 105, 186, 187. IGB, 1B9. 192. 193. 194. 195. 
197. 1901 200. 201. 204. 206. 207. 200. 210. 212. 214> 215. 6 others 
QUATTROCHHI. J American Nuclear Insurers 79/05/01 Ip 


7905160243 Forwards Amsnd 6 to Indemnity Agredfrient 0-66, per 10CFR140 
changaaire Increase from *140 million to *160 million, 
effective 790501 Supporting documentation end 
flALTZMANr J Antitrust ft Indemnity Group 79/05/0! Spp 


7905290369 Forwards executed Amend 6 to Indemnity Agreement D-66 
MATTIHQErJ J Sacramento Municipal Utility District 79/05/21 
app, 


P. Operating license stags documents ft correspondence 


7905U0114 Forwards safety evaluation re loss of nonsafety'grade 
Instrument power supply causing reactor turbine trips on 
7003SD 

EIBENHUr. 0. Division of Operating Reactors 78/03/30 Ip 


—7905110117 Bafety evaluation re loss of nonsafety-grade Instrument 
supply causing 780320 reactor ft turbine trips BftN ft 
lndtti»*nd»nt staff analyses conductad BftN considarad 
appropriate regions of steam generators Findings acceptable 
» Engineering Branch 70/03/20 4pp 


— 7905110086 IE Insp Rept 50-312/70-03 on 700321-22,20-31 ft 0417 
No noncompliance noted Major areas inspected design change 
control. procurement, procedures, safety limits ft limiting 
conditions for operations 

CANTER. H L . UOESSNER, J D Region S. San Francisco. Office of 

the Director CREUS, J L Region 5. Ban Francisco. Reactor 

Operations Nuclear Support Branch 70/04/21 I2pp 


7905010291 Forwards IE Info Notice 79-06. "Stress Analysis Of 
Safety-Related Piping " 

ENOELKEN, R H Region 4. Dallas. Office of the Director 79/03/23 

ip 


7905150933 Forwards IE Insp Rept 50-312/79-05 on 790226-0302.13 ft 15 
No noncomp 1 lance noted 

CREWS. J L Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch 79/03/23 2pp 


“79051S0539 IE Insp Rept 50-312/79-05 on 790226-0302. 13 ft 15 No 
(loncomp 1 ianco noted Major areas inspected cal ibr. star tup 
testing. ma intr followup on LERs ft [E bulletins 
JOHNSTON. 0 W « JOHNSON. A D . FAULKENBERRY. B Region 5. San 

Francisco. Reactor Operations Nuclear Support Branch 79/03/23 

6pp 


7905010222 Forwards IE Info Notice 79-08. "Interconnection of 
Contaminated Sys w/8vc Air Sys Used as Source of BreatMn 
Air " 

ENOELKEN. R H Region 5. 8an Francisco. Office of the I 


79O5UO03O Comments on 700320 cooldown transient points out significant 
deficiency In present custom ft STB for RGB heatup/cooldown 
rates ftt pressure-temp limits 

&TELLO^V Division of Operating Reactors 78/04/07. Ip. 


79051 10004 Forwards committee rept on 780320 transient resulting from 
loss of non-nuclear instrumentation V power supply 
DUNNfxl D. Sacramento Municipal Utility District, 78/06/19 llpp 


7905110103 Informs of intention to return to full power operation on 
780701,^ pend ing approval of small break UOGA analysis BftW 
concur* u/contlnued plant operation 

MATTIMOE.J J Sacramento Municipal Utility District 78/06/19 Ip 


790S220<}3:1 Determines 790316 application involves single safety issue ft 
is th«refore categorliod as Class III fee 

MILLER, W.O License Fee Management Branch 79/04/19 Ip 


7905300601 Requests addl info re ground motion input 
DAVIS, J F. Callfornlar State of 79/04/24, 8pp 
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7^05040622 Fonuard-i IF Bulletin 79-00* "e/ents R«levant to OoiUng 
Wat&r Reactors Identified During TMI Incident " 

Er^GELK£N*R K Region 5. San Francisco. Office of the Director 

79/04/14 Ip 

7903070103 Foruardi IE Bulletin 79-07. -'Seismic Stress Analysis of 
Saf etg-Re lated Piping " Licensee action rei^uiTed 
CNGELKER.R H Region 5. San Francisco. Office of the Director 

79/04/14 ip 


7903D30300 Forwards [E Bulletin 79-09* "Failures of GE Type AK-3 
Circuit Breaker in Safety-Related Sgs " Licensee action 
required 

EKGELKEN.R H Region 5. San Francisco. Office of the Director 
79/04/17 Ip 


7905000374 Forwards IE Bulletin 79~05B. “Nuclear Incident at 
TNI-Suppl ” Licensee action required 

ENGELKEN.R H Region 3, San Francisco* Office of the Director 
79/04/21 Ip 


7905220465 Responds to IE Bulletin 79-07 ra seismic analysis computer 
codes No analysis methods specified in bulletin were used in 
computer codes Lists computer codes uhich have been used in 
seismic stress analysis 

ifALBRlDOE*U C Sacramento Municipal Ubilitv District 79/04/24 

2pp 


7905100293 Believes proposed Amend 63*dtd 790316. re inservlce Insp 
requirements is ecempt from license fees* per 10CFR170 22 
MATTIMORE.J J Sacramento Municipal Utility District 79/04/30 
Ip 


R Periodic operating reports t*. related correspondence 


79D5t002Bl Forwards monthly operating rept for Apr 1979 

RODRIGUEZ. R J Sacramento Municipal Utility District 79/05/03 

Ip 


— 7905100232 Monthly operating rept for Apr 1979 

COLOMBO* R W Sacramento Municipal Utility District 79/04/30 

6pp 


8 Reportable occurrences. LERs tc related correspondence 


7905110006 r NO- 78- 96 lots of instrument power supply* resulting In 
reactor & turbine trips on 700320 Excessive cooldown caused 
reactor coolant pressure to decrease 

WHITT* K U i NQLAtLF J . SNlEZEit* J H Office of Inspection -(i 
Enforcement 78/03/21 Ip 


7909110023 Discusses lead transfer on DStU instrumentation, in response 
to 780517 request Tasli definitions end 

REID. R W Operating Reactors Branch 3 78/06/06 3pp 


—7909110028 Transfer of lead responsibility re 760320 non-nuc I ear 
Instrumentation power loss U overcooling of primary caoUng 
sys Discusses recommendations for generic aspects 
VIOODRUFF.B W Office of Inspection 6 Enforcement 78/04/29 3pp 


—7909110032 Forwards LER 7Q-001/01T“0 

MATTIMOe, U J Sacramento Municipal Utility District 70/03/31 


7909030028 Forwards PN0-79-67U 

ENCELKENi R H Region 9. Ban Francisco, Offlcs of the Dirsctnr 
79/04/14 IP 


7903020933 Forwards PNG-79-67AA 

EN0ELKEN*« H Region 3. San Francisco. Office of tha DlTecto.T- 
79/04/20 ip ^ 


7909010437 Forwards PN0-79-67AB 

ENOELKEN-R H Region 5, San Francisco.' Office of the Dirsctoi. 
79/04/21 Ip 


7903010490 Forwards PN0-79-67AC 6 AD 
ENGELKEN*R M Region 9, San Francisco. Office of the Olrectop 
79/04/23 Ip 


7903110009 PK0-79-B9 an 790422, coolant sys pressure on 790422 reivlttl 
in automatic reactor shutdown Caused by failure of A 
inverter power supply Unit returned to operation on 790423 
BRVAN. S E * KUINGLER. 0 R Office af Inspection 6 Enforcement 
79/04/23 3pp 


7903010460 Forwards PN0-79-67AE 

EMCELKEN, R H Region 5. San Francisco. Office of the Director 
79/04/24 Ip 


7909090049 Forwards PN0-79-67AF 

ENOELKENfR H Region 9. Ban Francisco* Office of the Director 
79/04/23 ip 


7909090 098 Forwards PND-79-67A0 

ENOELKENfR M Region 9* San Francisco. Office of the Dlrecior 
79/04/26 1 p 


7903090120 Forwards PN0-79~67AH 

ENOLEKENiR H Region 5. San Francisco* Office of the DirecloT 
79/04/27 Ip 


7909070033 Forwards PN0-79-67AI* AJ 6 AK per NRG 790401 Itr trantaUtlr 
IE Bulletin 79-09 

ENOEUKEN. R H Region 5, Ban Francisco. Office of the Directar 
79/04/30 Ip 


79090700 1 9 Forwards PNQ-79-67AL per NRC 790401 Itr tranimitting 1C 
BullotlH 79-05 

EN(?ELKEN*R H Region 3* San Francisco, Office of the Director 
79/05/01 Ip 


79033100 3 0 Forwards PN0-79-67AM 

ENGELKEN. R H Region 3, San Francisco. Office of the Dirtcter 
79/09/07 Ip 


790523043 4 Forwards LER' 79-003/03L-0 
MATTIhOE* J J Sacramento Municipal Utility District 79/05/21 

2pp 


■7905230437 LER 79-003/03L-0 on 790422 reactor trip occurred whin Sit 
inverter fai led, Caused by 150 amp* 125 volts DC invsrter 
input breaker tripping when breaker undervoltage trip coll 
failed 

CaLOMBQrR H Sacramento Municipal Utility District 79/05/21 
tP 


7903290004 LER 79-003/03L-0 on 790422 81 A vital power inverter feilrf 
twice vithln four months Caused by under des igned UV trip 
coil Resistor added to circuit 

COLOMBO* R 1/ Bacramentp Municipal Utility District 79/05/21 If 


790530040 5 Forwards LER 79-004/03L-0. 

MATTIMOE, J, U Sacramento Municipal Utility District 79/05/23 

2pp 


—■7905300409 LER 79-004/03L-0 on 790425 test revealed thet bypesi ''el*’! 
did not fully close. Caused by maladjustment of mechanical 
inter lock/l InKage Linkage adjusted ii tested satisfactorily 
COLOMBOiR W Bacramento Municipal Utility District 79/05/J3 
Ip. 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 
F Security, medical, emergency U fire protection plans 


7905100318 Requests change in implementation date for complete 
Instellatlon of 3-h rated fire dampers In ventilation ducts 
Proposes to Install dampers by end of fourth refuellnji 
outaye, 

RUETER*D. A Arkansas Power U Light Co 79/03/13. 2pp 
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7?090?03D0 Refipohdv to 790309 p ldn« for tsiting cable penetration fire 
stops Inst-alled in metal Lath it plaster ualls Proposed test 
ac c ep ta b L e 

rEIOpR W Qperatlng Reattors Branch 4 79/04/05 2pp 


7905020231 Informs that fire protection mods required ta be implemented 
during this refueling outage lulll be completed as schadulod 
TRIMBLE, D C Arkansas Potuer «, Light Co 79/04/24 Ip 


7905040009 Foruards second revision to fire protection plan 
TRIMDLEiD C Arkansas Pouer & Light Co 79/04/30 Ip 


— 7903040019 Revision 2 to fire protection plan 

s Arkansas Pouer ik Light Co 78/11/14 23pp 


H General correspondence 


7905230049 Forwards Amends 42 8* 11 to Licenses DPR-51 U NPF“6' 
respactivelg, safetg evaluation it notice of Issuance $< 
aval lab 1 1 Itg 

STOLZj J F Light Mater Reactors Branch 1 REID, R W 

Operating Reactors Branch 4 79/05/03 2pp 


— 79092S0055 Amends 42 & 11 to Licenses 0PR~5l it NPF-6, respectivelg< 
modlfging App A 8i 0 Tech Specs re mg t organisation 
REID, R U Operating Reactors Branch 4 79/05/03 14pp 


'*‘*7905250058 Safety evaluation supporting Amends 42 11 bo Licenses 

DPR-31 it NPF'6, respectively 

a Operating Reackors Branch 4 79/05/03 2pp 


—79052300^5 Notice of issuance it availability of Amends 42 U 11 to 
Licenses DPR-51 li NPF-&, respec t ively 

RE1D«R M Operating Reactors Branch 4 79/03/03 2pp 


7905240933 Responds to 790412 I tr to JK Hendrle re nuclear power plant 
near Ros le 1 1 vi lie, AR Outlines steps for llcahse review 
Forwards ‘'Transportation of Nuclear Fuel 4' Waste” S< 

"Disposal of Radioactive Waste ” W/o end 

DEYOIJNO, R C Division of Site Safety it Environmental Analysis 
79/03/07 2pp 


—7905240965 Expresses concern re nuclear plants at Russel Ivl lie, AR 
Reqtuestt public Investigation re safety of facility Forwards 
policy statement of Arkansans jpor Safe Energy 
BERKY, J A Affiliation Unknown 79/04/12 2pp 


J iniuranco L indemnity information 


7905130309 Requests presence at 790i>06 annual review meeting in Little 
RocktAR re environ monitoring programs 
SWINDLE. D L Arkansas Power it Light Co 79/05/08 Ip 


7905110082 Resubmits 790303 Itr w/minor wording changes re timeliness L 
reliability of emergency feedwater sys it increased margins 
of safety 

CAVANAUGH, W Arkansas Power it Light Co 79/05/09 3pp 


7905140279 Supersedes 790S09 Itr responding to NRC safety concerns 
aepressed In 790423 status rept Proposed corrective actions 
design change for emergency feedwater sys i. implementation 
of hard-wired control-grade reactor trip 
CAVANAUGH, W Arkansas Power b Light Co 79/03/10 5pp 


7903070497 Confirms increased liability limit to 4124,000,000 for 
pol ides NF“l, as, 43, 76, 03, 100, '111, 140, 146, 131, 161, 164, 170, 

173. 174. 17G, 179, 180, 102, 10S, IG6, 187, 180, IB9, 192, 193, 19-4, 193, 
197, 198. 200. aot< 204, 206, 207, 200, 310, 212, 214, 2l5, i others 
aUATTROCMHI, J American Nuclear Insurers 79/03/01 Ip 


79090709G2 Confirms increase in liability limit to 436,000,000 for 
policies MF-22, 26, 29,30,39, 44, 46,47,49,30, 31, 52, 33, 54, 55. 36, 

37f 58, 60. 61, 64, 66, 67, 60, 69, 70. 71, 72, 74, 76. /7. 70. 79, 00, 06. 07, 
00-90,91,92,93*94,93 & 96 _ 

R0BCRT8, D M Mutual Atomic Energy Liability Underwriters 79/05/01 

ip 


7703140409 Forwards Amend 8 to Indemnity Agreement 0-65 per I0CFR140 
chpngai, ra increase in liability insurance from *140 million 
to *160 million, effective 790S01 Supporting documentation 

Salt I MAN, U Antitrust U Indemnity Group 79/05/01 6pp 


7903190167 Forwards executed Amend 8 to indemnity Agreement B-63 
TRIHHLE* 0 C Arkansas Power % Light Co 79/03/10 3pp 


7903190053 Provides addl requested info on safety concerns Supersedes 
790510 Itr 

CAVANAUGH, W Arkansas Power U Light Co 79/03/11 5pp 


7905230020 Provides addl info re mods being used to provide reactor 
trip upon loss of main feedwater ti/or turbine trip, per 
790309 meeting request 

TRIMBLE, D C Arkansas Power 6 Light Co 79/05/11 Spp 


7905220240 Discusses util 790103 Itr re commitment to perform 
of long-term small break mod following design change Design 
mod completed it flow test performed to verify required 


70/30 flow split 

TRIMBLE, D C Arkansas Power & Light Co 79/05/14 


ip 


flow test 


7905210266 Responds to questions from 790515 utll/NRC moating Describes 
measures taken to assure that anticipatory scram on turbine 
trip it loss of main feedwater will be reset during power 
escalation Discusses app 1 icab 1 1 i ty of BfcU repts 
TRIMBLE, D C Arkansas Power I* Light Go 79/05/16 7pp 


p Operatlntf license stage documents it correspondence 


7903250076 Forwards Amend 41 to License DPR-SJ , safety evaluation 

notice of issuance i, avalUbillty 

R£|D,R U Operating Roactors Branch 4 79/04/11. 2pp. 


— 7905250079 Amend 41 to Licensa DPR-Sl, revis ing Tech Bpecs for steam 
generator tube surveillance 

REID, R. M Operating Reactors Branch 4 79/04/11 0PP 


— 7905250085 Oafety evaluation supporting Amend 41 to License DPR-31 
f afflCB of Nuclear Reactor Regulation 79/04/tl 4pp 


7905240365 Provides update on progress made in implementing commitments 
contained In 790311 Itr re emergency feedwater pump 
TRIMBLE, D C Arkansas Power Light Co 79/05/17 3pp 


7903240712 Responds to NRC 790515 questions re actuation of 
anticipatory reactor scram, procedural training ic existing 
emergency feedwater pump capacities. 

TRIMBLE, D C, Arkansas Power f* Light Co 79/05/17. 3pp 


7905290135 Updates 770511 Itr re emergency feedwater sy 
verification of sys 6 progress of post-TMI operator ' 
program 

TRIMBLE, D C Arkansas Power U Light “xo/nq/oi 


— 7905250090 Notice of issuance it availability of Amend 41 to License 
REID^R, W Operating Reactors Branch 4, 79/04/11 2pp 

7903100294 Agrees to take roqueeted action fro resolve prohleme 
aseociatod w/B4(M plants Neceseary adjuftmenti will be made 
r« energaocy feedwater sys equipment, procadures it operator 

PE?Tir?A!p Arkansas Power Light Co 79/04/26. 2pp 


7905150215 Forwards revised response fro Question 1 re proposed Tech 
Bp-ecs for Cycle 4 operation 

TRIMBLE, O.C Arkansas Power «< Light Go 79/04/26 2pp 


7MS0»0«3 R..pon,. to 770429 Ur r. 

•mergencil faedwatsr sys it completing sufficient 

LQCA analyses to develop & implement necessary operator 

instructions in emergency 7 oy 05/03 

CAVANAUGH, W Arkansas Power it Light Co 79/05/03, 


5pp 


7909300200 Forwards summary of EDS Nuclear, Inc resolutton/documentation 
af elbow flexibility error which existed In versions of 
PI80L piping analysis computer program from 
Review it reanalysis Included all work through Dec 1970. 

PORTER, F L EDS Nuclear, Inc 79/03/21 9pp 


-7905300263 Forwards EDS Nuclear, Inc list of BHRs it piping sys which 
could have been impacted by deficient computer program 
GE has no record of reanalysii for Cooper piping sys. 

STEPHENS,? W General Electric Co .Nuclear Energy Products Div. 
79/01/24 1000 


>5300408 Forwards info reqgestsd by NRC at 790227 meeting re results 
if voltage calculations Info is provided to clarify 
inalyiis performed to existing configuration 

TRIMBLE, D C Arkansas Power it Light Co. 79/05/21 Upp 



1Q2 


DOCKETED ITEMS 


7905300001 Updatef 790511 Ur r« i k edcnmtnti on 790517 

oriji-r Tmt an rmctor condoctod w/o unuiual occorrmcB Oth*r 
t4«t« on f«oduat>r candiictid u/only tun rtportabli faflurtf 
T«lMaLE*J> C Arkansas Powtr & Light Co 79/05/32 5pp 


7905310370 PLani to quaUf^j ratalnar dB»er 1ft td In BAW-1496. "BRPA 
Ratalnor Doilgn Repti " for thr®» C9cla» of operation Same 
ratalnart ulll ft® reinoorted at facllttv during neit 
r«f uel Ing 

TAYLOR. J H Babcact l< Wilcox Co 79/05/23 Ip 


Q loipoction report*. IE Bulletin* U correip ondenct 


79050103BS Fortjartf* IE ln*p Rapt* 30-313/79-02 it 30-360/79-02 on 
790113-0211 «t notice of violation 

HAOSEN. 0 L Rep ion 4. Oalla*. Reactor Operation* Hue liar Support 

Branch 79/03/01 2pp 


—7905010391 Notice of violation #riti(* ln*p on 790113 - 0211 

* Region 4i Dal left Office of the Director 79/03/01 Ip 


—7905010393 IE In«p Rapt* 30-313/79-02 i 30-360/79-02 on 790115-0211 
Ho-ncan^p 1 lance noted failure to prepare ueekty rept of 
overdue malnt 

WeSTBRMANt T F Region 4. Dai let > Reactor Operation* Nuclear 

Support Branch BOTTER.N C Region 4. Dalla*. Office of the 

Director MADSEN. 0 L Region 4i DalUii Reactor Conttruction it 

Engineering Support Branch 79/03/01 I3pp 


7905130079 Forward* IE Circular 79-04i *^Loo*e Locking Nut on ttmi torque 
Valve Operator* " 

SEYFRIT.K V Region 4. Dailatr Office of the Director 79/03/16 

Ip 


7903030120 Forward* re*poii*o* to Item* 4c-d U 6-12 of IE 
Bulletin 79-0 3A« & tuppl info to reiponie to Item 3 in 
790411 itr re reactor bldg It penetration room cooling 
TftlHBLEi 0 C Arkansae Power & Light Co 79/04/16 13pp 


7905090096 Forward* «uppl to IE Bulletin 79-03A* "Nuclear Incldinl el 
THl " 

SEVFRIT*K V. Region 4. Dal la*. Office of the Director 79/0i/J6 

Ip 


7905030265 Forward* IE Bulletin 79-09. "Failure* of 0£ Tgpe AK-S 
Circuit Breaker In 8af e tg-R#lat#d Sgi '• Llceniee action 
required 

BEfFRIT.K V Region 4. Delia*. Office of the Director 79/D4/IT 
Ip 


79030B0346 Forwards IE Bulletin 79-OSB. "Nuclear Incident at 
THI-Suppt 

3EYFRIT. K V Region 4. Dallai. Office of the Director 79/D4/2I 

ip. 


7909290494 Responds to IE Bulletin 79-07 re salsaic stre** analvilt 
Conputer code* specified in Item I not used in anelgtl* of 
safety-related piping 

TRINBLE. D C Arkanea* Rower t< Light Co, 79/04/24 4pp, 


7905210264 Respond* to IE Bulletin 79-03Ai "Nuclear Incident at 
TMI-Buppl ^ Forward* Tech Spec change to provide for rapid 
placement In cold shutdown mode following glo«« of imirgencg 
feedwater equipment, 

CAVANAUOKi W Arkansas Power It Light Co 79/09/16 4pp 


R, Ferlodlc operating report* Ic related correspondence 


7905010448 Forward* IE Bulletin 76-12B. ^'Atypical Weld Natl in Reactor 
Pressure Vessel Welds " 

8EVFRIT.K V Region 4. Dallas, Office of the Director 79/03/19 
IP 


7903070490 Forward* •“Semiannual Environ Monitoring Rent" far Jul-Oec 
1978 

TR IMBUE. D C. Arkaniat Power It Light Co 79/04/30 Ip 


7903020441 Forward* IE Circular 79-08. "Koieture Leakage in Stranded 
Wire Conductare " 

8EYFR1T.K V Region 4. Dallas. Office of the Director. 79/03/20 

Ip 


7903020277 Forward* IE Info Notice 79-06. "Strevs Anali|sl« of 
Safety-Related Piping " 

8EYFRIT, K V Region 4. Dalle*. Office of the Director 79/03/23 

tp 


—7701070494 "Semiannual Environ Monitoring Rept" for Jul-Dec 197B 
♦ Arkanea* Power it Light Co 79/04/30 330pp 


7903110066 Forward* impingement intake monitoring data fo-r Mar 1979 
TRIMBLE. D.C Arkanea* Power It Light Co 79/04/30 20pp 


7905130460 Forward* Natl Pollution Discharge Elimination 8g* rept fpr 
first quarter 1979 

TRIMBLE. D.C, Arkansas Power It Light Co 79/03/04 lOpp 


7903020419 Forward* IE Info Notice 79-07, "Rupture of Radwaste Tank* " 
8EVFRIT. K.V Region 4. Dalla*. Office of the Director 79/03/26 
Ip. 


7903020436 Forward* IE Info Notice 79-OB, "Interconnection of 
Contaminated Sys w/Svc Air Sye ITsed as the Source of 
Breathing Air *' 

SEYFRlT, K V. Region 4, Dalla*. Office of the Director, 79/03/20 

kp 


7905170234 Forward* monthly operating rapt for Apr 1979 
TRIMBLE. O.C Arkanea* Power It Light Co 79/03/10 Ip, 

— 7903170259 Monthly operating rept for Apr 1979 

SlUVELYiC N Arkansai Power It Light Go 79/03/09 3pp 

8 Reportable occurrence*. LER* It related correspondence 


7903140153 Forwards IE Bulletin 79-04i "Incorrect Weights for Suing 
Check Valve* Mfg hg Velan Engineering Corp " Licensee action 
required 

SEYFRlT, K V Region 4. Delia*, Office of the Director 79/03/30 

Ip 


7905090380 Responds to generic aspects of 8ECY-79-90, which asilfnil 
abnormel occurrence status to 780916 event re degraded 
engineered safety eys.AIl licensees have baen notified of 
potential problams. 

DENTON. M R Office of Nuclear Reactor Regulation 79/04/Oi 4fp 


7705130043 Forward* IE Info Notice 79-09. "Spill of Radloac tlve ly 
Contaminated Resin " 

SEYFRlT, K V. Region 4, Dalla*. Office of the Director 79/03/30, 

tp. 


—7903090383 Concur* In staff request of abnormal occurrence 
determination for degraded engineered safety tys incident 
RT Kennedy requested Identification of generic ImplieatlorM 
CHILK.S J Office of the Secretary of the Gommlstion, 79mfi2 
ip 


7903100394 Forwerds respen** to IE Bulletin 79-03A Item* l-4b I, 3 re 
TMI-S error* Remaining retpanies will be forwarded on or 
before 790416 

TRIMBLE, D.C Arkansas Power it Light Co, 79/04/11 I2pp 


— 7903090206 Request* info by 790313 on generic matter* identlflll ■6^ 
780916 abnormal occurrence involving degraded engineered 
safety ty* 

BTELLOrV, Dlvietan of Operating Reacton, 79/02/27 tp. 


7903040488 Forward* IE Bulletin 79-068, "Review of Operational Error* I, 
8y* Misalignments Identified During TMI Incident," 

SEYFRlT, K,V, Region 4. Dallas. Office of the Director, 79/04/14, 

Ip 


7903130117 Forwards PN0-79-67R I, 77-77<NRR) 

MADBEN. O L, Region 4, Dallas, Reactor Operation* Nuclear SufpBr't 

Branch 79/04/11 Ip 


7903040606 Forwards IE BuUttin 79-08. "Event* Relevant to Bolling 
Water Power Reactors Identified During TMI Incident.” 

SEYFRlT, K-V. Region 4, Dallas. Office of the Director 79/04/14 


790S07M43 Forward* lE Bulletin 79-07, “Seiimlc Stres* Analysis of 
Piping,” License* action required 

SEYFRlT. K.V Region 4. Dalle*. Office qf the Director 79/04/14 

Ip- 


7903040106 Forward* PNO-79-678 

MAD8EN.0, L Region 4, Dallat, Reactor Operation* Nuclear Bupfork 

Branch 79/04/13. Ip 


7903130174 Operating Experience Memo 14.unuiual sequence of evintl 
reported 780919 re degraded voltage reeultlng from onsite 
causes, One transformer dlscanncctsd, cau* ing second to 
overload w/voLtage drop on station distribution iy*. 

BTELLO.V, Division of Operating Rsactore 79/04/12 6pp. 
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7905190253 Forwardi PNQ''79-67T correction 

L Region 4^ Delieit Reector Opvretione Nuclear Support 

Branch 79/04/13 Ip 


7903010329 Forward* PN0-79-&7U, V «« W 

PIADSEN.O L Region 4. DalUi. Office of the Director 79/04/t& 
IP 


7903010939 Forward* PNa-79-67X h. Y 

MADSEN^O L Region Datla«> Office of the Director 79/04/18 
IP 


7903010334 Forward* PN0'79“67Z 

HAOSENiO L Region 4/ Oallati Office of the Director 79/04/19 

Ip 


7903010367 Forward* PN0'79~67AA, AB, AC it AD 

HADSEN. 0 U Region 4, Dallai. Office of the Director ' 79/04/24 
Ip 


7903030008 Forward* PN0'79''67Ae 

HADSENrO L Region 4« Dallaci Reactor Operatlone Nuclear Support 

Branch 79/04/23 Ip 


7903140401 Forward* Amend 9 to Indemnltu Agraament B-6J per 10CFR14O 
changeti re Increaee in liablLitg ineurance from 4140 million 
to 4160 mi 1 1 ion • effective 790301 Supporting documentation 
enc 1 

8AtTZMAN/J Antitruft & tndemnitg Group 79/03/01 6pp 


7903290366 Forward* executed Amend 9 to Indemnltg Agreement B-61 
DOLANi O E Indiana b Hlchigart Power Co 79/05/21 4pp 


7903310440 Forward* Indemnltg fee for Unit 1 for 790S26’-a0052S It fee 
for Unit 2 for 770018-790817 

DOLANi J E Indiana It Michigan Power Co 79/03/21 3pp 


P Operating license «tagc document* li correspondtnce 


7905020470 Dl*cu*ia« 790313 telcon w/R Sera of Ueitinghouee re 
incorrect (Heights for Vclan Model C63a 6^inch check valve* 
used in vafetg Injection sg* 

aCHMENCER. A Operating Reactors Branch 1 79/04/02 Ip 


7903040611 Forward* operating historg info re pre*turiier power 
operated relief valve* In rtspo-nie to 790427 request 
BHALLERiD </ Indiana tt Michigan Power Co 79/04/27 2pp 


7903150096 Forward* PN0-79-67AF, AOi AH. AI U AJ, re nuclear Incident at 
TMI 

HADSENiO U Region 4i Delia*. Reactor Operatlone Nuclear Support 

Branch 79/04/30 Ip 


7903240431 Forward* PNO- 79-67 AK Si AL 

MADSEN.O L Region 4. Dallas. Fuel FacllUg 8. Materials Safetg 

Branch 79/05/02 Ip 


7903140290 Forward* LER 79-003/011-0 

TRIMBLE. D C Arfcan*a* Power t< Light Co 79/03/08 Ip 


—7909140263 LER 79-003/01T-0 on 790429 leak discovered In heat affected 
tone of 1 Inch dralnline socket weld In Q dacag heat 
discharge cross connect to a loop Caused bg vibration 
fatigue Outer dralnline isolation valves replaced 
SHIVCLV. C N Arkansas Power Si Light Co 79/03/08 App 


7903290103 Forward* LER 79-004/03L-0 

THIMBLE. D C Arkansas Power Si Light Co 79/05/22 2pp 


--790S290109 LER 79-004/03L-0 on 790424 reactor bldg sprag pomp 
unresponsive to engineered safeguards signal Caused bg 
Incorrect Agastat time relag setting Relay adjusted 
SHIVELYrC N Arkansas Power Sc Light Co 79/05/22 Ip 


DOCKET 30-313 DONALD C COOK NUCLEAR POWER PLANT. UNIT t 


H Oenaral correspondence 


7909240602 Notification of termination of License aoP-3099 due to 
resignation of emplageeiJM Randolph 

NELSON. D D . SMALLER. D V Indiana St Michigan Power Co 79/09/09 

ip. 


I Financial information 


7903240100 Ac k receipt of 790327 application pVopoi Ing App A Si 0 Tech 
Spec changes Application requires two Class III fees &< two 
Class I fees Requests addl fee 

HILLER. W 0 License Fee Management Branch 79/04/27 Ip 

f> 

7903110103 Advise* of removal of Foshoro transmitter* on pressurtier 
pressure h steam generator steam flow app 1 icat ion*. a* 
identified in 780601 1 tr, TranemitteTs will be replaced 
during current refueling outage.no later than Oct-Nov 1979 
MALONEY. 0 P Indiana & Michigan Power Co 79/03/04 3pp 


7903230304 Describes corr espourfenc* u/MRC re application for eipanslon 
of spent fuel storage capacity to 2.090 fual assemblies 
Rtquests addl info re technical review of related public 
health 8< safetg matter* 

REIZEN. MS Michigan. State of 79/09/14 Ip 


7903290149 Forwards 8i4. 400 addl fee for 790327 proposed Tech Spec 
changes 

DOLAN. J E Indiana 8i Michigan Power Co 79/09/21 2pp 


0> Inspection reports. IE Bulletins & correspondence 


7903020202 Forward* IE Insp Rept* 90-319/79-02 4i 30-316/79-02 on 
790102-09.08-11. 19-19.22-26.29-31 Si 0201-02. U notice of 
violation Portion* withheld <r«f 10CFR2 790> 

HEieHMANiR F. Region 3. Chicago. Reactor Operations Nuclear 
Support Branch 79/03/02 3pp. 


—7909020205 Notice of violation fro* Insp on 790102-03.8-11.13-19.22-26 
29-31 it 0201-02 

a Region 3. Chicago. Office of the Director 79/02/21. Ip. 


—7903020208 IE Insp Repts 90-313/79-02 (t 90-316/79-02 on 790102-05, 
08-11.19-19.22-26.29-31 & 0201-02. Noncomp 1 lance noted, 
failure to rept safety Injection event I* failure to sample 
at specified Interval 

BAKER. K.R . UARNICK. R. F. Region 3. Chicago. Office of the 
Director. 79/02/21 ilpp 


7909040036 Forwards Endorsements 2 6 3 to NELIA Olndars EB-49 It 64. 
End oreements 31 6 32 to MAELU policy MF-79 6 Endorsements 38 
& 3? to ANI policy NF-206 

DOLAN. J E Indiana Michigan Power Co 79/04/26. aPP 


7903010233 Forwards IE Infe Notice 79-06. '•Stress Analysis of 
Safety-Related' Pip Ing ” 

KEPPUER.0.0 Region 3. Chicago. Office af the Director 79/03/23 

ip 


J Insurance it indemnltg information 


7905020401 Forwards Endorsements 2 6 3 to NELIA pal Ic let EB-45 4i £8-64. 
Endorsements 31 & 32 to MAELU policy MF-79 U Endarscmenti 
3a t< 39 to AN! policy NF-206 

DOLAN. J E. Indiana ii Michigan Power Co 8pp 


7909070497 Confirm* increased t lability limit to 4124.000.000 for 
policies NF-t. 29. 43. 76. 83. 100. Ill, 140, 146. 191. 161, 164. 170, 

173. 174, 178, 179, 180. 182, 189. 106. 107. 188. 189. 192. 193, 194, 195. 
197, 198.200,201,204.206.207,208,210.212, 214,219.^ others 
Qt/ATTROCHKI . si American Nuclear Insurers 79/09/01 Ip 


7905070582 Confirms increase In liability limit to 436,000,000 for 
policies MF-22, 26, 29.38.39. 44, 46. 47, 49, 30.31.92,93, 34,33.36. 

57. 30, 60. 6 1 , 64. 66, 67. 68. 69, 70. 71, 72, 74, 76. 77. 78. 79. 80, 86. 87, 

60. 90. 91, 92. 93. 94, 93 S. 96 

ROBERTS, D M Mutual Atomic Energy Liability Underwriter*. 79/09/01, 
ip. 


7903040037 Forwards IE Info Notice 79-07. "Rupture of Radwasta Tank* '* 
KEPPLER.J, O, Region 3. Chicago. Office of the Director 79/03/26 
Ip, 


7903010171 Forward* IE Info Notice 79-08, "Interconnection of 
Contaminated 8gs u/Svc Air 6y« Used at Source of Breathing 
Air. " 

KEPPLER.J.O, Regions, Chicago, Office of the Director 79/03/26, 

Ip. 


79031500*7 Forward* IE Insp Rept* 50-315/79-03 U 50-316/79-03 on 
790313-16 8i notice of violation 

DAVIS, A fl. Region 3, Chicago, Fuel Facility U Materials Safety 

Branch 79/03/29. 2pp. 


—7905150819 Notice of violation from Insp on 790313-16 

* Regions, Chicago. Office of the Director 79/03/27. Ip. 
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— 7903130820 IE Imp RB-pt« 50~3l5/79-03 h 50-31A/79-03 or 790313-16 
Ntjticampl l-ance notvdl falluro to condwcfc r«<iulr»d omorg^ncu 
plan drill 

0R^£R,R J MRC Regional Off icti EBSIO.TH Region 3. 
Chicago, Office of the Dlractor 79 / 03/'27 6 pp 


770301O40'l Forsijard* IE Info Notice 79-09* **Splll of Radloactl valy 
Conta^nlnated Realn " 

KEPPLERf J G Region 3, Chicago, Office of the Director 79/03/30 

tp 


79Q3030006 Porcuarda IE Bulletin 79-06, "Revieu of Operational Errors 8, 
ayi Ml lal Igrfflents Identified During THl Incident Licensee 
action reiiulred 

KEPPLER.J 0 Region 3, Chicago, Office af the Director 79/04/11 

Ip 


7903010392 Porwardia IE Bulletin 79-06A< ‘‘Review of Operational Errors L 
8ifs hiaali gnmanta Identified during TMI Incident ''' Licensee 
action required 

kEPPLER.JQ Region 3, Chicago. Office of the Director 77/04/14 
IP 


7903040456 Porwardi IE Bulletin 79-07, ^'Selimlc Stress Analysis of 
Saf a tg-R*lat«id Piping " Licensee action required 

KCPPLER, J O Region 3* Chicago, Office of the Director 79/04/14 

IP 


7903040522 porwards IE Bulletin 79-03, ‘‘Events Relevant to Balling 
Mater Pouip Reactors Identified During TMI Incident " 

KEPPLEfl,J O Region 3, Chicago. Office of? the Director 79/04/14 
tp 


7903170009 Forwards IE Bulietin 79-06Bi “Review of Operational Errors it 
Sys Ml «a 1 ignatentt Identified During TMI Incident 

KEPPLER.J O Region 3r Chicago, Office of the Director 79/04/14 

Ip 


79O903O2D4 Forwards IE Bulletin 79-09, “Fa i lures or GE Tvpe 6K-3 
Circuit Breater in Saf otg-Re lated 8gs “ Licensee action 
required 

KEPPLER,J Q Region 3, Chicago, Office of the Director 79/04/17 

Ip 


7905080499 Forwards IE Bulletin 79-03B, “Nuclear Incident at 
Tfll-Suppl “ 

KEPPLER,^ O Region 3, Chicago, Office of the Director 79/04/21 

tp 


7905300336 ftasponds to IE Dulletln 79-07* "Sei smlc Stress Analysis of 
Safety-Related Piping '* Forwards -description of computer 
program used in design of safetg-r elated piping 
DOLANfJ E AmertcPn Electric Power Co * Inc 79/04/24 6pp 


7905150192 Act receipt «f 790329 itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-318/79-02 tr 
SO-316/79-02 

HEISHHAN, R F Region 3» Chicago, Reactor Operations Nuclear 

support Branch 79/04/2S ip 


“*-7905150186 Responds to NRC 790302 Itr re violations noted in IE Imp 
ftepts 30-313/79-02 t- 30-316/79-02 Corrective actions 
«iithlieU <ref 10CFR2 790> 

DiSBROkf, R E Indiana & Michigan Power Co 79/04/23 Ip 


7905150348 Forwards responses to IE Bullctiit 79'*06Ai Rcvis ion 1. 
Discusses ma^QT differences between Nesting house I, 8i,M 
desl gns 

DOLAN* J E Indiana it Michigan Power Co 79/03/01 25pp 


7905250371 Add I response to IE Bulletin 79-07 Twentg-three piping 
lines analyzed using absolute summation technique proved 
capable of withstanding seismic event, Rema Ining piping sgs 
also proved -capable. 

BlEHfF N Indiana b litchigan Power Co. 79/05/04. 4pp 


7905310466 Responds to 790503 Itr requesting extension of time to 
respond to t£ Bulletins 7a-lSr78-12a b 7B-12B Request 
denied 

KCPPLER,J G. Region 3, Chicago* Office of the Director. 79/05/04 


—7909310469 Requests time extension te respond to IE Bulletins 70-12, 
7B“iaA i< 78-120 

DOLANf J, E Indiana it Michigan Power Co 79/08/03 2pp 


R, Periodic operating reports h related correspondence 


7903070423 Forwardls “Annual Environ Operating Rspt 1978 “ 
DOLAN, J E, Indiana ^ Michigan Power Co 79/04/16 2pp. 


— 7908070437 "Annual Environ Operating Rept 1970 

« Indiana 6 Michigan Power Co 77/04/16 5oop p 


7905230352 Forwards revised page 15 to 1978 Annual Radialogfcel Envirci 
Monitoring Rep t, transmitted 790320 Ltr from contractor end 
SHALLER, D V Indiana 6 Michigan Power Co 79/04/2*6 3pp 


7903170240 Forwards monthly operating rept for Apr 1979 
SHALLER, D V Indiana 6 Michigan Power Co 79/08/ 11 Ip, 


— 7905170232 Monthly operating rept for Apr 1979 

OILLETT.M T Indiana it Michigan Power Co 79/03/03 7pp j 

i 

] 

8 Reportable occurrences, LERs 6 related correspondence I 


7905070390 Forwards LERs 79-026/03L-0 U 79-025 /03L-0 

SHALLER, D V Indians 6 Michigan Power Co 79/05/02 Ip 


—7905070604 LER 79-026/03L-0 on 790406 during normal operation, 69/(1, 
offsite ac electrical supply became Inoperable Caused by 
high winds during severe windstorm Damaged jumper replaced 
6 sys returned to operable status 

CHADWELL, H M Indiana b Michigan Power Co 79/08/02 2pp 


— 7903070613 LER 79-023/03L-0 on 790416 time responae data npi cclli^M 
during Apr 1976 refueling outage for low steam pressure 
engineered safety feature channel Caused by inadvertant 
procedural omission Checklist will ba used in future 
BEILMAN, T P, Indiana i- Michigan Power Co 79/05/02 Lp 


7905110120 Forwards LER 79-0t0/O3}f-l 
SHALLER, D V Indiana U Michigan Power Co 79/05/07 Ip 


— 7905tl0l24 LER 79-010/03X-1 on 790223 diesel essential svc ul«r drr 
valves l-ESW-llt it 1-ESW-U4 not functioning properly Cauiid 
by excessive wear at split disc hinge points Discs repiatsi 
BRONN. M S Indiana 6 Michigan Power Co 79/05/07, Ip 


7908130423 Forwards LERs 79-019/03L-0, 79-027/03L-0 It 79-02B/03L-0 
.SMALLER, D V Indiana 6 Michigan Power Co 79/08/09 Ip 


—7905130430 LER 79-019/03L-0 on 790413 while performing hydriuLIc 
snubber surveillance insp, snubbers 0BD-S573 6 OJID-0S74 found 
w/dralned reserviors Caused by loose pipe unions between 
snubbers 6 remote reservoirs Gnubbers replaced 
BROUN, M e Indiana it Michigan Power Co 79/05/09 Ip 


—7905130438 LER 79-027/03L-0 on 790416 during refueling w/»«lTline|i 
deisel generator AB inoperab le, 600 volt bus 110 made 
Inoperable by removal of normal feed breaker Tills for 
cleaning Caused by personnel error Operators re Instruc ttd 
LEASE, « a Indiana 6 Michigan Power Co 79/03/09 Ip 


—7903150441 LER 79-028/03L-0 on 790410 torque required to opin les<» , 
condenser inlet door 3-R exceeded Tech Specs Caused by 
shest netal screus loose at bottom of door Door frame adgi 

depressed 

BEILMAN, T P Indiana 6 Michigan Power Co 79/05/09 Spp 


7905210133 Forwards LER 79-029 /03L-0 
SHALLER, 0 V Indiana 6 Michigan Power Co, 79/08/14 Ip 


—7905210142 LER 79-029/03L-0 on 790414 cracks discovered in divider 
barrier seal Caused fay excesslVi compression of seal mall by 
steel platss Work In progress to replace cracked lectiont 
UIZNER,DO Indiana 6 Michigan Power Co, 79/05/14 \t 


7905220320 Forwards LERs 79-030/03L-0, 79-031 /03L-0 & 79-032/03t-0 
SHALLER, D V Indiana 6 Michigan Power Co 79/05/16 Ip 


—7905220326 LER 79-030 /03L-0 on 790417' while performing roukir* 
surveillance test on AB diesel generator, load conservation 
circuitry did not fully function as design Cause under 
investigation 

BEILMAN, T P Indiana U Michigan Power Co 79/05/16 Ip 


—7905220333 LER 79-031 /OSL-O on 790419 during routine channil ciltbr, 
blitable trip value discovared nonconservative w/r«specl ts 
Tech Spec limits Caused by excess drift. Bistab Le ulll bs 
repaired 

BEILMAN, T P. tnd lana 6 Mich Igan Power Co 79/05/16. if 


—7903220339 LER 79-032/03L-0 on 790416 during routine channil 
bistable FB-310B trip point wee nonconservative w/respect 
to Tech Spec limit. Caused by excess drift Bistable 
recat Ibr 

BEILMAN, T P Indiana L Michigan Power Go 79/05/16, Ip. 
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DOCKET S(>-3lt) DONALD C CQOK NUCLEAR POWER PLANT, UNIT 2 


H O^r^eral correspondence 


7903240^02 Notification of termination of License 8QP-3097 due to 
resignation of emp U^ee, Jli Randolph 

MELSQNi D D , SMALLER, D V Indiana It Michigan Power Co 79/OS/09 

Ip 

I financial information 


7'905040036 Forwards Endorsements 2 3 to NELIA Binders ER-4S tc &4, 

Endorsements 31 t< 32 to MAELU policy MF-'79 It Endorsements 3B 
39 to AN I policy NF''206 

DOLAN, J E Indiana 4i Michigan Power Co 79/04/26 flPP 
J [nsorance 4> indemnity information 


7903020^01 Forwards Endorsements 2 ti 3 to NELIA policies ED-45 %t ED-A4, 
Endorsements 31 32 to MAELU policy MF~79 U Endorsements 

3a tt 3? to ANI policy NF-206 

DOLAN, J E Indiana t Michigan Power Co 79/04/26 Gpp 


7903070497 Confirms Increased liability limit to $124, 000, 000 for 
policies NF-lr25i 43, 76, 83. 100, ill, 140, 14i. 131, 161, 164, 170, 

173, 174, 17Q, 179, IBO, 182, 183, 106. 187. 180. 189, 192, 193, 194, 195, 
197, 198, 200, 201.204,206,207, 208,210, 212. 214,515, others 
auATTROCHHl.J American Nuclear Insurers 79/05/01 Ip 


7905070582 Confirms increase in liability limit to 436,000.000 for 
policies MF-22,26, 29. 30. 39,44,46,47, 49. 30, 51, 32, 53,54. 55,56, 

57, Sa, 60.61,64,66,67,60,69. 70,71,72. 74, 76, 77,78, 79, 80, 86, B7, 
89.90,91,92,93,94,95 6 96 

ROBERTS, 0 M Mutual Atomic Energy Liability Underwriters 79/05/01 
Ip 


— 79050 2020-9 Notice Of violation from Insp on 790102-05, 8- 11. 13- 19, 22-26, 
29-31 it. 0201-02 

» Region 3t Chicago, Office of the Director 79/02/21 ip 


—7905020208 IE tnsp Repta 30-313/79-02 tt 50-316/79-02 on 790102-03, 
00—11,15-19,22-26,29—31 t* 0201—02 None otnp 1 1 ance noted 
failure- to rept safety injection event failure to sample 
at specified interval 

BAKER, K R , I4ARNICK, R P Re-gion 3, Chicago. Office of the 

Director 79/02/21 llpp 


7905010233 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/23 
ip> 


790S040037 Forwards IE Info Notice 79-07, ‘‘’Rupture af Radwaste Tanks " 
KEPPLER, J 0 Region 3, Chicago. Office of the Direct-or 79/03/26 

IP 


7905010171 Foruiards IE Info Notice 79-00. ‘'Interconnection of 
Contaminated 8y« w/8vc Air 8ys Used as Source of Breathing 
Air “ 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/20 
If 


7905150817 Forwards IC Insp Rtpts 30-315/79-03 h 30-316/79-03 on 
790313-16 h notice of violation 

DAVIB, A B Region 3. Chicago, Fuel Facility it Hater Lais Safety 

Drench 79/03/20 2pp 


—7905150819 Notice of violation from insp on 790313-16 

* Region 3. Chicago, Office of the Director 79/03/27 tp 


7905140481 Forwards Amend 9 to Indemnity Agreement B-6t per 10CFR14D 
changes, re increase In liability insurance from 4140 million 
to H60 mi 1 1 ion, effective 790501 Supporting documentation 
enc I 

8ALTZMAN, J Antitrust Indemnity Group 79/05/01 6pp 


—7905150820 IE Insp Repts 50-315/79-03 U 50-316/79-03 on 790313-16 
None amp 1 lance noted failure to conduct required emergency- 
plan drill 

QREERtR J NRC Regional Offices, E8BI0, T H Regions. 
Chicago, Office of the Director 79/03/27 6pp 


7905290366 Forwards executed Amend 9 to Indemnity Agreement D-6t 
DOLAN, J E Indiana b Michigan Power Co 79/05/21 4pf 


7905310440 Forwards indemnity foe for Unit t for 790S26-B0fl525 & fee 
for Unit 2 for 770818-790017 

DOLAN, J e Indiana V Michigan Power Co 79/05/21 3pp 


P Operating license stage documents h correspondence 


7905020490 Discusses 790315 talcon w/R 8ero of Westinghouse re 
incorroct weights for Uelan Model C658 6-lnch check valves 
used in safety injection sys 

BCHWENCEfi.A Operating Reactors Branch I 79/04/02 Ip 


7905040611 Forwards operating history info re pressuriier power 
operated relief valves in response to 790427 request 
SHALLER.D V Indiana U Michigan Power Co 79/04/27 2pp 


7905240100 Ack receipt of 790327 application proposing App A 1» B Tech 
Spec changes Application requires two Class III fees it two 
Class I fees Requests addl fee 

MILLER, W 0 License Foe Management Branch 79/04/27 Ip 


790Stl01B3 Advises of removal of Foxboro transmitters on pressoriier 
pressure St steam generator steam flour app I lea t ions, as 
identified In 780601 Itr Transmitters will bo replaced 
during current refueling outage, no later than Oc t-Nov 1979 
MALONEY, 0 P Indiana it Michigan Power Co ’ 79/05/04 3pp 


7905230504 Describes correspondence w/NRO re application for espansion 
of spent fuel storage capacity to 2,050 fuel assemblies. 

Roquesti addl info re technical review of related public 
health 8t safety tratters. 

REIZEN.M 0 Michigan, Stats of 79/05/14 Ip. 

790S290149 Forwards M, 400 addl fee for 790327 proposed Tech Spec 
changes 

DOLAN, J E Indiana b Michigan Power Co 79/05/21 2pp 

7905310367 Notifies of leaks discovered 790520 In main feedwater Linos 
to steam generators 1 *i 4. Caused by stress concentration due 
to type of weld It preparation of feedwater lino Will 
completely replace affected pipe section 

SMALLER, D.V Indiana b Michigan Power Co 79/05/26 2pp 
O, Inspection reporter IE Bulletins t correspondence 


7905020208 Forwards IE Insp Repts 50-313/79-02 b 50-316/79-02 on 
790102-03, 08-11, 15-19, 22-26r 29-31 V 0201-08, b notice of 
violation Portions withheld <ref 10CFR2,790K 

HEtSHMAN.R.F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch, 79/03/02, 3pp. 


7903010404 Forwards IE Info Notice 79-09. "Spill of Rad ioattive ly 
Contaminated Resin " 

KEPPLER, JO Region 3, Chicago, Office of the Director 79/03/30 

Ip 


7905030006 Foruiards IE Bulletin 79-06, "Review of Operational Errors b 
Sys Kisa L ignmen k s Identified During TMl Incident Licensee 
action required 

KEPPLER, JO Region 3, Chicago, Office of the Director 79/04/11 

tp 


7905010392 Forwards lE Bulletin 79-06A, "Review of Operational Errors b 
Sys Misalignments Identified during THI Incident '* Licensee 
action required 

KEPPLER, JO Region 3, Chicago, Office of the Director 79/04/14 

tp 


7905040456 Forwards IE Dalietin 79-07, "Sexsmic Btresi Analysis of 
Saf ety-Related Piping " Licensee action required 

KEPPLERtJ 0 Region 3* Chicago, Office of the Director 79/04/14 

Ip. 


7905040522 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Water Power Reactors Identified During THt Incident " 

KEPfLER, JO Region 3, Ghicego, Office of the Director 79/04/14 

tp 


79051700B9 Foruiards IE Bulletin 79-06B, “Review of Operational Errors b 
Sys Misalignments Identified During THI Incident “ 

KEPPLER, JO Region 3» Chicago,* Office of the Director 79/04/14 


7905030204 Forwards IE Bulletin 79-09. '‘Fa i lures of OE Type AK-2 
Circuit Breaker In Safety-Related Bye." Licensee action 
required. 

KEPPLER, JO Region 3» Chicago, Office of the Director. 79/04/17. 

tp 


7905000499 Forwards IE Bulletin 79-05B»- "Nuclear Incident at 
TMl-0uppl « 

KEPPLERrJ, G Region 3, Chicago, Office of the Director. 79/04/21 
If 


7905300386 Responds to IE Bulletin 79-07* “Seism 1 c Stress Analysis of 
Saf ety-Related Piping." Foruiards description of computer 
program used in design of safety-related piping. 

DOLAN, J.E American Electric Power Co , Inc 79/04/84 0pp. 
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7‘?05130l3a Ack receipt of 790329 Itr Informing NRC of atopa tdkan to 
eorro-ct vloldtlona notod in IE Irvip R*pt» 30-313/79-02 & 

SO'-ai 6/79-02 

HElSMMANf* R F Ro-gion 3r Chlc^gor Rt4ctDr OpcrAtlons Nucl«4r 

Ouppopt Braii<h 79/'04/2S tp 


— 79031 S0iS6 Raipondi to NRC 790302 1 tr r* violation* nottd in IE fn*p 
fiepti SQ-315/79-Oa fit 80-316/79-03 Corroctlve action* 
culi<\hfld <Tftf I0CFR2 790) 

DI6BRQIJ*R E Indiana fit Kichlgan Fowar -Co 79/04/23 Lp 


7905130349 FoTWard* raiponao* to IE Bull«tln 79-06A. ttovl* Ion 1 
Oi*cui*a« major dlfforancei batcaavn Wottinghou** it BitU 
design* 

ODLAN, J E Indiana fit Michigan Power Co, 79/05/01 25pp 


7905230371 Addl r»*ponee to IE Bulletin 79-07 Tuienti^-three piping 
line* anal^ivd ufing abioluto aummation technlciue proved 
capable of withstanding aeixrtic event Remaining piping -eg* 
also proved capable 

OlENiF M Indiana fi« Michigan Power Co 79/03/04 4pp 


7903310466 Respond* to 790S08 Itr requevting extension of time to 
respond to IE flullctin* 70-12.78-13* fit 7Q-iaB Request 
denied. 

KEPPLEfitJ 0 Region 3, Chicago. Office of the Director 79/05/04 

app 


--790331046? Request* time extension to respond to IE Dulletina 76"12i 
7a- ISA U 73-128 

DOLAN. J E Indiana & Michigan Power Co 79/05/05 2pg 


R Periodic operating reports U related fcorraspondence 


7905070420 Forwards "Annual Environ Operating Rept 1970 " 
DOLAN.- J E, Indiana «. Michigan Power Co 79/04/16 app 


—7905070437 "Annual Environ Operating Rapt t97fi " 

■* Indiana fit Michigan Power Co 79/04/16 Soopp 


7905250352 Faruards revised page IS to 1970 Annual Radiological Environ 
Monitoring Repti transmi tted 790323 Ltr from contractor end 
SMALLER. D V Indiana fit Michigan Power Co 79/04/36 3pp 


7905170261 Forwards month Ig operating rept for Apr 1979 
SMALLER. 0 V/ Indiana St Michigan Power Co 79/05/11 Ip 


— 7905170268 Monthly operating rept for Apr 1979 

OJLLETT.M T Indiana fit Michigan Power Co 79/09/03 f2pp 


8 Reportable occurr encet. LER* & related co-rrespondenee 


7905040001 Forward* LER 79-012/03L-0 

SMALLER. D V Indiana b Michigan Power Co 79/04/37 lp 


— 7909040002 LER 79-0ia/O3L-0 on 790330 hydraulic control values did not 
return to normal position placing hydraulic lock on operator 
cgllndar Caused ty dirt in hydraulic pilot valve. Hydraul Ic 
fluid rejilaced 

BROWM. M 6 Indiana b Michigan Power Co 79/04/27, lp 


— 79031S0501 LER 79-016/03L-0 on 790412 failure of i nt a r lock, wh Ul 
prevents opening both containment 650 ft level airlock 
doors Caused by slack In actuator cables fit weak spring One 
cable U spring replaced 

MIZNER. D 0 Indiana L Michigan Power Co 79/03/09 lp 


7905230325 Forwards LER 79-017/03L-0 

SMALLER. 0 V Indiana fit Michigan Power Co 79/05/16 lp 


— 7905230330 LER 79-01 7/03L-0 on 790423 while performing 8TP 022, 
efseptlai svc water-142r essential svc valve to 2 CD dleisl 
did not seat properly Caused by excessive wear of split disc 
hinge points Stainless steel discs were substituted 
BROWNjM 8 Indiana b Michigan Power Co 79/05/16 Ip 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT I 


J Insurance 6 Indemnity information 


7905070497 Confirm* increased liability limit to 4124.000.000 for 
policies NF-t. 25.43.76.03, 100. Ill, 140. 146. ISl. 161. 164. 170. 

173, 174. 173, 179. ISO, 102. 185. 136. 107. IBS. 187, 192, 193, 194. 195, 
197. 198.200,201.204. 206. 207. 200.210,212. 214.219.8, others 
QUATTROCMHI, J American Nuclear Insurer* 79/05/01 Ip 


79050705B2 Confirms Increase in liability limit to 436,000,008 for 
policies MF-22, 26, 29. 3B, 39. 44, 46, 47.49. SO. 51, 98.53, 54, 55. 56. 

37, 58. 60, 61 , 64, 66, 67. 68. 69. 70, 71 . 72. 74, 76, 77, 70. 79. 80. 86. 87, 
03,90.91*92,93.94.95 fi. 96 

ROQERTSfD M Mutual Atomic Energy Liability Undar<ur 1 ter* 79/M/ii 

tp 


7909140499 Forward* Amend 0 to Indemnity Agreement 0-70 per iOCFRMJ 
changes. re Increase in liability Insurance from 4140 million 
to 4160 ml 1 lion. effective 790501 Supporting documentat Ion 
cnc 1 

0ALTZMAN. v( Antitrust 8» Indemnity Group 79/05/01 6pp 


7905160325 Submit* executed copy of Indemnity Agreement 8-70, Aainf 0 
response to 790501 request 

SHOEMAKER. C L Daltlmore Gas L Etsctrlc Co 79/09/09 3pf 


F Operating Llcantt stage documents fi, correspondenca 


7903000123 Forwards request for addl Info re Cycle 4 reload, in rsiitiM 
to submittal 

REID.R M O^srating Reactors Branch 4 79/04/13 Spp 


7905250002 Forwards Amends 38 fi< 81 to License* DPR-53 U DrR-69. 
respectively . safety evaluation fit notice of issuance fit 
aval lab 1 1 1 ty 

REIDiR W Operating Reactors Branch 4 79/04/24 4pp 


—7909290003 Amend* 38 fit 21 to Licenses DPR-53 fit DPR-69, reipfctlvsly 
Limiting mes boron concentration in safety injection t< 
rel(ueling water tanks fit allowing reduced shutdown cooling 
flow when coolant sys is partially drained, 

REIP.R. U Operating Reactori Branch 4 79/04/24 64pp 


— 7909250005 Safety evaluation supporting Amends 3Q & 21 to Licentii 
DPR-Sa fit OPR-69. respectively 

e Office of Nuclear Reactor Regulation, 79/04/84 6pp 


7909070503 Forward* L£«s 79-013/03L-0 fit 79-014/03L-0 

SMALLER, D V Indiana 8t Michigan Fewer Co 79/03/02 lp 


— 7909070390 LEfl 79-013/03L-0 on 790407 during rapid shutdown, preisur# 
was elloued to drop to 2.190 lb psig, Caused by spray valve 
which was slaw to respond Spray placed in manual fit throttled 
back 

MLIRFHV. C E Indiana I* Michigan Power Co 79/05/02. 2pp 


— 7909290007 Netlci of issuance fit availability of Amend* 30 6 21 H 
Licences DPR-93 fit DPR-69. respectively 

REIP. R N Operating Reactors Branch 4. 79/04/24 3pp 


7905090049 Forwards preprietary fit nonproprietary versions of ruponis 
to Cycle 4 reload questions Proprietary version available 
In Central File*. 

LUNDUALL, A.C Baltimore Oai fit Electric Co 79/05/07 Spp 


— 7909070996 LER 79-014/03L-0 on 790404' on two eccaslen* red position 
indication sicceeded t8-st*p llmi t, Caused by drifting of 
tlgnil conditioning modules, wh ich Were adjusted for proper 
□ u %v U t 

RieCHLlNO. J L Indiana fit Michlgen Power Co 79/05/27* 2pp 


7905150488 Forwards LER* 79-01 9/03L-0 fit 79-Oi6/03L-0 

SMALLER, D.V. Indiana fit Michigan Fewer Co. 79/03/09. lp 


—7905090059 ^’Rasponse to NRC Questions on Calvert Cliffs Unit I.CfrI* fi 
Raload Submittals App 1-NP, '* 790429, nonpropr letary version 
e Cembostlon Enginserlng, Inc. CEN i07-(B)-NP. 79/04/26 «n 


7905220282 Submlte nonroutine radiological environ operating rept «* 
oyster sample*. per ET6 App B raquirsmente, 

STOUTrU M Baltimore Gas fit Electric Co. 79/09/17 2pp. 


7905150493 LER 79-01 5/03L-O on 790409; dufl tig plant s tartup, *mal I crack 

St plntiale leak found in body of FHa-232fat inlet side «f 
valve adjacent to weld. Cause of crack not detarnlfled. 

Radiographs of area reviewed 

WIZMER. D O. Indiana fit Michigan Power Co. 79/09/09. ip 


790530020a Forwards summary of EDS Nuclear, Inc reselut ion/doduaifi-tillfi-i 
of elbow flexibility error which existed in version* of 
FI8QL piping analysis computer program from Jan-Dct 1969. 

Revleuf fit reanaiysi* Included all work through Dec 1970. 

PORTER. F L, E08 Nuclear, Inc 79/05/21 9pp. 
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-7903300263 ForMJfrfi ED3 Nuelflari Inc ll«t of BiJR* & piping syi which 
cowl^i hav© b»«n itnpacted hg daficiant computer program 
OE hat no record of reanalgeU for Cooper piping ege 
STEPHENS* P W Oeneral Electric Co * Nuclear Energy Products Div 
79/01/24. lapp 


R Periodic operating report* & related corrtipondence 


7903230396 Foruerd* monthly operating rapt for Apr 1979 
HERSONi 8 D Baltimore Oat & Electric Co 79/03/19 Ip 


Q Inepection reportti IE Bulletin* It correepondence 


7905140200 Forward* IE Imp Ropt 30-317/76-03 on 760313-19 
No none omp 1 lance noted 

8RUNNER.E J Region 1* Philadelphia. Office of the Director 
76/04/07 Spp 


— 7903140210 IE Imp Rept 90-317/76-03 on 790313-19 No noncompliance 
noted Major area* inepecied minuteir f ac 1 1 t ty change requeet 
Id operating event log* 

KELLa0O*P J « DAVia.A B Region 1* Philadelphia* Office of the 
Director, 76/04/07 2pp. 


7903010101 Forward* IE Info Notice 79-061 "Stre** Analyei* of 
Safety-Related Piping “ 

ORIER* n H Region 1* Philadelphia* Office of the Director 

79/03/23 Ip 


7905030270 Forward* IE Info Notice 79-07* “Rupture of Radwa*ta Tank* *' 
CRIER* R.H Region 1* Ph lladelph la. Office of the Director 

79/03/26 Ip 


— 7903230338 Monthly operating rept for Apr 1979 

KERSONrS 0 Baltimore Oa* & Electric Co 79/03/19 16pp 


8 Reportable occurrence** |_ER« 6 related corrttpondanci 


7909100348 RQ-90-317/79/9B on 791203 condeneata ttorage tank lupply 
valve to auilllary feedwater pump* found ihut* cutting off 
water «upply Caused fay valve ml* po* 1 tionlng Valve opened 
RUSSELL* L B Baltimore Oai 6 Electric Co 73/12/03 2pp 


7903110118 Forward* Abnormal Occurrence 90-317/73/98 on 791203 
LUNDVALL*A E Baltimore Oa* 6 Electric Co 79/12/16 Ip 


—7909110122 A0-90-317/79/9B on 791203 dltcovered condensate itorage tank 
«upply valve to auxiliary feedwater pump* ihut* leaving pump* 
u/o water euppty Caused by administrative error Valve 
opened Licked valve deviation form will be used 
RUSSELL* L B Baltimore Oa* & Electric Co 73/12/16 3pp 


7905010924 Forward* LER 79-0tl/03L-0 

RUSSELL* L B Baltimore Oa* t< Electric Co 79/04/26 Ip 


7903010036 Forward* IE Info Notice 79-08* “Interconnection of 
Contaminated Sy* u/Bvc Air By* Uted as Source of Breathing 
Air •' 

DRIER* B M Region 1* Ph llarfelph la* Office of the Director 
79/03/28 Ip 


7909010296 Forward* IE Info Notice 79-09* “Spill of Rad loactivety 
Don taminated Resin “ 

DRIER* B M Region 1* Philadelphia* Office of the Director 
79/03/30 Ip 


—7909010928 LER 79-011/03L-0 on 790411 during iurveillance testing* 
auxiliary high pressure safety injection header Isolation 
valve <81-6961 required 29-s to open Operating instructions 
revised to maintain 81-696 in open mode* 1*2 6 3 
CARROLL. J T Baltimore Oas & Electric Co 79/04/26 2pp 


7909080399 Forward* LER 79-013/03L-0 

RUSSELL* L B Baltimore Oa* it Electric Co 79/09/02 Ip 


7903020030 Forward* IE Bulletin 79-06* “Review of Operational Error* 4< 
By* Mlea I Ignments Identified During TMI Incident,” Licensee 
action required 

0RIE{1*B H Region 1* Ph 1 ladelph ia* Office of the Director 
79/04/11 Ip 


—7909080361 LER 79-013/03L-0 on 790417 while performing routine 
surveillance test* discovered hydrogen analyier was 
inoperable Caused by failure of internal power eupply 
transformer Traneformer 4t two associated capacitor* replaced 
CANOVA.M A * 0AVI8. B M Baltimore Oa* U Electric Co 79/05/02 
tp 


7903190372 Notiflei that In-pool fuel ln*p will be performed between 
790430-0502 Bite visit can be handled under “Escorted Access 
bo Conlralled Araa“ requirements 

flClD*R. W Operating Reactor* Branch 4 79/04/13 2pp 

7905020389 Forward* IE Bulletin 79-07* “Seismic Stress Analysis of 
Safety-Related Piping “ Licensee action required 
CRIER* n H. Region li PhlTade Iph ta* Office of the Director 
79/04/14. Ip. 


7909190000 Forwards LER 79-014/01T-0 

RUSSELL* L.B Baltimore Oas U Electric Co 79/05/14 Ip 


—7909190083 LER 79-01 4/OlT-O on 790503 only 09 epray nozzles are 
installed on containment spray header 12 j FBAR mandates 90 
nozzles Engineering evaluation of effect indicates as-built 
spray header exceeds design tgi flow rate - . 

HIERN!CKl*M J. < CARROLL* J T Baltimore Oas L Electric Co' 
79/09/14 tp 


7905030320 Forward* IE BulUtln 79-06B* ‘’Review of Operational Errors 
ays MlsaUgnmant* Identified During TMI Incident “ Licensee 
aclion required 

ORIERiB.H Region 1* Phi leda Iph ia* Office of the Director 
79/04/14. Ip 


7903040174 Forward* IE BulUtln 79-00* “Events Relevant to Bolling 
Mater Power Reactors Identified During TMI Incident " 

ORreft*B.H. Region I* Philadelphia* Office of the Director, 
79/04/14 ip 


7909290426 Forwards LER 79-016/03L-0 

RUSSELL* L.B eeltimor# Oas 6 Electric Co 79/09/19 Ip 


—7909290430 LER 79-016/03L-0 on 790421' one of eight main Steam safety 
veivei tested found out of tolerence in conservative 
direction Caused by difference in ambient condition* 
between time when valve last reset fc time of test 
CARROLL.J T,* MlERNICKIiJ Baltimore Oas Electric C 

2pp. 


7905030096 Forward* IE BulUtln 79-09* “Failure* of OE Type AK-2 
Circuit Breaker In Safety-Related Sy*. “ Licensee action 
r e qu 1 r e d 

DRIER* D.H Region 1* Philadelphia* Office of the Director 

79/04/17 tp 


7909010633 Forward* IE 
Operational Error* fc 
Incident '* 

DRIER* 8 H. Region 
79/04/10. Ip. 


Bulletin 79-06A*Rovl*ion t, ''Review of 
8ys Misalignment* Identified During TMI 

I, Philadelphia* Office of the Director 


7905290712 Reeponde to IE Bulletin 79-06B re change* in operating 
proceduree * preventative measures 8t briefing of 
• Inc. TKl. Addl ll,*o r. RGB ufill COBpl.Ud »» 

LUNOVALL*A E. Baltimore Oa* U Electric Co. 79/04/26. l»PP* 


7TOSaao7da R..|>«na. to IE Boll.tin ”- 04 ."Iocorr|.ct Wolght. for ftoini 
Check Valves fifg by Velan Engineering Corp, Should analysis 
Indicate piping or support overstr ess* supports will be 
•edified to aceomodete ^creased valve weights. 

LUNDVALLiA. E. Baltimore Oas It EUctrU Co. 79/04/30 9pp. 
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7905160333 Submi 1 1 copu lof tndemnitg Agreement B-70« Amend 9 in 

r8«(ion«B to 79030t T«q.ueft 

SHOEMAKER. C L Reltimore 0a« it Electric Co 79/03709 3pp 


P OpCTAting liccneo «taga daciiinents corTespondence 


7905080123 Forward? reiq.tie»t for add 1 Info tb Cycle 4 relaad« lti reeponie 
to submittal 

REID< R M Oparatlng Reactors Branch 4 79/04/13 Spp 


7903350002 Forwards Amends 30 h. 21 to Licenses DPR-53 *« DPR''69. 
retpec t ive sad e ty evaluation & notice of Istuance U 
availability 

REIDiR U Operating Reactors Branch 4 79/04/34 4pp 


— 79033500Q3 Amends 33 & 21 to Licenses DPR^S3 t* DPR-69« respec 1 1 valg« 
limiting mar boron concentration In laPaty Injection it 
refueling water tanks U allowing reduced shutdown cooling 
flow when coolant sys is partially drained 

REID«ft Operating Reactors Branch 4 79/04/24 64pp 


-"7909290003 Safety evaluation supporting Amends 38 it 21 to Licenses 
DPR-93 U DPR-69. respectively 

♦ Office of Nuclear Reactor Rspulatlon 79/04/34 6pp 


-“79032500-07 Notice of issuance !* availability of Amends 30 U 21 to 
Licenses DPR-3a (< DpR-69. raspec tl voly 

REID. R N Operating Reactors Branch 4 79/04/34 3pp 


7905230263 Submits nonroiitlne radiological environ operating rept on 
oyster samples^ per ETS App B requirements 
^TOUT. J W Baltimore Oas «, Electric Cb 79/05/17 3pp 


790530030D Forwards summary of EDS Nuclear. Inc reso luti on/docirmentatl on 
of elbow flaxibility arror which existed in versions of 
PISOL piping analysis computer program from Jan-Dct 1969 
Review ^ reanalysis Included all uorir through Dec 1970 
PDRTER.F L ED8 Nuclear. Inc 79/05/31 9pp 


"79033DD263 Forwards EDS Nuclear. Inc list of BURs ti piping sys which 
could have been impacted by deficient computer program 
OE has no record of reanalysis for Cooper piping sgi 
STEPHENSiP M Oeneral Electric Co .Nuclear Energy Products Dlv 
79/01/24 18pp 


fl Inspection reports. IE Bulletins & correspondence 


7905010101 Forwards IE Info Notice 79-06. “Stress Analysis of 
Baf ety-Rola ted Piping *' 

OfttERiB H Region 1. Philadelphia. Office of the Director 
79/03/23 Ip 


7903Q30270 Forwards IE Info Notice 79-07# "Rupture of Radwasto Tanks ’■ 
O-RIERrB H Region 1* Philadelphia. Office of the Director 
79/03/26 ip 


790S010036 Forwards IE Info Notice 79-00. Interconnect ion of 
Contaminated 6yi w/Svc Air fiys Used as Bource of Breathing 
Air " 

DRIER, B H Region 1. Phi Udelphia. Office of the Director 
79/03/20 ip 


7903030056 Forwards IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Breaker in 8af e ty-Retated 8yt " Licensee action 
required 

GRIERtB H Region 1# Ph 1 lade Iph ia. Office of the Director 
79/04/17 Ip 

7903010633 Forwards lE Bulletin 79-06Ar Revis Ion 1. "Review cf 
Operational Errors & Sys Misalignments Identified During TMI 
Incident *' 

ORIER. B M Region 1. Philadelphia. Office of the Director 
79/04/10 Ip 


7905290712 Responds to IE Bulletin 79-068 re changes in operatirg 
procedures, preventat i va measures & briefing of personnel 
since TMI Addi info re RC6 will be completed by 790430 
LilNDVALL.A E Baltimore Oas h Electric Co, 79/04/26 llp^> 


7905300742 Responds to IE Bulletin 79-04. " Incorrsc t Weights for Suit*] 
Check Valves Hfg by Velan Engineering Corp " Should analysis 
indicate piping or support overstress. supports will he 
raodified to accomodate icreased valve weights 
LVNDVALL.A E Baltimore Oas & Electric Co 79/04/30 Spp 


R Periodic operating reports 6 related correspondence 


7905230356 Forwards monthly operating rept for Apr 1979 
MER80N.8 D Baltimore Oas it Electric Co 79/05/13 Ip 


— 7905230330 Monthly operating rept for Apr 1979 

MER8DN. 8 0 Baltimore Oat & Electric Co 79/03/13 16pp 


8 Reportable occurrences. LERs & related correspondence 


7903080494 Forwards LER 79-O02/0aL-0 

RUSSELL. L D Baltimore Das Ic Electric Co 79/08/02 Ip 


7905090342 UER 79-002/03L-0 on 790400 fused circuit within power ivppli 
(If PHODAC 230.FT16) for plant process computor fa i 1 ed, Gaut ed 
by Internal high current drain Function was restored using 
lab power supply units 

DAVIS. 8 M Baltimore Oas & Electric Co 79/05/02 ip 


DOCKET 30-320 THREE MILE laLANO NUCLEAR STATION. UNIT 2 


A App Heat ion/construction stage documents it correspondence 


7905300325 Forwards preliminary review of Bection 6 2 of F8AR 
Section net adequatoky complete to allow initiation of 
detailed technical review 

HENDRlEfJ M Atomic Energy Commission <Pre 1973). 74/02/23, iff 


7905110374 Forwards milesione 6 activity list for TMI# status dtd 
740814. for period ending 740907 Explains extension of fuel 
load date U. const schedule 

OUNN.M, T OPU Service Corp 74/09/06 4pp 


790SH0337 Forwards list of differences identified from review o-i Idfl' 
^ activity descriptions between Feb it Mar 1975 Issues of 
“Yellow Bo-ok “ 

OUNN.W T DPU aervice Corp, 75/04/07 4pp 


7903010266 Forwards IE Info Notice 79-09. "SplU of Rad ioactlve Ly 
Contaminated Resin “ 

DRIER. B H Region 1» Philade Iph ia# Office of the Director 
79/03/30 Ip 


7905020030 Forwards IE Bulletin 79-06# ^Review of Operational Errors 
Sys Hisakignments Identified During TMI Incident " Licensee 
action required 

0RIER#8.H Region i« Rh 1 ladelph ia# Office of the Director 
79/04/11 Ip 


7903020389 Forwards IE Bulletin 79-07, “Seismic Stress Analysis of 
Safety-Related Piping “ Licensee action required 
DRIER. B.H Region 1. Fh 1 ledelph la. Office of the Director 
79/04/14 Ip 


7905110370 Foruardi milestone activity list for TMI# status dtd 
750430. for period ending 750507 
OUNN.H T DPU Service Corp 75/05/05 4pp 


7905110367 Forwards milestone U activity list for TMI# status dtd 
750930, far period ending 751007 
0UNN#H T CPU Service Corp 75/10/03 3pp 


7905110357 Forwards milestone & activity list for TMlrstatus dtd 
751231. for period ending 760107 
OUNN#M T. CPU Service Corp 76/01/14 3pp 


790'3£t0354 Forwards mliestone Reactivity list for TMI. status dtd 
760229# for period ending 760307 
DUNM#W T OPU Service Corp 76/03/05. 3pp 


790503032B Forwards IE Bulletin 7V-06B. “Review a# Operational Errors & 
Sys Misallgnmenta Identified During TMI Incident," License* 
action required 

79/04/14^ Ip Philadelphia, Office of the Director 


7905040174 Forwards IE Bulletin 79-00, "Events Relevant to Bolling 
Water Power Reactore Identified During TMI Incident. « 

t# Pfiiladelphla# Office of the Director 

79/04/14 tp 


7903110401 Forwards milestone it activity list for TMI. status dtd 
760430# for period ending 760507 
DUNN. W T. OPU Service Corp. 76/03/06. 2pp 


7903110397 Forwards milestone it activity list for TMI, status dtd 
76Q33irfar period ending 760607 
DUNN, H T* GPU Service Corp 76/06/07, 2pp 
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7905110333 Ac k fQcalpt of NRC 760A24 Ifer ro cori«t itatUH ropt "YaIIomi 
i&ok " Forwards lumntarg of NRC "Yollou Book" activit<j datos 
at lubmitted bv Oenoral Public Utllt 
ARNQLDrR C MetropoUban Edison Co 76/06/24 2pp 


790511O39S Forwards mllastone It acttvltg list for Thli status dtd 
760630ifor period ending 760707 

N T GPU Service Corp 76/07/06 2pp 


7905110392 Forwards tnlUstone ?* activity list for TMli status dtd 
760731. for period ending 760807 
OUNNrW T OPU Service Corp 76/08/06 2pp 


7905110163 Forwards application for byproduct matl license 
ARNOLDiR C Ketropolitan Edison Co 76/10/19 tp 


— 7905110170 Application for tnatl/by product license by Metropolitan 
Edison Co for possession of any byproduct matl u/atomlc 
numbers between 1 it 83. Cs-137« Am-De In Pu-139 
ARNOLD) R C Metropolitan Edison Co 76/10/19 12pp 


79D3110393 Forwards milestone V activity list for THI« status dtd 
761031. for period ending 761107 
CUNN.W T OPU Service Corp 76/11/03 2pp 


7905110406 Forwards milestone 6 activity list for TMl. status dtd 
761130. for period ending 761207 Fuel load date extended 
because of budgetary restrictions 
CUNN.U T GPU Service Corp 76/12/03 2pp 


7905110403 Forwards milestone 6 activity list for TMl. status dtd 
761231. for period ending 770107 
OUNM. W T GPU Service Corp 77/01/06 2pp 


7905110405 Forwards milestano 6 activity list for TMl. status dtd 
770131. for period ending 770207 
OUKN. W T OPU Service Corp 77/02/04 2pp 


7905110402 Forwards milestone U activity list for TMl. status dtd 
770228. for period ending 770307 
OUNN. W T OPU Service Corp 77/03/04 2pp 


7903110160 Rec^uests addl info for processing 761019 application for 
byproduct matl license Forwards matl lab use guide 

SELL. J M Radioisotopes Licensing Branch (Pre 790501) 77/03/23 

3pp 


'--7909110162 Draft "Guide for Preparation of Applications for Lab Use of 
Small Quantities of Byproduct Matl " 

» Radioisotopes Licensing Branch (Pre 770901} 79/12/31 

2lpp 


7905110400 Forwards milestone 6 activity list for TMl. status dtd 
770331. for period ending 770407. Host recent fuel load date 
delay rept by util should read Dec 1976 
OWN. W T OPU Service Corp 77/04/04 2pp 


7905110176 Application for mat 1/bypraduct license to authorise 
pasSKSilon of any byproduct matl u/atomic numbers 3 through 
83 Inclusive 

ARNOLD. R C Metropolitan Edison Co 77/04/18 Sipp 


7905110396 Forwards milestone 6 activity list for TMl. status dtd 
770429. for period ending 770507 
OUNM.t( T OPU Service Corp 77/05/06 2pp 


7905110389 Forwards milestone U activity list for TMI.status dtd 
770531. for period ending 770607 
OUNN.M T OPU Service Corp. 77/06/03. 2pp 


7905110156 Addl info req^uested on 770329 by NRC re application for 
netl/byproduct license dtd 76101? has not been received. Info 
nust be received within 30 days, 

BeUL»J, M Radloiiotopei Licensing Branch (Pre 790901) 77/06/16 

1 |^ 


7905110149 Forwards addl info re byproduct matl license requested In 
NRC 770329 U 770610 Itrs 

HeRBEtN. JO. Metropolitan Edison Co. 77/0i»/29. 79pp. 


7905110389 Forwards milestone St activity llet for TMI.status dtd 
770630. for period ending 770707 
OUNN,M T OPU Service Corp 77/07/05 2pp 


7909110384 Forwards mtlestane St activity list for TMI.status dtd 
770031. for period ending 770907 
CWN.N T GPU Service Carp 77/09/02 2pp. 


7905110144 Matl/8ypr oduc t License 37-17237-01 for Metropolitan Edison 
Go. author 1 1 ing possession of any byproduct matt u/atomic 
numhari between 1 St 84. Cf-137. AfS-241 6 Pu-139 
NRIOHT.E O Radioisotopes Licensing Branch <Prs 790S0 1 ) 

77/09/26 3pp 


7905110302 Forwards milestone St activity list for TMl. status dtd 
770930. for period ending 771007 Lists reasons for extension 
of fuel load date 

GUNN.U T GPU Service Corp 77/10/07 2pp 


7905110378 Forwards milestone U activity list for TMI.status dtd 
771031. for period ending 771107 
GUNN. U T GPU aarvice Corp 77/11/02 2pp 


7909110376 Forwards milestone & activity list for TMl. status dtd 
771130. for period ending 771207 
GUNN. N T OPU Service Corp 77/12/09 2pp 


7909110174 Requests addl Info for processing matl/b ypr oduc t license 
application dtd 770418 N/o and 

URICHT.E O nadlolsotopes Licensing Branch (Pre 790501) 

77/12/19 ip 


7909110373 Forwards milestone K. activity list for TMl. status dtd 
77i23i.for period ending 780107 
OUNN.W T OPU Service Corp 78/01/09 2pp 


7909090191 S/arlous update sheets for Blue Book from 720417-790203 
# Commission 78/02/03 279pp 


7909110368 Forwards milestone it. activity list for TMI.status dtd 
700131. for period ending 780207 
GUNN.U T, OPU Service Corp 70/02/0? 2pp 


E NRC Safety Evaluation Report (BER). suppls i* correspondence 


7905220432 Submits draft input to SER section re degradation to core 
meltdown 

CUNNINGHAM.M Office of Nuclear Regulatory Research. 79/04/13 
9pp 


7905160091 Outline for BER 

MATTSON. R J Division of Systems Safety 79/09/14 2pp 


F. Security, medical, emergency it fire protection plans 


7905220423 Notifies of fullflllment of util security packet request 
8NEENY.M Division of Security 76/08/26 ip 


7909160166 Forwards 430 00 security clearance fae from Metropolitan 
Edison representative. LU Lawyer N/o end 
OOPPrR.A Pereonnel Security Branch 76/11/01 Ip 


7909160190 Forwards 430 00 security clearance fee from Metropolitan 
Edison representativa. WM Creiti W/o end 
DQPF.R A Personnel Security Branch 76/11/19 Ip 


7909160174 Forwards requested fingerprint card Provides adH' 
Forok I 

CREITZ.N H Metropolitan Edison Co 76/11/24 Ip 


7909160161 Notification of **L" access author 1 xat ion for f 
Edison representative. CL Lawyer 

BRADY. R J Personnel Security Branch 77/01/18 


7909220419 Requests three personnel security packets be 
Metropolitan Edieon Co 

DOPF.RA Division of Security 77/03/17 Ip 


7909160199 Notification of receipt of request for access 
packet from Metrbpolitan Edison employee. JA Never ling 
KIMMEL8BACH. L Personnel Security Branch. 77^05/1 


7909160173 Forwards 430 OO security clearance fee from M' 
Edison representative. JA He ver 1 ing. W/o encl. 

DOPP.R A Personnel Security Branch 77/03/17, li 


7909160179 Notification of ‘'L'* access author Izatlon for I 
Edison representative. WM Crelti 

BRAOY. R. A- Personnel Security Branch. 77/08/08 


7909140140 ^'Emergency Procedure 2202-2. 1. Station Blackou 
version 

e Metropolitan Edison Go. 77/12/30. 9pp 
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7905160171 Nofrfflcatlan of “L" aqeo*i author! lotion to Mstropolltaft 
£di««n rep rtfontatlvc, JA. Hevarlinn 

BRADY< ft A Pertonnel 8eturit<j Branch 70/00/36 Ip 


79-03160107 Note* ro onorgeniev planning & evacuation 
* Comfntaiion 7^/03/31 9pp 


7905140046 Di<cut««-s emorpency proctdure* for tnajor •a^uenca of iventa 
follaurlng lo-sa of forced circulation of fiC6 
e Office of Muclear Reactor Regulation 74/04/01. 25pp 


7905220416 Forwards review of eellent evecuetlon polnte from F6AR it 
PA Dleeeter Operstions Plan 

ONO.C Office a# Policy Evaluetlone 79/04/01 I9pp 


790S2S0457 Olscuttet Emergency Procedure 5 re loee of letdown 
w/reactor coolant pump running 

TEDEaCOrR, C Ateietant Dtractor for Plent Byiteoi* 79/04/07 
4pp 


790d090>292 Discuiees emergency prapertdnisi needs In light of TMI 
Incident Urgee asilgnment of li ptnons to State Programs 
until end of fiscal year U eight permanent pofitlonf 
ftYAN.ft 0 Office of State Pragratis 79/04/10 lOpp 


7905300076 Notifies State of HA that NRC has not received acceptable 
emergency plan Offers assistance (n resolving problem 
HENDRiEiJ M Commission 79/05/09 2pp 


7905300094 Notifies State of HI that NftC has not received acceptable 
emergency plan Offers assistance In resolving problem 
HENORIE. J M Commit f ion 79/05/09 Spp 

7905300101 Hotlfies State of OA that NRC has not received acceptable 
emergency plan Offers assistance in resolving problem 
HENDftlEiJ M Commission 79/05/09 2pp 


7905300103 Notifies 8tate of IL that NRC has not received acceptable 
emergency plan Offers assistance in risoLvIng problem 
HENORIE. Commission 79/05/09, 2pp 


7905300107 Notifies State of VA that NRC has not riceived acceptable 
emergency plan Offers assistance in resolving problem 
HENDfilE.J M Commission 79/05/09 Spp 


79-05300113 Notifies State of ME that NRC has not received acceptable 
emergency plan Offeri assistance in resolving problem 
HENDRIE.JH Commiselon 79/05/09. Spp 


7905300119 Notifies State of CO that NRG has not rtcelved acceptable 
emergency plan Offers assistance in resolving problem 
HENDRlEcJ M Commisslan 79/05/09 Spp, 


79033001S0 Notifies State of HN that KRC has mot received acceptable 
emergency plen. Offer* aiiistance In resolving problem 
HENDRIEi*; H Commission 79/05/09 Spp 


7905300123 Kotiflsf State of HD that NRG ha« not received acceptable 
emergency plan Offers assittance In resolving problem 
HENDRIEiJH, Commlsflon 79/03/09 Spp 


7903300124 Notifies State of R1 that NRC has not rtcelved acceptable 
emergency plan Offere assistance in resolving problem 
HEHDRIE, vJM Commission 79/05/09 Spp 


7903300126 Notifies State of NC that NRG has not received acceptable 
taargency plan Offer# assistance In resolving pr-oblem 
KENORlEi^. H Gommlffion 79/03/09 Spp 


7903300120 Notifies State of KY that NRC hai not received acceptable 
emergency plan. Offers assietance in revolving problem 
HENDRiEiJ H. Commiisloti. 79/05/09 2pp 


79053DO131 Notifies State of NI that NRC has not received acceptable 
emergency plan.Offers assietance in resolving problem 
HENDRrSrJ.K Comnlsfion, 79/09/09 2pp. 


7903300134 Notifies State of OH that NRC has not received acceplabli 
emergency plan Offers aisistince In resolvlpg pryblem 
HENDRiEi J M Commls«lni» vo 


ceotable 


7903300139 Notifies State of ME that NRC has not received ecctftibis 
emergency plan Offers assistance in resolving problem 
HENDRiEfJN Commisslan 79/03/09 2pp 


7703300144 Notifies State of PA that emergency plan (sust bi upitHi 
Raiiuests cooperation during review 
HENDRIE, JM Commission 79/05/09 2pp 


7905160063^ Comments on security asslstarice at TMI 

ROBERTSON. U Division of Security 79/05/10 2pp. 


7905300420 Comments on fire protection it security deflcienclii it 
NOTLEVrO P Engineering Ketholology Standards Drench 79/09/li 

2pp 


0 Adjudicatory correspondence 


790S090S35 Response to stay motion by Intervenori Draft ordir dirgl’i 
Int ervenoT > *' motion but directing ASLAD to consider Rn~27g 

Issue end 

KELLEY. J L Office of the Osneral Counsel BECY-A- 70-10 

ISPP 


'•-7903090247 Opposition by util to 780209 reguest from jolnl inkiMi* 
Cit liens for Safa Envlroni & York Committee for Safe Envitert 
for stag of Initial decision Affidavit of NO Runta L 
Certificate of 8vc end 

TROWBRIDGE, O F . BLAKE, E L Shaw. Pittman. Potts, i TTOutrliM 
78/02/21 15pp 


7905220426 Forwards reguested documents re Chairman Kendrls’i 
partic Ipation in review of Board decision. 

0LAOO1E.E L Office of the General Couniel. 70/02/24 )p 


7905090246 Reviews ALAB-46S. Issued by A8LAB on 700327 No pitlttf^i rcr 
review have been f i f edr dec Ision does not warrant Camnlsston 
raview. 

KELLEY. J L Office of the General Counsel 8ECY-A- 70-34 

3pp 


— 7905090249 Remands radon issue to A8LD w/dlrectlons to reoM'' Mii'l 
for receipt of neu evidence tc for further hearings Partial 
dissant of WR Johnson encl 

DUFLO. NM E Atomic Dafety and Licensing Appeal Panel TBfi>V27 

Spp 


7903090222 Informi Commission of A6LAB ALAB-474 decision on uMcl 
petitions for review have been filed U does not warrant 
review on its own morltt, 

KELLEY. J.L Office of the General Counsel 8ECY-A-7t)-47 7B/04.;J 

9pp. 


790-5^20434 Forward! 700606 memo re Chairman''! par tic Ipatlon In rivlse 
of ALAB-474 on TMI 

GROPKOtH Office of the General Counsel. 70/06/06. Ip 


— 7905220436 Supplies background info re Chairman's par tlcipall«n In 
AtAB-474 on THT Since Board decision does not deal w/ 
substantiva issues. no conflict of interest is involved 
CKOPKOiM Office of the General Counsel 70/06/06 Ip 


790309G226 Informs Commission of ASUAB decision ALAB-406 for hIHI 
petition for review has been field. Decis ion concerned 
emergincy plans 6 risk of heavy aircraft crashing Into 
plant. 

EILPERTN. 8 F. Office Of the General Counsel. SEC Y-A "70-413 
78/09/06. i3pp Available at NRC. nrc. 


79O309O22i Provides info re Kepford v NRC. DC Circuit Number 
Plaintiff leeki j>udiclai review of ALAB-fSO Insofar ai 
decision affects THI proceeding. Not likely to be substainef 
by courts 

ElLPERlM.a.F. Office of the General Counsel 70/10/24 ?tf 


— 79G5090225 Provides Info re Kepford v NRC. DC Circuit NUmbiP 
Plaintiff seeks judicial review of ALAB-480 only i.nsofar J< 
decision affects TMI procseding Mill keep Informed. 
eiLPERlN.S.P Office of the General Counsel. 70/10/24 Ip 


—7905090200 Providas info re Kepford v NRC. DC Circuit NUmbet 70Mni 
Plaintiff seeks judicial review of ALAB-4S0 only Insofar a 
diCLilon affects TMI proceeding. WIU keep informed. 

EIUPERIN. 8.F Office of the General Counsel. 78/10/24 IP 


— 7905G90232 Provides Info rs Kepford v NRC. DC Circuit Mw«btr 
plaintiff tasks judicial review of ALAfi'-480 only insofar si 
decision affects THI proceeding. Mil I keep informed 
EILPERIN.B F Office of the General Counsel 70/10/24. Ip 


able 
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ifli 


>909100406 Hcilflvt that Dfc of i:**cutlv» I «g«l Olrvctnr will 
In d«VBlQplf^9 r*ipan** to /70^a9 petliloit Invlron 
Coalition on NucUar r>nw«r 

MURRAVi J. P iluUmaklt^g Kriforc»m»nt Divltion 7V/04/04 5pp 


7909160216 Forwaid* final evaluation of itama ditcuiiRad lit ^90220 miMo 
re fltiU'dat ignad nuclear p lant i, Mequee tt addi info ha 
forwarded to licaneing hoarde 

MOQUEYi N C Divieion of iiaactoi Oporatlane Invpectlmie 7V/0J/30 

iOpp 

7709100403 Pei 1 1| on to euepand Ola for all PURt 

LGCHQTCTiW A environmental Coalition on Nucleai Power 79/03/27 
2pp 

7909160163 Porwarde Ihfard Not I f 1 rat I on /9 10 on reactor Inipector 
coiicarn* re nt«W planti Certlflrate of llv< ent I 
SCiNTOiJf Mearlngt Olviilon ;9/03/aV I4pp 


•'-7709160139 Riiard notlflfailon i ear tot Inepeitoi conrerne re DtiU planlt 
VAOSAIJO.O I) Aailetant Director for MtfJit Uat»i Reartort 
77/03/06, 2pp 


—7909160201 forwAiJe two Moeeleg to Thompaon memoe for Hoard 
notification info 

TltOMPnON^O Ilf flee o f I ft* I ixenrtive llffirer for Upetatioite 
nopport /7/0^^/2V Ip 


—7709160209 Infoimi that preliminary evluatlon of Hem J rontalned in 
79032Q memo will he Teviewed In light of THI tianiieni AdJl 
Info may (.ante change Irr prevlnoa aeeeeemenl 
hClDCtYi N r lllvltion of Reactor Dpeiatlone Ineperiiom 
79/03/27 Ip 

7909160090 Comment* on delay in pioieteing /VO 106 iloarii notification 
reiiuei t 

eClNTOiJ llearingt Olvltlon 79/0 1/ 10 2pp 


79090101 19 Pot ward* re^ueat frtr Hoard notification le nuntafely grade 
equipment to mitigate trari*ient« 
acrNTOiJI- Heating* DivHion /V/04/OJ ;ilpp 


—7909010196 Doai'if not i f 1 ( a 1 1 uit etaff a«a«*ament re nuiteafe ty gi ade 
equipment to mitigate irantlanti 

VAGOAl i (h 0 11 A*«l*tant Oirettoi for tight Halet Keactoi * 
/7/0'l/2V 2pp 


—7709010170 IJoard tto 1 1 f 1 1 at I <tn teient itttre on noneafety grade 
equipment to mitigate tranaienti Him e info i* required 
TLIHIlCOiR i A*«ltt 4 ttt hirer lor fot Rear tut Hafeiy /V/0,I/16 

Opp, 


7909300077 I'orward* dtaft nrriei to aietime %> confirm direct NRC 
regulatory authority over emet^gern y tituallnn at INI' 2 
OOQOICKH, 0 (IffUe of the lieiutlve llirertor fur (Iptraiiutti 
79/04/02 vipp 


7909090219 Oraft of urrfei to aeat^me It ronfirm rfirect NRC regulatory 
authority over emergency litualloti at THI 2 

CJillKia J Office of the lleuretary of the Commitiion /V/04/0J 

2pp 


7909140166 Recommend* poitponing determina 1 1 on of e « traurd I nary nuclear 
occurence at THI until end of accident k aeeeiament of 
con*«quence, Pr i c e Andereon qtreition* thgultl he delayed 
BICKWIT(L Office of the General Oovnvel ■;7/04/o;i Ip 


7909160033 Olicoiiai effect* of TMl on pending branch IV hearing* 
OLMaTLADi M. 3 branch 4 77/04/01 2pp 


7709160037 DUcuveei effect* of THI on hearing tchedul ee* 1 1 «t* 
proceeding* tcheduled from Apr through June forward* 
queitlon* to he aniwired at 770404 hearing 
J branch 3 77/04/03 2pp 


*'-7709160049 Ut«ti quaillpn* td be aniwarad at 770404 haaring re liquid 
pathway generic ttudy I. FTU 

WOUPEf 0 Atomic Oafely and I.Uenilng board Panel 77/03/27 2pp 


7909160112 board notification nuclear Incident at THI ftecommtnd* board* 
Involving fltvf reactor* be providfd w/l£ bulletin 
77-09 4. PN0-6y I. 67A, «, Ci Di K- , 0 k H 

VAOOAULOtO U Aeelftant Diractor for l.laht Water tteactor* 

77/04/03 2pp 


7909160227 Review* Impact of THI nn upcomind hear I ng *i 11 tt * hearing* 
icheduled for Apr k Hay 

CVNNINOHAH. 0 H branch 2 79/04/03 2pp 


7903070210 Datall* major teauee & pofelbli approache* re legal aepecc* 
of HRC Inquiry Into THI Incident, 

8TtlinPR»C Office of the General Couniel 79/04/04 4pp 


7903160171 Review* delay in proce«eing requeet* for board 

notification* Provide* general background k outline of fact* 
r# 790306 not Ice 

QCINTOi J F Hearing* I>ivl*ion 79/04/09 6pp 


770916020Q Forward* lateit motion to reopen vafety hearing* by T 
Dattllo on behalf of Save the Valley - Save Marble Mill, 

Forward* revliion* to draft motion* attached to 790403 
memo 

HURRAY* J P Rulemaking k Enforcement Divieion 79/04/03 2pp 


‘7709160312 Motion to euepand k revoke CP for propoted facility becauee 
of TMI incident 

OATTILO, TM Metfoid k Oattllo 79/04/04 3pp 


7903070333 tl(igga*t« appropi late re«pan*« to Hai I teitlmony re cloied 
outlet valve* on auxiliary feedwater pump* 

OTniUlR^C R Office of the General Couneel 79/04/09 Ip 


/903I600R6 l>l«cui*e« legal authority to *hut down Rancho Eleco iletar 
plant* due to THI Incident 

DiXONiP 1) Office of the Oeriaral Counvel 79/04/10 6pp 


7903110410 Hetponee to ALAH-aOV re radon eml*»ion» k de mlnlmu* theory 
from Perkin* record Certificate of Ovc and. 

QCINTCRJ r Hearings DlvUlon bOnOLNlCKH) M branch 4 
HWin. n M Dianch 2 77/04/11. 43pp 


/909140319 Reeponae to /70404 brief of Philadelphia Electric CorPublic 
Ovc Ela(,trlc k Oasik Atlantic City <NJ1 Electric Co ro de 
minimu* theory Coftllicate of Ovr end 

Hi.PFiJRD* C P Ci titan* for Oaf* Environment 79/04/11 Opp 


7709070213 Foiward* 11*1 of action* undsrway re TMI~2 

OMAPAH* M K ilfflce cif ih* Executive legal Dliector 79/04/13 2pp 


/903140,J32 Notifies of coneoUdation of five inlervenar group* re radon 
emlftlon* l««ue Partie* have until 790929 in which to file 
for tummary dltpoaition 

PVf-lO*H I Atomic (tafeiy and Ulcenaing Appeal Panel /9/04/a3 

iripp 


/V090202/4 Litl* 4,omplaintt filed againat aeveial utILa k companie* 
aetoclaied w/ThI, Formal complaint end 
MARnflNP. sf American Nuclear Insurer* 79/04/27 lOpp 


/903130342 Pottpune* /70404 evidentiary hearing re aircraft crash 
probability Issue Aisessment of situation will he mad* by 
/VlOOl 

bVH,0«M F Atomic llafety and licensing Appeal Panel 79/09/02 

2pp 


/7030P0930 Forward* cUt* action complaint CA /9'320» filed in UR 
District CourtrHiddle Dletrlct of PA«broughi against util* 
associated u/THt, 

CARlUERiWC American Nuc lear Insurer* 79/03/04 I4pp 


7703220332 Forward* clatt action complaint Qmlth v« bkWi /9C i v2239i UD 
District Court foi Douthern District of NY 
CAHRiriNW C Arnsrican NucUar Inturtr*. 77/03/13 llpp 


77032902D3 Forward* das* action complaint re THI accident 
filed agatnit util* k vendor* in C Robert l*r«uni«t allr 
VI Hftropolltan Edison Coi et at 

CARR ICR. W C Amtrlcan Nuc liar Insurer* 79/09/22 9pp 


H, 0«n*ral corraspondence 


7703160024 Forward* «*curity package* to be completed by deflgnat«d 
employeat for accesi to ctriain technical repts.W/oend 
OOPP.R A Division Of Decurity. 76/0D/29 ip 


7703160026 Forward* extra sacortty packet* k fingerprint card* W/o 
end 

OQPP.R A Division of Decurlty 76/07/07 ip 


7703070136 Request* Immediate closing of nuclear power plants 
aCliVLERiU Affiliation Unknown 77/03/27 Ip. 
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7'?03t6003B Request* rough estimaU of probablUtg of TMI accidlent 
computed on bail* of matbadologg uced in reactor lafetg 
*tudg 

BnADFGRD, P A Comtnisiion 79/i&3/a*? Ip 


7903040277 Public cainments on Thl Inc I dent. 790330-0409 
» Affiliation Unknown 79/'Q3/30 60pp 


— 790&0402B5 tn-slete util has placed corporate Intereeta far above 
concern for public welfare Util pretence in area 1* no 
longer dealred Suggest* evacuation 

U A Cumberland Countg. PA 79/04703 3pp 


—7903040299 Urge* stationing of permanent omlte federal inepectors at 
nuclear power plants in operation under const in USA 
OLlCKMANiD House of Rep 79/04/04 Ip 


7905110202 Confirms 790329 request for telephone loqi re TMI situation 
KODODONfA Commission 79/03/30 Ip 


7905110235 Confirms tetcon u/E Fag requesting name* of Congressmen who 
were Informed of TMI situation at what time 
HODODQNfA Commission 79/03/30 Ip 


79051^^0097 Suggest* naming outside Intfivldualt It NRC members to 
accident revieu? board 

AHEARNE»J F Commission 79/03/30 Ip 


790530-0301 Request* complete investigation of TMI-a incident Since 
Cicenslng Hoard is to make decision on Diablo CangoTu 
requests comparison of structural it operational designs for 
both plants 

PANETTAi L E Mouse of Rep 79/03/30 Ip 


7903300244 Gupresses co-ncern tb dlecbarge of baiardous matt from TMI-a 
Request* notification of NRC activities 4. offers assistance 
MATHIAS. C H Benato 79/03/31 4pp 


790S1-60-Oa4 Comments on areas which will be covered bg MRC riviius I. 
suggests a blue ribbon panel be established 
AHEAflNE. J F Ca-tnmiss I on 79/04/03 2pp 


7905170Z70 Discusses NRC in-house review plans re TMI Imc idini ^uggiiti 
president establish blue ribbon panel to studg technical 
issues 

HEN5BIG. li M Commission 79/04/03 2pp 


7909lAOlli Forwards Chapter 5. '^Reactor Coolant Sgs” Chaptir 
■'Contingency Safety Features" from FSAR 
WEISSOERO. 3 Office of State Programs 79/04/04 Ip 


79031*0126 Forward* lE Bulletin 79-05 U PNQs on TML through 790104 
U/o end. 

WeieSBEftO, & Office of State Programs 79/04/04 ip 


7905100201 Requests Info re Kr-3Si levels of gemma radiation si nucliir 
facilities tc instrument failures as they relate to TMI 
incident 

BRIMKER. W F Affiliation Unknown 79/04/05 4p p 


7905110291 Erpresse* thanks for assistance re Issue of orygm iQur-c-ii k 
sinks within sys 

BUDNITZ. R J Office o-f Nuclear Regulatory Research 79/04/45 Ip 


7903110293 Expresses thanks for suggestions re hydrogen o-vsrprMiun 
during Incident 

DUDNITZ.R J Office of Nuclear Regulatory Research 79/04/03 Ip 


790S11C299 Expresses thanks for suggestions ro assistance durini TMJ 
Incident 

aUDNlTZ/R J Office of Nuclear Regulatory Research 79/04/03 Ip 


7903110301 Expresses thanks for assistance re hydrogen bubbli prokltJ 
during Incident 

BUONirZiR J Office of Nuclear Regulatory Research 79/04/03 1| 


7704170110 Requests registry of all facility emplayees for health 
monitoring Oosineters or film badges should be Issued lo all 
P ersonnel 

CAUlFANOf J A Healths Education %i Walfaror Dspt of 79/04/01 kp 


7903160113 Notes from Comml sslonere ' 790401 meeting re precautionary 
evacuation 

THOMPBQN H L Commission 79/04/01 2pp 


7703070143 Requests NRC honor Oovernor Brown's request to shutdown 
Rancho Been 

STEINER. R Affiliation Unknown 79/04/02 Ip 


7903110302 Expresses thanks for assistance during TMI incident 

BUONITZ.R U Office of Nuclear Regulatory Research 79/04/43 ip 


7903160073 Racoinmend* formation of accident review commUsion fsqijili 
meet 1 ng 

AHEARNE. J Gomentssion 79/04/09 Ip 


7903160432 Expresses thanks for assistance during TMI Incident 

BUONtrZ.R.J Office of Nuclear Regulatory Research 79/04/03 l| 


7903160006 Forwards FBI communications re TMI Incident W/o tncl 
QRADY.R J Division of Security 79/04/06 tp 


7903160071 Bc-hedule fur 790404 meeting w/ACRS subcommittea. NRC util 
representatives in Nash ing ton* BC to discuss chronoLogg of 
TMI incident) current plant status. geoerl c U health aspects 
MCKINLEy. J C ACR9 - Advisory Committee on Reactor Safeguards 
79/04/02 Ip 


7903160104 Forwards background questions U answers re reader 
decontamination h decommissioning to support meeting b(tue«n 
Mendrie 4i Senator Hart 

BTEYER.K 0. Office of Standards Development 79/04/06 12|p 


7903160072 Suggests no mors CRs or Qts should be issued until TMI 
events have been analyzed 
BItADFORO. P A Commission 79/04/02 Ip 


7903160123 Draft chronology of contacts between Commlss i ensn.RRC i-Uif 
k OovernoT of FA re TMI accident 790330-31. 

OIBBON.TR Commission 79/04/06 2pp 


— -7903I60077 Press concerns from M Denton's 790402 press conference on 
TMI conditions 

CAflPQELLfh Ccmmlstlon 79/04/03 Ip 


7903160134 Tape of H Denton's press conference should arrive 3 PM on 
790403. Expec is PND completion same day 
OIBBQN.r Gommlssion 79/04/02 Ip 


7903140100 Discusses NRC response to Congressman Preyer 790402 Itr.All 
pesiibls meetings will be open to public Transcripts of 
closed meetings will be raleesed w/e proprietary info 
BICKNiT.L Office of the General Counsel 79/04/03 tp 


7903160013 Summary of telcon u/8 Cubie re decommissioning cost* for 
TMI 

CALKINS. 0 D Fuel Process Byittms Btanifards Branch 79/04/03. 

tp. 


7903160031 Describes tiUon between J CaUln of NRC h J Cu6te of 
Kennedy subcomnlttes re cost of decemmlssion Ing TMI 
KENT* 8 Gommlislon. 79/04/03, tp 


790316006-1 Outlines action plan for developing regulatory options on 
lister B&kU opsretlng reactors, 
e Commission, 79/04/03 2pp, 


790330030<2 Forwards draft Utr to Secretary Schlesinger erpriMiri 
appreciation for support provided by DOE re TMI incident V 
requesting continued support 

003BICK.lL V Office of the Executive Director for OperatIfliH 
79/04/00 4pp 


7903100012 Ack receipt of 790402 Ur n TMI incident Comp I ets TiipphHi 
wilt be forwarded a* soon as possible Forwards NRC press 
releases k preliminary notifications re incident 
KAMMERER.C. Office of Gonpreii ignal Affairs, 79/04/G9 Ip 


*“-7905100013 Request* info re hypothetical radiation dispsrilPti. fslliirr 
resulting from possible explosion tt/or meltdown at TMI 
WEISBiT * RANOELrC House of Rep, 79/04/02 3pp 


7903100040 Forwards 790401 Ur from T Franx expressing concern ri 
aircraft flight paths over THl during incident 
METQENBAUMtH M. aenete. 79/04/09. 4pp, 


79031OO212 Ack receipt of 790330 Ur re TMI Inc Ident. Compute rsifoMi 
will te forwarded as soon as pois lb U, Forwards NRC press 
relsases k prellmlnaTy notifications re incident. 

KAMMERER.C Office of Congressional Affairs. 79/04/09 3pp 
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79O31A0Q39 Foru^ards backup q,uestiani 3t ansuars to usa in preparation 
for baarln^ an THt bofara Senate Subcatnml ttee on Nuclear 
Regulation 

KAMHERERi C Off ice of Cangrese ianal Affairs 79/04/09 ip 


7909110249 Describes status of THl transcripts Records of 790330-31 b 
0401''09 are In PDR Transcripts of 790406.09,10 U 13 will be 
available to Cofneiissioners by 790417 
HODODON.A Commission 79/04/16 Ip 


— 7909160027 Backup questions V answers to use in preparation for hearing 
on TMl before Senate Subcommittee pn Nuclear Regulation 
KAtIMERERf C Office of Congressional Affairs 79/04/09 SSpp 


7909160076 Advises that JM Mendrle thinks it unnecessarg to establish 
position an issuing licenses prior to hearing 
GIOBDN.T Commission 79/04/09 Ip 


7903160096 Discusses assossmont of radiological doses from TMI accident 
bg ad hoc group 

PETERSON. H T Office of Standards Development 79/04/09 Bpp 


7903160110 Notification of time change for 790410 hearing HR Denton 
will not attend 

OIHDDNiT Commission 79/04/09 Ip. 


7903160134 Forufards proposed addition to JH Hendrie's TMI testimong 
before Senator Hart re ovacuatlon plans 
eRADFOflDil* A Commission 79/04/09 2pp 


790330030/ Forwards "Pro I Iminarg Description of Events at THl-2 
Facility Accident" 8* "Oonerlc Considerations of TM!-2 
Incident" ae background info for 790410 Senate hearing 
HAMMERERiC Office of Congressional Affairs 79/04/09 15pp 


7903160044 Forwards reconstruction bg E Fag of c ircumstances 
surrounding transmittal of transcripts of closed CotnmlsslDn 
meetings on TMI 

KAMMERER.C Office of Congr osslonal Affairs 79/04/16 Ip 


— 7905160046 Responds to request for chronologg of events re release of 
transcripts of closed meetings of Commission during TMI 
emergencg 

FAYrE S Office of Congressional Affairs 79/04/16 4pp 


7905160101 Submits chronological environmental monitoring info at TMI 
BRADFORD. P A Commission 79/04/16 Spp 


7903300173 Confirms 790405 telcon re willingness to attend ang meeting 
re TMI Includes text of telex sent to General Public Utils 
re famlllarltg w/reverse osmosis 6 ion exchange 
TILBE. H R London Nuclear Decontamination, Ltd 79/04/16 tp 


7903110190 Expresses appreciation for contribution to NRC efforts at 
TMI 

HENDRIE. d M Commission 79/04/17 Ip 


— 7903110194 Expresses appreciation of DF Motsburg's work during TMI 
incident _ 

DENTON.H R Office of Nuclear Reactor Regulation 79/04/13 Ip 


7903100061 In raeponse to 790330 Ur re safety of nuclear power plants 

In CT In light of TMI. forwards JM Hendria's testimong 7903110300 Forwards LV Oasslck 790419 memo directing NRC personnel to 

before Senate Bubcommitteo on Nuclear Regulation W/o end keep written record of actions pertaining to TMI Requests 

KAMMSRER* C Off ice of Congressional Affairs 79/04/10 2pp copies of all memos 

BUDNITZ.R J Office of Nuclear Regulatorg Research 79/04/17 Ip 


— 7903100073 Flequests Info ro TMI mechanical malfunctions 6 posslbllitg 
of similar occurroncos at CT nuclear plants 
DODOrC J, Mouse of Rep 79/03/30 Ip 


7903160040 Forwards congressional Itrs which NRC has answered w/interlm 
rasp oniei f b« t containing questions which require further 
rasponse Lists priorities W/o end 

KAMMERCRiC Office of Congressional Affairs 79/04/10 Ip. 


7903160041 Comments on Informing Congress about TMI situation 
KAMMERER.C Office of Congressional Affairs 79/04/10 2pp 


7905160137 Requests that TMI Info be sent to J Bewick. MA Becretarg for 
Environ Affairs 

AHEARNE. J F Commission 79/04/iO Ip 


7905160051 List pf individuals chosen to comprise Presidential 
Commission to investigate TMI o 

KAMMeRER. C Office of Congress ional Affaire 79/04/11 2pp 


7905190234 Reeporids to suggestions to help improve conditions at 
facility Suggestions considered V appreciated i 

DENTONiM R Office of Nuclear Reactor Regulation 79/04/11 59pp 


7903100101 Ack receipt of 790410 Itr forwarding correspondence from 
KL Pennobaker re TMI Response will be forwarded as soon as 

KAMMERER.C Office of Congressional Affairs 79/04/12 2pp 


7905140196 Responds to 790412 memo re actions on TMI Lists contact 
persons In Ofc of Administration for FOtA request 

FELTON. J N Division of Rules and Records. 79/04/12 3pp 


7905100206 Ack receipt of 790411 Itr re TMl incident Complete responses 
will be made as soon as possible Forwards D Eisenhut's 
Senate testimony summariilng significant events W/o end 
KAMMERER.C Office of Congressional Affairs 79/04/18 3pp 


7905110190 Confirms understanding of 790416 meeting re coordination of 
NRC response to TMI Incident Assigns K Cornell as focal 
point for info 

GILINSKY.V Commission 79/04/18 Ip 

7905140020 Ack receipt of 790331 Itr Will consider suggestions In 
analysing TMI incident 

KENDRIE. JM Commission 79/04/10 Ip 


7903I4017I Forwards transcripts released 79041B 6 preceding week More 
will be sent as theg are released W/o end 
GILINSKY.V Commission 79/04/10 Ip 

7905140175 Forwards transcripts released 790410 & preceding week More 
will be sent as theg are released W/o end 
GILINSKY.V Commission 79/04/10 Ip 


7905140178 Forwards transcripts released 790418 per V GlUnskg's 
directions W/o end 








7903160023 Forwards proposed witness list for second Hart hearing on 
KAMMERER.CC Office of Congressional Affairs 79/04/10 2pp 

7903230135 Lists addl personnel to be authoriied for access to 
8XELL0.V Division of Operating Reactors 79/04/18 Ip 


7903160047 Gommanti 
House Bubcammltte* 
Gommission dosed 
KENTiB. a# flee of 


on conversation w/H Mgers, spec ial 
on Energg Environ, re transcript 
meeting on TMI. 

Congressional Affairs, 79/04/12 


consultant 

of 

tp 


to 


03020246 Believes nuclear power plants should be cUsed until 
emergencg ctrs for times of crisis are available Hants no 
plants built pending improved safetg assurances 


7905110253 Requests statement of b«»ts for providing transcripts of 
closed TMI meetings to Congress on 790412 
OILlNBKYrV Commission. 79/04/13 Ip 


7903U02S5 Requests 
LEVINE. 8 Office 


lists by 790420 of all TMI work 
of Nuclear Regulatorg Research 


79/04/13. 


IP 


7905210263 Bummary of questions ^«t»ed on 
ttuT^nt .hutdown- R«»ulti 0. utl. 

NucKir en.r,« 8vc. w.r. 

» Office of Mucle«T Reactor Regulation 


Inservlce Insp at TMI during 
performed by 
til te credibility 
79/04/13. 3pp 


7903110246 Recommends procedure 

OILIKBKY^V Commission 79/04/14. Ip. 


for TMI transcripts 


» 0 St 4085 S l,..pond. *0 790410 Invit.tlon NRC r.pr...nt.tiv.. un.bl. to 
attend European nuclear conference in Hamburg to discuss 






TO 


—7903140260 Invites NRC representative to 790509 European nuclear 
conference In Hamburg ra TMI. in 

BECKURT8. K, H Europsan Nuclear Conference 79/04/18 Ip 

7909140146 NaU.lctloi. th.t OAO will conduct Inv.ctlgotlon of TMI 
RAMMEREfliC Of.ico of ConjroJ. lonol Affolri 79/04/80. Ip 
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790310033a Fqrwjrif* uprfit# to partial ratponit to Conjraiirttn Ertil 4 
OootfUn;'« 790309 Ur to Jn HtndrU Updatt include! ihutdoun 
of THl-2 "dependable capabllUv" provided varloui 

Riliabllltv Council! 

YOUNOBLOOOi B J Coit Benefit Analijeii Branch 79/04/23 3pp 


7903160173 Suggeit! com/vun icatton «v* upgraded to handle ttao event! 
« 1 AU 1 tancou! ig« Sc meiiiaite interface between Incident 
rteponii ctr & Co^iniaiicn during unusual events 
KEWEOY.R T Cortsnitfion 79/04/23 Ip 


7903230134 Requetti addition of K£ Flunlee <i RF Fish to KRC Accesf List 
dttf 790413 

MCQSCAR.J J Region t, Philadelphia, Office of the Director 
79/04/23 3pp 


7903230163 Raquest addition of RH Engelttn to hCRC Acetst Lift dtd 
790413 

KCaaCAR.J J Region 1. Philadelphia. Office of the Director 
79/04/23 Ip 


7905020011 Recoaunend! teeporarv shutdown of Rancho Seco until pritent 
unctr talnti ei re Trtr-2 Incident are clarified 
KAraut.R T Houle of Rep 79/04/24 2pp 


7905020031 Public conunente re incident Jtt TMt !< nuclear power in 
general 

a Affiliation Untcnouin 79/OS/Ol lOSpp 


7903140027 Reiponds to and 790406 Itr docurtienting aarlkar iug|«iliE^ 
concerning u»e of oiugsn to reduce hgdrogen bubbli Adding 
addl oiggen could have advsrstflg affected plant safety 
OENTOff.H R Office of Nuclear Reactor Regulation 7^/03/01 Ip 


— 7903140029 Suggeeti addition of OKvgen to reduce hgdrugan bibbla 
ANDERSON. L Affiliation Unknown 79/04/06 Ip 


7903140073 Forwards responte to questions asked bg Qenalor Ma^ I »i 
NRC'i FVaO author! latlon after TMl incident 

HALLER, N H Office of Managenient and Program Analgeli 79/03/01 
llpp 


7905160052 Advises that Joint Chiefs of Staff assigned iilctnaes 
Purpose" to operations in support of TMl Incident 
OOSBICK.lv Office of the Executive Director for Oneratiuns 
79/09/10 ip 


7903160097 Forwards antinuclear flgers 
a Commission 79/03/10 6pp 


7903020403 Requests NRC asiistanca for college survey re average 
cltlten'i feelings about nuclear power 
MILLER. 0 Affiliation Unknown 79/04/24 2pp 


7905100364 Requests temporary shutdown of Ranch Beco In vlaw of 
incident of TMI-2 

BROWN, E 0 California, State of 79/04/24 Ip 


J Insurance Jc Indemnltg information 


79O3HO406 Forwards Amend 0 to Indemnltg Agreement D-A4 per sn. 
changes. re increase in liabllltg insurance from 4140 mlblilen 
to 4160 mi 11 Ion. effective 790901 
end 

8ALT7MAN, J Antitrust L Indemnltg Group 79/05/01 6pjr 


7905020281 Seileves that const waiting period should be enforced until 
nuclear cost $t waste problems are solved Requests info re ’ 
nuclear safety 

MOORE, D Affiliation Unknown 79/04/25 Ip 


7905220362 Returns unsigned Amend □ to Indemnltg Ag 
Liabilitg Insurance Pools will not provide eddl c 
OERETY, H F GPU Service Corp 79/09/16 3pp 


r eemenl 
overage 


n 


h4 Sf. K tli- 


7905160021 Forwards 790419 Itr from A8 Feldman to J Carter volunteerine 
to work g/Pr«sid«ntiaI Commission on THI accident 
KAKMERER.C Office of Congressional Affairs 79/04/25 17pp 


7909230169 Requests B Ebert be thanked for excellent job 
charts for briefings 

VOLLMERj R H Assistant Director for Site Analysis 


in preparing 
79/04/29 Ip 


7905300345 Discusses delag in appointing non-NRC individual to head 
''•*^^*J***®'^ Suggests interim NRC coordinating staff 
OININSKY.V Commission 79/04/25 Ip 


0 Advlsorg Committee on Reactor Gafeguardi reports 4, < «r» e *r « *iii i*i.d 


moa? brt.flni) all TMt lar,.|., 
^ ACRB - Adviiorg Committee on Reactcir Ilafegirarfi 
79/03/29 9pp , • ^ 


Forwards portion of Qallefonte Qubcommltte 
transcript questioning whether operator could dlaonos* 
accident assess core status 

79/04/09 lapp *" Committee on Reactor Oafegiiards 


7M50aoia3 C.i>n.at, on THI-2 NRC ifiould or.or .11 op.rotlng ei.M 
dt> tn.0 nucl.or .octuue. .kui do«n (.ndUg o^pJ.orl.tJ 
design corrections 

WALKER, R S House of Rep 79/04/26 ip 


’”“duf for «.v in nlil.n TNI incident 

PENNERfK L Affiliation Unknown 79/04/26 Ip, 


* ACR8 - Advisory Committee on. Reactor Safeg 






'Tl!!??!! ”0410 (I.nrlng bg s.nnt. 8ubco«nitl.. n 

^ issued after one gear 

79/04/u''^ 3pp Committee on Reactor eiafegiia^ai 


7905190093 Notifies that If Rancho Eeco Is shut down. avaliabill tu of 
It other factors unique in sgs 

SWCKELFORO.B* SacPamentc Municipal Util I tg Dlstr let 79/04/26 


74/04/1?' %app on ItMctor 


Conjf... (Joint i S.t.tin, C.™nt..„ .tc ) 

KAHMeRER.C Qf.lci Conjr.l, Ion. 1 A.f.irs 79/04/24 3,|, 


7909300112 Oiscusici methods of measureaient for personnel ra 
r-di.tion leaks & radiation pruJ 

Incident Info submitted for rtvlewi L update for 


dlatioo 


Congressional Input 
• Office of Inspection 6 Enforcement 


update for 
79/04/26 5pp 


8tHaNi,K R Affiliation Unknown 79/04/27 Ip. 


cop# cooling at TMr-2, *' - s ' 

KARRASCH.B A Babcock fc WlUo* Cp 79/04/10. a3pp 

- - 

Advisory Committee on Reactor Safeguards 79^04CM 4j 

*« 7* tmi R.cao,«.nj, ....i,.,,. 

SHEUMQN P S chamical expert Isa 

79/04/18 Spp ** Advisory Commltt#e on Reactor Qafefwarde 


■' 

' Division of Project Management. 79/04/III ujp 



MCHILLAMiJH Bobcocl t HlUo, Co 79/04/16. aO.). 
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DatatU topics to be eovorod at tpoclal ACna mooting on 
790A16 Toplco Includo omolb brooki U tronolonto In a$(U 
plontt in light of TKI incidont 

CROCKER^L P Divio ion o# Projoct Hanogomont 79/04/12 ip 


7905140129 NRC oiomlnotlon roiuttf for 1973-197Q pouor r toe tor optrjtor 
opplicantif sonior oporotor oppliconti provioutlg Uctntid Ic 
lonlor oporotor oppLlcontt initial applitotian 
* CommUoiiin 79/12/31 3pp 


790S0400d7 Roopondo to 790410 Itr ACRQ 790417 rocommendotlono oro 
gonortc opplg to all PtlRo Procodural chongoo ohould bo 
nado anlg after* ntudg of effect on overall lofoty 
GARDQMi H W ACR0 - Adviiory Gommltteo on Reactor Safeguards 
79/04/20 2pp 


790!514'OD13 Submits current prelltnlnarg chronologgr package of 
oparatlanal charts h results of Intervleuis u/operators l< 
others ro TMl incident 

LIQARKINjH ihl ACR8 ^ Advisory Comoilttoe on Reactor Safeguards 
79/04/29 49pp 


790SI40019 Forwards TE Hurley 790413 morao re research program changes 
rasultlrg from TMI accident 

liCCnELE68« T ACR8 - Advisory Committee on Reactor Safeguards 
79/04/26 ip 


7909140117 "Power Plant Eiamlnatlon Results Summary Sheet" for various 
plants for 1977-1979 

COOLEYiR A Operator Licensing Branch 79/02/13 IGOpp 


7909190240 Tech Spec changes re emergency feedwater syt 
* Metropolitan Edieon Co 79/03/04 6pp 


7903190099 Notification of breakdown In communication lines for THI 
info 

DAVlESiS New York. State of 79/03/16 2pp 


7909110361 Updates announcement re 790329 incident no Injuries reported 
& turbine shutdown caused by reduction in flow of feedwater 
to iteam generators 

« Office of Inspection St Enforcement 79/03/29 2pp 


— 7909140017 Details changes in safety research program as result of 
TMt Incident 

MURLEYiT E Division of Reactor Safety Research 79/04/13. 

66pp 


7909140014 Invitation for 790911 appearance before ACRB to discuss 
caus es« lessons tt corrective actions of TMI accident b 
uhether to shut down other BSiU reactors 

FRALEYiR F ACRS - Advisory Committee on Reactor Safeguards 
7V/04/27 tp 


7909160194 Comments on TMI morning release of rad loacti vity 
CAMPBELL, M Commission 79/03/30 ip 


7909300216 Summarises info re technical eipertf called to THI site 
« Office of Nuclear Reactor Regulation 79/03/31 Ip 


7909300288 "Preliminary Test Results, Semiscale Pressuriter Relief Valve 
Venting from TMI-Type Conditions “ 

a Office of Nuclear Reactor Regulation 79/03/31 16pp 


7909140194 Forwards 700413 memo re TMI cor* damage assessment, updating 
7'90406 rept based on early data Memo also forwarded to ACRB , 
meiribors attending 790900 meeting on reactor fuel 
BQEMNERTiP ACRS - Advisory Committee on Reactor Safeguards 
79/04/27 Ip. 


790S290393 Respondi to ACRS recommendations re TMI accident at 
raquestftd in NRC 790917 Itr 

ANDERSON* T M Nestlnghouse Electric Corp. 79/09/21 2lpp 


7905110272 Test results of hydrogen solubility eipiriment l at 
Provo, Ut 

» Office of Nuclear Regulatory Research 79/04/01 ip. 


7905140112 Forwards viewgraphs used at Commission meeting 
EISENHUT. D 0 Assistant Director for Systems li Projects 
79/04/01 7pp 


7909190246 Tech Specs for ECCB 

» Metropolitan Edison Co 79/04/01 4pp 

7909300211 Discusses NRC procedures for decision to recommend 
evacuation 

# Commission 79/04/01 7pp 


7909090296 Forwards 790402 memo from C Stolber re issues which NRC 
should consider in approaching demands for investigation 
into TMI Incident 

BICKWIT, L Office of the General Counsel 79/04/02 tp 


7909140023 Forwarcfi Metropolitan Edison 790424 Itr w/emergency shutdown 
procadures Kc preliminary sequence of TMl-2 accident events 
MCCRELEQBi T 0. ACRS - Advisory Committee on Reactor Safeguards 
79/04/20 Ip 


■—7909140029 Bubihlts emergency procedures 2202-1 1, reactor trlpf 22021 3, 
loss of reactor coolant/sys pretturei 2202-2 1, station 
blackout preliminary leiiuence of events rept 
ARNOLD, R C CPU Service Corp 79/04/24 93pp 


7909300926 Discusses initial review of task force to evaluate safety 
implications for nuclear plant design U operation of TMI 
accident Individual ACRS recommendations will be evaluated 
as part of ovarall design review program. 

SCHERER, A E C-'E Power Systems 79/09/29 2pp 


P Qperatlng license stage documents U correspondence 


7909110171 Hat I /Byproduct License 37-17297-02 for Metropolitan Edison 
Go, author i Xing possession of any byproduct matl w/atomic 
numbers 1-03 inclusive. » 

■WRIGHT, E 0. Radioisotopes Licensing Branch <Pr* 790901) 

7B/03/16 2pp 


7909090297 Forwards preliminary thoughts on decontamination of TMI-2 in 
response to JF Ahearne request 

KENNEKEiA Office of Policy Evaluations 79/04/02 6pp 

7909110199 Board notification recommends IE evaluation of reactor 
inspector concerns re BLW plants be sent to Boards now 
VA88ALL0, D B Assistant Director for Light Water Reactors 
79/04/02 Ip 


7905110227 Rept 4 TMI update on situation as of 790402, re evacuation 
SlLcSx*W H, Housing & Urban Development, Dept of 79/04/02 3pp 


7909110366 Forwards milestone 6 activity list for TMI, status dtd 
700220, for period ending 760307 
OUNNI, W T GPU Service Corp 70/03/19 2pp 


7909140163 Forwards possible action plan by J Kelley 8t L Slaggi* for 
consideration of regulatory option* on operating sister 

BICKWIT, L Office of the General Counsel 79/04/02 3pp 


7903110079 Rept on reactor tr Ip/eng Ineered sys of 790423 W/NRC routing 
aeEUlNOER, J L Metropolitan Edison Co, 78/04/23 49pp 


7909160099 Forward* Facilities U Sys Security Branch notes on TMI 
& Division of Security 79/04/02 3pp 


7909230239 
GLEARVi P 
CBE-7S69 


Nuclear Power Plant Evacuation Plan* 

, I COMEYfD D. CUixens for a Better Environment, 
78/09/31 32pp 


—7903230242 Forwards statement issued by D Comey of Cltlxen* for Better 

Etivirort re emergency P 70/05/29* 3 pp 
FOUCHARD rJ. J Office of Public Affairs. 70/05/29. 3pp. 


—7903230240 Responds to comments of IL Emergency Bves representative 
riacUons to federal radiological emergency response 


planning effort, 

COLUNSiH. E Office of State Programs 


78/02/21 9pp 


703160103 Meeting note* re legal issue* for TMI 


iitfAi I nnv. B 


•*0 /rkA 


Ip 


7909160141 Forwards personnel exposure 
HERBElNr J, 0 Metropolitan Edison Co. 


t( monitoring 
79/04/02 


rept 

2pp 


for 1978 


7903160177 Outlines methods 
ahearne. J.F, Commission 


of accident review for TMI 
79/04/02. 4pp, 
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7905160204 Bummarv of Info re auclean incident ** of 790402 Describe* 
plant !k environ etatui 

LAFLEURi J B Office of International Prograaii 79/04/03 3pp 


790916-032S Foryardt three eate of TLO data collected near THI facility 
W/o and 

KAMMERERrC Office of Congreos ional Affaire 79/04/02 Ip 


7909300403 Diicueeee poesibie de terralnat toil of < i traord ln4^<| nuclear 
occurence at TMI-2 re application of Pr 1 de-Ande r eon Act 
OENTCMiH R Office of Kuclear Reactor Regulation SHAPARrH K 
Office of the Executive Legal Director 8£CY“79-233 79/04/03 

ISpp 


7903090233 Foruarde etatement of PA Sovernor Thornburgh re iodine in 
milt & background info on federal giildelinee for radioactive 
1 eve 1 « in mi 1 k 

KENNEKE, A Office of Policy Evaluatlonv 77/04/03 3pp 


7903090339 Forwards excerpts of ddcumenti relevant to emergencv 
planning EPA protective action guides^PA action guides & 

F9AR condition* for general omergeACy action 

KENMEKE.A Office of Policy Evaluations 79/04/03 a3pp 

7903090333 Lists points to bo included in TMI-2 study It forwards 
proposed public announcerflan t re Incident prepared by 
F Ingram 

KEMNEKErA Office of Policy Evaluations 79/04/03 lOpp 


7903110209 Requests baclground tnfo for Comniiss ion re status of »ltW 
reactorsilE Bullotin 79-034 d iscrip t ion of IE action re B?«W 
plants 4- description of task group on feeduatsr transient 
EYBYHONTTrO Comission 79/04/03 3pp 


7903110239 Discusses requirements for requal if I cation of TMf'puaps Si 
vaWei & possible changes in Tech Specs 

RElFFi-D Office of ffuelear Rigulatorg Research 79/04/03 3pp 


7903110238 Lists status of O&W reactors as of 790402 
* Cdmmliilon 79/04/03 Ip 


7905110370 Tost results of hydrogen solubility experiments 2 & 3 run 
at Provo «OT 

« Office of Nuclear Regulatory Research 79/04/03 Ip 


7903160017 Notifies OELD of telcon numbers S' Individual to b-e contacted 
re THI inquiries 

8HAPARfH K Office of the Executive Legal Director 79/04/03 Ip 


7905160035 rorwards three set* of thermoluminescent dosimeter data 
collected around TMI M/o end 

KAMMERERgC Officfl of Congressional Affairs 79/04/03 6pp 


790316-0056 Suggests actions In response to TMI accident Forwards 
possible series of events at TMI It requests comments 
AHEARNEi J Commission 79/04/03 6p 


7705190139 Bumtnary of 790403 meeting u/OPU Svc Corp li Metropolitan 
Edison re base case 
» Commission 79/04/03 4pp 


7705210338 Comments on reactor pressure osclllatlDns at THI 
posslblllity of real oscillations between tuo gas vols seems 
lUelV 

HARRIOTT. P M Oeneral Electric Co 79/04/03 3pp 


7905SS0438 Discusses radiation levels in Industrial waste treatment 
sampling 8< hydrogen recombiner 
LAWYEftiB OPil Service Corp 79/04/03 Ip 


7905230019 Forcierds organlxatl anal char t. prerequ I sites for reactor 
caolant recovery ^ charts of pressure & heat curves 
BERGER cO M, Babcock L Wilcox Co. 79/<i4/03 9pp 


7905230033 Forwards JQ Herbeln 790403 nime be agenda for 790404 dally 
planning meeting 

YOLLMERi R H Assistant Director for Site Analysis 79/04/03, 

6pp. 


79D52303D7 Submit* brief summary of results of review of rad loctiemiitrg 
data reparted to date, 

ROYg 0. H Sabcacb 4t WLlcoit Co 79/04/03 2pp 


7904180377 Suggests program to alleviate concern amcng pregnant v RS’^. 
evaluate effects to fetus It develop epidemiologic data ban 
for possible future studies 

OOLDSMlTHiR » PARSONT.MA Radiological Health Standardi axarEk 

79/04/04 2pp 


790909023? Notlflcatlan of development of preliminary plan to c^nidLct 
series of health impact studies related to THI incidents 
TOKUHATA. 0 K Healthi Education U Welfarsi Dept of 79/04/C+ 

2pp 

7905110213 Draft text on THI requested by Vico President Honfili-'i Zft 
for possible use 
■* Commission 79/04/04 3pp 

7903110290 Recommends change to natural circulation at THl-2 ul-in 
present cooling made becomes untenable 

TEDESCO. R L Assistant Dlrecter for Plant Systems 79/(H/D-l 
9pp 


7903H03t6 Nates an 790404 telcon w/R Denning 

HANAUERiS H Assistant Director for Plant Bystomi 79/0I/D4 ]i 


7903110387 Discusses engineering fit to hydrogen solubility dsts «f 
Pray. Sc hweicfcer t li Hinnich 

KELOERtC Assistant Director for Advanced Reactor Safety ll«iiiri;k 

79/04/04 ip 


7903140031 Submits background info on TMI-2 incident 

ETHERINOTONi H i BATEBi A ACRS - Advisory Committee an fleaelor 
Safeguards 79/04/04 5pp 


7903140033 Summarlic* assumptions in SANDIA-QRIOEN ca 1 cuUtloni ri fri 
operating history Provides fuel composition datOi decay pheu 
data U long'-term data W/tabulated reactor operating summar 
BENNETT^D E 8andla Laboratories 79/04/04 3pp 


7905140034 Submits background Info on TMI-2 incident 

ETHER INOTONiH r BATES. A ACRS - Advisory Committee on Rsjcidr 
Safeguard* 79/04/04 2pp 


7905140048 Discusses opinion that scenario surrounding TKI-2 inclfi-'k 
was thoroughly evaluated by WASH-1400 

BtCKEi.. J H ACRS - Advisory Committee on Reactor 8af«guar4i 
79/04/04 a2pp. 


7909140136 Handwritten notes of 790404 meeting at THI 
OOLDSHlTHfR Office of Standards Development 79/04/04 


7909140294 Discusses causes for hydrogen levels produced at THl 
Suggests use of chemical inhibitors In CCCB &/or regular 
coolant bo mlnlmlie potential hydrogen production 
KRAHlSHiA R (r D Associates 79/04/04 2pp 


7909160013 Discusses implications of THI Incident for llca-ntid payii* 
reactors reactors undergoing review 

GRAY. J R Branch I 79/04/04 12pp 


7909160022 Handwritten notes re schedules as result O'f 7H( 

* Office of the Executive Legal Director, 79/04/04 lOpp 


7905160169- Outlines options for TMI accident review 
AHEARNE. J, F. Coffimlssion 79/04/04 3pp 


7909160184 Discusses estimated radiological exposure dotes Z< 81^1 pis'! 
for cold shutdown 

OIDBON^T Commission 79/04/04 Ip 


7905160226 Lists licensing actions schsduled to occur between 
790401-790601g including evidentiary hearingsi prehearing 
conferences & TMI Impact on future actions 
TREBYi B A, Branch 1 79/04/04 3pp 


7905190133 Discusses natural recirculation qoestl ons/concerni 
e OfPlc* af Inspection & Enforcement 79/04/04. 3pp 


790S190I9B Natlfles of NRC procedure maintaining telephone logi 
outside operation* ctr 

COS&ICKtU, V Office of the Executive Director for Qper 
79/<14/04 ip 


7909300430 Forward* miscellaneous handwritten notes on TMI~2 
e Office of Nuclear Reactor Regulation 79/04/0-3 6pp 
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7905210047 Discusses problems Identified at DbVI faciiltle* re TItft 
occurrence Identified problems include pressuriter level 
instrumentation* integrated control sys & lack of hydrogen 
LEU I Si n C Flegion S* Atlanta* Reactor Dperationt Nuclear Support 

Branch 79/04/04 13pp 


79052300S9 Forwards JO Herbein 790404 memo agenda for 790403 daily 
planning meeting 

VOLLMER*R H Assistant Director for Site Analysis 79/04/04 
5pp 


770S230117 Re<iuests attendance at first meeting of TUI recovery 
organliation to be held on 790d0S in Trailer S3 Organltation 
Chart end 

ARNOLOrR C OPU Service Corp 79/04/04 3pp 


7905230123 Summary of meetings w/TMl-2 study groups re reaching 
natural circulaUan V depros suri latl on status 

BTELLO.V Division of Operating Reactors MATTSON. R Division of 
Systems Safety 79/04/04 lOpp 


7905230126 Retiuests info re daily planning meeting In Trailer 22 Daily 
planning meeting agenda and 

VOLLMERiD Assistant Director for Site Analysis 79/04/04 5pp 


7903090242 Notifies that Commissioner H Uchida of the Japanese Nuclear 
Safety Commission will arrive 790407 to review status tc 
activities of TMI-2 events 

LAFLEURiJ D Office of International Programs 79/04/05 2pp 


7903110243 Questions 1*. answers for Vice President Hondale on TMI 
* Commission 79/04/03 4pp 


7903110271 Details efforts re equipment survivability 

a Office of Nuclear Reactor Regulation 79/04/03 6pp 


790S11027Q Description of proposed organliatlon for NRC operation at 

rMr-2 

* Office of the Ececutive Director for Operations 79/04/03 5pp 


7905110280 ''Evaluation of Failure Modes for Reactor Pressure Vessels. 
Conta 1 nments tf Other 8af oty-Related Equipment Subjected to 
Internal Explosive Environs " Proposes investigation 
□'DRlENiJ Office of Nuclear Regulatory Research 79/04/03 ip 


7903110201 Lists new or augmented research projects suggested as result 
of TMI Incident shutdown of five plants for seismic 
reasons Project details end 

ftlCHARDSONi J E Mechanical Engineering Branch 79/04/03. 14pp 


7905110313 Lists Info required from Dattelle Columbus Labs 

CLNNINOHAMrM Probabilistic Analysis Branch 79/04/03 tp 


7903110323 Describes areas where General Reactor Safety Research can 
provide assistance re TMI incident 

ftEIFFi D D Division of Reactor Safety Research 79/04/05 Spp 


790SI10334 Considers value of running natural circulation test on 
reactor. in hopes of obtaining info helpful to TMI~2 
situation 

TEDEBCOiR L Assistant Director for Plant Systems 79/04/03 
3PP 


7905140132 Handwritten notes of 790405 meeting at PA State Health Dept 
OOLDSMITH. R Office of Standards Development 79/04/03 App 


79031600B3 Handouts from 790403 briefing 

LEVINE. 8 Office of Nuclear Regulatory Research 79/04/03 iOpp 


7903160239 Suggests steps to be taken fallowing Ttll Forwards list of 
optl onsr summary of investigations into civil air accidents. 

A Kenneke 790404 memo & C Stoiber 790404 memo 
4HEARNE.J Commission 79/04/03 I2pp 


7903190069 Responds to General Public Utils query re alternative 
methods for long-term cooling Procedures for natural 
circulation flow dtd 790404 end, 

ROY. D H Babcock h Uilcox Co 79/04/03 4pp 


7909190070 Special Operating Procedure Z-S? re pressure reduction 
during degass If Ication Operations support plans end 
UALLACEjA. Babcock U Ullcox Co 79/04/03 6pp 


— 7903190072 Discusses pressure reduction for head cavity 
degasflf ication 

KDStBI.R E Babcock 1< Ullcox Co 79/04/04. 2pp 


•"—7903190074 Notes re NRG corsments on special operating procedure 
Z— 37. ro preesura reduction during degassif 1 cat ion 
• Babcock St Wilcox Co 79/04/06 4pp 


7905190077 Forwards status of procediires h site comments/emergency 

procedures as of 6 AH on 790403 

WRIOHT.R L Dabcock b UlLcox Co 79/04/03 6pp 


7903190079 Forwards cross-reference of major BbM contingency procedures 
u/TMI procedures 

ROV. D H Dabcock & Wilcox Co 79/04/05 3pp 


7905190140 Forwards organlxation charts for TMI-a recovery 
DIECKAMP. H. H GPU Service Corp, 79/04/03 2pp 


7903190133 Responds to R Mattson & D Ross concerning value of running 
natural circulation test on ObW reactor 

TEDE8C0. RL Assistant Oiractor for Plant Systems 79/04/05 4pp 


7903230032 Forwards JG Herbein 790405 memo b agenda for 790406 daily 
planning meeting 

VOLLMER.R H Assistant Director for Site Analysis 79/04/03 

Bpp 


7905230033 Forwards organl la tiona I chart for Genera 1 Public Utils' 
racDVory operations Provldos guidelines for common lea ting 
w/or ganixation 

DENTQM.H R Office of Nuclear Reactor Regulation 79/04/05 4pp 


7903230099 Summary of 790404 meeting of Technical Warking Group to 
discuss desirability of reducing RGB temp from 200 F to 
230 F 

e GPU Service Corp 79/04/05 Ip 


7905300233 Discusses Iodine b xenon concentrations in containment 
sumps 

BARRETT. L Environmental Evaluation Branch 79/04/03 3pp 


7904270170 Notification of plans to conduct systematic rovisw of stds 
to determine their adequac y . acc uracy b completeness 
MlNOOUErR B Office of Standards Development 79/04/06 Ip 


7905090212 Forwards estimated core inventory of Important fission b 
actinide products for TMI reactor. 

KENNEKEi A Office of Policy Evaluations 79/04/06 4pp 


7905110245 Minutes of 790405 meeting of techlncal working group 
* Commission 79/04/06 IBpp 


7903110417 Discusses events within primary sys re core assessment 
KAUFMAN, N Commission 79/04/06 7pp 


7903140037 Notifies of lA primary coolant pump tripped offline b 2A 
pump started 3 minutes later Some change in thermocouple 
temp distribution noted.but not serious 

FRALEY. R F ACR.B - Advisory Committee on Reactor Safeguards 
79/04/06 Ip 


7903140129 Handwritten notes of 790406 meeting w/N«tl Cancer Inst 
OOLDBMITHrR. Office of Standards Development 79/04/06. 2pp 


7903160202 Submits summary of population dose for accident 790320-0403 
BATTI6T. L Environ Protect Standards Branch. 79/04/06 2pp 


7903190082 Tt1I-2 control room manning assignments 

« Office of Nuclear Reactor Regulation. 79/04/06. Ip 


7903190078 Notification of reduction In IE personnel at TMI 
Organl sational chart end 

GRiERrB.H Region Philadelphia# Office of the Director 
79/04/06 3pp. 


7903190138 Notification of completion of RELAP-4 TMI simulations 
FISCHER. 8 R EO & 0. Itic, 79/04/06 2pp. 


7903190196 Forwards draft of chronology of events b 790406 meme from 
8 Conver 

HOHARD. M Office of Inspection b Enforcement 79/04/06 ip, 


--7905190199 Forwards chronology of events from 790320 at 7 00 am to 
790402 at midnight 

CONVERi B Office of Management and Program Analysis 79/04/06 

lapp 
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7905310030 Foruf^rdf 79040& mina to B Qr«b«r which ll«ti KRC pirsonnol 
who hAvo been trained In redlatlon eefety pep lOCFRl? 

SEVFRIT, K y Region 4, Dallee^ Of/ice af the Direcfcor 79/04/Oi 

Ip 


— 790S210033 Submlti Htt of -NRC penonnel uhe have been trained In 
radiation eafettj per lOCFRl? & thouLd be allowed irneecortid 
acceii to areas requiring radiation work pornlte 
SEVFRlTiK V Region A, Oallae< Office of the Director 
79/04/06 Spp ^ 


790S310324 Reiponds to 790403 memo 8i euggette another posfilbJe caose of 
Ttll preisure otclllatian 

HARRIOTT^P M General Electric Co 79/04/06 Ip 


790S230037 Notlflai thet Trailer 37 will be weed as working area for 
technical review team -b lafetg aeaeienent team. Llete 
principal staff at work area 

ROSS, 0 F Aeslstant Director for Reactor Safety 79/04/06 Ip 


790-3230040 Foruardt JO Herbein 790406 mama & agenda for 790407 daily 
planning meeting 

VOLLhERi R H Aasiitant Director for Site Analyele 79/04/06 
lOpp 


790333010'7 Summary of 790403 technical working group meeting re 
venting waste gas In containment U long-term cooling 
e GPU Service Corp 79/04/06 3pp 


7905230373 Forwards description of etaff organiiatton & pereonnel 
atf Lgnmente' for NRC operations at TKl-3 

DENTON<-H R Office of Nuclear Reactor Regulation 79/04/06 7pp 


7903230496 Notes on hydrogen in RC3 U procedure for measuTlng reactor 
coolant hydrogen concentration 

HASKINfF e r THIESINO. J N Induitry Advisory Group 79/04/06 3pp 
i 

7909300339 Provldee calculations of heat load In containment due to 
decay of airborne fission products ii activity In lUmp water 
TAYLGRiM Office of Nuclear Reactor Regulation 79/04/06 flpp 


7909110393 Forwards concept for benign control of TMl-2 primary cooling 
sys 

HATTSON^R J Divlaion of Syetem* Safety 79/04/07 4pp 


7909190193 Summary of 790407 meeting u/Netropolltan Edison to dtscues 
auxiliary control bldg exbausti progress rept of waste mgt 
group Cl radiation expo-sure trading 

PETERSON* T Safeguards Standards Branch, 79/04/07 3pp 


7909190203 Discuftee plans for post-event liquid radwate No apparent 
mgt program for Immediate future exlitf Suggests using 
l■allt#/charcoal/sand filters to eliminate iodine 
BENAROYAjV Auxiliary Systems Branch 79/04/07 4pp 


790319-0290 Forwards concept for benign control of TMI primary coolant 
eye proposed by Levinson's study group Believes long-term 
water level In reactor vessel can conceivably be controlled 
by using accumulator line fill 

MATTS ONi ft J Division of Systems Safety 79/04/07, Spp 


7909S1C-086 Minutes of 790407 technlcel working group meeting 
w/Metropol Itan Edison Co re spent fuel paol*Riakeup tank 
leakage ratter mass balance ti noise analysis 
e Office of Nuclear Reactor Regulation 79/04/07 2pp 

79092SDG36 Forwards JO Her bain 790407 memo & agenda for 79040B dally 
planning meeting, 

COLLlKSiJ T Effluent Treatment Systems Branch 79/04/07 llpp 


7903230110 Summary of 790407 planning meeting re establishment of task 
actions for TMl-3 study groups, 

ARNOLDfR C. OPU Bervlce Corp 79/04/07 14pp 


790383046B Observations & estimates re containment bldg li eitimates of 
lower bound fur total metal-water reaction 
THtEBlffO* J N Industry Advisory Group. 79/04/07 2pp 


7903110212 Forwards Commlsi loner OlUhsky's mark-up of Chairman 
Kendrie't testimony before Setiata Bubcommittee on Nuclear 
Regulation on 790410, 

HOOODONrA, Commlss ion^ 79/04/00, 14pp. 


790407 briefing by Westlnghouse re preliminary 


7909110203 Oiiails procedures to be followed to aesun coordlnit Lgp^ 
natl lab support for NRC activities at TMI par 790407 
discussion Summary of net! lab effort end 
MATTSON* R Division of Systems Safety 79/04/OQ Ip 


— 7909110287 Summary of natl lab support work f or* TiMI 

fllXaVrW M * YBARRONDD.L J EO 6 Oi Inc 79/04/07 lapp 


7909190116 Requests authorl latlon to ship four charcoal flltiri free 
WPP0S plant in RlcblandiNA to Harr Isburg j PA 
MILfiOM. ft C OPU Service Corp 79/04/08 Ip 

7909190292 Recommends deferral of permission to usa addl boron 

next water sample ' 

ROSS* D F Division of Project Management 79/04/00 jp 


7909310036 Submits revised list of IE personnel who should b« 
authoriied access to Unit 2 control room 

ALLAN. J H Region 1. Philadelphia! Office of the Dlritkor 
79/04 /OB 2pp 


7909210091 Provides agenda for 79040B planning meeting Inclufu tin 
lists V 72-h lists 

DAVIS. J 0 Office of Inspection t» Enforcement 79/04/00 syft 


790321023B Suggests realignment In senior personnel at TMI ( ori iurci 
are unacceptable U fatigue is omen of Ill-considered 
declelo-n praceis 

RGBS* D F Division of Project Management 79/04/00 Ip 


7903210393 Summary of 790407 meeting w/IE personnel at site t« hiliii- 
understand overall response to event It onsite capabllikiti 
It activities 

BNIEZEK. J H Office of Inspection It Enforcement 79/04/03 frj 


790923004a Discusses BbW recommendation that addl boron be elfil ti 
primary coolant sye 

RG38. D F Assistant Director for Reactor Safety 79/04JW tp 


— 7903230033 Discusses Neitinghouta proposal to build decay hiik rii, » 
sys to serve as backup to existing sys. Suggests modi to 
proposed sys dssign 

* Office of Nuclear Reactor Regulation 79/04/00 3p| 


790923009a Preliminary thoughts on lessons learned from TMt IniHri 
BALLAD INa* N. J Pennsylvania State Unlv 79/04/00 6pp 


7909230070 Dlecusees Nastinghouse 790407 briefing on prelUlfi«f| 
conceptual design of mods of TMI-2 decay heat removal lys 
Mods Intended to Increase long-term reliability of syi, 
MATTSONrR J Division of eystems Safety 79/04/0U Jpp 


7909230074 Forwards JO Herbaln 790408 memo t< agenda for 79040? Inj i •* 
recovery dally planning meeting. 

COLtINSfJ Effluent Treatment Systems Branch. 79/04/09 Km 


7909300079 Submits procedures to be followed to asfume coor f instil^ s'" 
natl lab support for NRC activities. 

MATTSON* R Division of Systems Safety 79/04/00, Qff 


790910D339 Forwards questions b answers for hearlrip backup lost ri 
Incident* to be provided to chairman 
HIRA0LIA*F Technical Section, 79/04/09. 24pp 


790911013B Summarties 790409 offer by London Nuclear Deconlealnil Eti 
Ltd to assist In TMI cleanup Recommends meetings w/Lonlcn 
NucleartPNL ti BNL consultant! re decontamination 
O'CONNOR. P N Operating Reactors Branch 3 79/04/D9 2M 


790911039B Preliminary chronology of 790328 TMI incident, 
e Division of Project Management 79/04/09 70pp 


7903110369 Requests continuing repti re Analysis of TMI Iniidi''! 
JENNEKENS* J, H, Atomic Energy Control Board* Canade 79/04/01 <11 


7903160102 Outlines scope of fact finding board InvestifeUen 
technical It procedural viewpoints 

SNYDER. B,J. Office of Policy Evaluations. 79/04/09 2fl 


7903160tSB Lilts options for authorising nau mode of operitlen 
Tni-2 discussion w/B Treky It L Chandler. 

ORAY.J, Branch 1, 79/04/09. 3pp. 
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790St60223 Ac(e r«ccipt of Info rs docontjoiinatlon & rocovsty procAduro* 
fo-lloulng nucloor Incidvnt 

■RI/Q 81 O D Atomic Ihduttrlol Forum 79/04/09 iSpp 


79-0:M90121 Dlfcutiat a«t«b 1 iihmont of dAtj rtductlon U mgli group Coploi 
of All Tf1t-2 rolatftd document* muet be provided tu group 
Collection baekete will be placed In each trailer. 

LQNOiR L Metropolitan Edison Co 79/04/09 2 pp 


790921003? Submits revised list of IE personnel uho thould be 
authorlied access to Unit 2 control room 

ALtAN. JM Region 1. Philadelphia! Office of the Director 
79/04/09 Spp 


7909310093 Retiuests NRC staff members at TMI site provide sucnmarg rapt 
of activities 

ORIER 48 H Region Philadelphia; Office of the Dlrecto-r 
79/04/09 tp 


^“7903210097 Describes new organiiationa 1 arrangements for shift 
activities to improve lE coordination 

OAlERiB H Region li Phi lade Iph lai Office of the Director 
79/04/0? app 


7909230081 Forwards 79040? planning meeting agenda U action Items 
discusses in 79040G technical mgt meeting 

STELLOi V Division 0 # Operating Reactors 79/04/09 S9pp 


7909S30082 Announces establishment of data reduction & mgt group 
responsible for collecting mat! re incident 

LONOiR L Metropolitan Edison Go ARNOLD. R C GPU Service Corp 
79/04/0? 4pp 


7909300133 Forwards flow chart delineating procedure path to be 
followed; keg control group members 8 < 7?0404 technicel 
Horllng group minutes 

PORTERrI. Metropolitan Edison Co 79/04/09 4pp 


7909300263 Advises that NRG has decclded to defer ang determination of 
• f traordinarg nuclear occurrence should not consider 
Pr Ice-Anderson Act implications 

CHILK !8 J Office of the Secretarg of the Commission 79/04/0? 

Ip 


7903090400 part 21 rept ASCQ soUnold Hr-8031A43 disc holder Is Oelrin 
plestU which can become inoperable If subjected to max 
environ conditions 33'* butterflg valve mag fall 
8 AAR;R p Affiliation Unknown 79/04/10 3pp 


79031101S3 Discusses need for containing radioactive tank spills at 
site since Island is permeable Recommends tankage on 
footing (( processing waste through dtminera 1 i lers 
KNIOHTONfO W Environmental Evaluation Branch 79/04/10 tp 


7903110140 Forwards rept on penetration avallabllltg for info 
Summarlxes abllltg to monitor TMI reactor pressure level 
using Instruments outside containment, 

MIRAOLIAi F. J Program Support Branch 79/04/10 46 pp 


7903110193 Testimong of DO Elsenhut before Subcommittee on Nuclear 
Regulation of Senate Committee on Environ i* Public UorkSi re 
TMI-a incident 

EIGENKUTjD 0 Assistant Director for Sgstems & Projects 
79/04/10. 9pp 


7903110197 Testimong of Chairman Hendrle on 790410 before Bubcommlttee 
on Nuclear Regulation of Senate Committee on Environ 81 
Public Works, re TMI incident IE Bulletins 79-09 tc 05A end 
HENDRIE. J M Commission 79/04/10 42pp 


79091 10230 Forwards summarg statement for vice president's trlp»790410 
testimong before Senator Hart's subcommittee addl 
background matl, 

PHENDRlEr J, M. Gommlision 79/04/10, 6 pp 


7909110286 Directs preparation of vented containment conceptual design 
at TMI within five dagsiper H Denton request 

BUDNlTZiR.J Office of Nuclear Regulator? Research 79/04/10 Ip 


79091102B? Describes teUon from JB Read re chemical behavior of boric 
acid in primarg coolant sgs during Incident Suggests 
research Into behavior of boric acid under pressure, 

BUDNITZ.R, J, Office of Nuclear Regulator? Research 79/04/10 Ip 


7909110296 Submits advlsorg rept on cooldown from 280 F to 190 f at 
1.000 pile, 

OAVIStD. Office of Nuclear Reactor Regulation. 79/04/10 a?pp 


790916006B Forwards questions t< answers ra containment liner 6 
dec ontamlnation. eta Inless steel covering over insulation U 
reactor coolants prepared 790409 for use bg R Kinague 
HENftYrJ Tpanspor tat ion U Product Standards Branch 79/04/10 

2pp 


790316^0092 Forwards questions & answers at backup for 790410 
Congressional hearing re TMI Incident 
* Office of Pellcg Evaluations 79/04/10 10pp 


7903190176 '^Behavior of RCS w/Steam Generators in Condensing Mode '' 
a Industry Advlsorg Oroup 79/04/10 Spp 


7903190226 Issues temporary Tech Spec mod re operability of reactor 
bldg emergency cooling booster pumps 

90LLMER. R H Assistant Director for Site Analysis 79/04/iD Ip 


7909190247 Submits temporary changes to Tech Specs re operability of 
reactor bldg emergency cooling booster pumps 

VaULKERiR H Assistant Director for Site Anelgsis 79/D4/tO Ip 

79092100B2 Forwards Wes ting house responses to NRC 79D40B questions re 
resolution of TMI incident 

HATTBONjA Division of Systoms Safety 79/04/10, 3pp 


7909210102 Provides ground rules for conducting interviews w/lLcensee 
employees during TMI investigation 

ORIER.B K Region 1. Philadelphia. Office of the Director 
79/04/10 2pp 


7909230063 Assesses RCS behavior in percolating mode before buildup of 
large amounts of nonconders i bl es 

THIEaiNO^JU Industry Advisory Oroup 79/04/09 Ip 


-“7903230069 Sup pi 79Q409 memo re RCS behavi or* s tatlng percolation 
frequency estimated at 0 3 to 0 &-• 

THieSINOiJM Industry Advisory Oroup 79/04/09 Ip 


7903230060 Forwards mod criteria for use of steam generators for short 
6 long“term cooLdoun 

CAFODANNO^OR GPU Service Corp 79/04/10 16pp 


7903230089 Forwards 790410 planning meeting agenda, lists of action 
items discussed In 790409 technical review meeting & status 
of plant mods 

STELLOrV Division of Operating Reactors. 79/04/10, 22pp 


7903230066 Agenda for 790410 technical review meeting 
« Office of Nuclear Reactor Regulation. 79/04/10 ip 


7909230094 Qubmlts evaluation of General Public Utils/Burns & Roe 
design for short” 8 * long-term water eolld steam generator 
operation 

a Office of Nuclear Reactor Regulation. 79/04/10 7pp 


7903230097 Notes of 6 PM 790410 technical mgt meeting 

• Office af Nuclear Reactor Regulation 79/04/10 2pp. 


7903230170 Forwards list of action items being carried out by 
Metropolitan Edison or consu 1 tan ts. Requests prompt 
notification of progress 

V0LLMER»R H Assistant Director for Site Analysis 

2pp 


79O323O270 Forward* NRC lists of licensee's priority ac 
TELFORDrJ T Office of Nuclear Reactor Regulation 


7909300034 Submits status of "requests for work'* to nai 
h«ve been made since 790406, Forwards documentation of 
Labs tiiork 

BIXBVj H. W Commission 79/04/10 2pp 


—7909300061 Submits brief synopses of Info furnished fa 
personnel to NRC re TMI accident, 

SNYDER; AW Sandla Lehoratorles 79/04/09 3pp 


7904300123 Assessment of prcssurixer level instrumentat 
TI1E-2. 

8 ATTEftFIELDr R M Electric^ Tne trumenta t ion U Contr 
Branch 79/04/tl 8 pp 


7909090249 Recommends that Commission host lunch for re 
Japanese Nuclear Bafety Commission investigating stat 
activities of TMl-2 events 

LAFLEUArJ. D Office of international Programs 79/0 
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7703110121 Forwards pr<l Iminarij primary c&olant raiulti for 

770411 lample Final re^ulti avatlahle 770413 
MIRA0L1A. F J Program Support Branch 79/04/11 2pp 

7905110136^ Forwards update on 790410 advtiory rapt ra condenser 
Integrity i containment Isolation 

DAVIS# D K Systematic Evaluation Program-I Branch 77/04/11 

4pp 


7905110338 Assesses Impact of TMI Incident on eiiitlng emergency 
control ctr bypass programs Analysis & reporting expected 
to slip due to diversion of key staff 

BECKNER^W D Division of Reactor Safety Research 79/04/tl Ip 


790314003B Forwards LER. IE Insp rept & IE circular re Zion erperienice 
ui/pressur lier level Instrumants W/o end 

AYCOCK.K Office of fludear Reactor Regulation 79/04/11 Ip 


7905iiiOl4O Forwards alternative drafts of policy statement for THl 
accident revieu 

AHEARNE. J F Commission 79/04/U 23pp 


7905170096 Discusses inquiry re decrease in reactor bldg negative 
pressure 

WEPPLER# J G Region 3. Chicago. Office of the Director 79/04/11 
IP 


7905170113 AuthorCies NRC to locate o&taln railroad tank cars for 
use at facility MRC ulll be reimbursed reosonahU costs 
ARNOLD. R C GPU Service Carp 77/04/11 Ip 

7903170169 Submits criteria for use of steam generator for short- t. 
long-term coaldouin 

HEftBElN. J 0 Metropolitan Edison Co 77/04/11 tp 

7705170172 Discusses acceptah tl ity of tgs criteria for use of stem 
generators for short- & long-term caoldOAJn Acceptable but 
for one exception re design flou rate for A&5 mods 
HATT80N. ft J Division of Systems Safety 79/04/11 Spp 


7905170S29 Responds to NRC 770411 itr 4. discusses criteria for use of 
steam generator for short- long-term cooldoun 
MERfiEIN. J G MetropoUtan Edison Co 79/04/11 Ip 


7905210076 Discusses reduction of reactor pressure for gas removal 
Pressure gauge u/most conservative reading should be used 
» Babcock 5. Ifilcox Co 77/04/11 Ip 


770S210109 Evaluate TMI personnel dosiinetry Ability to assess doses to 
personnel is adequate 

SLGBaDIEN.M J Region I# Ph i lade Iphla. Office of the Director 
79/G4/U 4pp 


7705210110 Requests daily written summary statement re public whole 
body counting 

SMITH. 0 H Office of Inspection Enforcement 79/04/11 tp 


7905210112 Requires revised schedule to Include visit to NRG trailer at 
TMI observation ctr after each dally briefing 
SMITH. O H Office of Inspection <« Enforcement 79/04/11 tp 


7905210117 Items presented at 770411 health pliyslcs planning meeting 
Correction fadars not used for results of iadllne air 
samples collected on charcoal cartridges 
» Office of Inspection «< Enforcenent 79/04/11 Ip 


7703220442 Submits <narled-up draft BEft on WA8H-1400 relevancy to TMI 
CUNNINGHAM. M Office of Nuclear Regulatory Research 79/G4/II 
3PP 


7705230D26 Discusses Installation of backup deep-bed filter for 
containment purge 

RODGEftSi M Industry Advisory Group. 77/04/11 6pp 


770S230I09 i-ists current or planned plant mods V itatus a# Gfc of 
Nuclear Reactor Regulation technical review group review 
NOVAK I T h Division of Gy stems Safety. 77/04/11 3pp 


7905230116 Submits power conversloti sys results from Savannah River* 
VOLiHERiR H Assistant Director for Site Analysis 79/04/11, Ip 


7905230220 Agend-a for TMI tour on 79041 1-I2, 

OILIMBKY. V. . KENNEDY. R T Commission 79/04/11 Ip 


7905230476 Status re leak from vent header it potential problem w/a<;cess 
hole to make up tank 

LAHROBKliS ACR8 - Adviiory Committee on Reactor Bafeguards 
79/04/11. Ip, 


— 7705230430 Tentative qualification of makeup tank sys up to iqi VI] 

notes 

LAWROBKIrS ACitS - Advisory Committoo on Reactor Safeguardi. 
79/04/12 Ip 


79052304B6 List o# RELAP-4 TMI natural convection simulations uMth 
have been performed Plot U addl Info available 
FISCHER. S. BEHLING.S EO S. O, Inc 79/04/U 2pp 


7905300232 Notification of 790423-23 meeting w/AN3 In Chicago, rt to 
discuss Thl-2 effort Requests NRC participation 
BUDENHOLRER.R Illinois Institute of Technology 77/04/Jl ip 


7905090238 Forurards lists of NRC regulations U Reg Guides cUiUflad 
Category '♦A" It ‘'B" 

ARLOTTO.O A Division of Enginearing Standards 79/04/12 LCpf 


7903090241 Forwards notice of extension of public comment perigi for 
NUnEO-0396 

RYANrR 0 Office of State Programs 79/04/12 Ip 


— 7709090244 Notice of extension of comment period re "Planninj SisU 
Development of State U Local Govt Radiological Emergency 
Response Plans in Support of LWR Power Plants. ” NVREG-03?b 
RYAN. R G Office of State Programs 79/04/11 2pp 


7705090233 Agenda of conference to bo held 790412 in PA conciTrtir.| 
health Impact of TMI incident 
» Commission 77/04/12 2pp 


7903100384 Summary of 790411 meeting u/Nsstinghouse in Bsthiid»i>l5 ti 
corrective actions for its PWR plants. as result of TMl-2 
Incident 

RQSB. D F Division of Project Management 79/04/13 6pp 


7903110117 Forwards primary coolant sample analysis info develops! I| 
S Bland tt F Kantor 

MIRAOLIA.F J Program Support Branch 77/04/12 4pp 


7703110135 Forwards addl detail on 770411 headquarters adviserv ripl 
re specific valve designation for containment Isolation 
penetrations 

DAVta* D K, Systematic Evaluation Programs Branch 79/01-^12 

Bpp 


77D5ttOl3B Forwards preliminary data re primary coolant seirph at Tnj 
taken on 790410 

MIRAGLIA. F J Office af Nuclear Reactor Regulation 79/04/12 7p 


77031102-33 Questions answers to questions posed by S Nerbs.COB 
» Commission, 79/04/12 i6pp 


7903110275 Bubnits advisory rept on boratlon It criticality aiffcti 
cooldouin from points A to c, 

DAVIS. D Office of Nuclear Reactor Regulation 79/04/13 

7903110322 Forwards info received from Ofe of Nuclear Reactor 
Regulation team at facility re cooldown 

MTRAGLIAiF J Office of Nuclear Reactor Regulation 77/04/17 
IBpp 


7903140134 Handwritten notes of 790412 meeting u/PA State HeaLIh Di|t 
OOLDQMITH.R Office of Standards Development 79/04/13 7tf 


79051600-01 Requests notification of possible meeting date betvitn 
D Elsenhut of NRC 8t H Uchida of Japanese Nuclear Safety 
Commi I sion 

LAFLEVR. J D Office of International Programs 77/04/13 Ip 


— 7903160004 Submits preliminary Info re 790320 incident Dull 
Inlet & outlet temps remain at 2G0 F. 

LAFLEUft*^ 0 Office of International Programs 79/04/10 


7903160003 Forwards FBI communication re TMI Incident W/o end 
BRADY. R J Division of Security 79/04/12 Ip 


7903160133 Offers eervices in malnt procedures re parts I< 
manpower to Help NRG establish proesdures for nuclear paver 
plants. 

MCCULLOUGH. K. Affiliation Unknown 79/04/12 2pp 


7705190111 Authorises NRC to ship skid-mounted hoist from Hernlldfifj 
Co for use at facility. NRC will be relmburied reasonable 
costs 

ARNOLD. R C GPU Service Corp 79/04/12 Ip 
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7909l'?0173 Lifts info rQi^uirvmffntt for In'-plant data lor Incluilon in 
dallg PNO 

SMITHiO H Office of Inspection Enforcement 79/04/12 Ip 


7909190179 Lists rsciuosted replacements for IE ftegion 1 personnel at 
TMl-2 site 

KEtMIOiR R Region !• Philadelphia! Reactor Operations Nuclear 

Support Branch 79/04/12 Ip 


7909190177 Guidelines to facilitate NRG info exchange w/DQE & other 
agencies 

STOHRiJ P Region ti Phi ladelph la, Office of the Director 
79/04/12 2pp 


790S19023& Foruards safetg analysis rept re proposed transition to 
natural circulation as reguested at NRG 790409 meeting 
Lang<-ter{n natural circulation is viable for stability 
HERBEIN, J G Metropolitan Edison Co 79/04/12 tp 


7909190243 Agenda of meeting re recovery from Incident 
♦ Metropolitan Edison Co 79/04/12 ISpp 


7909210034 Cata 1 y t i c , I nc can provide technical b field support 
CAPHTONiD L Region 1, Phi ladelph la, Office of the Director 
79/04/12 ip 


*““7909210042 Forwards Insp Plan IP~1 for operating reactors In PA, 
effective immediately 

BRUNNER, E J Region 1, Philadelphia, Office of the Director 
79/04/11, 7pp 


— 7903210044 Final version of testimony before Senate Subcommittee on 
Nuclear Regulation ro six main factors causing accident 
Supporting documentation end 
HENDRlEiJM Commission 79/04/10 t 6 pp 


7909210096 Recommends duty officer program lor immediate notification 
of incidents, effective 790413 

DAV18, J 0 Office of Inspection t Enforcement 79/04/12 2pp 


7909210133 Forwards DOE Illustrative matl re releases near plant site 
STOHRiJ P Region 1, Philadelphia, Office of the Director 
79/04/12 7pp 


7909210140 Reciuests environ info to be gathered &> picked up regularly 
at IE command post re facilitating info exchange w/DQE 
other agencies 

8 TOHR,J P Region 1, Phi ladelph la, Office of the Director 
79/04/12 2pp 


7909210144 Lists Metropolitan Edison Co (< contractor exposures by 
group to 790411 

BLODODIEN Region 1, Philadelphia, Office of the Director 
79/04/12 Ip 


7904270003 Summarlies meeting w/Ctr for Disease Control k PA Dept of 
Health re possible ep Idemlologic studies 

GOLDSMITH, R. Radiological Health Standards Branch 79/04/13 

2pp 


7904270192 Forwards advisory on effect of toss of recomblner operation 
on hydrogen concentration In conta iitment, due to 790413 
failure of Atomics Inti racomblnsr heater assembly 
MIRAOLIA, F, J Office of Nuclear Reactor Regulation 79/04/13 7pp 


7904270399 Forwards preliminary evaluations L bases of meltdown 
analysis for TMI covering core melt penetrationi hydrogen 
generation k potential for esplosion 

MARCHE 8 E, A , LONG, J , CARTER, T Advanced Reactore Branch 
79/04/13 tp 


7904270976 Forwards list of THI related followup actions currently 
underway or planned In response to LV Oosslck 790412 memo 
MINOOUEiR Q Office of Standards Development 79/04/L3 2pp 

7905090290 Oiscusies how transcript of NRC meetings hslo /90S06, 09« 10 k 
13 re THI-2 Incident will be made available 
B1CKWIT,L Office of the General Counsal 79/04/13, 4pp, 


7909090294 Summary of 790412 meeting w/Susquehanna River Basin 
Commission to discuss TMI-2. Stated . 5 Ci of I'-131 discharged 
to river/ described water monitoring program & NRC role re 
itfater quality during TMt '2 cleanup 

ELSASSERrT C Office of State Programs. 79/04/13, 2pp 

7909110130 Forwards list of useful electrlca I, instrumentation It control 
schematics 

LAlNASrO Plant Systems Branch 79/04/13. 3pp. 


7909110133 Forwards NRC advisory by RQ Heyer recommsfid £ng all Incore 
thermocouples be read in continuous manner w/provisions for 
rapid retrieval t permanent storage 

LAlNASiQ Plant Systems Branch 79/04/13 2 pp 


7909110391 Lists Dlvitioni actions re TMI w/contact per son, descr Ipt 1 ve 
title of action k estimate completion dates 
« Office of Nuclear Regulatory Research 79/04/13 4pp 


7909210040 Lists IE personnel who are on duty at TMI 

HCOSCAR, J J Region 1, Philadelphia, Office of the Director 
79/04/13 2pp 


7903210120 Forwards Interoffice memos routed to NRC re radioactive 
sample analy 1 1 s, a Iternate method to measure steam generator 
level k modified criteria for use of steam generators for 
cooldown, 

DANIEL, J A * GPU Gervlce Corp 79/04/13 24pp 


7903210124 Recommends procedures re utll effluent monitoring 
8T0HR,J P Region I, Ph 1 lade 1 ph la, Office of the Director 
79/04/13 2pp 


7909210240 Discusses nondestructive examinations of weld joints 
Requests resolu.tlon of inconsistencies on data shoots k 
rationale for util taking credit for Insp 
TRI:PP,L Metropolitan Edison Co 79/04/13 Hpp 


7909220439 Summary of 790412 mooting w/Susquehanna River Basin 
Commission re TMI Incident 

EL 8 AB 8 ER 4 T C Region 1, Ph i lade I ph ia. Office of the Director 

79/04/13 2pp 


7905230002 Summary of 790413 meeting to plan TMI-2 strategy 
* Office of Nuclear Reactor Regulation 79/04/13 4pp 


7905230041 Forwards list of e lec tr i cal, i nstr umentat i on k control 
schematics M/o enclosure 

LAINA8,0, C Office of Inspection 1* Enforcement 79/04/13 tp 


7909210247 Exposure summary of Metropolitan Edison Co k contractor 
personnel on 770414 

SLODDOIENiM J Region 1, Ph ( ladelp h £a. Office of the Director 

79/04/14 Ip 


7909230471 Comments on Tast I qual i f lea t Ions of vent header sys 
Iquallf Icationa of make up tank sys), 

LAWaoSKl,N ACRB - Advisory Committee on Reactor Safeguards 
79/04/14 Ip 


7903160129 ''Preliminary Estimates of Population on Dose k Health 
Effects ” 

BATTISTiL. , BUCHANAN, J , CONGELiF Division of Site Safety l« 
Environmental Analysis 79/04/1& 73pp 


7909190107 Ad hoc interagency dose assessment group prsilmlnary 
estimates of population dose k health effects re TM1“2 

events 

BATT1ST,L , BUCHANAN, U Environ Protect etandards Qranch 

CQNOEL, F Division of Bite Safety k. Environmental Analysis 
79/04/19 60pp 

7909210013 Forwards TMr/Oenaral Public Utils Data Radu-ctlon b Mgt Oroup 
Status Rept 1. Includes info ro temp k. environ readings 
WEIEERi J L. OPU Service Carp 79/04/19 9pp 

79092101&9 Agenda qf 790415 technical group meeting w/Metropolitan 
Edison 

» -Commission 79/04/13 4pp, 


7909230036 Conceptual design for TMI-2 venting Suporcodei previous 
versions ^ „ 

DI8ALV0, R Office of Nuclear Regulatory Research. 79/04/13 3pp. 


7909230118 Requests clearance for JT Collins to drive to processing 
bldg 

ViJLLMERfR K Assistant Director for Bite Analysis 79/04/15 Ip 


7909020468 Forwards preliminary sequence of events for first 20-h 
following accident on 790228 

HERBEtNrU 0. Metropolitan Edison Co. 79/04/16. 16pp 


7903090248 Forwards requested telephone Log b states no significant 
contacts made on 790401. 

El-8Ae8ER,T. Office of State Programs, 79/04/16 9pp 
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7‘70&090259 ForwMrdi raquait for irtfo r« trtVolv#o*^t fin WRC actlvttlf* 
riLatlng to THI ptriod frow 790320-0^01 

EMOELHARDT»T F OffU* of th» Eiicuttvo Lagal Oiractor 


79/04/lA 


^-79033001^9 Raapohd^ to 790412 m«mo lilting currant dlv prejicii vi T»J 
incldant 

BEBAM.if J, Tachnlcal Information Docummt Control. 79/04/1.6 
♦PP 


— 7903090260 Raquait that all parionnal anpagad in MRC raiponaa to TMI 
accldant racord frhair action* on paper . - 

OOSSiCKiL V Qffica of tha Eicacutivt Dlractor for Dparotlona 
79/04/13 tp 


7903100016 Act racalpt of 790413 mamo U accompanglng propaial rr 
coaun-and fc control cantar to improva eommunicationa igi far 
daaling w/avantt similar to THI Improvad communication 
SV* wtll 6e canaidarad 
KENORIErJ M Commiailon 79/04/17 Ip 


7903110131 Forirardi campllatton of analgii* of 790329 U 0410 primary 
coolant lamplai . 

MlftAOLlAfF J Offica of Nuclaar Raactof ftagulation 79/04/16 Spp 


7903110330 Summirlaa* Branch racommandat 1 on* for a<fdl aparatlonal 
lafaty raaoarch baiad on pralimlnary raviaw of TKI Incldant 
BENNETT<0 L Raiaarch Support Branch 79/04/16 12pp 


7905160119 Suggaata action* In raaponaa td ACR8 THI raptimathod* ahould 
ta provltfad to gat direct niatar laval reading In raactor 
cora 

AHEARNEj J F Commiit-ion 79/04/19 2pp 


-^7903160132 Raqvaata cammant* on and J Vallin 790402 Itr ra TMJI 
Inc Idant 

KENMEDY, R T Cqmmiiilon 79/04/19 Ip 


—7905100017 Forwards propotal for NRC command & control ciniir f-er 
nifcLaar raactora 6 transport of SHM 

POQOLAKiE h Radiological Haalth Standardi Branch 7?/04/|3 

4pp 


— 7903100010 Frapoaaa «tudg of faafibtUty of NEC co-mmand 6 central «ir 
for nuclear raactor* tc trantpor tatlan of SMH 

POOOLAK«E M Radiological Haalth Standard* Branch. 74/02/17 

3pp. 


—7903100022 Forwards 790329 6 790403 auggastUn* by E Podolik r« 
computar controlled communications link &> lagislativ* 
authority to prosaevta for faloniaa Raquasta 60-day rtvltw 
pariod 

GOBPiL t Office of IliEi Exacutlv# Offlcar for Hanagimini I 
Analysis 79/04/16 ip 


—7903160130 Buggaati that ground doia maatuTonrnta« isotopic conpoaitfon 
6 tima pattern of activity rtlaastd from plant & nuntar of 
axpoiad wortera ba recordad for later analysLa 
YELtINiJ Harvard Untv 79/04/02 ip 


— 7903100034 Suggests that NRC bolster anforcamant tya by fiiUnf 
iaglflativa authority to prosecute individuals who an 
ptrionally raaponsihla for earious NRC violations 
POOOLAKr E H Radiological Haalth Standards Branch 79/Q4/Ci 

Ip 


—7903160142 Requests chronology of arrival times of federal 6 state 
reprasantatlvat at slta<copy of Intaragancy Radiological 
Asistanca Plan 6 NRC regulations ra emergency planning 
KEWMEDV.fl T Commliiion 79/04/19 Ip 


7905160124 Confirms 790403 telcon ra willingness to attend THI related 
meeting 

TILBEiH £ London Nuclear Dacontamina tl on^ Ltd. 79/04/16 Ip. 


7903210220 Tank car ieaaa agreement betuaan Union Tank Car Co «< Oanaral 
Rubllc Utils 

a OPU Service Gorp 79/04/16 19pp 


7903230123 Summariies NRC cemments on accap tabil I ty of design erfitaria 
for mods to facility electrical power syf Design criteria 
for two new diesel generators 6 use of 13 B kV const power 
source is acceptable 

STELLOiV. Division of Operating Reactor* 79/04/16 2pp 


7903230120 Requests retention of IH Peters DL Ebsrsole as drivers 
until 790421 

STELLa#V Division of Operating Reactors 79/04/16 Ip 


7903230281 Forwards updated status of various proposals for achieving 
c&ld shutdown 

NOUAKfT M Office of Nuclaar Raactor Regulation 79/04/16 44pp 


— 79032302B7 Provides summery of QA practices associated w/facillty modi 
reviewed to dete. 

OILRAY<J Quell fey Assurance Branch. 79/04/16 Spp. 


7903300100 Forwards inventory of currant TMI’'2 raletad actions 
DQSdXGKfL U. Office of the Ecacutive Director for Operetions 
79/04/16 Ip. 


— 7905300105 Forwerdi inventory of current THI-R reletarf actions. 
■GQSSlCKi L, V. Off ice of the Esecutive Oiractor for Operations 
79/04/16 3pp 


—7905300111 Responds to LU Oosslct 790412 memo listing current THI 
raLeted action* 

EKEArJ^fi. Office of International Programs 79/04/13 Spp 


—7903300110 Data I la perionnel actions re THI incident 
BIRDjP.E Office of Admin! strat ion. 79/04/13. 2pp 


7905110263 Discusses Bandia Lab study of coolabllity of rubbliiii cor* 
dabrls High safety margin atlst* for cooling THI core at 
atmoipharlc pressure hy boiling csllular natural convection 
NRIQHTirR W Eiperlmtntal Fast Raactor Bafety Rataarch Branch 
79/04/17 3pp. 


7905160114 Requatti further info ra Qfe of Nuclaar Raactor Raguliticn 
action on THI 

^lEAHNEiJ F Commission. 79/04/17. Ip 


7903160220 Forward* 790409 Itr from 0 Russ of AIF ra tackgreunJ 
articles used in attempt to put THI in perspective 
BERNEROfR Assistant Director for Haterleis Safety Branch 
79/04/17 Ip 


7903190093 Authorites NRC to ship breathing air manifolds & 030 (wtlc 
ft par fflinuta compressor w/hpsesr manifolds 6 air suit tops 
NRC will be reiatbursed all raasonablt expentas 
ARNOLD, R,C. OPU Bervlc# Corp. 79/04/17 Ip. 


7903190120 Authorires NRC to ship three charcoal filters from rMl-2 la 
Columbus«OH NRC will be rtimburted reasonable costs 
ARNOLD, R.C. OPU Service Corp 79/04/17 Ip. 


790S1901B7 Autlioritas shipment of three charcoal filters fron THt 
Columbus, OH 

ARNOLD, H.C OPU Service Carp 79/04/17 Ip. 


7903210021 Foriaerds TMl/Oan#ral Public Utils Date Reduction K}l Oravp 
BtalUi Rapt 3 Info includes reactor !< raactor bldg temp U 
preasura 790401-0416. 

gEI8ER,JL, OPU ear vice Corp 79/04/17 6pp 


7905210070 Forwards summary rapt on gas analyse* parformsd an THI 
primary water sample received 79041,4. 

EHALtN. A. Allied Chemical Corp. 79/04/17 14pp. 


7905220433 Describe* Task 11 ex-core monitoring of core candUlani Fii.r 
groups of detectors provide Info ra core conditions 
Dlacuasas neutron sourcaa fi< location 
BALLiR Special Instrument Group 79/04/17 2pp, 


79033D042D Requests that Hlfsions pass THI-related info to NfiC 
official contacts 

LAFLEURrJ D Office of International Programs. 79/04/17. tp. 


--790S300136 Forward* info requested In 79D412 nemo ra perionnel fin Dlv 
of Contracts who will ravlaw k list all procuramanfe actions 
resulfclTis from THI Incident. 

HALHANrE L Division of Contracts 79/04/13 2pp 


— 7905300162 ftasponds to 790413 mamo listing personnel from Qfc of 
Administration involved in communications at TKI-'2 aite 
WALLACE, J.R Division of Factlttias k aparatlons. 79/04/13 
app. 


7905190009 Diacusses sequence of avanta to ba followed if riictar 
■coolant pump 2A fal I*. Forwards operations support plan*. 
ARMOLD.R.C, , KEATEM, R H. OPU Qtrvlca Corp, 79/04/10, 6pp 


7903210246 aummary of 790418 via it to Sutqoahanna River Is lindsiPAhla 
take soil L grass samplas.No avldenc* of recant const or 
ectlvity, 

HCCLINT0CK,R,0. » 8L0fl0DIEN,M Region i, Philadelphia, Offlts df 
tha Director. 79/04/16 Ip. 
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71K)5300319 Foi'w«rd« r^commtndatlon* vm handling FQIA ra<iu»*t* ^or 
dacuiA»ni» an TMI-2 cammcnta St concurrancat bu 

790419 

BlCKVJlTfL Qf-fica of tha Oanaral Counial 79/04/i8 3pp 


7903020041 Raapondt to 790417 memo ra need to applg apacial tneaturea 
for transportation of radioactive uiaatee from TMl-H «ite for 
diipoeal Ra<iuoetf to he kept informed of ihlpmanti 
BURNETTtR F Divialon of Safeguard* 79/04/19 Ip 


7903110231 Sunnnarg of 770419 meeting u/H Turpolak of KEW re rctponfa ha 
li preparing for Bacratary Callfano re recent Iodine 
releaia* at TMI S( nature of final cleanup efforts 
ORIHFBrB K, Assistant Director for Engineers St Projects 
79/04/19 Ip 


7903210027 Forward requested quetiioni re loss of main coolant pumptRHR 
fieat removal sgst loss of air conditioning pouer Si loss of 
prtfSUTiier vent capability 

MiraPHVi J A Office of Nuclear Regulatory Research 79/04/19 Bpp 


79O32fO0A9 Forwards KA Power Si Light answers to effectiveness of adding 
hydrazine to primary sys to scavenge oxygen since there it 
indication of dissolved oxygen In primary coolant 
HATHEUBiP R Division of Bystemi Safety 79/04/19 2pp 


7903210073 Forwards analysis results of boron measurements from 770411 
primary sys sample (non'^pressuri zed 1 

TELFORD, T Division of Operating Reactor* 79/04/J7 3pp 


7909210273 Review Si evaluation of personnel dosimetry deta from 
790320-0403. 

8L0DDD1EN«K J Region t. Phi lade Iph 1 a. Office of the Director 
79/04/ i 9 app 


7903210279 Forwards list of people to be interviewed. 1 1st of procedures 
to be c ert 1 f led. 1 itt of requested documents St list of addl 
procedures In effect on 770323 

MARTINfR Division of Bystems Safety. 79/04/19 llpp 


7909230014 Changes designation of new diesel generator to *'grcy** to 
avoid confusion w/Clais IE h Ipe div 
CRONEBEROER. D K OPO Service Corp 77/04/17. Ip 


790923001S Technical support procedure* group ha* developed variation 
on method to predict preseurizsr level from Indicated temp 
Recommends procedure be initiated 
WALLACE. E.O OPU Service Corp 79/04/19 Ip. 


7909230269 Dlicusses analyses of boron measwrement* from 790411 
nan’'prasf uri led primary lys sample 

TELFORD. J T Office of Nuclear Reactor Regulation 79/04/19 3pp 


7909230449 Concern* re cleanup of auxiliary bldg St containment 
LAWROBKliK ACRS - Advleory qommittee on Reactor Safeguards 
77/04/19. Ip. 


7903300437 Olecussei current status of saf oty-related operator action 
study 

HlLliOANiJ L Reactor Bystems Standards Branch 79/04/19 2pp 


-''7909300430 Draft rept. "Baf aty-Related Operator Action." 

BOTT, T, F. I HAABiP M Oak Ridge National Laboratory FIN a“042l 
0RNL/TM-6ES3 79/04/13, 113pp. 


7909090210 Responds to LV Ooselck 790413 request for record of actions 
on TMI accident. Summarizes 790402-0404 discussions re 
reactor coolant pumps St containment integrity 

MARINOS. E.C. Reactor Byetems Standards Branch 79/04/20, Ip 


7909110266 Forward* Band la Lab rept on calculations of coolablllty of 
rubblized TMI core debris 

NRlOHTiR M Experimental Fast Reactor Safety Research Branch 
79/04/20 2pp 


— 7709110267 Forwards rept “Cooling of TMI Core Debris " 
RIVARDiJ B Sandia Laboratories 79/04/19 Ip 


— 7909110267 "Cooling of TMI Core Debris " 

« Bandia Laboratories 79/04/12 6pp 


7709160077 Suggests improvements in sys of communications for emergency 
response situations U need for mobile radiation monitoring 
units available to each ofc Requests rept 
KENNEDY. R T Commlssian 77/04/20 ip 


790916008S Requests info re TMI Including license conditions rt flood 
levo Is. status of spent fuel pools 1. whether any addl plants 
are planned for area 

AHEARNE. J F Commission 79/04/20 Ip 


7909160147 Forwards Itr from Logistlci Management Institute offering to 
discuss malnt procedures to help NRC establish 
procedures for nuclear power plants 
AHEARNE. J F Commission 79/04/20 ip 


7909210099 Update* R Ball's 790417 memo detailing rational* for high 
counting rat# of B-F-a neutron detecting startup channel 
BTELLOrV, Division of Operating Reactors 79/04/20 lOpp 


7909210261 Details synopsis of environ analyses performed tine* 770419 
All resulti are for I-13i 

SMITH.© Office of Inspection U Enforcement 77/04/20 2pp 


7909210319 Request* addition of JB Creswell.Dr Hunter. DC Kirkpatrick. 
T Bhaub.R fiummers.F Blssett to list for IE per Amend 3 to 
NRC access list dtd 790413 

HCOBCAR.v/ J Region 1. Philadelphia. Office of the Director 
79/04/20 2pp 


7909220420 Notifies that Dfc of Executive Legal Director TMI documents 
w/released info must be transmitted to FOIA officer, per end 
Announcement 39 

M0N0IC8. D Administrative Branch 79/04/20 Ip 


— 7909220427 Announcement 39 re preservation of record* re TMI incident 
Forwards list of FOIA coordinator* 

FELTON.U M Division of Rules and Records 79/04/12 3pp 


7909230030 Forwards list of Region I personnel dispatched to site from 
790328-0401. 

MARTIN. R Division of Bystems Safety 79/04/20 3pp 

7909230011 Forward* "Criteria for Loss of Offsite Balance of Plant 
Electrical Power " 

CRONENBEROER. D OPU Service Corp 79/04/21 Ip 

..77Q9230012 "Criteria for Loss of Offsite Balance of Plant Electrical 
Power " 

a OPU Barvice Corp 79/04/22 6pp 

7909230I3B List* IE personnel to be added to NRC Access List dtd 

MCQ8GAR. J 'J. Region 1. Phi ladelph la. Office of the Director 
79/04/21 fp 


7909090219 Forward* scopee on Categories A B reg guides being 
Gonslcfered for revision as rgsult of TMl-2 event data 
Eies. A L Division of Engineering Standards 79/04/20, 129pp, 


7909090231 Summary of 790412 meeting w/PA State Health Dept In 
Karr Isburg. PA re strategy for evaluating health Impact of 
T«l incident ^ ^ 

QGLDSHITH.R Radiological Health Standards Branch 79/04/20 

app. 


7909090237 Responds to 790420 request for name* of candidates lor TMI 
Internal team to investigate accident Buggests H 001110*1 
ft JaitciW Kerr. 8 Schwartz 

RYAN.R.J, Olfie* of Nuclear Regulatory Research 79/04/20. Ip 

7909110126 Forward* requested Info prepared by R Efflch & F Akstulewicz 
showing dose rate from 12-Inch RHR pip* containing 

KIftASLtA?F*J ^^bfflce of Nuclear Reactor Regulation 79/04/20 3pp. 



124 


DOCKETED ITEMS 


7905230293 L Kovach racamm^ndatlont r» carbon adii>rl»»ri In 

auilliary bldg Tragc should b« rtenovid from sgi and cleaned 
of carbon 

COLLINSi J T Efflornt Traatnant SjstBrti Branch 79/04/22 Ip 


790S07003S Sgropil-i of Info obtained r# operating history of TMI-Z 
Info re inventorifr* of aignlficant fission products eipected 
in core will be coLlectid Plot* of dtcaying inventories 
made uhera feasible 

MELLIB. 0 O Traniporfcatlon *« Product Standards Branch 79/04/23 

Spp 

7900090216 Comments on Commits loner 4hearne^i 790403 ”tet of thoughts 
on hou ue could pottlbly go about TMI accident review " 

Beview mutt distinguish why 6 tjhat happened 

KGOREfR H Office of Management and Program Analysis 79/04/23 
Ip 


7905070005 Forwards H Maiatis' comment* on review of Emergency 
Procedure 5 

KIRAQLIAiF J Office of Nuclear Reactor Regulation 79/04/24 


7905|102£Q Telcon summary Describe* valve misalignment at TMI furlr| 
change of feedwater flow from main to auxlllarg ays 
BRVAN,S Office of Inspection 4t Enforcement 79/D4/Z4 tp 


7909160131 Forwards rough estimate of initial source term that vas 
potentially available in auciliary bldg for release to 
atmosphere 

BLONDi R Office of Nuclear Regulatory Research 79/04/24 3fp 


7909190060 Submits evaluation re syt analysis of filling t* opirilie- 
once'-through steam generator D water solid 

♦ Office flf Inspection 6 Enforcement 79/04/24 3pp i 


— 7903090220 “Testimony of R Moore St L Abramson " 

MOORE. R , ABRAMSON, L Office of Management and Program Analytis 
73/11/30 I6pp 


— 7903090224 Supplemental Testimony of R Moore & L Abramson In response 
to ALAB-S29 

MOQRE.R Office of Management and Program Analysis 79/03/16 
lApp 


7903190061 Requests info re site related activities from 79D328 U 
790331 at iff 01 AM 

DIBBON, A Region 1, Philadelphia. Office of the Olractor 
79/04/34 3pp 


79D3230001 Savannah River life support air sys will be used by tite 
p ersonnel 

ROBISON, J D OPt^ Service Corp 79/04/24 Ip 


7905110220 Act receipt of 790413 offer to lerve on safety reviau panel 
Offer will be considered 
HENDRIE.JH Commission. 79/04/23 ip 


7905230005 Outlines priorities 6 procedures for waste ditpoiel egi 
Organl latlona I chart ^ list of responsibilities end 
RUSCHE^O . ARNOLD. R C CPU Service Corp HERBEIN. J Q HltrepaLlii 
Edison Co 79/04/24 ?pp 


— 7903110323 Offers to serve on review committees re TMI 
HOCEVAK, C J Affiliation Unknown 79/04/13 Ip 


790S1 10234 Testimony before Subcommittee on Nuclear Regulatlpn of 
Senate Committee on Environ 6 Public Work* re TMI-3 
Inc 1 dent 

OIECKAMP, H General Public Utiiibles 79/04/23 21pp 


7903110248 Suggests Nuclear Regulatory Research staff members to 
serve on TM£ incident investigation 

LEVINE, 8 Office of Nuclear Regulatarg Research. 79/04/23 Ip 


790S1 10312 Handwritten nates re TMI incident for period 790404-0423 
CUNNINGHAM. M Probabilistic Analysis Branch 79/04/23 24pp 


7905110331 Responds to 790406 metno requesting comments re environ 
qual If icat ion 6 Instrumentation to follow course of an 
accl dent 

MILLER, C F Electric, Instrumentation & Control aystems Branch 

79/04/83 2pp 


7903140034 Observations made at meeting of Senate Subcommittee on 
Nuclear Regulat ion. Commi ttee on Environ 6 Public Works 
concerning TMI Accident 

JFDHNSON, D.» Office «f the Secretary of the Commission 79/04/23 
3pp. 


7905230006 Forwards revised criteria for use in designing planl etdi tv 
use A 4t D steam generators as high pressure water to water 
heat exchangers for decay heat removal 
CAPODANNO, 0 GPU Service Corp 79/04/24 2pp 


—7903230007 “TMt-2 8ys Criteria for Use of Steam OemeratGr A for sinl- 
U Lofig**Term Cooldown,*' Revision 3 
s GPU Service Corp 79/04/24 itpp 


— 7903230003 “TMI-a Sys Criteria for Use of Steam Oenerator B fet 
Cooldown at High Pressure." Revision 3 
» OPU Service Corp 79/04/24 9pp 


7905230024 Details rcor ganl lation of waste mgt activities 

RUSCHE. Q , HERBEIN.J O , ARNOLD, R C. GPU Service Carp, 79/01/21 
9pp 


7905230152 Discusses effluent 6 process gas monitoring syi 4, ViettriM 
air monitor 

STODDART, P Division of Site Safety 4t Environmental Analyils 
79/04/24 2pp 


7905230172 Informs that main turbine was manually tripped uhin ujiir 
was heard in steam line around turbine control valve* 
QLSHlNSKIrJ Division of Systems Safety 79/04/24 Ip 


““7905140098 Forwards prepared testimany given at hearing before 790423 
Senate Subcommittee on Nuclear Regulation N/o testimony 
HAMMERER. C Office of Congressional Affairs 79/04/23 2pp 


7905160010 Details actions taken In rssponse to RJ Budniti 790410 memo 
to file re vented containment conceptual design at TMI 
DlSALVa.R Office of Nuclear Regulatory Research 79/04/23 7pp 


7903160144 Requests Info re min requlTtrrLentf for control room manning 
by licensed reactor operators U advantages It d ieadvantages 
of presence of third operator 
KENNED/. R.T. Commission 79/04/23 ip 


7903230009 Forwards Revision 3 of **Ria<tor Coolant Pressure Control Sys 
Oetlgn Crl teria-Kakeup Portion, dtd 790420 
CRONEBEROCRi D GPU Service Corp 79/04/23 Ip 


— 7903230010 Task 6fl‘ “Reactor Coolant Pressure Control Gys Design 
Ctritaria-Nakeup Portion^'* Revision 3 
rANlSiL. . LUrT CPU Service Corp. 79/04/23, 11pp. 


7903230013 Lists member* of newly formed Natural Circulation Initiation 
Task Force 

ARNOLD, R C GPU Service Corp 79/04/23 ip, 


7903230171 Foruiardi draft of work statement for contract to review 
federal agency Interaction, 

OREHERiE Office of Inspectidfl It Enforcement 79/04/23 4pp 


7903300424 Requests that TMI bulletins I, NRC plan* for future Info 
dissemination be forwarded to NRC official contacts, 

LAFLEURiJ D Office of Internationa l Programs 79/04/23, 2pp, 


7905230175 Unexecuted memo of understanding to exchange envlrsn Ir.fs I 
data between NRC^ EPA, U HEW, Forwards morning repts for 
790423-23 

STELLO, V Division of Operating Reactors COK.C Health, 
Education & Welfare* Dept of BRETTMAUER.E EnvironminUl 
Protection Agency 79/04/24 4pp 


7903230298 Forwards comments on sys analyses of filling and 
once-through steam generator B water solid Secondary side 
should be filled slowly to avoid water hammer 
HOVAKi-T. H Office of Nuclear Reactor Regulation 79/04/24 3ff 


7903300347 Discusses security aesistance for NRC press ctr in 
Kiddletoun Borrow- Ha 1 1. Midd 1 etown, PA 
BURCH, C,L Division of Security 79/04/24 2pp 


7903110215 Questions for Commission 790423 meeting on &6N plai^tf 
e Gommisslon 79/04/25 2pp 


79031 L0235 Forwards correspondence summer iiing evaluation of 
gat In primary coolant sys 6 containment bldg atmosphere. 

RtD,L.N, Asslmtent Director for Advanced Reactor Safely RntkfKk 
79/04/25 2pp 


—7903110237 Forwards table summarliing calculation of hydroisfl |is *1 
several pressure & temp conditions corresponding to syt 
cooldown* pressure reduction li rapid depressurtxat ion 
RiBiL N Assistant Director for Advanced Reactor Qafltg 
Research. 79/04/23 2pp. 


— 79D31102SQ Presents results of parametric appraleal of hyfr0|is 
iolublklty data base l( estimated hydrogen releases at TKI 
PERBONrL. 8 Fuel Reprocess, t Recycle Branch 79/G4/M 4|f 
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-*-7?09 1 1029? upper limit estimataa of hi^drogen formation via 

t Irconium-uatsr reaction fy from radiolijsifi 

LARK [NS I J T Experimental Oas-^Cooled Reactor 6afet<j Research 

Branch 79/04/li Spp 


■7909110261 Oiscumes need for thorough revleu of radiation ?« physical 
chemistrii of LWR primary coolout Suggest formation of tast 
force tk revieu of 8AR« i SERs 

WITT<F k) Fuel Process Systems Standards Branch 79/04/25 

6pp 


“-7909110263 Summarizes info on hydrogen reduction methods 

RIBiL N Assistant Director for Advanced Reactor Safety 
Research 79/04/29 3pp 


7905110343 Provides preliminary assosment of core damage at TKI 
Poruards tk discusses calculations by NRC others to 
determine extent of damage 

HARiNOfO P Fuel Behavior Branch 79/04/23 22pp 


—79091 lOS-lB Discusses 0RA88~aST calculations for TMI to explain release 
of 30-407, total core inventory of fission gas 
REST#J Argonne National Laboratory 79/04/16 2pp 


—7905110331 Discusses max steady-state clad temp reached in TMI after 
voiding Any means of assuring moderate floiu of steam should 
have prevented serious rod damage 

MARlNDiO P Fuel Behavior Branch 79/04/04 3pp 


‘7909110363 Discusses prelininary calculations for outside limits of 
possible core damage Believes 23-3S'4 core damage near ctr is 
upper limit at 1 B hours transient 

BECKNER Division of Reactor Safety Research 79/04/06 Spp 


7905210097 Notifies NftC investlgati ve team is onsite U available for 
private meetings by appointment 

MARSCHi R Region 3r Chicago, Office of the Director 79/04/29 

2pp 


790523018? Recommends actions to be taken in case of uork delays duo 
to conflict of std operating procedures 
HUUUEARV<T Metropolitan Edison Co 79/04/29 2pp 


7905230194 Summary of 790429 meeting w/DOE pe future support of NRC 
operations at site 

ORIERiB H Region I, Philadelphia, Office of the Director 
79/04/29 Ip 


790530009B Forwards list of communications equipment sent to TMI that 
cannot be properly accounted for Requests identification of 
custodian of property during tour of duty at Trailer City 
JONES, J 0 Telecommunications Branch 79/04/29 3pp 


7903090240 In response to 790419 memo, forwards assessment of impact of 
TMI-2 on ofc resources 

RVAN.R 0 Office of State Programs 79/04/26 9pp 


7905110279 Documents supply of emergency instrumentation at TMI site to 
collect air samples measure radioactivity 

8WANBER0, F. Environmental Effects Research Branch 79/04/26 

2pp 


7905110304 Forwards proposed mods on supple to LV Oosslck 790420 memo 
re actions re TMI 

DAVIDSON, E Office of Nuclear Regulatory Research 79/04/26 Bpp 


7905140039 Discusses 790330-0408 actions whilo part of NRC team at TMI 
Dutiss Involved review of handling of accident ft radwaste & 
gathering of info re plant sys status from logs S' personnel 
BELL,H J Assistant Director for Waste Management <Pre 790301) 
79/04/26 app 


7909160028 Forwards record of actions involving NM8S staff which are 
not logged in Incident Response Ctr 

BROWN, R 8 Office of Nuclear Material Safety & Bafeguards 
79/04/26. Ip 


■790916Q029 Comments on rept on hydrogen solubility database b estimated 
hydrogen releases at TMI 

PERSON, L 8. Fuel Reprocess & Recycle Branch 79/04/U. 3pp 


— 7909160036 Discusses actions of group working on radwaste sys at TMI 
Ltcensee procedures for handling radioactive wastes 
generated by accident are under review, 

B£LL,H. J Low Level Waste Branch <Pre 79090t) 79/09/10 Ip 


7903230202 Rept of activities on 790329 at site, initial assignment 
CDLLINSiD. H, Region 2, Atlanta, Office of the Director 79/04/26 
app 


7909300103 Responds to questions of C l^epford re radiation releases at 
TMI No info substantiating claim of O 5 m 1 1 1 i rams /h ou r 30 
miles upwind from TMI TLDs have bean limited* but calibr 
sensitivity to beta radiation 

SMITH, 0 M Region t, Ph i lad e 1 p h Isj Office of the Director 
79/04/26 2pp 


7909110273 Bummarizos Branch actions associatod w/TMI accident 
80L&ERD, D E Bysbemi Perf ormance Branch 79/04/27 Ip 


7905220412 Discusses health physics coverage for transition to natural 
circulation, both offsite 6 onsite 

BNIEZEK, J H Office of Inspection t Cnforcoment 79/04/27 Ip 


7903210300 Recommends procedure for badging NRC employees 

SMITH,© Office of Inspection 8t Enforcement 79/04/20 3pp 


7903220430 Provides data re sy a /component t instrument -aperablllty 
status 

WILBER, M Office of Inspection 6 Enforcement 79/04/28 3pp 


7903210273 Forwards Revision 1 of procedure for hedging NRC employees 
SMITH, O H Region i, Ph t lad e Iph la. Office of the Director 
79/04/29 4pp 


7903230916 Forwards liquid discharge data for 790410-20 

KINNEV.W Office of Inspection V Enf orcemer^t 79/04/29 3pp 


7903230923 Forwards info re sys /c omponen b operability status 

GRIMES, B Assistant Director for Engineers I* Projects 79/04 /29 
lOpp 

7905110279 "Generic Considerations of 1111-2 Incident " 

♦ Office of Nuclear Reactor Regulation 79/04/30 Spp 


7905110319 Input fo-r items needed far requa I i f i cat i an of TMI Discusses 
decontamlnatian, Insp of primary coolant tys U type of water 
chem Lstry 

MUSCARA, J Office of Nuclear Regulatory Research 79/04/30 2pp 


7905140091 Suggests proposed Uestlnghouse decay heat removal sys design 
be cnodified ta better prevent sys leakage Flanged 
connections should be welded U sealed pumps should be used 
* Office pf Nuclear Reactor Regulation, 79/04/30 Spp 


7905160008 Summary of reactor decernmiss 1 on ing study 
e Commisslan 79/04/30 6pp 


7903210299 Transition of IE tn-housa health effort to normal regulatory 
pos i t ion 

SMITH, 0 H Office of Inspection Enfortofnonfc 79/04/30 2pp 


7905230103 Chart of review committee responsibilities 
* OPU Service Corp 79/04/30 Ip 


7905230927 Forwards results of analysis of add) liquid discharge data 
PERROTTIrD Science Appl ications, Inc 79/04/30 t3pp 


7903090243 Informs that Joint Chiefs of Staff assigned nickname Ivory 
Purpose** to operations i-n support of TMI incident 
OOS81CK,L V Office of the Ececutive Oirector for Operations. 
79/03/01 Ip 


790509‘0337 Farwards "Preliminary Licensing Rept for Wostinghouie Decay 
Heat Removal Sys " Final rept ui 1 L follow 
HERBEIN, JO Metropolitan Edison Co. 79/05/01 Ip 


'*-7905-090339 “Preliminary Licensing Rept for Westinphouse Dscay Heat 
Recnoval Sys " 

* Westinghouse Electric Corp. WP-TM1-O03. 79/03/01 R^pp 


7905190118 Agenda for 790420-0501 planning meetings 

» Office of Nuclear Reactor Regulation. 79/05/01 lOlpp, 


790530-0392 Discusses telconi for 3-day period following TMI-2 incident. 
RQBART, A, M Region 5, Ban Francisco, Office of the Dlractor 
79/03/01 ip 


7903210015 Discusses plans for spi detnioiag y followup studies on 
populations sKposed d'urlng TMI-S event Contractor will be 
selected soon. 

KINOQUE, R B, Office of Standards Development. 79/03/02 2pp 
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7<?050'?0320 Notiflt* that tubmlsilon of final T*pt ra imp 1 nganant/ 

• ntralnmant manitarlng progra^n at THi ulll be dalagad to 
7<?07IS 

MeUBISHi J F 1 TROFFER.e J Mb tropo 1 i tan Edi«on Co 79/05/03 Ip 


7903140052 Sucumarliei 79032B telcon fr<J« C H»ath of Ctr for Olaiaii 
Control ra ctr'i rola In roapondlng to TMI Incidanf? Foruardi 
lOffinarg of lubiaquant talcon w/K Oollar 

ROSERTSi 1 C A-islatant Director for Siting Standard! 79/03/03 
Ip 

7903300053 Oetalla agenda of Natl Confdranca o# Stata Lag 1 alafcuraai 
Enargg & Raaoorce* CotB/nlttaai^ 790317 ppfr»entatlon to 
Congreaa ra TMI 

BCHNARTZrd A Office of Strata Progrann 79/05/04 Ip 


7903140367 forwartfi analg»i« raiulti for lample of primary coolant 
watar frort> TMI. 

OVERMANpR F E I du Pont da Namoi/r* Co . Inc 79/05/07 3pp 

7903250479 FR notice of ACRS 790510-12 maatlng In HaiMng ton» DC to 
diteutt rapte on TMI accldant 

CH1LK< B J Office of the Sacratarv of tha commiavlon 79/03/07 

8pp 


7903090236 Proposal temporary freai# on any nou CP or OL 6 a«**eimeiit 
of ongoing const projacti Forward* draft initructlon! from 
aj Ch 1 1 k to HR Denton 

MENDRIE. J.M Commit* ion 79/O3/0B 3pp 


7903110277 “Pictorial Repratenta blon of Second Samlicale Relief Valve 
Venting Test from TMI Condition* 

a Office of Nuclear Ragulatorg Research 79/05/10 6pp 


7905160002 Plant computer prlnt~out for 790328 

a Protnabiliitlc Analyiis Branch 79/03/iO i6pp 


7905160003 Mltc e 1 lane ou* potii on yarioOf Conmitsion meeting* 
OIBBONrT. Commission 79/08/iO ISpg 


7903160007 Misca 1 laneoui notes ra THI 

CAHPBELLiK Camml* fieri. 79/03/10 a4pp 


7903160042 Various sheets for updating Mar 1978 Yillon; Book 
a Commiitlon 79/05/10 Spp 


7903160049 Commltsion meeting note* for 790328-31 
OIBBONrT R Commlition 79/03/10 71pp 


7903160059 Vartou* ifiaets for updating Feb 1976 Oreg Book to Fob 1979 
• Corrunlstlen 79/05/10 33pp 


7905300300 ^Population Dote Health Impact of Accident at TMI Nuclear 
Station " 

BATTlSr.L « BUCHANAM^J. I CONOELr F Cammlstlon NUREO-0558 
79/08/10 104pp 


7905160064 List* info rei(uired re Battalli Columbui Lab analyeli 
CONNINOHAM, H prebab i 1 1 i tic Analyilt Branch 79/03/11 Ip 


7903160139 Olscusse* dcflnitioti of TMI-2 lyent in nomenclature of 
HASH- 1400 

CVNNINOKAM. M Prababi 1 Istlc Ana lye it Branch 79/05/ It Ip 


7903160143 Ouestion* natural circulation if mein coolant pump* art 
lot t 

a Probabilistic Analyei* Branch. 79/05/11 Ip 


—7905160149 Draft chronology ef 790326 accident until core cdollng 
rctVoTed 

« Probabi 1 i Stic Analysis Branch. 79/03/11 3pp. 


7905300433 Forward* rept “Recr ttlcali ti| Potential of THI-2 Cor* ** 
MAROTTAfC.R Transportation Branch 79/03/14. Lp 


—7903300434 "Racr 1 tlcall ty Potanfcial of TM 1-2 Core, 

MAROTTAiO.R Transportation Branch. 79/03/14 2app 


7903190091 Comments on special Operation Procedure Z-37. 

» Office of Nuclear Reactor Regulation 79/05/17 lp. 


7903210012 Amends Tech Spies to permit channel callfar currently 
xw^uirmi to be performed by 790429 to be extendsd up to 14 
days following cold shutdown. 

VOLLMERjR. H, Assistant Dirsetor for Sits Analysis, 79/05/17. If 


7903210049 Chart* organ! lational re«pon«lb 1 1 Ity in control rcica.iyi, 
health physics h effluent sys 

# Office of Nuclear Reactor Regulation 79/03/17 tp 


7903210032 Requests assistance In locating document* re THI-2 IntlisM 
for onsite reproduction Related manual page !< sample 
documents which may be disclosed encl for guidance 
ORiERfB H Region Ir Philadelphia! Office of the Director- 
79/03/17 6pp. 


7903230157 Discusses radiological consequence* of operation of 
once-through steam generator B In solid mode 

COLLINS. J T Effluent Treatment Systems Branch 79/05/17 Ifj- 


7909190166 Procedure* for environ shift leaders re preparation of 
dally PNO 

SrOHRg J P Office of Inspection it Enforcement 79/03/10 If 


7905190170 Procedures for environ shift leaders re daily TL D iiu 
arOHR, JP Office of Inspection 6 Enforcement 79/05/ig If 


79D5210230 Diicussai radiological assessment of operation of 
once-through steam generator B in solid mode Comment* on 
radioactive matl inventory, leakage paths 6 effluent! 

COLLINS. J T Effluent Treatment Systems Branch 79/04/JJ iff 


7909210276 Diecussas restrictions on use of masks w/cartridi** Imrf 
decontamination of aux 1 1 iary/f uel bldg 
« Office of Inspection It Enforcement 79/OS/lB Ip 


79092102B4 Requests Info re Incident Investigation 

ORICR. B M Region li Philadelphia. Office of the Dfrscter 
79/03/18 Spp 


7903230130 Notifies of amend to Tech Spec 4 3 3 4. adding 14 day* le 
790429 deadline for performance of channel callbr 
VQULMER. R H Assistant Director for Site Analysis 7y/<}1/1« L> 


7903210305 Results of analysis of Ag leollt* cartridges free tkr-ii 
aiobll# Labs 

HONTOOHERY^D M Region Ir Ph 1 iadelph la. Office of the Dlrjflpr 
79/03/21 lp 


7905210314 Recommend* e* tab 1 ishment of QA staff It delineation of 
responsibilities to ensure supervision re V Stello 79D421 
memo 

RELUOOO. P J Office of Inspection It Enforcertent. 79/09/21 l| 


7903Z10323 Forward* Info from Bettis lab It OE re potential fer 
radiaiysl* contributing oxygen to bubble over reactor core 
a Office of Nuclear Reactor Regulation 79/05/21. 7pp 


7903230018 Forwards procedure production flow chart 
PORTER^ 1 Metropolitan Edison Co 79/03/21 2pp 


7903230206 Reading file index for THI-2 incident 

# Office of Nuclear Reactor Regulation 79/09/Zt 3pp 


7903230212 Requests cor* coolabillty review In nptural cl rculilis'^ I'J' 
decay heat removal It review of Natl Lab work summary 
ROSEr D F. Aisistant Director for Reactor Safety. 79/09/il l| 


7903220443 Forward* background matl on NRC actions re BIcH net ten 
since TMI incident & OK Davis to EO Case memo re 
estab 1 iehm-ent ef Task Group on Oeneric Review of Faedwaler 
Transient in BAH-Otslgned Reactors. 

EYaVfiaMTTcO Commlselon 79/03/22 24pp 


Q Inspection raportsr IE Bulletins It correspondence 


7903230385 lE Bulletin Te-O?* "Protection Afforded by Alr-Llnl 
Reiplretors & Supplled-Air Hoode. " 

e Region 1* Phi ladtlph la. Office of the Director 78/0^/12 3fl 


7903300122 Forward* proposed IE circular re interconnection! ef 
contaminated sys w/svc air tys used as tourca of faraathinp 
air> <2 ircular describes 7B1004 leak from radwasts sys to 
breathing air source at Peach Bottom Unit 2. 

ORIEflrB. H. Region Ir Phi ladelph ia. Office of the DIrseter 
79/01/25, Spp 


7905010118 Forwards IE Info Notice 79-06r "Stras* Analyiii Of 
Safety-Related Piping " 

MlERiB- H. Region Ir Phi ladelph lar Office of the Dlracidr 
79/03/23. lp. 
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7909010047 ForwArdf IE Info Notlco 79“0flj Intorconnttc tloTi of 
ContAmlnotod 8^« w/8vc Air 8yi Uttd «« Source of SreAthtng 
Air “ 

ORIERiB M Region Philedelph I ai Office of the Director 
79/03/20 Ip 


7909010300 Forwerde (E Info Notice 7?’'09i **SpllL of Rod iOActlvely 
Contemlnoted Reiln 

ORlEfl^ B H Region li Philedetph ioi Office of the Director 
79/03/30 2pp. 


790909029? Act requeit to dote plant in light of Till events. 
Actions ere being telcen to reeitess Individual lituatlons 
IE Bulletin 79''09 end 

HENDRIEivf M Commission 79/04/02 12pp 


7909090234 Requested Investigation into fcopoi proceduresi 4t currant 
ftetui of NRR l( IE analysis of TMI is complete Task force 
organ! ltd to examine BltU reactors 

KENNEKEfA Office of Policy Evaluations 79/04/04 2pp 


7904170040 IE Bulletin 79-03A< "Nuclear Incident at TNI-Suppl " U/ 
790405 telegram from JM Hendrle to all BSiW licensees 
* Office of Inspection Enforcement 79/04/09 lOpp 


7909230016 Forwards temporary instruction 2999/02r " Insp Requirements 
to Review BlcW Licensee Actions Taken in Response to IE 
Bulletin 79“09 Si 79-09A " 

*■ Office of Inspection S« Enforcement 79/04/06 _ 0pp 


7909190209 Discusses steps to he taken prior to returning TMI-2 to 
power operation IE bul let ins* clrcularsr Si info notices 
will hi properly addressed 

HERDEINiJ 0 Metropolitan Edison Co 79/04/10 Ip 


7909110167 Forwards IE Bulletini "Review of Operational Errors S« 8ys 
Nlialignments Identified During THl tnddenti " Si draft 
cover letters 

MOSELEY»N C Office Of Inspection Si Enforcement 79/04/11 3pp 


7905110413 Forwards IE Bulletin 79-06B< "Review of Operation Errors Si 
Sys Misal ignmentf Identified During TMI Incident " 

MOSELEViNC Division of Reactor Operations Inspections 79/04/13 
3pp 


7905190219 Dlscussoi schedule for Completing actions required by IE 
Bulletin 79-03 Search of procurement documents to determine 
uie of specified welded pipe will be complete by 790831 
HERSEINiJ 0 Hetropolltan Edison Co 79/04/13. Ip 


7905210249 Forwards requested revision to development of policies Si 
implementation programs for insp, 

STOHRiJ P Region li Phi ledelphier Office of the Director 
79/04/16 4pp, 


7905300192 Lists IE reactor operations shift organl lat loni 790416-0423i 
Ti TMI-2 

KEIMlOiR.R. Office of Inspection Si Enforcement 79/04/16, Ip, 


7905210292 Amend 1 to KRC 790413 ecceis list for IE personnel 
MCDSGARi^ J Region li Pht ladelph lai Office of the Director 
79/04/18. 2pp 


7905230334 Forwards IE Bulletin 79-06A Revision It "Review of 
Operatlonel Errors Si Sys Misalignments Identified During 
T-HI Incident! " list of licensees Si CP holders receiving 
bulletin Si sample information Si action-required 1 trs 
OftlERrB H Region 1/ Phi ladelph le* Office of the Director 
79/04/ is Ip. 


7905300063 Forwards proposed outline St draft scope paragraph for TMI 
investigation rept Requests review. 

ALLENfJ Region It Ph I ladelph let Office of the Director. 
79/04/20 3pp 


7909110164 Forwerds IE Bulletin 79-OSBr "Nucleer Incident at THlt" « 
draft cover Itrs. 

MOEELEYtN. C. Office of Inspection St Enforcement 79/04/2S 3pp. 


—7909110196 IE Bulletin 79-05B. "Nuclear Incident at TMI i* H/extract of 
BS((4 790420 communication and 

e Office of Inspection St Enforcement. 79/04/21 8pp 


— 7909140093 Rosporidi to 790418 Itr requesting advice an action needed on 
790417 oral recommendations Recommendat ions involve all PURs 
Sc careful study should precede any action 

CARBONf-M U ACRS - Advisory Committee on Reactor Safeguards 
79/04/20 2pp 


7905090214 Forwards PNOs St IE bulletins re TMI Incident 

COLLlNSrH E Aislitant Director for Emergency Preparedness 
79/04/23 Ip 


— 7909090217 Forwards NUR:E0-0553 dtd 790330 St requests comments by 
770509 «/o end 

RVAN, R O Office of State Programs 79/04/10 Ip 


7905300090 Submits draft response to 790411 I frr requesting permission 
to accompany inspectors during insp of nuclear reactor 
operated by Baiton Nuclear Experimental Corp in SaxtoniPA 
Invitation must bs extended by licensee 

6NYDER/0 L Region 1. Ph i lad elph 1 ar Office of the Director 
79/04/2A, 3pp 


7905230326 Summary of 790504 site visit to TKI re plans for monitoring 
worker radiation exposure 

KNIGHTON. 0 Environmental Evaluation Drench 79/05/15 4pp 


7905300151 File Index - IE ZB, 

* Office of Inspection 5 Enforcement 79/0S/23 3pp 


R Periodic operating reports & related correspondence 


7905190223 Summary paper re Di«H results for site ti composition of 
bubble in reactor vessel« in response to NRO 790402 request 
ROr. 0 H Babcock << Hllcox Co 79/04/02 5pp 


7905190194 Recommends log books for control room personnel as opposed 
to procedures outlined in L Oosstek 790404 memo 

8TELL0, </. Division of Operating Reactors MATTSONr R J Division 
of Systems Safety ORlERiB.H Region ti Phi ladelphlai Office of 
the Director 79/04/05 2pp 


7905220461 Plant status info 

BRUNNER. E J Region Ir Philadelphia. Office of the Director 
79/04/07 3pp 


79042A0272 Forwards summary of preliminary estimates of radioactivity 
releases as of 790407 As of midday 790409. population dose 
due to noble gases Is estimated to be 2400 man-rems w/max 
incTlvldual ixpoiurt at less than 100 man-rams 

BARRETTiL H Environmental Evaluation Branch 79/04/12 aopp 


7905210032 Rept update of environ monitoring data for 790409 to 790412 
e Energy. Dept of 79/04/12 4pp 


7905160130 Forwards monthly operating report for Mar 1979 
KEROEtNiJO Metropolitan Edison Co. 79/04/18 ^lp 


■7905160300 Monthly operating rept for Her 1979. 

LECELiR.A Metropolitan Edison Co 79/04/18 4pp 


7905020155 Forwards "Decay Heat Removal During Very Email Break LO-CA 
for BItN 205 Fuel Assembly PVIR. " prepared for TVA 
MCKINLEViU C. ACRS - Advisory Committee on Reactor Safeguards 
79/04/20 ip. 


—7905020159 "Decay Meat Removal During Very SmaU Break LdCA for B8tW 205 
Fuel Aseembly PHRr *' preliminary copy 

M fi-. 4 I.,, la/ni /'if 'IX.nn 


7905140047 Suggests IE Bulletin 79-056 be dispatched for action by 
790421 to all B6H rectors w/GL U by 790423 to facilities 
H/CP. Draft Itr to facilities end, 

M08ELEY.N G. Division of Reactor Gperatione Inspections 79/04/21, 

2pp. 
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7 ‘ 709 ^ 2100 &Q Requofltfl A««iitance In t'etpondlng to propoiaul at 

fftoting u/Cofnmii ft ian for Advancement for Public Intereftt 
Crgeitl rations 

HIOOEHGQTHAff* L Division of Fuql Facility S< Haterlals Safetij 
7‘^/04/23 ip 


-"7905210063 Describes testing conditions used by MBS for 

thermoluntl nescence doftlmeters to radiation per NBC request 

□ lanli TMI uaste shipment log and 

EISENHOWEn, E H Conymarco* Da p t of 79/04/30 tp 


7905D3033Q Foruards montMi^ operating rapt for Mar 1979 If/o end I 
TflOFFERrP J Metropolitan Edison Co 79^04/37 Ip 


79OS0BOS21 Foruardft "Environ Operating Rept 1976 < " '‘KgdrauUt Eurvegi 
June 197Sf " U ''Monitoring of Cookiqg Tcwar Operation 
Effactft on Vegetation In Viclnltg of THI«197Q " 

ItERBEINiJO Metropolitan Edison Co 79/05/01 3pp 


— 7905000326 "Environ. Operating Rept 1970 " 

♦ Metropolitan Edtaon Co 79/04/30 IBpp 


—7905090528 "Hgdraulic SorveyiJune 1976 " 

♦ Metropolitan Edison Co 76/00/31 I3pp 


— 7905080531 ‘'Konltor Ing of Cooling Tower Operational Effects on 
Vegetation in Vlclnltg of TM 1-2, 1970 " 

♦ MatropoUtan Edlton Co 78/12/31 41pp 


S Reportable occurrencesi LERs S( related corro«pondence 


790S0703SI LER 76-029 /03L-0 on 7604i3 ventilation damper 6-4093 did not 
clofte as required upon receipt of high chlorine -ilgnal 
Cauied tg idiproperlv adjusted damper linlage 
a HetropoUtan Edlton Co 78/08/10 Ip 


790S1601SO Info re emorjancg situation ti invei-tlgat ion 

LAFLEUR* J D Office of International Program* ' 79/03/28 3pp 


7903110203 Board notification SaabTook refueling water storage tank 
design deficiency 

SCliNTa^J Hearings Division 79/03/29 30pp 


7905160098 Provides preliminary unc lass If led info pe incident 
LAFLEUR.j D Office of International Programs 79/03/29 3 pp 


770SI60156 8 uppl info re TMI emergency situation fop dispatch abroad 
LAFLEOR, j D Office of Internationa I Programs 79/03/29 -4pp 


7905160196 Provides details of plant environ statue as of 790330 Unit 
3 continuing to remove decay heat through A-loop steam 
generator using one reactor 

LAFLELiHrO D Office of tnternatlcina I Program! 79/03/30 6 pp. 


7905160153 Provides prellmlnarv Info re plant 1* environ status as of 
790830 Gaseous r adloact Ivi ty from primary coolant syt 
letdown hai been contained In waste gat decay tank* 

LAFLEURrJ D Office of Internationa 1 Programs 79/^03/31 4pp 

7903160163 Pravides detail* of plant environ statu* as of 790331 for 
dispatch abroad 

LAFtEVRi J D Office of International Programs 79/03/31 5pp. 


7705160012 Preliminary plant statu* as of 790881 Mo change In method 
of cooling since last rept 

LAFLEURfO D Office of Internationa 1 Programs 79/04/01 4pp 


7905160211 Summary of Info re nuclear Incident as of 7 AM 790401 
Describe* plant it environ statu* 

LAFLEVR-U D. Office of Interna tional Programs 79/04/01 5 pp 


7905160011 Preliminary Info re plant status as of 770402 Measurements 
g**oi ulthln bufabie significantly reduced 
LAFLEURiO 0. Office of International Programs 79/04/02 3 pp 


7903160010 Preliminary Info re plant itatus as of 770403 Reactor 
remefns at 1^000 p«i itr/bulk cord t< coolant temp at 

2BIJ F I 

LAPLEUR.J, D. Office of International Programs 79/04/03 2 pp, 


7905160178 Summary of Info re nuclear Incident as of 790403 Reactor 

pii ui/bull core ceolatit inlet tt 

airtlet temperatures at 28Q F 

LAFLEURrJ D. Office of International Programs 79/04/03 3 pp 


7905300065 Discusses release of preliminary notices on TMt-J t 

of executive mgt team of NRC operations ctr * 

0053ICK<U V Office of the Executive Director for OperstJoni, 
77/04/03 8pp 


7905300009 Forwards results of preliminary radiological iinp«ct aijI.iH 
of TMI incident * 

DOSStCK.U V Office of the Ececutlve Director for OperatlnM 
79/04/03 12pp 


7905160035 Summary of preliminary info ra nuclear tncldont 41 ol 
790404 Cooling path to remove core decay heat contlnvoi to 
be through A-loop steam generator 

LAFLEUR,J D Office 0 # International Programs 79/04/04 jpp 

7903160214 Summary of Info re nuclear Incident as of 7 AM 7Vo^o4 
Describes plant if environ status 

LAFLEUR, J D Office of International Programs 79/04/04 3 ;^ 

7905300096 Discusses possible determination of extraordinary nvclser 
occurrence at TMI-S 

KENNEDY. R T Commission 79/04/04 ip 


7905160009 Preliminary info re plant status Containment ainoithert 
measuremer^ts Indicate about 2V, hydrogen 

LAFLEUR, J D Office of International Programs 79/04/08 4 pp 


7905160161 Provides details of plant 6 environ statu* 

LAFLEUR, J D Office of International Programs 79/O4/0J d^p 


7905140055 Forwards eicerpts of LER» re feedwater related t other 
transients at DLU facilities other than TMI Related 
correspondence eno 1 

□RNSTEIN, M L Office of the Executive Director for npe-ritlApi 
79/04/06 IBpp 


‘7905140067 PND~79-?l vapor binding of shutdown cooling tgt fgra c 
790314 Suction restored) no radioactive matl released to 
environ 

KILlNOERiO , NOLAN, F . BRYAN. S E Office of Inspection t 
Enforcement 79/04/23 Ip 


7905160066 Summary of info re incident a* of 790406 neaclor tanUr^n 
stable shutdown Hi 11 forward IE Bulletin 79-05A 
LAFLEUR* J D Office of International Programs 79/04/06 2ff 


7905160168 Provides dotails of plant status as of 790406 Rsitlor 
continues stable shutdown heat removal coaling al 1*075 pii, 
using one primary coolant pump 6 one steam generator 
LAFLEUR*u d Office of International Programs 79/O4/0b 


7905140110 Provides preliminary chronology of NRC actions in corfitli, 
u/ThI Feruards description of events, goner Ic cons Idera Uon», 
summary of surveys, heal th effects It insp, 

00SE1CK*L U Office of the Executive Director for Opsreiions 
79/04/09 52pp 


790516D121 Preliminary chronology of TMI incident an 790JSQ i 
subsequent status through 790407 
• Commission 79/04/09 6 pp 


7908160195 Provide* detail* of plant status as of 790410, lnUu 4 Irg 
evacuation L environ status 

LAFLEUR«J D Office of International Programs 79/04/10 


7905110300 PNO-7'7— 76 facility shutdown on 790410 due to fsidwitir 
regulating valve malfunction which caused reactor to irip tt 
result of low steam gtnerator water level, 

HOLANr F , flRYA-Nf 8 E Office of Inspection 6 Enforcemsnk 
tp 


7905190331 Discusses schedule for repts re 790328 event L fbtUv 
Because af Incident 6 corrective actions involved, details 
will be delayed until 790515 

HCRBEIN«J 0 tietr opollten Edison Co. 79/04/11, Ip 


7905300407 Reviews Tm-2 incident, Requests that TMI-relalsi in-fo It 
sent to HRC contracts In host govts 

LAFLEUR, J 0 Office of International Programs. 79/04/11 Sfp 


7905800187 Discusses IE responsibility for drafting dally ftilialt-i'| 
notice re THX statu* Suggests procedures be established to 
ensure necessary info I* available for input 
GRIER, B.H Region 1, Philadelphia, Office of the Dincior 
79/04/16 Ip 


DOCKETED ITEMS 


129 


7'?05090a27 "LER Output on tvetiks at TMl-l Ttll-S from 1969 to 
Pretont *' 

* HBalthi Education V Walfaro^ Dopb of 79/04/lQ eSpp 


7‘?09100aQQ Foruards PK0-79-67X Y related to TMl -2 incident W/o »nci 
ViASSfttLQ^ D B Assistant Director for Lipht Uator Reactors 

79/04720 Ip 


— 7905100309 Foruards PK0-79~67U. V ^ W related to Tt1I-a Incident 
U/o end 

V/ABBALOi n B Assistant Director for Light Water Reactors 

79/04/17 Ip 


— 7905100390 Forwards PNQ-79-67Q» R. S ft< T related to TMl-a Incident 
U/a encl 

VASSAL L0« D n Assistant Director for Light Water Reactors 

79/04/13 Ip 


7905140253 PN0-79-&7AM summarg of info re nuclear Incident at of 
790S07 Describes operational U en/iron status Environ 
radiation levels consistent Uf/natural background 
PAULUS, R C i THOMPSON, D Office of Inspection L Enforcement 
79/03/07 2pp 


7905110251 Lists chronology of pers onne I'^re lated events 
* Office of Nuclear Reactor Regulation 79/05/10 Ip 


7905230198 PN0~79-67AN summary of info re nuclear incident at of 
790514 Describes operational & environ status highest incore 
temp 300 Fi pressure maintained at ^50 pti Environ radiation 
consistent u/background levels 

• Office of Inspection Enforcement 79/05/14 2pp 


7903300250 *'LER Output on Events of TMI-2 from 1969 to Present" output 
sorted by facility & event date 

* Office of Inspection fr Enforcement 79/05/10 20pp 


— 7905100392 Suppl 790403 memo ro submittal of info on TMl-2 Forwards 
PNQ-'67Ii J. K. L. H, N P Vi/a end 

VASSAL LOf D B Asilstant Director for Light Water Reactors 

79/04/09 Xp 


— 7903l0D39a Rocamrnands available Info re ThI-2 incident be provided to 
Opard* conaldaring cases Involving Qt>W reactors 
VASOALLQi 0 D Assistant Director for Light Water Reactors 

79/04/03 2pp 


7904300484 Forwards PNa-79“67AE 

EhlQELKENp R M Region 5< Ban Francisco. Office of the Director 

79/04/24 Ip 


7903020230 PNO-79-/i7AF summarij of info re nuclear incident as of 
790425 Describes plant status 4. environ status Highest 
thermocouple reading 312 F 

4 Office of Inspection Enforcement 79/04/25 5PP 


790-3020260 PNa-79-67A0 summary of info ro nuclear Incident as of 
790426 Describes plant status & environ status Highest 
tneore temp reading It 311 F 

FAULUa. R C » THQMPSON, D Office of Inspection fc Enforcement 
79/04/26 app 


7903040391 Forwards PN0-79-67AC 

QElDLEiW C Region 4. Oallas, Reactor Construction It Engineering 

Support Branch 79/04/26 Ip 

— 7905040406 PNQ-79-67AE summary of info re nuclear Incident as of 
790424 Describes plant U environ status 
e Office of Inspection Enforcement 79/04/24 3pp 


/90S040296 PND-79-67AH. summary of info re nuclear Incident as of 
790427 Describes plant environ status Highest Incore temp 
310 F Offsite radiation consistent w/background levels 
rAVLU 8 *ft C < THOMPeON. D Office of Inspection 6 Enforcement 
79/04/27 2pp. 


7905300410 Requests info re TMl followup bo forwarded to official NRC 
contacts in host govornmants «4 visiting senior _ 

LAFLCURiJ D Office of International Programs 79/04/27 zpp 


7905300415 Requests Info re TMI natural circulation cooling be 
forwarded to official NRC contacts in host governments 4 
visiting senior ua officials 

LAFLEURf J D Office of Internati ona 1 Programs 


79/04/28 2pp 


7903040262 PND'-79-67AJ. summary of Info re nuclear 
790429. Descr 1 has plant environ status Highest 
320 F Offslta radiation consistent w/background 
CHAPELL» 0 Office of Inspection ?» Enforcement 


incident as of 
Incore temp 
levels 

79/04/29 2pp 


7903040339 Forwards PN0-79-67AI f AJ AK per NRC 790401 Itr transmitting 

eNOeLKEKl^n?H^*^ °^Region 5. Ban Frandsco. Office of the Director 
79/04/30 tp 


T Hearing transcripts on non-antitrust matters 


7903020024 Transcript of 790403 update briefing on TMI-2 Pp 1-217 
HENDRie, J M . OILINSKV.V « KENNEDY, R T Commission 79/04/05 

200pp 


7905190231 PA Governor D Thornburgh's press conference on 790409 re 
TMI Incident 

THORNBURGH, D Pennsy 1 van la, State of 79/04/09 I3pp 


790S020046 Transcript of 790417 joint moetlng u/ACRS In Wash Ington, DC 

HENDRIE, J M . GILINSKY. V . KENNEDY, R T Commission 79/04/17 
23PP 

7905020163 Transcripts of 790417 press conference on TMI in Middletown. 
PA Pp 1-20 

FOUCHARD, J J Office of Public Affairs DENTON, H R Office of 
Nuclear Reactor Rogulation 79/04/17 20pp 


7905210069 Agenda for 790417 planning meeting re "Top Priorities" list, 
action Itmes from 790416 technical review meet ing. 790417 
tasks lists f/ review schedules 

# Office of Nuclear Reactor Regulation 79/04/17 14pp 


7903140539 FOIA request for transcript 
In aftermath of Harrisburg incident 
PERDUE, W D Eastern Washington Univ 


of NRC deliberations occurring 
79/04/10 Ip 


7903080125 Transcript of 790420 briefing In Washington- DC on procedures 
for Qualifying reactor operators Pp 1-90 
GILINSKY, V . KENNEDY, R T ° * 

200pp 


BRADFORD, P A Commission 79/04/20 


7905030053 Transcript of 790423 open meeting in Wash Ington, DC for 
briefing on principal factors re current status of operating 

HENDRIErS M^f^OILlNSKYrV . KENNEDY. R T Commission 79/04/23 
89pp 


'903140065 Statement of WO Kuhns. Chairman of General Public Util* Carp, 
before Subcommittee on Nuclear Regulation of Senate 
Committee on Environ h Public Works aa 


—7905140072 Statement of M Bancroft. Pwbl Ic Cltlren ° ^ 

before Senate Subcommittee on Nuclear , 

BANCROFTrM Public Citiien Litigation Group 79/04/23 I4pp 


—7903140090 Statement by JT Conway, Pres Ident, American Nuclear Energy 
Council before Subcommittee on Nuclear Regulation, Senate 
Committee on Environ 6 Public Works 70 / 04/23 ISao 

CONWAY, J T American Nuclear Energy Council 79/04/23 I3pp 


-7903140094 Statement of AZ Rolsman.NRDC Atty. before Subcommittee on 
N‘''ivr 79/04/23 t2pp 


--7905040360 PNO-79-67A1 summary of Info re 
790420 Describes plant environ status 
s Office of Inspection tc Enforcement 


nuclear Incident as of 
79/04/28 2PP 


3140092 8 t«Um 9 nt o, D Tftoirturjh. Oov.rnor of PA. boforo SOMto 
UbCOOMlltt.. «A_N9.>”. ,o,n4/=3 900 


7903040363 PNO-79-67AK. summary of Info re 

790429 Deecrlbis plant U environ status 
s- Office of Inspection bt Enforcement 


nuclear Incident as of 
79/04/30 2pp 


7905040350 PN0’"79-67AL; summary of Info 
790501 Describes plant it environ status 
■e Office of Inspection Enforcement 


nuclear Incident as 
79/05/01 3pp 


of 


7903020128 Transcript of 790424 press briefing on TMI In Middletown, PA 

Office of the Director STELLO, V 


Pp 1-26 

giBNERrC Region 4, Dallas, 

Office of Nuclear Reactor Ragulation, 
Director for Site Analysis 79/04/24 


VOLLMER,R H 

26pp 
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790SO302IS Tr^nicrlpt of 7^-0427 prtti coiif«r«ncB In Hiddll«toun« PA 
fp 1“23 

BTELLO. V Dlvtiton flP R>4ctori 79/04/27 26pp 


7905030210 rr«nicrlpt t>f 790430 Ad Hoc Su6cor»«t tt#» on TMI lncH#nt In 
Instom DC. Pp 1-3&0 

QKRENT. D ^ CARBONi H W < SiESS, C ACR9 - Advlcory Ccjnmlttmm on 
Roactar a4if»guirdi 79/04/30 3A!pp< 


790S10(H>32 Tr«n«cTipt of 790S01 Ad Hoc Bubcopicnl t too on THl tncld«i>t 
ABotinp In Woth ingtoni DC Pp 361-344 

OKRENTrO . CARBOM.H g . 8 IE 8 S 1 C ACR& - AdVlioru ConunltU* on 
Rooctor Boftguardt 79/09/01 lB3pp 


7905190233 Tr^nocrlpt of 790303 brlo#<ng on radiation Uv^li 

at TJMl &c rad 1 olog 1 cal astiitanco prograni Pp 1-67 
HENDRie. JM • OILIMSKY.V 1 KENNEDY. R. T Co(«nil**ton 79/03/03 
6BPP 


7903100034 Tranter Ip t of 790507 pr»«i trlflflng in K1 iTdletobrn. PA 
BTELLO.V Divio Ion 0 # Op orating Roacton VCX.LKER. R H 
Afiiatant Dlroctor for Sit* Analv«ii 79/03/07 30pp 


7905220499 poreifardi tramcrlpti nf Intarvltot w/TKf-2 apvraUrs at tine 
cf Incident 

TROWBRIDOE, 0, F Bhaw. Pittman. Potti. 1< Trowbrldfli, 79/05/07 
A3pp 


7909140337 Raaponia to FOIA raquait for tranacrlpl* of WC cloftd 
naatlnga ra Marrltburg Incident 01va« prica Hit of 
tramcrlpti availabU in PDR 

FELTON. J M Civilian of Rulat and Racordi 79/03/09 Ip 


7903190233 Trarncrlpt of ACRB Ad Hoc Bubcomnlttaa 790309 on TMI-2 
naating Pp 1-309 * 

OKRCNT. D. . CARBON. H g . ETHER t NO TON. (1 ACRB - AdvUorv Gonnltta* on 

Raactor Bafaguardt 79/03/09 SfOpp 


7903190127 Tramcrlpt af 790510 public matting ra Pp 1-129 g/copla« of 
pratantatlon trantpar onclai, 

HENBRIE.J H . GILINSKY.^^ 1 KENNEDY. R T COAmltilon 79/09/10 
I57pp. 


7903220431 Raipondt to 790314 avamo Adviias tftat tranter Ipti of 
Lntarvlawi w/TMI-2 oparatori have baan lubnlttad to PDR it 
Ofe of Congrait lonal Affairs. 

CORNELL. E K Offica of bhi Exacutiva OlractoT for Oparatloni 
79/08/17 Ip. 


—7903220459 roTwards OF Trowbrldga to E Casa 790507 Itr submitting 
transcript of inbervitwi w/TMI-2 aparators Transcripts will 
ba cansldarad in IE InYffstlgati on of accldant 
HATTBONrR, Division of Bystams Bafaty. 79/03/14 Ip 


DOCKET 30-321 EDWIN I. HATCH NUCLEAR PLANT. UNIT 1 


F Bacurlty. madlcal. amargancy 8. fir# protictian plans 


79031300B9 Rasponds to 790302 Itr ripartlng raaions for daUyi on 
impLamantlng 10CFR73 53 raqulrammts & daicribing 
enmpansatory miasuris provldad to miat tbaia raqvlramants 
Haaiurat art accaptabla. 

IPPOLITO.T. A Operating Raactori Branch 3, 79/04/tB 2pp 


r Financial Infarnation 


7905000497 Forwards *»Annujl Financial Rapt I97B « 

VASOUEZrR 0. Metropolitan Eiactric Authority of Oaorgla 79/05/02 
Ip. 


-7903000300 "Annual Financial Rapt 1970 • 

a Hatropalitan Eiactric Authority of Oaorgla 78/12/31. 24pp 


7903070497 Confirms Incraased liability limit to 4124.000r0ao for 
policies NF-1,23M3. 76^63. 100. 111. I40r 146. I5lrl61i 164^170. 

173. 174. 170. 179. 180. 182. 183. 186^ 107. 10B. 189. I92« 193. 194< 193. 
197i 190.2OO«2Ol. 204.206,207. 208^21 0.2t2r 2 14. 2 13. It athafi 
QiMTTROCHHI* J. American Nuclaar tniurars 79/08/01 Ip 


7905070382 Confirms Incraata In liability limit to 436,000,000 for 
po lie las MF-22.26,89,38,39.44. 46.47.49,30, 31, 32,33,34,33i 36, 

37, 88, 60, 61, 64. 66r 67. 68, 69, 70, 71, 72, 74, 76. 77. 78, 79i 90, 86, 87, 
88,90.91,92,93,94.93 it 96. 

ROBERTS, O.M Mutual Atomic Enarjy Liability Undarwri tars. 79/03/4)1 


7903080427 Forwards Amtnd 10 to Indemnity Agratmant B-69 
b»fITf1Eft,C F. Georgia Powar Co 79/03/01, 3pp, 


7903140493 Forwards Amend 11 to Indemnity Agreamant B-69 pir lOCruL- 
changiirre Increase in liability insurance from 4140 mlUlon 
to 4160 mil 1 ion. affective 790301, Supporting doc umantat Un 
anc 1 

8ALTZMAN, J Antitrust L Indemnity Group 79/03/01 6pp 


7903080430 Forwards Endorsement 49 to NELZA Policy NF-aij 

FIELDER. J Marih it HcLenon. M L M Nuclear Consultants, Jnc ah.. 
79/03/03 2pp 


7905080432 Forwards Endorsemant 50 to NELIA Policy NF-215 

FIELDER. J Harsh & HcLenon. M 8* M Nuclear Conaultanti, Inc Oi* 

79/03/03 2pp I « uiir 


P Operating license stage documents & corraspondance 


7905070669 Responds to 790319 Itr questioning license amend ff« 
requlrament for 7B1221 application Fees paid are duitifief 
MILLER* H 0 License Fee Management Branch 79/04/03 \f, 


7903190213 Amends 790322 fubmlttal of Tech Spec changai In tu^gerl i 
Reload 3 licensing application Class tV amend fee end 
gHiTMER.C F Oaorgla Pauer Co 79/03/11 32pp, 


7908170234 Forwards schedule for implementation it rasolutlon ef Aar| 
cantatPAent long-term program Only vent header deflectors 
are necessary as major mod for conformance to long-term 
program acceptance criteria 

gHITMER,C F Georgia Power Co 79/03/14 4pp 


7905190039 Forwards proposed amend to Tech Bptes re turbine tenlrel 
valve fast closure trip setpoint 
WHITHER, c F Georgia Power Co 79/03/14 3pp 


7903230047 Forwards Errata U Addenda Sheet I to NEDD-24175. 
^Supplemental Reload Licensing Submittal for Edwin 1 lUUb 
Unit i.Raload 3 *' 

WHITHER, C F Georgia Power Go 79/03/16 4pp 


7903230338 Responds to D Verrelli's request for addl info ri S'f ef 
feedwater noiile L sparger GE licensing rept NEDE-21D21. ill 
Her 1978,provldes discussion of causes it proposed soIuUqim 
to craching problems in QWRs 

WHITHER. C.F Georgia Power Co 79/03/16 Ip 


7903300006 Requests change to Tech Bpec.App A to OU. mod 1 f y lfi| 
Surveillance Requirement 4 9 D due to incorporation of 
redundant breaker on output of reactor protection lys aoisr 
generator sets 

WHITHER, G F Georgia Power Go 79/03/22 Spp 


0. Inapectloti reports. IE Bulletins L correspondence 


7909010200 Forwards IE Info Notice 79-06. "Strist Analysis it 
Bafety-Related Piping " 

O'REILLY, J P Region 2, Atlanta, Office of th« Dlrsclcr 
79/03/23 2pp 


7903020489 Forwards IE Intp Repti 30-321/79-09 it 30-366/Z9-II 
790210-0302 No none ompl lance noted. 

LEWIS, R.C Region 2, Atlanta, Reactor Operatinni Nuchir 3 ift 

Branch. 79/03/23 2pp. 


—7903020497 IE Insp Repts 90-321/79-09 8* 30-366/79-11 on ffWJO C> 
no ncomp 1 lance noted Major areas inspected. Uni b 1 plant 
operations. Unit 2 startup testing, Tech Bpecs compliance, 
reportable occurrences L Unit 2 transient test witnassL^I 
ROGERS, R F Region 2, Atlanta, Office of the Directer 

DANCErH 0 Region 2, Atlanta, Reactor Operationi Hjtirit' 

Support Branch 79/03/23 4pp. 


7903030312 Forwards IE Info Notice 79-07, "Rupture of Redwiiili ff’li 
O'REILLY, J. P. Region 2. Atlanta, Office of th» Dlrectbr 
79/03/26. 2pp 


7903010107 Forwards IE Info Notice 79-08, "Interconnection fli 
Contaminated Bys w/8vc Air eye Used at Bounce of BreatKlni 
Air. •* 

O'REILLY, J P Region 2, Atlanta, Office of the Dlreeter 
79/03/28 2pp 


7905010360 Forwards IE Info Notice 79-09, "Spill of Rad I olcUvsIf 
Contaminated Rat in 

O'REILLY. J.F Region 2. Atlanta, Office of the Director 
79/03/30. 2pp 


7905230090 Requests page 6 of IE Insp Repts 30-321/79-06 4 
be raplacad w/ancl corrected page. 

, HILLER, %f,H Oaorgla Power Co. 79/04/04 2 pp. 
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— 790323tHOB Forward* IE Imp Reptri 30-321/7*7-06 & 30-366/79-07 on 
790214-16 No noncorrip Uancv notad 

LEMIB-«R C Rofllon 2. Atlantaf Reactor Oporationi Nuclear" 

Support Branch 79/03/21 2pp 


-7903230110 IE In«p Ropti 90-321/79-06 it 30-366/79-07 on 790214-16 No 
nqncaflvpliand* noted Hajor area* inspected plant operation*/ 
followup of unreiolvod itemi,LER* 6 to»t ultnesetng 
DANCE < H C Region 2, Atlantai Reactor Operation* Nuclear 

Support Branch HINCKLEY. D O Region 2. Atlanta# Office of the 
Director 79/03/21 Spp 


7903D40216 Forward* IE Bulletin 79-060# "Review of Operational Error* 6 
Sy* Hi f a 1 Ig nmant* Identified During TMl Incident " 

0'aEItLY#J P Region 2# Atlanta, Office of the Director 
79/04/14 2pp 


7905040304 Forward* IE Bulletin 79-07, "Seismic Stres* Analgel* of 
Gaf etg-Rela ted Piping " Liceniee action required 
O'REILLYiJ P Region 2, Atlanta# Office of the Director 
79/04/14 Ip 


7909040413 Forward* IE Bulletin 79-OB. ‘'Event* Relevant to Bolling 
Mater Power Reactor* Identified During TMl Incident *' 

O'REILLY# J P Region 2# Atlanta, Office of the Director 
79/04/14 ip. 


7903100244 Raspondt to IE Bulletin 79-03 No evidence of Ydungetown 
Maiding U Engineering *eam welded ASKE eA-312 Type 304 
itainie** eteel piping i* being used in taf etg-re lated su* 

ASHE BA-39B Tgpe 304 «pool it u*ed 

BTAFFAi R W Oeorgia Power Co 79/04/16 Ip 


■7903080324 LER 79-029/03L-0 on 790427 during tteadg ttate power 
operation, H202 analgier pump* were inoperative Cauied bg 
Incomplete HNP-l-3653 procedure Procedure will be revlted bu 
790701 

BAXLEY, S X Oeorgia Power Co 79/04/27 Ip 


7903130319 Forward* LER 79-026 /03L-0 

MANRY, H Georgia Power Co 79/03/07 Ip 


—7903130523 LER 79-026/03L on 790422 while performing procedure 
HNP-t-3Ul, valve* 02l-FO2aA U B21-F02aa doted too fait 
Catriad by snubber adjustment drift Followup rept of 
corrective action will be tent 
NIX#« T Georgia Power Co 79/03/07 Ip 


790313D343 Forwards LER 79-027/01 T-0 

KANRY»M Oeorgia Power Co 79/03/07 ip 


— 7903150S49 LER 79-027/OIT-0 on 790427 initial teste of various Type C 
lou level radiation test containment isolation valves proved 
un-acceptab le during local leak rate testing Caused by 
scnatches on valve teat from valve closing on debris 
OREENEi T V Oeorgia Power Co 79/05/07 2pp 


7905300391 Forward* LER 79-024/03L-0 

KANflY.M Georgia Power Co 79/03/10 Ip 


—7903300603 LER 79-024/03L-0 on 790420 both doors of airlock Ri06 were 
opaned slmultaneouslg Caused by personnel error Glass 
Installed to cover emergency overside pushbutton* of both 
airlock doors 

OREENE.TV Oeorgia Power Co 79/03/lS Ip 


7909030163 Forward* IE Bulletin 79-09# "Failure* of GE Type AK-2 
Circuit Qraaksr in Safety-Related Sy* " Licensee action 
re<iulred 

O'REILLY# J P Region 2# Atlanta# Office of the Director 
79/04/17, 2pp 


7903020467 Forward* lE Bulletin 79-06A# Revls i on 1# "Review of 
Operational Error* U Sys Misalignments Identified During TMl 
Incident, " 

O'REILLY, J P Region 2# Atlanta# Office of the Director 
79/04/18 2pp 


7905290029 Roepond* to IE Bulletin 79-00 Addresses event* relevant to 
BUR* identified during TMl incident Response to I tern 11 will 
be forwarded In 3D days 

MIDKER.N, A Georgia Power Co 79/04/23 ISpp 


7905300309 Respond* to IE Bulletin 79-04. Review of dtflgn record* 
Indlcatas there are no 3,4 or 6-inch diameter Yelan twing 
check valves used at facility 
&TAFFA#n M Georgia Power Co. 79/09/02 Ip 


—7903300627 Forward* LER 79-028/03L-0 

KANRYiM Georgia Power Co 79/03/17 Ip 


—7905300638 LER 79-02a/03L-0 on 790505 five containment tioUtion valve* 
did not meet acceptance criteria during Initial test* Cause 
under tnve* t igat ion Corrective malnt will be performed 
to allow satlefactory leakage rate for valves 
GREENE# T V Georgia Power Co 79/05/17 2pp 


—7903300644 Forwards LER 79-029 /OaL-0 

MANRY# M Georgia Power Co 79/03/17 ip 


—7903300660 LER 79-O29/0aL-0 on 790305. door Interlock defeated 6 both 
bldg airlock doors were open at same time Caused by 
personnel error Personnel reinstructed 6 engineering design 
is being reevaluated 

BAXLEY, 8 X Georgia Power Co 79/03/17 ip 


—7903300664 Forward* LER 79-031 /03L-0 

MANRY, M Oeorgia Power Co 79/05/21 Ip 


7903290033 Forwards revised responses to IE Dolletin 79-08# ''Events 
Relevant to BWRs Identified During TMl Incident " Replaces 
previous 790423 submittal imentioned as 790413 In present 
Itr} Includes response to Item 11 
HlDNeft#W A Georgia Power Co 79/05/09 16pp. 


— 7903300676 LER 79-031 /03L-0 on 790508 mein steam line tunnel temp 
switch B21-N011B opened it 203F Caused by setpoint drift 
Bwitch rtcalibr Si functionally tested, 

MIXrR T Oeorgia Power Co 79/05/21 Ip 


& Reportable occurrences# LER* related correspondenc* 


— 7903300683 Forwards LER 79-033/03L-0 

MANRY, M Oeorgia Power Co 79/05/17 Ip 


79D3140316 Natiftes that LERs 50-366/1979-27 «i 80-321/1979-16 have been 
voided They were later determined to be not reportable 
MANRY# M Oeorgia Power Co 79/03/13 Ip 


7903010502 LER 30-321/1979-22 ha* bean voided. Rapt will be incorporated 
into LER 79-23 

MANRYfM. Georgia Power Co. 79/04/19 Ip 


7905080546 Forward* LER 79-023/03L-0 

MANRYfM. Oeorgia Power Co 79/04/24 Ip. 


—7903300688 LER 79-033/03L-0 on 790508 air oper^ 
were improperly ins tal led. Caused by insuffie 
installation info Meint procadur** revised t( 
installation 

GREENE. T V. Oeorgia Power Co 79/03/17 2j 


DOCKET 30-322 8H0REHAM NUCLEAR POWER 8TATI0N 
A. Application/construction stage document* 6 eo 


—7905090350 LER 79-023/03L-0 on 790410. dur ing steady state 
••HCPI Isolation trip logic A initiated" *ilarm received# 
closing inboard isolation valve E41-F002 Caused by high 
delta temp In HPCI room Gy* raiet 
OUEENE. r V Georgia Power Co 79/04/24 2PP 


7905080473 Forward* LER 79-021 /03L-2 

MANRYfM. Georgia Power Co 79/04/30 Ip. 


operation# 7905300636 Responds to 790320 memo re policy on ■ 

meetings to public 

DENTONfH R Office of Nuclear Reactor Regulat 


—7905300667 Req,oe*ts NRC view* on whethar proce 
NRC Si util repraientatlvas should be open to 
BRADFORD, P A Office of Nuclear Raactor Reg 
Ip. 


-7905080479 LER 79-021/03L-2 on ^90320 during steady state power 
operation, radioactive water observed bubbling from ground 
near diesel gensrator bldg.Cauttd by burned open line. Line 


doted lewnediatily 
R[}0ER8#W. H Georgia Power Co 


79/04/30 8pp. 


7905040316 Summary of 790321 meeting of Mark II 
UoieiCA re Intermediate plant program task* 
ANDERSON, C J Containment Systems Branch 


7905000520 Forward* LER 79-023/03L-0. 

MANRYiM. Georgia Power Co 79/04/30 Ip. 
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79OSO30S12 Triinicripli 7*70437 prfii confjrtnct in Hidd latoun* PA 
Pp 1”2S 

8TELL0,V DWitlon aP Operating Raactori 79/04/27 36pp 


7903030210 Tranicrlpt af 790430 Ad Ht^c 8ubc omfliLttffi on THl Ihcidtnk in 
i ngtoni DC Pp l-S&O 

OKRENTrO « CAR£aN^»1 . SlESSiC ACRB ' Advisory CoifbAiiftts* on 
Raacfror Bifagoardi 79/04/30 SAIpp 


790S1000S2 Transcript of 79O30L Ad Hoc Subcomml t tao on TKI Incldont 
mostiriig In Was h ington. DC Pp Obi-'SAA 

OKRENT. D 4 CARBON. H U t BlES&i C ACR3 ^ Advlioru CofA^nlttao on 
Raactar Safaguarda 79/03/01 lB3pp 


7903140493 Forward* Amand il to Indamnity Agr**m*n.t 0'69 pir lOCFJlit] 
changofira Incraas* in liability insurance from tlAO mi Mian 
to 41A0 mil 1 loTti effective 790501 Supporting documentation 
•ncl 

SALTZMAMtJ Antitrust Indefljnity Group 79/03/01 6pp 


7703090430 Forwards Endorsement 49 to NELlA Policy NP-1213 

FIELDER, J Marsh k McLenon. M It « Nuclear Consultants. Inr Dl* 
79/05/03 2pp 


7903060432 Forwards Endorsament 50 to NELIA Policy NF-ai3 

FIELDER, J Harsh it McLenon, M it M Nuclear Consultants, Inc hi., 
79/03/03 2pp 


7903190233 Transcript of 790303 briefing on offsite radiation levels 
at THI it radiological aiiistanca progrern Pp 1-47 
HENDRIE, J H , OILINSKYjV i KENNEDY. R T Comnlfsian 77/05/03 
4Bpp 


79031000S4 Transcript of 790307 press briefing In K1 ddletoun. PA 
&TELLD, V Division of Operating Reactors VOLLMER, R H 
Assistant Director for Bite Analysts 79/05/07 30pp 


7905220439 Forwards transcript* of Intsrvlews u/THI-2 operators at time 
of Incident 

TfiOWBRIDOE. O.F Shaw. Pittman. Potts, k Trowbridge 79/03/07 

&3pp 


7905140337 Response to FQIA raiuest for transcripts of NRC closed 
meetings re Harrisburg Incident Dives price Llet of 
transcripts available In PDA 

FELTON. H Division of Rules and Hacordi 79/05/09 lp> 


790S190233 Transcript of ACRB Ad Hoc Subcommittee 790809 on TMI-2 
maatlng Pp 1-309 

OKRENT. D , CARBON, M N , ETHER INOTON.W ACRB - Advisory Commlttes on 
Raactor Safcguarift 79/03/09 310pp 


7905190127 Transcript of 790510 public meeting re Pp 1-129 W/coples of 
presentation transparcnc lei 

HENDRIE, J M , OILINSKY, V. , KENNEDY, 2 T Conunisslon 79/03/10 
157pp. 


79032204S1 Responds to 790514 memo Advitat that transcripts of 
Intervlawi w/TMI’'2 operators have been submitted to PDR C. 

Ofc of Congress ionel Affairs. 

GORffELLiE K Office of the Executive Director for Operations 
79/05/17 ip 


— 7905220433 Forwards OF Trowbrirfgs to E Case 790307 Itr submitting 
transcript of Interviews u/rMr-2 operators Transcripts ulll 
bs considersd in IE Investigation of accident 
MATTSON, fi J Division of Systems Bafstg 79/03/14. Ip 


P Operating license stage documents k corrsipondence 


7905070649 Responds to 790319 Itr questioning license amend fsi 
requirement for 781221 application Fees paid are justlfLiJ 
MILLER, H 0 License Fee Henagiment Branch 79/04/03 Ip 


7905190213 Amends 790322 submittal of Tech Spec changes iuy|«irt iF I 
Reload 3 licensing application Class W amend fee and 
WHITHER, C F Oeorgia Power Co 79/05/11 32pp 


7905170234 Forwards schedule for Implementation k retolutlon nf Aii; (I 
containment long-term program Only vent header deflectori 
are necessary as major mod for conformance to long-term 
program acceptance criteria 

HHITMER,C F Georgia Power Co 79/03/14. 4pp 


7903190039 Forwards proposed amend to Tech Specs rs turblh-i contnb 
valve fast closure trip setpoint. 

WHITHER, G F Georgia Power Co 79/03/14 Spp « 

! 

I 

7903230047 Forwards Errata b Addenda Sheet 1 to NEDQ'24175. \ 

‘‘Supplemental Reload Licensing Submittal for Edwin I Hatch 
Unit IrRsload 3 “ | 

WH1TMER»C F Oeorgia Power Co 79/05/14 4pp. | 

1 

1 

790523D336 Responds to D Verrelli** request for addl info ri aal »i i 
feedwater noizle k sparger 0£ licensing rept NEDE-8iD2i.i did * 

Her 1978, provides discussion of causes k proposed lolutiori 
to erecting probUms in BWRi 

WHITHER, C F Georgia Power Go. 79/05/16. Ip ^ 


7905300006 Requests change to Tech BpecApp A to QL, mod 1 fy lug 
Surveillance Requirement 4 9 D due to incorporation of 
redundant treater on output of reactor protection sys notOf 
generator sets 

WHITHER, C.r Georgia Power Co 79/05/22 Spp 


0 Inspection reports, IE Dulletini It correspondence 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT, UNIT 1 
F Security, medical, emergency k fire protection plans 


7905150069 Responds to 790302 Itr reporting reasoni for delays on 
imp lamenting 10CFR73 33 requirenents I, describing 
compensatory measures provided to meet these requirements 
Heasurss are acceptable, 

IPPOLITO, T A Operating Reactor* Branch 3. 79/D4/IB. 2pp. 


1. Financial InfO'rmation 


790S0B0497 Forward! •Annual Financial Rept 197a “ 

VASOUEZiR 0 Metropolitan Electric Authority of Georgia 79/03/02, 


7903010200 Forwards IE info Notice 79-06, “Btrais Analysis af 
Safety-Related Piping.*' 

O^REItLY, J P. Region 2, Atlanta, Office of the DJrtcUt 
79/03/23. 2p p 


7903020469 Forwards IE Insp Repts 30-321/79-09 k 50-366/79-11 
790210-0302 No noncomp 1 ianc# noted 

LEWIS, R.C. Region 2, Atlanta. Reactor Operations Nwcleir BmiM 
Branch 79/03/23 2pp 


—7905020497 IE Insp Repts 30-321/79-09 k 50-366/79-11 nn 
noncompllancs noted. Major areas Inspected Unit 1 plant 
operations* Unit 2 startup testing, Tech Specs compliance, 
reportable occurrences S« Onlt 2 treniient test witnesilhl 
ROGERS, R F Rsgion 2, Atlanta. Office of the Dirtcler 

DANCE, H C. Region 2, Atlanta, Reactor Operations NvcNi' 

Support Branch 79/03/23 4pp 


■7903080506 •Annual Financial Rept 1976 " 

* Metropolitan Electric Authority qf Oeorgia 76/12/31 24pp. 


7905070497 Confirms increased liability limit to *124,000,000 for 
policies NF-l,25,43,76,e3. 100, lU, 140, t46, 151, 161. 164,170. 

173* 174, 178, 179* 160, 162, 183, 166, 187, 188, 189, 192, t93. I94i 193, 
197, 198, 200, 201* 204. 206. 207. 206. 210, 212, 214. 213, k others 
(WATTROCHHl r J. American Nuclear rnsurtr* 79/05/01, Ip. 


7905070382 Confirms increase in liability limit to *36,000,000 lor 
pollctss HF-22, 26,2:9, 38,39, 44,46,47. 49*30,51,32,33, 54*53, 56, 

37, 56*60, 61,64, 66, 67, 68, 69, 70*71, 72, 74,76,77, 78,79, 80, 86, 87* 
88.90,91,92,93*94*93 k 96 

ROBERTS, 0 M, Mutual Atonic Energy Liability Underwriters 79/03/^t 


7905030312 Forward* IE Info Notice 79-07. "Rupture of Radwall* ' 
0‘RE1LLV,J P Region 2, Atlanta, Office of the Director 
79/03/26 2pp. 


7905010107 Forwards IE Info Notice 79-08, "interconnection si 
Contaminated Sys w/6vc Air 8yi Used as Bourct of Breathlnf 
Air. " 

0‘REtLLY* J. F. Region 2, Atlanta, Office of the Director 
79/03/26 2pp. 


7903010360 Forwards IE Info Notice 79-09, "Spill of Redieid Ivfl p 
Contaminated Resin " 

O'REILLY, J, P. Region 2, Atlanta, Office of the Dlrerter 
79/03/30 2pp. 


79«OS0427 Forwards Amend 10 to Indemnity Agreement B-69 
MMITMERrC.F, Oeorgia Power Co. 79/03/Oi, 3pp. 


7905250098 Requests page 6 of IE Insp Repts 50-321/79-06 k W-7W/7I " 
b# replaced si/encl corrected page 
MILLER, J.H. Georgia Power Co. 79/04/04. 2pp. 


I 
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--7903250105 Forwards IE Imp Repts 30-321 /79~0& U 50-366/79-07 on 
790214-16 No none omp 1 i anc e notad _ 

LEW1S«R C Ration 2r Atlaniai Raactor Operations Nuclear 

Support Branch 79/03/21 2pp 


— 79052S0110 IE Imp flopts SO-321/79-06 Si 30-366/79-07 on 790214-16 No 
nonccxnp 1 iance noted Major areas inspected plant operationii 
followup of unresolved itemsiLERs S< test witnessing 
DANCErK G Region Si Atlantai Reactor Gperattons Nuclear 

Support Branch HlNGKLEV. D 0 Region 2i Atlanta, Office of the 
Director 79/03/21 8pp 


7905040216 Forwards IE Bulletin 79-06B, '♦Revlaw of Operational Errors «i 
Sys Misalignments Identified During Tiil Incident " 

O'REILLViJP Region 2, Atlanta, Office of the Director 
79/04/14 2pp 


7905040304 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
8-af ety-Related Piping " Licensee action rei^ulred 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


7905040413 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
l^Ater Power Reactors Identified During TMI Incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


7905100244 Responds to IE Bulletin 79-03 No evidence of Ystungstaun 
(folding h Engineering seam welded ASME SA-3i2 Type 304 
stainless steal piping is being used In safety-related sys 
ASHE 8A-338 Type 304 spool is used 
BTAFFAiR W Georgia Power Co 79/04/16 Ip 


—7903080524 LER 79-025/03L-0 art 790427 during steady state power 
oparatlon»H202 analyser pumps were inoperative Caused ty 
incomplete HNP-i-3633 procedure Procedure will he revised by 
790701 

BAXLEY, 8 X Oeorgla Power Co. 79/04/27 Ip 


7903130319 Forwards LER 79-02A/03L-0 

HANRYrM Georgia Power Co 79/03/07 Ip 


—7905130525 LER 79-026/03L on 790422' While performing procedure 
HKP-1-3IU, valves B21-F028A & B21-r02BD closed too fast 
Caused by snubber adjustment drift Followup rept of 
corrective action will be sent 
NIX.R T Georgia Power Co 79/03/07 Ip 


7903130343 Forwards LER 79-027/0lT~0 

KANRY,H Georgia Power Co, 79/03/07 Ip 


—7905150349 LER 79-027/01T-0 on 790427 Initial tests of various Type C 
low level radiation test containment isolation valves proved 
unacceptable during local lealc rate testing Caused by 
scratches on valve seat from valve closing on dabrls 
GREENE, TV Oeorgla Power Co 79/03/07 2pp 


7903300391 Forwards LER 79-024/03L-0 

MAMRY,M Georgia Power Co 79/03/18 Ip 


— 7903300603 LER 79-024/O3L-O on 790420 both doors of airlock R106 were 
opened simultaneously Caused by personnel error Glass 
installed to cover emergency overside pushbuttons of both 
airlock doors 

GREENE. T V Georgia Power Co 79/03/18 Ip 


7905030163 Forwards IE Bulletin 79-09, "Failures of GE Type AK-2 
Circuit Breaker in Saf ety-Related Bys " Licensee action 
re<iuired * 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


790S020'I67 Forwards IE Bulletin 79-06A, Revlsi on 1, "Review of 
Operational Errors & 8ys Misalignments Identified During TMI 
Incident. " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/18 2pp 


7903290029 Responds to IE Bulletin 79-00 Addresses events relevant to 
BHRs identified during TMI incident Response to Item 11 will 
be forwarded in 30 days 

UIDNER, N A Georgia Power Co 79/0*4/23 13pp 


7903300309 Responds to IE Bulletin 79-04 Review of design records 
indicates there are no 3,4 or 6-inch diameter Velan swing 
cltect valves used at facility 
BTAFFA,R W Georgia Power Co 79/03/02 Ip 


—7903300627 Forwards LER 79-02B/03L-0 

MANRY, M Georgia Power Co 79/03/17 Ip 


— 7903300638 LER 79-02Q/03L-0 on 790303 five containment isolation valves 
did not meet acceptance criteria during initial tests Cause 
under investigation Corrective maint will be performed 
to allow satlefactory leakage rate for valves 
GREENE, T V Georgia Power Co 79/08/17 2pp 


—7903300644 Forwards LER 79-029/0aL-0 

MANRY* M Georgia Power Co 79/03/17 Ip 


—7903300660 LER 79-029/03L-0 on 790303 doOT interlock defeated 6 both 
bldg airlock doors were open at same tine Caused by 
personnel error Personnel relnstructad (t engineering design 
ie being reevaluated 

BAXLEY, 8 X Georgia Power Co 79/03/17 Ip 


—7903300664 Forwards LER 79-031/03L-0 

MANRYrM. Georgia Power Co 79/03/21 Ip 


7903290033 Forwards revised responses to IE Bulletin 79-08, "Events 
Relevant to BWRs Identified During TMI Incident " Replaces 
previous 790423 submittal {mentioned as 790413 in present 
Itr I. Includes response to Item 11 
MrDNEfi,W A Oeorgla Power Co. 79/03/09 16pp 


—7909300676 LER 79-031/03L-0 on 790508 main steam line tunnel temp 
ewttcli D21-N011D opened at 203F Caused by setpoint drift 
Switch recallbr & functionally tested 
NIXrR.T Georgia Power Co. 79/03/21 Ip 


8, Reportable occurrences, LERs ^ related correspondence 


7903140316 Notifies that LERs 30-366/1979-27 6 30-321/1979-16 have been 
voided They were later determined to be not reportable 
MANRY,M Georgia Power Co 79/03/13 Ip 


7903010802 LER 30-321/1979-22 has been voided Rept will be incorporated 
into LER 79-23 

MANRYiM Oeorgla Power Go 79/04/19. Ip 


7903080346 Forwards LER 79-023/03L-0 

MANRYiM Oeorgla Power Co 79/04/24 Ip 


--7909080530 LER 79~023/03L-0 on 790410 during steady state operation, 
"HCPl isolation trip logic A initiated" alarm received, 
closing inboard isolation valve E41-F002 Caused by high 
delta temp in HPCI room.Sys reset. 

GREENE, T V Georgia Power Go 79/04/24 2pp 


7909080473 Forwards LER 79-021 /03L-2 

MAMRY, M Georgia Power Co 79/04/30 Ip. 


—7909300683 Forwards LER 79-033/03L-0. 

MANRY,M Georgia Power Co 79/03/17. ip 


— 7903300688 LER 79-033/03L-0 on 790308* air operators on 2B21-FOiaA C 
were Improperly Installed Caused by insufficient 
installation info Maint procedures revised to assure proper 
instal Lation 

GREENE, TV, Georgia Power Co. 79/03/17. 2pr 


DOCKET - 
A. Appl 


7903300636 Rssponds to 790320 memo re policy on opening procedural 
meetings to public 

DENTON, H B, Office of Nuclear Reactor Regulation. 79/04/04 2pp. 


—7909300667 Requeets NBC views on whether procedural meetings between 
NRG it util representatives ehould be open to public. 

BRADFORD, P A Office of Nuclear Reactor Regulation 79/03/20, 

Ip 


—7909000479 LER 79-021/03L-'2 on 790320* during steady state power" 
operat Ion, rad loac tl ve water observed bubbling from ground 
near diesel generator bldg. Caused by burned open linP. Line 
doted Immediately. 

ROGERS, Id. H Georgia Power Co 79/04/30. 8pp. 


7909040316 Summary of 790321 meeting of Hark 11 owners group in 8an 
Jaso,CA re intermediate plant program tasks. 

ANDERSON, C J, Containment Systems Branch. 79/04/13 190pp. 


7909080320 Forwards LER 79-025/03L-0, 

hANRYiK. Georgia Power Co 79/04/30. Ip. 
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7903100259 Summary ol 790410 m»frtlng w/C i hclnndt 1 Oaa & Elactric Cc, 
Long Island Lighting Co- ^ Comimanuea 1 th Edison Co r« 
vlbfatory loads U aquipmsnt qoal If Isa 1 1 on presentation matl 
#nc 1 

PELTlERfl A Light Water Reactors Branch l 79/04/19 iSpp 


7903230530 Notification of 790315^17 meatinj u/Clnclnnatl Gas U 
Electric Co« Long Island Lighting Co* Cemnionuea I th Edison Co 
U GE in Ban Jqsb#CA to audit NS5S equipment for seismic 
other dynamic qualification 

PELTIERi I A Light Water Reactors Branch 1 79/04/23 3pp 

7905040310 Responds to- 790223 Itr Reevaluation of balance of plants ti 
NSS9 Selemlc Category 1 equipment has begun Outlines plans 
for reevaluatlon programs 

NOVAfinOrJ P Long Island Lighting Co 79/03/01 3pp 


7903050500 Forwards list of GE Seismic Category I equipment for 
seismic qualification review List identifies equipment 
required for safe shutdown ?« Includes brief list of plant 
sys noun deslgnatorii 

NGVARRO, J P Long Island Lighting Co 79/G3/04 37pp 


7903300200 Forwards summary of EDS Nuclear* Inc reiolut lon/documentatlon 
of elbow fleiclbility error which existed In versions of 
PISOL piping analysis computer program from Jan^Oct J9&9 
Review t< reanalysls Included all work through Dec 1970 
PORTER* P L EDS Nuclear* Inc 79/05/21 9pp 


— 7903300263 Forwards EDS Nuclear* Inc list of HWRs &> piping sys which 
could have bean Impacted by deficient computer program 
GE has no record of reanalysis for Cooper piping sys 
5^TEPHEN3*P W General Electric Co * Nuc lear Energy Products Div 
79/01/24 lepp 


F Securltyr medical* emergency Si fire protection plans 


7905240941 -Requests copy of OAO rept re Insufficient state U local 
emergency evacuation plans & NRC response to plan 
SHAPIROiR Cammer At Shapiro 79/04/03 Ip 


0 Adjudicatory correspondence 


7903240234 First let of interrogatarlai U notice to produce# lubml tted 
by County of Suffolt* Ny to utd Certificate of Svc end 
LIKE# I Suffolk County# NV 79/03/20 lOpp 


7905060053 Responds to request for Info re possible shutdown of 
facility duo to possible design deficiencies caused by 
computer model design Computer model in question not used 
for facilities 

HaEFClNS*R K Branch 4 79/04/03 2pp 


79052SOIS6 Opposes licensing of plant 

OWENiB Affiliation l/nknoun 79/04/03 2pp 


790S2S0053 Directs recipient to GAO for rep t« EMD-7e-l lOi requested In 
790403 Itr. NRG response is being prepared ^ will be provided 
when available 

HOEFLINO#R.K Branch 4 79/04/13 Ip 


7905130207 Response to Suffolk County's 790328 discovery requests 
contained in Apps A & B of first set ef interrogatories & 
notice to produce Affidavit of tfJ Muttler# support tug 
documentat l-on U. Certificate of 6vc end. 

HHITT£MORE*F C Long Island Lighting Co 79/04/17 37pp 


7905S40913 Requests details an allegation that ECCS failed on sic 
different occasions 

&HAPIR3, R Gammer It Shapiro 79/0^^/ 17. Ip 


79D52S0311 Forwards responie to questions from 790420 meeting re util's 
first titio sets of motions for summary dispei 1 tlon. Eubmits 
unexecuted third set of summary disposition motions 
Eupportlng documentation A affidavits end 
WHITTEtHOREiF C Hunton t# Williams 79/04/27 31pp. 


H Utility Final Safety Analysis Report CpaAR) amen-di 


790324036? Forwards Amend 32 to license application conilstlng of 
Revision 16 to FSAR Affidavit end 

WDFFORD.A. W* Long Island Lighting Co 79/05/13 2pp 


— 7903240376 Amend 32 to F8AR re containment design Overs Iced drawings 
end. 

« Long Island Lighting Go. 79/03/13 430pp 


P Operating llcenae stage documents 6 correspondence 


7903040439 Util will invoke Code Case N‘'224 to A8ME Section |[] i^hirh 
allows use of A5TK A500 Grade B tc ASTH A501 structural 
tubing for welded attachments to A&ME Bectlon III Code Glass 
263 camponents This Itr supplements 790327 Itr 
NOV/ARRO. J P Long Island Lighting Co 79/04/23 Ip 


Q Inspection reports* IE Bulletins S> corr sspondance 


790SOI0116 Forwards lE Info Notice 79-06 p "Stress Analysis of 
6af ety-Relabed Piping '* 

GRIER. S H Region t. Philadelphia. Office of the Director 
79/03/23 Ip 


7903240669 Forwards IE Insp Rept 30-322/79-03 on 790227-0302 Me 
noncompl lance noted 

CARI-S0N*R r Region 1* Ph i ladelph la. Reactor Cons true tiort b 

Engineering Support Branch 79/03/23 2pp 


--7905240673 IE Insp Rept 30-322/79-03 on 790227-0302 No none oep Id |^( i 
noted Major areas inspected quality verif icat i on records for 
reactor pressure vessel internals storage 6 installation t 
licensee action on NRC findings 

TOTH.A D . MCBREARTY.R A Region 1. Philadelphia. Qfflcs 4 f 11* 

Director MCOAUGHy.R W Region 1# Philadelphia# Fleactor 

Construction 6 Engineering Support Branch 79/03/22 9pp 


7903240996 Responds to IE Bulletin 79-02# "Pipe Support Bass FUli 
Designs Using Concrete Expansion Anchor Dolts " Forwards 
addl info to clarify SER open items 6 confirmatory Issues 
NOV'ARRO. J P Long Island Lighting Co 79/03/28 Ip 


7703020051 Forwards IE Bulletin 79-06. "Review of Operational Erj«rs | 
Sys Misalignments Identified During TKI Incident " 

GRIER* B H Region 1* Ph 1 ladelphia. Office of the Director 
79/04/11 Ip 


7903020395 Forwards IE Bulletin 79-07# "Seismic Strass Analysis of 
Bafaty-Related Piping " Licensee action required 
GRIER* D H Region I# Philadelphia# Office of the Director 
>9/04/14 Ip 


7905040038 Forwards IE Bulletin 79-06B# ''Review of Operatieral Erreu I 
Sys Misalignments Identified During TKI Incident. " 

GRlERiS H Region 1. Philadelphia# Office of the DirecUr 
79/04/14 Ip 


7905040208 Forwards IE Bulletin 79-Oai "Events Relevant to DolMri 
Hater Power Reactors Identified During THI Incident " 

GR|6R*D H Region t# Philadelphia# Office of the Director 
79/04/14 Ip 


79G303007G Forwards IE Bulletin 79-09# "Failures of OE Type AH-J 
Circuit Breaker In 6af etg-Re latod Byt " Licensee action 
required 

GRIER. S H Region 1# Phi ladelph la. Office of the Dirictor 
79/04/17 Ip 


7903020263 Forwards IE Bulletin 79-06Ai Rpvts Ion 1* "Review of 
Operational Errors i# 6ys Misalignments Identified During THI 
Incident " 

GRlERrD.H Region 1. Philadelphia# Office of the Dlnctar 
79/04/18 Ip 


79G3240639 Forwards revised procedures of preservice Insp progtae 
NQVARROiJ P. Long Island Lighting Co 79/03/01 2pp 


— 7903240645 Automated ultrasonic examination procedures fer reic^ar 
vessel noscle uelds 

e Long Island Lighting Co 70/11/03 33pp 


— 7903240648 Remote ultrasonic examination procedures for risctor Htnl 
noEile safe-end welds 

e Long Island Lighting Co 78/11/03. 31pp 


— 7905240690 Autpmated ultrasonic sxatnination procedures for rsitltt 
vessel welds 

e Long Island Lighting Go 78/11/03 29pp 


— 790524D694 Ultrasonic examination procedures for piping butt uiMi b 
longitudinal welds 

* Long Islaisd Lighting Co, 78/09/01 31pp 


7903290210 Certificate of Bve of Revision 16 to FSAR, 
MORINr J F Long Island Lighting Co. 79/03/22, Ip, 
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DOCKET 50-323 DIAOLQ CANYON NUCLEAR POWER PLANT, UNIT 2 

documonfes ?, corroipondance 


Forwarda rcplacamont pagoa for Amends I & 4 to CPPR-s? i< 

cppn^oT 

ST0L2, J F Light Water Roacton Branch 1 79/03/29 iOpp 


7903230570 Extonda const completion dates to 790630 for Unit I & Q00229 
f or Un 1 1 2 

STGLZ, J F Light Water Reactors Branch 1 79/04/13 6pp 

79032305G2 FR notice ordering extension of const completion dates to 
790630 for Unit I 8i G00229 for Unit 5 

BOYDiR G Division of Project Management 79/04/13 Spp 

7903020302 Forwards 41,600 fee to extend CP, in response to NRC 790410 
Itr R«(iuests ac knouf lodgment 

CIIANE^P A Pacific Oas Electric Co 79/04/27 2pp 


7905210172 Fnrwardfl addl Info on containment electrical penetrations 
In response to NRC questions 

CRANE, P A Pacific Oas Si Electric Co 79/05/17 3pp 


7905210169 Forwards info on bolted connections in linear supports in 
responie to NRC 701200 Itr 

CRANE, P A Pacific Oas Si Electric Co 79/05/10 9pp 


7905300361 Forwards application to extend completion date for CPPR-37 
to 791031 

CRANE, P A Pacific Oas V Electric Co 79/05/24 Ip 


--7905300364 Application to extend completion date for CPPR-39 to 791031 
aHACKELFaRDr 0 , CRANE, P A Pacific Oas Si EloctrU Co 79/05/23 
IP 


F Security, madical, emergoncy Si fire protection plans 


7905190054 Forwards modified physical security plan Plan withheld 
<p»f iOCFRS 7901 

CRANE, P A Pacific Oas S, Electric Co 79/05/15 Ip 


7903300044 Motion of extension of time until 790410 to file proposed 
findings of fact S, conclusions of law Certificate of Svc 
•nc 1 

KETCHEN, E 0 Branch 3 79/04/04 4pp 

7905290114 Grants NRC 790404 motion for extension until 790410 in which 
to file findings of fact 

BOWERS, E S Atomic Safety and Licensing Board Panel 79/04/05 Ip 

7905310104 Errata sheet to joint Intervenors' proposed findings of fact 
S, concluslns of law Certificate of Svc end 

FLEISCHAKER, D S Floischalor, 0 S PHILLIPS, JR ■ KRISTQVICH.S 
Center for Law in the Public Interest 79/04/05 7pp 


7903250330 Responds to 790326 Itr re status of facility licensing 
Evidentiary record In proceeding closed 7903i2Mast pleading 
scheduled to be filed by 790416 Precise date for initial 
decision cannot be made 

YORE, J n Atomic Safety and Licensing Board Panel 79/04/06 Ip 


—7903230333 Forwards 790315 Itr from Solar Use Now for Resources 6 
Emp loyment, express ing concern about licensing of facility 
Requests info on status of licensing process 
ROUSSELOT.M C House of Rep 79/03/26 2pp 


7903J40554 Rebuttal to joint Intervenars' 790325 proposed findings of 
fact conclusions of law Certificate of Svc end 
CRANE. P A Pacific Oas (t Electric Co 79/04/09 36pp 


•7905140536 Errata b suppl to proposed findings of fact ii conclusions of 
law 

CRANE, P A Pacific Oas Electric Co 79/04/09 2pp 


7905100157 Initial declsloti authorising Director of Ofe of Nuclear 
Reactor Regulation to matte such addl findings on unconteited 
matters as may be necessary to issue full-term OL 
Certificate of Svc end 

TaUTELLOTTE, J , KETCHEN, E 0 Branch 4 STAENBERO, M R 
Regulations Division 79/04/10 ll4pp 


7905250490 Requests that rebuttal to Joint Interveners' proposed 
finding of fact be amended to ref ASLB 780S03 order 
CRANE, P A Pacific Oas ft Electric Co 79/04/tl Ip 


O Adjudicatory correspondence 


7905000166 Roquast by interveners Scenic Shoreline Preservation 
Confer enca^ 3an Luis Obispo Mothers for Peace, Ecology Action 
GlubiSA Qllvar ^ JJ Foster for late filing of proposed 
findings of fact conclusions of law W/Cert if tcate of Svc 
FLEISCHAKER, 0 a Flelschakor, D B. 79/03/25 4pp 


— 790S030174 Proposed findings of fact i, conclusions of law by 
Intervenon Scenic Shoreline Preservation Conference, San 
Lulf Obispo Mathers for Peace, Ecology Action C tub, 6A Si Ivor 
& JJ Foster 

FLC I QCMAKER , D 8 Flelichaker, D 8 PHlLLIPS,JR, KfllSTOVICHiB 
Center for Law in the Public Interest 79/03/25 69pp 


7905250052 Informs of inability to submit proposed Findings of fact on 
adequacy of plant security sysj denied access to evidence V. 
access to hearing on security plan Certificate of Svc end 
DALDHIN, W A Ban Luis Obispo Mothers for Peace 79/03/29 3pp 


79052307Q? Oroup of 15 Itrs protesting opening of facility 

MAnODLIQfK. R , WYLER, D Affiliation Unknown 77/03/30 19pp 


7705010115 Forwards request for Board notification re nonsaf oty-grade 
equipment to mitigate transients, 

8CINT0, JF Hearings Division 79/04/02 3lpp 


— 7905010156 Board notl f Icatlon. i taf f asseismont re nonsaf o ty-grade 
equipment to mitigate transients 

VASBALLOr 0 B Assistant Director for Light Water Reactors 
79/03/29 2pp. 


— 7903010190 Board notification recent Issue on noneaf ety-grade 
equipment to mitigate transients More info is required, 

TCCEBCOr Rt L Assistant Director for Reactor Safety 79/03/16 
3pp 

7905240256 Requeiti Info on facility U earthquake Unhappy w/ouclear 
power 

OARCIA, O Affiliation Unknown 79/04/04 Ip 


7905100370 Forwards corrected pages to NRC 790410 proposed findings# 
changing words '^Initial Decision*' to "Conclusions of Law " 
TOURTELLQTTE, J Branch 4 79/04/13 3pp 


7905150726 Responds to 790216 6 790321 Itrs requesting denial of OLs 
A8LB will consider issue Views to be included in docket file 
of proceeding 

ENOELHARDTiT F Deputy Executive Legal Director 79/04/17 Ip 


7905130598 Forwards resolution adopted on 790416 Resolution requests 
deferment of action on license app 1 icatlon, pend ing 
determination that safety sys are adequate to assure public 
safety 

KENZEL, H C Santa Barbara County, CA 79/04/18 Ip 


—7905150603 Resolution of Board of Supervisors of Santa Barbara County, 
CA urging NRC to defer final action on license application 
until facility safety systems are adequate to ensure public 
safety 

YAOGR, DM Santa Barbara County, CA 79/04/16 Ip 


7905150118 Responds to end Itr opposing operation of facility because 
of praxlmity to active earthquake fault it concern for 
disposal of high level radioactive wastes Matters being 
considered by ASLB 

BOYD, R, 8 Division of Project Management 79/04/30 3pp 


7905240364 Requests denial u/o prejudice of joint intervenors' motion 
to withhold Issuance of OL Certificate of Bye end 
TOURTELLOTTE, J Branch 4 79/05/02 Bpp 


7905300007 Response in opposition to joint Intervenors ' request to 
withhold Issuance of OL Motion is untimely, in wrong form I- 
poorly taken 

MORRISSEY# J G Pacific Oas 4, Electric Co. OEHR, A C Snell L 
Ullmer NORTON, B Bruce Norton 79/05/09 6pp 


7905300716 Ack receipt of 790425 & 790426 Itrs re opposition to 
operation of facility due to proximity to Hoigri Fault 
Facility designed to withstand seismic event of 7 5 ASLB Is 
preparing decision re licensing based on 790215 hearing, 

DENTON»H, R Office of Nuclear Reactor Regulation 79/05/14 2pp 


790S240279 Rvquests that facility not be allowed to operate. 
KANZERiN # MANZERrR Affiliation Unknown 79/03/30. Ip. 
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— 7'70J3007l9 Eipftim oppoittipn Ic (jp#rition 0# f4cUifc<j to 

WATER HOVSE^H ^*°Af f I U4t lon Unknown 7«?/0*/a6 IP 


79052tJ06l7 Farw4t*dj IE In*p Ropto S0-27S/79-09 U 30-323/79-03 on 
790306-09 (t 13 No noncompHonc* notsd 

CREI^Si J L Ri(lon 9i 9«n FrAOcivcD* Roactor Oporalioni tiifiitif 

Support Branch 79/03/21 2pp 


--77Q530Q720 Eipru»«t opoiitlon to opiration of factUtu dui to 
protinkty to HoipM 

WATERHOUSE. E Af#l I lat Ion Unknown 79/04/Z3 tp 


M OaoarJl corr»iponrf#nC€ 


7?03230'I52 R*nu«ifct kownediat# *ialt to const oT Pacilltg 
AMDREWS, ri Houf* of R«P 79/04/02 Ip 

7905070551 Nokiftai of chang* of addrast for DO Brindintaugh i RB 
Hubbard to 1723 HaoUton Ava.Sult* K#8ah Joit.CA 93123 
COOPER. K F MHB Ttchoicjl Atsodatet 79/04/23 Ip 


7905240713 Rtq^ueitt luipmilon of OL until nocttfarg lafctg inodt aTa 
Ittplafli^ntad 

BROWN. E O California. Skata of 79/09/04 2pp 


7905240265 Bttpondi to 790320 Itr ra conitituont concarna ra granting 
of Uc*nt« to facllitti BaUaic avant of 7 5 wagnituda can ba 
wlthttood 4 (luatltg of const i« controMad bg Hcaniae OA 
pragran 

OOaSlCK.L V Offlca of the Eiacutiva Diroctor for Oparatlont 
79/05/00 3pp 


I Financial Information 


—7909230640 IE imp Raptt 30-273/79-03 8* 30-323/79-03 on 790304-0? I 
No noncompl ianca noted Major araai Inipactad praoparatfona J 
testlngt evaluation varlf Icastlon of tost raaultiilE 
bullatlm & clrculan follouiup 

MOnniLLiP 0 Region 5# San Franc lacOf Off tea of the Director 
8TERNBCR0. D M Rag ion 5. 8an Franc lico« Raactor Oparatlait 

Nuclaar Support Branch 79/0G/2O 4pp 


7909010237 Foruarde IE Info Notice 79-04. ^'Strata Ana I gili of 
Bafa tg-Raiatarf Piping " 

ENOECKENiR M Region' 4. PaUai. Offlca of tha DIracior 

tp 


7709040081 Forward! IE Info Notlca 79-07i **Nuptura of Radwa«ta Ta^li 
ENGELKeNiR 44 Region 3 j Ban Franciicor Office of th* Direslaf 
79/03/24 Ip, 


7703010023 Forward! IE BylUtln 79-04Ar “Ravlaw of Oparatlonal Ff»i+i 
Bgs Miaalignmont! Identified During THl Incident " 

ENOeLKEN*R H Region 9. San FranclscO' Office of tha 
79/04/14 ip 


7705040509 Forward! IE Bulletin 79-04Dt "Ravlaw of Dp era Ilona I Briait 
6gi Mi aal 1 gnment! Identified During THI Incident " 

ENGELKENfR M Region 5. Ban Franclsco« Office of tha Dire<ijn 
79/04/14 Ip 


7905300160 Forward! "Annual Financial Rept t97B “ 

crane. P A Pacific Oaf b Electric Co 79/05/23 Ip 


—7905300174 "Annual Financial Rapt 1970 « 

« Pacific Oat 4 Electric Go 70/12/31 40pp 


7905300510 Forwardi "Eitinated Internal Fund Oanarabion for CY79''' U 
"Annual Financial Rapt 1970 " 

CRANEiP A Pacific Gas it Electric Co 79/05/24 3pp 


7903070099 Forward! IE Bulletin 79-07# ’'Seiamlc Btresa AFialgiii *f 
Saf a tg-Re la ted Piping " Llceneee action regulrad 
ENO£LK£N»R f< Region 5< Ban Franc iico# Dfflco of th* Direitf* 
79/04/14 Ip 


7703030291 Forward! IE Dulletln 79-09# "Failuroe of Ot Fv-f* ^ i' 
Circuit OreakoT in Safetv-Raiated Sga. ” Uicaneaa aettnn 
raqu 1 red 

ENCELKEN#R H Region 5. Ban Franc lie o. Office of Ihf Oireiti* 
79/04/17 Ip 


—7905300329 "Annual Financial Rept 1970 " 

♦ Pacific Oat U Elactrle Co 79/02/23 36pp 


rniuranee 4 indamnltg ihf orieation 


7905140512 Forwards Amend 4 to indewnltg Agraament B-75 per l0CFftl40 
changtf.re increafe in liability Insurance from 4140 million 
to #160 <ni i t ion. effective 790301 Buppartlng documentation 
anc 1 

8ALT2HAU, J Antitrust Si Indemnity Oroup 79/09/01 6pp 


7905140406 Forwards Anands aracuted Amends 21 4 4 to Indemnitu 
Agrtamenti B-2l 4 B-75. re up actively 
CRANE, P, A Pacific Gas t Electric Co 79/05/08 3pp 


7905000366 Forwards IE Bulletin 79-09H# "Nuelear Fncldeivl at 
TMl-Suppl " 

ENGE1-KEH«R H Region 5, Ban Franclicoi Office of |h« Oiaeita* 
79/04/21 Ip 


8 Reportable occurrences# LERs 4 related corra sp OHd »tic e 


7703110203 Board notification Beahrook refueling water iloraia 
detigti deficlancv 

8C1NT0, J Hearing! Division. 79/03/29 30pp 
7703150060 Forwards PN0-79-67U 

E^Ci.KENi R H Region 3# Ban Francisco# Office of Ih# pteaitiif 
79/04/06 Ip 


0, Advisory Cemmlttae on Reactor Safeguarda reports 4 correspondence 


re^ueft fpr written rapt after caneaUatlon o 
ACRS 790331 Aitting ra pofslbllltv of problem w/instrument 
guide tubes Staff rapt sneJ 

CROCKER, L P DivHlon of Project Management 79/03/30 Spp 


7705 15D 167 Forwards PN0-79-67R 

ENOCCKEN# R H, Region 3, Ban Francisco# Office of the Ob^eiSiif 
79/04/11. Ip 


7705040123 Forwards PND-79~67a 

^ Rogion 3# Ban Francisco# Office of th# Dieeiitt 


documents 4 correspondence 


'■•I'-t f»r -Jdl in#, r. cnt.tnn.nt 

r,,ui,, at casREVt pr.tran e. 

t/LnTA valv! closing data coincident 


w/COCA 
CRANE# P. A 


pacific Gas 4 Electric Co 79/04/13 


45pp 


7905150141 Forward! PN0~79-67T 

fo/rt a * , 1 ^ Region 5» Ban Francisco# Office nf the Dtreiss'* 


7903030045 Forward! PND-79^67U 

^ Rdgion 5# Ban Francisco# Office of the DifeiS#:-* 


0 _lni#.t ,lon r .p.rt.^ ,E a.ll.ttn. k corr..p.nd.nc« 


'"•i’ 9«-323/?»-09 rtosaosa n. 


noncoapUance noted 


Ity & Materials 


6 radletion protectlqn^Jtafe pUnnlng 
radioectlv# WMtl su! L nJl^ 2!' n*’***):'?'*^^ protection- 
North#H 8 Rm/ob CalcuiatJon Nanval 

80QH#H e”’ i Francisco, Office of the Direc 


7903020527 Forwards PN0-79-67AA. 

ENGELKENiR M, Region S* Ban Francisco# 
79/04/20 Ip 


Office of 


the Oir #1 Is* 


7703010425 Forwards PN0-77-67AB 

RtJion 5r San Francisco# OffU# of 

79/04/21. Ip. 


the Difetm 


7703010444 Forward! PNa-79-67AC 4 AD 
79/04/13**^* if’ 5# Ban Francisco# Office of 


th* Dlfails* 
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7903020227 Forward* PN0~79-67AF 

ENOELKEM# R H R«9Un 3# San Francisco, Off lea o# the Director 
79/04/23 ip 


79030a023f» Forward* PNa-79-67A0 

EMOELKEM. R H Rejlan Sr San Franci*ea< Office of tha Director 
79/04/a<» Ip 


7903090003 Forward* PN0-79-'67AH 

ENCLEKEMr R H Region 3i Ban Franclico. Office of the Director 
79/04 /Z7 Ip 


7903070007 Forward* PM0-79-67AL» per NRG 790401 Itr transmitting IE 
Bulletin 79-OS 

ENQELKEN. R M, Region Sr Ban Franciico, Office of the Director. 
79/03/01 Lp 


7903090300 Submit* followup rept to 790404 notification of RO. During 
pr-ogret* of routine uield repair* on pipe rupture raitraintsi 
cracking dlecovered in Inmediate vicinity of repair* Full 
rapt will be submitted 

CRANErP A Pacific Oe* Electric Co 79/05/03 3pp 


79031 70072 Forward* PK0-79-A7AM 

ENOCLKEN»R H Region 3i San Franclscoi Office of the Director 
79/03/07 Ip 


7703240<&31 Act receipt of 790903 Itr providing prellminarg rept re 
cracking found in pipe rupture rettralnti 

ENOELKENi R, H, Region 3. San Francifcoi Office of the Director 
79/03/16, Ip, 


-"-7909240701 Dl*cu*»e* situation reported to IE on 790404 re cracking 
In pipe rupture reetraint* Detail* program of Invettlgation 
Suppl on crack leveritg will be forwarded 
CRANEfP.A Pacific Oa« 4( Electric Co 79/03/03 3pp 


T. Hearing transcript* on non-antl tru*t matter* 


7909030244 Corractlon* to tranecrlpt* from Dec 197B fc Jan 1979 
hearing* Certificate of Bve and 

HORRISBEY^J C < FURBUBH* H. H » CRANE » P A Pacific Oa« 1< Electric Co 
79/04/04 aSpp 

7703S40273 Request* info re C Maichfce 790313 Itr of concern* about 
granting of license to util 
LAQOMARBINQ. R Houie of Rep 79/03/20 Ip 


DOCKET 30-324 BRUNSWICK BTEAh ELECTRIC PLANT. UNIT 2 


J Insurance 4t Indemnltg Information 


7909130100 Respond* to 790112 raqueit for termination of leveling 
portion of 7S0610 Phase I “BSEP Program for Seismic 
Konltorlng ** Approves request to terminete program 
1PPOLITO*T A Operating Reactors Branch 3 79/04/23 2pp 


790SD40624 Request* Tech Specs change re trip feature* annunc iator 
clariti| to minimlie operator confusion tc stop valve 
UTLEYtE E Carolina Power & Light Co 79/04/27 13pp 


7909080402 Submit* schedule for implementing augmented offga* tg* in 
response to 780912 Itr Earliest feasible date for completing 
mod* testing & demonstration of lyi operabllitg 1* 011231 
UTLEYj E E Carolina Power & Light Co 79/05/01 Ip 


79030B0417 Responds to 701129 itr re containment purging during normal 
plant operation Should LOCA occur during operations., 
operation of ECC8 sgs would not be affected Supporting info 
enc 1 

UTLEY. E E Carolina Power 6 Light Co 79/03/01 4pp 


7903060436 Provides results of OE analgtls of prompt reclrcuietion pump 
trip for Cgcle 3 operation NRC should be able to licence 
Cgcle 3 operation until fflld-ci|cle Recirculation pump trip 
will be tested during faellltg startup 
UTLEY. E E Carolina Power t- Light Co 79/03/01 Ip 


7905310379 Responds to NRC 7B09I2 Itr re schedule for implementing 
augmented offgas sgs New hydrogen recombiners Installed on 
front end Sy* will be operable by 811231 
UTLEY. E E Carolina Power & Light Co 79/03/01 Ip 


7903060433 Forward* oversized map* 6 photo attachments to util 701129 
rept on main dam core trench feature* U/o drawing* 

FLQYOrS 0 Carolina Power U Light Co 79/09/08 9pp 


7903300208 Forward* summary of EDS Nuclear. Inc recolutlon/docunentat ion 
of elbow flexibility error which existed in version* of 
P180L piping analysis computer program from Jan-Qct 1969 
Review 6 reanalysis Included all work through Dec 1970 
PORTER. FL. EDS Nuclear. Inc 79/03/21 9pp 


-^-7903300263 Forward* EDS Nuclear. Inc list of BUR* 6 piping sgs which 
could have been Impacted by deficient computer program 
OE has no record of reanalysis for Cooper piping sys 
STEPHENS.? W Otneral Electric Co .Nuclear Energy Products Div 
79/01/24 I8pp 


7903290370 Confirms & formalliet 790321 verbal commitment ra stiimlc 
comparison 6 Imp of safety-related piping Documents 
statements re reanalysl* of circulation loops 
UTLEY. £ E Carolina Power & Light Co 79/03/22 2pp 


0 Inspection reports. IE Bulletins U correipondtnce 


790S040899 Forward* Endorsement 30 to HALEU Policy MF-00 
QRAHAHrN E Caro line Power Light Co 79/04/23. 2pp 


7903040607 Forward* Endorsement 33 to NELIA Policy NF-218 
QftAHAM.W E Carolina Powar & Light Co 79/04/23 2pp 


7905070497 Confirm* Increased liability limit to *124.000.000 for 
pul ides NF-l. 29.43.76.03. 100. 111. 140. 146, 131. 161. 164, 170, 

173. 174. 170. 179. 100. 102. IGS. 186. 107. 100. 189. 192. 193. 194. 193. 
197. 198.200. 201,204.206. 207.208.210,212.214. 213, «< others 
QUATTROCHHI. J American Nuclear Iniureri 79/03/01 Ip 


7905070582 Confirm* Increase in liability limit to *36.000.000 for 
pal Ic Its HF-Z2iZ6r29, 30. 39. 44.46. 47. 49. 30, 31 . 32. 33. 34. 35. 36. 

37, 30. 60i 61 , 64. 66. 67, 60. 69. 70, 71. 72. 74. 76, 77, 70. 79. 80. 86, 07, 


aa,90.9l.92i93,94. 93 It 96. 

ftaPERTS, D. M. Hutual Atomic Energy Liability Underwriters 


79/03/01 


Ip 


7905140500 Forward* Amend 9 to Indemnity Agreement B-71 per 10CFR140 
changes, re increase in liability Insurance from *140 mtlllon 
to *160 ntiUlom effective 790301 Supporting documentation 

Sf^TZKAN. J Antitrust & Indemnltg Group 79/03/01. 6pp 


7903010463 Forward* IE Insp Rept* 80-324/79-05 50-323/79-05 on 

790122-26 No noncomp 1 lance noted 

LEUI8.R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/03/14 2pp 


—7903010468 IE Insp Repti 50-325/79-03 4, 30-324/79-03 on 790122-26. No 
noncompllance noted Major areas Inspected radiological 
environ monitoring program, environ monitoring station 4. 
data. analytical sensitivity 4t control measures 
PERRYfU.N Region 2. Atlanta. Reactor □peratlons Nuclear 

Support Branch 79/03/09 3pp 

7903010168 Forwards IE Info Notice 79-06, “Strii* Analysis of 
Safety-Related Piping '* . 

O^REILLY.J P Region 2. AtlanVa, Office of the Director 
79/03/23 2pp 

7905030294 Forwards IE Info Notic* 79-07. “Rupture of Redwaste Tank* 
O^RElLLY, J P Region 2. Atlanta. Offlc* of the Diractor 
79/03/26 2pp 

7903010093 Forward* IE Info Notice 79-00. “Intirconnactlon of 
Gontamlnatad By* w/8vc Air 8y* U**d a* Source of Breathing 

S^REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/20. 2pp. 


7905170233 Forward* Amend 9 to Indemnity Agraamant* B-42 h B-71 
raflaetlng tncraasa in primary liability insurance provided 
by ANl/MAELU, 

DARHAH.G.D. Douglass 4* Barham 79/05/11. 3pp 


7903010346 Forward* IE Info 
Contaminated Railn 
O'REILLY. J P Region 2, 
79/03/30, app. 


Notice 79-09. "8p iU 
Atlanta. Office of 


of 

the 


Radloactlvely 

Director. 


P, Operating Ucentt stage documents correspondence 

7905030333 Submit* exception* 4< correction* to operation* OA program 
re ANSI code* for instrumentation 4t electricel equipment. « 
mechanical eqvlpmant h eye for const _ 

UTLEY. E.e, Carolina Power 4* Light Co 79/04/23 3pP 


7903240661 Forward* IE Insp Rept* 30-324/79-10 h 50-323/79-10 on 
790304-07 No noncomp lianc* noted. 

MURPHY, G E Region 2. Atlanta, Office of the Director. 79/04/06 
2PP 
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— 7v0524(;&63 IE 
noncoffip I I4nc 
f r eiir4B. proc 
ultr-jionic I 
BLAXE. J J 
4pp 


« HA '134/79- 10 30-323/79-10 on 790304-07 No 

'‘L;(cn",'"ti»u" 7»/04/OS 


7W3M0844 PoMMdl r..(i.n« to 790Sli r.^oott f or ^dd I ln*o l . tdltitc 
dnaloilt o# dafdtg-rilatod piping Suppiamonti util • 790424 
1. 790316 responses to IE Bulletin ^ 


ft Periodic operating ropoft* 8» relotad corrO»portd*nco 


a. 1- IP fluliettn 79-03 No i^olded pip« #ro<o Youngitawn 
7705100241 Re IP and* to IE „„ 

Welding ti ErginetrinS ii rn 79/04/12 1ft 

UTLE/-E £ Carolina Pautr 6 Light Co 79/04/12 ift 


_ . . .# 790402 Itr inforralog NHC itepi takott to 

7903230209 Act receipt of 790402 itr inrw 50:324/79-07 t 
lotTitt viQl4tlah4 noted In lE ImP «•!>* 

P.gldO Z' 4‘ldnta, R.«W Op.rati.n. NucH.r Support 
Brench 79/04/12 Ip 


— 7403230223 Reipond. to f«C 790309 Ur r« violations noted in IE 1|>»P 
30-324/79-07 V 50-325/79-07 Corrective action* 

^nSUlS J* ilve teen ccuneeUd on perforifing data reviews I* 

pw4:r“‘":t:uind».r ^ u,h. c. 79/04/02 2pp 


-7905230229 Fpru.rd. IE In.P R.Pt. 50-324/79-07 t. 50-325/79-07 op 
790130-0202 «. notice of violation mi.Msjp 

l£«IS.P C Region 2d Atlanta. Reactor Oparation* Nuclear 

Support Branch 79/03/09 2pp 


7905190631 forward* monthly 
FURR* B d Carolina Pouer 


operating rapt for Apr 
84 Light Co 79/03/09 


1979 

IP 


— 790 3150633 Monthly oporatlfig rapt for Apr 1979 

(lILLlSdE Carolina Pouor t» Light Co 79/03/Ot inpp 


0 Reportable occorrenca*# LERs l» related correepond ence 


7903030345 Torwards LER 79-017/03L-0 

fURRi B J Carolina Power 8< Litjht Co 79/04/30 ip 


7905030347 LER 79-017/03L-0 on 790404 RHR pumps 21) L 2D luould not 

on manual signal Caused fey poor connection between fuses % 
fuse block ruse* soldered to fuse block 

TOULISONdA C Carolina Power << Light Co 79/04/30. Gpp 


7903090 2B2 Forward LER 79-OI0/O3L~O 

FURR/ B J Carolina Power & Light Co 79/00/07 tp 


—7905230237 Notice of Violation from 

* Region 2. Atlanta. Office of the Director 79/03/09 


-7905230243 lE Insp Repts 50-324/79-07 t. on 790130-0202 

Nonccmpliance noted stroke time for va vs F046 was above 
mai time required by Tech Specs Three independent reviews 
failed to note problen 

rILEv.B U , MES9ITT. B ft Region 2. Atlanta* Office of the 
Director DANCE-HC Reg Ion 2* Atlanta. Reactor Operations 

Nuclear Support Branch 79/03/09 6pp 


7905040163 Forwards IE Bulletin 79-060. “Review of Operational Errors U 
Sys Misalignments Identified During TMI Incident 
□ "REILLV. J P Region 8. Atlanta. Office of the Director 
79/0 4/ J 4 2pf 


7905040281 Forwards IE Bulletin 79-07, ♦’Selsflilc Stress Analysis of 
Safety-Related Piping “ Lleensea action required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/04/14 Ip 


7905150696 Forward* IE Bulletin 79-09. "Events Relevant to BWRs 
Identified During TMI Incident ‘'Licensee action required 
O'REILLY, J P Region 2i Atlanta, Office of the Director 
79/04/14 Sfip 


7905030141 Forwards IE Bulletin 79‘*09, "Failures of OE Type aK- 2 
Circuit Breaker in Safety-Related Sys '* Licensee action 
requ ired 

O'RHiLLYrvi P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


7905020373 Forward* IE Bulletin 79~06A, Revision 1» “Review of 
Operational Errors 6 8y* Mlsalignmente Identified During TRl 
Incident “ 

O'REILLY, 0 P Regions, Atlanta, Office of the Director 
79/04/18 2pp 


7905010517 Forwards restated paragraph from 770330 Ifer, fubmitted at 
revision to QA program, in risponss to IE Insp ftept# 

50-324/79-03 i, 50-325/79-02 Paragraph dlscutses radiation 
survey/measuring Instrument* 

t/TLEViE E Carolina Ppyer L Light Co 79/04/23 2pp 


79-07, "Seismic Stress Analysis of 
Safety-related PlpJ/ig " Wili reanalyit all remelnlnB 
safety-related piping as soon as NRC act that specified 
*««Ptable.W/*upporting documentation 
USLEY.E E Carolina Pawer (, Light Co 79/04/24 Spp 

79-01 B.arcb of plant documenUtlo 

^ 'I «/dlameter of 3-10 

inches are used at facility 

DTLEV, E E Carolina Power k Light Co 79/04/30, |q, 

'E sxii.tin 7»-o7 

* tomputer programs u,ed for safety-related 
"*• 247'«7«,d by 

UTLEV P p ^ hsnchmart ga*** 

Un.EV,e E Carolina Power t, Light Co. 79/03/13 7pp 


— 790S0902B9 LER 79-018/03L-0 ON 790419 pressure suiltch S-^+IC-Ptl ^ USa 
failed to meet Tech Specs response time Caused by actuation 
time on Installed switch being too slow Alternative 
sultchtng methods under evaluation 

TOLLISON.A C Carolina Power It Light Co 79/03/07 


7909090302 Forwards LER 79-019/03U-0 

FURRED J Carolina Power 8* Light Co 79/03/07 Ip. 


— 79030903U LER 79-019/03L-0 on 790420 electrical open circuit fe.*f er 
T2 power lead to fan motor Caused by junction box aplice 
beiti/een motor U contactor. 

TQLLlflON.A C Carolina Power ^ Light Co 79/05/07 Ip 


7903230615 Submits 14-day radiological environ evont rept r*di04Ellvi 
waste was shipped on 790503 u/radiatinn levels exceeding 
ETS Incident to be reviewed (« health physic* raduaste 
shipment procedure* revised 

OAHKQ.H R Carolina Power & Light Co 79/09/16 2pp 


7903220406 Forward* LER 79-020/03L-0. 

DANKQ,H R Carolina Power & Light Co 79/03/18 Ip 


—7903^20411 LER 79-020/03L-0 on 7904SI. while performing standby lit-n 
control relief valve test, relief valve lifted at 1«250 lb 
Caused by setpoint drift Setpoint ragat, tested 
eat isfac tori ly 4( returned to tve 

rCLcrSOfjiA C Carolina Power U Light Co 79/03/10 Ip 


7903300304 Forward* LER 79-030/03L-0 

BAHK^. H R Carolina Power Light Co 79/09/24 Ip 


—7903300390 LER 79-030/03L-0 on 790429*13 snubbers failed Intp.ln 
failed to lock up No apparent cause discerned Eight ware 
rebuilt u/nsw seals U poppets) three replaced Remaining 
three ssiubbers failed to bleed Two repullt^one replat-ced 
11OLLI0ON.A C Carolina Power U Light Co 79/09/24 Spy 


7903300371 Forwards LER 79-011/031-0 

BAKKBrH R Carolina Power V Light Co 79/09/SS Ip 


—7909300377 LER 79-on/03L-0 on 790419 during Insp, five Bergen faUiNa 
snubbers failed Caused by low fluid level seal failure 
Snubbers rebuilt & returned to Svc. 

TflLLlSDNiA C Carolina “Power 8* Light Co 79/03/29 2fp 


7909300373 Forward* UR 79-022/03U-0, 

OAffASrH, R, Carolina Power & Light Co. 79/09/2S. tp 


— 79093003BO LER 79-022/03L-0 on 790423. Wh lie In coU shuidovr.rter 
completion of refueling outage, water chemistry Tech Spec 
limits exceeded Caused by fxceeftlve condanter tube lealegi 
causing rapid saltwater breakthrough 

TOLLI6OM1 A, C Carolina Power Light Co 79/03/23* apf 


79053003B7 Forward* LER 79-032/03L-0. 

BAmiQrH R, Carolina Power fc Light Co. 79/03/23, Ip, 
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-790530 0397 LER 79-032/031-0 on 790423. uih I U parfprmlnfl visual Intp of 
Inflcc VIS l(>ls vnubbvrs, s vvvn Orinnvll snubbers failed Cautvd 
bv low fluid level All tnubberi d isassemb Isdi inspected 
rebuilt 

TOLl.lQQfii A C Carolina Power tt Light Co 79/05/23 Ip 


POCKET 30-323 nUUNElWlCK QTCAn ELECTRIC PLANT, UNIT 1 


j [nsurartce V Indvmnltg Infurmalion 


7903040399 Torwards Endorsement 30 to MALEU Policy MP-OO 
GRAHAM I W C Carolina Power Light Co 79/04/23 2pp 


7903040/j07 Forwards Endorsement 31 to NCLIA Policy NP-210 
ORAMAMi W E Carolina Power & Light Co 79/04/25 2pp 


7V03070497 ConMrms increased liahility limit to »124 ,OOOpOOO for 
pplic let Nf -i, 25, 43, 76, 33, 100. lit, HO, 146, 1 01, 161, 164, 170, 

173, 174, 17<1. 179, 100, 102. HJ3, 106. 107, 100, 109. 192. 193. 194. 193. 

197. 19(1,200, 201. 204,206, 20/, 20(1,210,212,214.215. 6 others 
0UATT«(1CHHI, J American Nuclear Insurers 79/03/01 Ip 


7903070502 Confirms increase In liability limit to 436.000,000 for 
polic ies hr- 22, 26, 29. OH. 39, 44, 46. 47, 49, 50, 01, 32, 53, 04. 30. 56, 

B7, 3D. 60. 61, 64. 66, 67, 6(1, 69, 70, 71, 72, 74, /6, 77, 70, 79,00, 06.07, 
00.90.91,92,93,94,95 t 96 

ROaCHTtl.l) M Mutual Atomic Energy Liability Underwriters 79/05/01 
If 


7905140500 rorwards Amend 9 to Indemnity Agrovmerit D-71 per 10CrRt40 
changes, i» increase in liability insurancv from 4140 million 
to 1160 ml I I i on, effect ive 790301 (lupporiing documentation 
tnc 1 

QALTZHAN.J Antitrust V Indemnity Oroup 79/05/01 6pp 


7V03170-2J3 Forwards Amend 9 to indemnity Ayreemenis B-42 6 0-71 
reflecting Ineiease In primary tiability insurance provided 
by ANI/MAri.U 

DARHAM, C D Douglass 4i Uarham 79/05/11 3pp 


r, Dperatlng license stage documetilt 4. cort espondenc e 


7903010 J53 Oubmili aiceptlor(s 4. corrections to opeiatloni OA program 
re AN'U codes for I nstrumen tat t on 6 electrical eciulpment. fc 
mechanical eiiuipmcnt 4. sys for const phase 
UTliy.L k Carolina Power light Co 79/04/23 3pp 


/V03(iJ0620 Motif icati on or 790424 meeting w/util 6 OE in Dethesda.MD to 
resolve questions on proposed recirculation pump trip 
feature for end-o f‘ cycle margin enhancement 
HAWHON. *J N Operating Reactors Dranch 3 79/04/23 Ip 


7405130100 flosponds to 7901 12 request for termination of leveling 
portion of 750610 Dbass I "DOLR ogram for Oelsmic 
Konitoring ” Approves request to terminate program 
IRPOLITO, r A nperaUng Reactors Dranch 3 79/04/25 2pp 


7905040624 Raquesls Tech Specs change re trip feature, annunc iator 
clarity to ffllnlmiie operator confusion U etop valve 
UTiev.K E Carolina Power Light Co 79/04/27 I3pp 


790513OQ22 Notification of 790430 meeting w/utll it OE in Oethesda.MD 
to resolve Ruestlone an proposed recirculation pump trip 
feature for «nd-’of*‘cyc l« margin enhancement 
HANNON, J W, Operating Reactore Dranch 3 79/04/30, Ip 


7905000402 Submits schedule for Implementing augmented offgas sys In 
response to 700912 Ur Earliest feasible date for completing 
aod. testing k demonstration of sys operability Is 011231 
UTLEV. E e Carolina Power Light Co 79/03/01 Ip 


77030D04I7 Responds to 701129 Ur rt containment purging during normal 
plant operation Should l.OCA occur during operations, 
operation of ECCS sys would not be affected Supporting Info 
inc 1 

UTLEViC E Carolina Power L Light Co 79/05/01. 4pp. 


7905310379 Responde to NfiC 700912 Ur re schedule for Implementing 
augmented offgas syt New hydrogen recombinert Installed on 
front and Sys will be operable by 011231 
UTLEV.E E Caroline Power !< Light Co 79/03/01 Ip 


7905000453 Forwards oversUed maps 4< photo attachments to util 781129 
rept on mein dam core trench features W/o drawings 
FLOYOiB D Carolina Power U Light Co 79/05/00 5pp 


7905300S08 Forwards summary of EDS Nuclear, Inc resolutlon/documentatlan 
of elbow flexibility error which existed in versions of 
P18QL piping analysts computer program from Jan-Oct 1969 
Review h teanelysis included all wort through Dec 1970 
PORTER, F L EOS Nuclear, Inc 79/05/81 9pp 


-“7903300263 Forwards EDS Nuclear, Inc list of DMRs 6 piping sys which 
could have been impacted by deficient computer program 
OE has no record of reanalysls for Cooper piping sys 
0TEPMEN8, P M General Electric Co .Nuclear Energy Products Dlv 
79/01/24 lOpp 


7905290370 Confirms U formalizes 790521 verbal commitment re seismic 
comparison S. insp of saf ety-relatcd piping Documents 
statements re reanalysls of circulation loops 
UTLEV, E E Carolina Power ^ Light Co 79/05/22 2pp 


0 Inspection reports, I£ Bullvtlns & correspondence 


7905010465 Forwards IE Imp Repti 50-324/79-05 4, 50-325/79-05 on 
790122-26 No noncomp I lance noted 

LENI&, R C Region 2, Atlanta, Reactor Operations Nucleaf Support 

Dranch 79/03/14 2pp 


7905010460 IE Insp Repts 50-32S/79-05 t« 50-324/79-05 on 7901D2-26 No 
noncomp t lance noted Major areas inspected radiotog ica.1 
environ monitoring program. environ monitoring station U 
data, ana lyt ica I sensitivity (k control measures 
PERRY, N U Region 2, Atlanta, Reactor Operations Nuclear 

Support Drench 79/03/09. Spp 


7905010160 Forwards IE Info Notice 79-06, "Stress Analysis of 
Baf ety-Ralated Piping " 

OWILLY. J P Region 2. Atlanta, Office of the Directer 
79/03/23 2pp 


7905030294 Forwards IE Info Notice 79-07, "Rupture of Radwjrite Tanks " 
O'REILLY, <J P Region 2, Atlanta, Office of t1>e Dlrecbor 
79/03/26 2pp 


7905010095 Forwards IE Info Notice 79-00, " Interconnec tlen of 
Contaminated 8yi w/8vc Air Sys Used at Source of Breathing 
Air " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/20 2pp 


7905010346 Forwards IE Info Notice 79-09. "Spill of Radioactiwely 
Contaminated Resin " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/30 app 


790S24066I Forwards IE Insp Repts 50-324/79-10 4, 30-325/79-10 on 
790304-07 No noncompliance noted 

MURPHY, C.C Region 2, Atlanta, Office of the Director 79/04/06 

2pp 


—7905240663 IE Insp Repts 50-324/79-10 50-325/79-10 on 790304-07 Ha 

noncomp I lance noted Mejor areas inspectad Inservict insp 
program, procedures U insp data 6 evaluation t< special 
ultrasonic Intp of rsc Irculation loop inlet safe-ends 
BLAKE, J J Region 2, Atlanta, Offlco of the Director 79/04/03 
4pp 


7905100241 Responde to IE Bulletin 79-03 No welded pipe from Youngstown 
Neldlng 8< Engineering it used or planned for use 
UTLEY, E E Carolina Power 4( Light Co 79/04/12 Ip 


7903230209 Ack receipt of 790402 itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-324/79-07 6 
50-323/79-07 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/04/12 Ip 


—7905230223 Responds to NRC 790309 Ur r« violations noted in IE Insp 
Repts 50-324/79-07 L 50-325/79-07. Corrective actions 
individuals have baen counseled on performing data reviews t, 
on corrective actions 

FURR, 8, J Carolina Power 8, Light Co 79/04/02 2pp. 


—7903230229 Forwards IE Insp Repts 30-324/79-07 L 50-325/79-07 on 
790130-0202 6 notice of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/03/09. 2pp 


— 7903230237 Notice of violation from insp on 790130-0202 

» Region 2, Atlanta, Office of the Director 79/03/09, Ip 
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— 79052302O 1C rntp Ripti 50-324/79-07 & 50-325/79-07 on 790130-0202 
HoncooiUinc- ngtid «Uok* #ar volv* F046 ui« -bov. 

n 4 j tli**-»fiwlr#d by T*ch Sp»ci Thrio indapondinfc Povlowf 

r«ll«d to not# probl6» « Ai.. .. i-i.. 

RIUEYa^M. MESSITT.br RgCion 2r AttanUi Office of th# 

Dirtcbor DANCE-H C Region 2. AtUnba. Reactor aparatlon* 

Mucltar Support Branch 79/03/09 6pp 


7903040163 forward 1 IE ByUitin 79 - 06 Br ‘‘Ravliw 0 # Operational Error* li 
Sut Hiiallgnaant* Id#ntiM#d During Till Incident 
G'RElLLVi J P P#gion 2» Atlanta* Office of th» Director 
79 / 04 /M app 


7903090340 Forward* LER 79-016/03l.’'0 

FURRi 0 J Carolina Pouor U Light Co 79/05/07 tp 


— 79050903A4 LER 79-0ldi/03L-0 on 790417 during Imp of flra prote^tfi 
tgf< tfolatlon valve* for makeup water treatment area 
«prlnkler tg« were ihut Caused bg isolation valves beln^ 
ifolated due to extensive mad of fire protection lys 
TOLLiaONiA C Carolina Power ?< Light Co 79/03/07 2pp 


7905130427 Forward* LER 79-01 1/03L-0 

FURRiB J Carolina Power «* Light Co 79/05/09 Ip, 


7905040201 Forward* IE BulUtin 79-07. "Seismic Stress Analgsi* of 
8*f*tg-Rflat*d Piping " Licenne action re<iuir#d 
O'BEILLV.J P Region 2* Atlanta. Office of the Director 
79/04/14 ip 


7905130696 Forward* IE Bulletin 79-09. "Event* Relevant to BWR* 
Identifitd During T«I Incident ♦*Licen*ee action required 
Q'REILLV, JP Region 2. Atlanta. Office of the Director 
79/04/14 2pp 


7905030141 Forward* IE Bulletin 79-09. "Failure* of QE Type AK-2 
Circuit ireaker in fiafetg-Related Sg* Licensee action 
required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 
79/04/17 tp 


7903020373 Forward* IE Bulletin 79-06A. Revision 1. "Review of 
Operational Error* ii Sg* Kitalignmentf Identified During THI 
Incident " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/04/ia 3pp 


7905010517 Forward* restated paragraph from 770330 1 tr. eubml tted a* 
revision to OA program, in response to IE Insp Rept* 

30-324/79-02 6 50-325/79-02 Paragraph discusses radiation 
lurvtg/mitsur ing instruments 

UTLEY. E E Carolina Power t* Light Co 79/04/23 2pp 


7905240192 Responds to IE Bulletin 79-07. "Sel*mi c Stress Analgsis of 
Saf etg-relatid Piping " Ulll reanalgie all remaining 
saf stg-relatid piping as soon as NRC ack that specified 
criteria Is acceptable U/iupporting documentat ion 
UTLEY. E E Carolina Power i Light Co 79/04/24 5pp 


7903300203 Responds to IE Bulletin 79-01 Search of plant documentation 
indicates no Velan swing check valves w/diaffl«ter of 3-10 
inches are used at facllitg 

UTLEY. E E Carolina Power Light Co 79/04/30 Ip 


—7905150432 LER 79-011/03L-0 on 790419 while performing normal pwsfj 
of drgwe 1 It operator discovered t-CAU-VlO isolation valve 
would not shut Caused bg pneumatic flow restrictor In 
closing circuit being c losod. preventing valve from clnsing 
T0LLI8ON/A C Carolina Power «< Light Co 79/05/09 tp 


7905150506 Forward* LER 79-019/03L-0 

FURRi D J Carolina Power & Light Co 79/05/09 Ip 


—7905150510 LER 79-018/03L-0 on 790414 main steam reliaf valv* 
S20 lb piig & Immedlatelg reseated, causing reactor scran due 
to high flux spike on intermediate range monitors 
TOLLISGN.A C Carolina Power Light Co 79/05/09 Ip 


7905230615 Submits M-dag radiological environ event rept ladloecli^t 
waste was shipped on 790503 w/radiation levels exceeding 
ET8 Incident to be reviewed L health phgsics radwaste 
shipment procedures revised 

BANKS. H R Carolina Power & Light Co 79/09/16 2pp 


7905220342 Forward* LER 79-OO0/O3X-1 
QANKS.H R Carolina Power Light Co 79/09/10 Ip 


— 7905220345 LER 79-OO0/O3X-1 on 790112 while performing Svc water || 
component test.hlgh vibration levels discovered Caused bg 
restrictor bushing seited to It rotating w/shaf t. Nsu Impeller 
installed 

TGLLISONiA C Carolina Power & Light Co 79/05/10 2pp 


7905220361 Forwards LER 79-01 5/03X-1 

BAl418iH R Carolina Power h Light Co 79/09/10 Ip 


—7905220369 LER 79-015/03X-1 on 79030B Uerg en-Pe terso rv *n<Jbbsr 
1C11-16BS1 failed to lack up Cause undetermined Snu-bbar 
disassembled Sc new seals Installed 

TOLLieoN.A C Carolina Power Light Co 79/03/10 Ip 


7905210165 Supplements 790424 response to IE Bulletin 79-07 re 
reanalgsis of computer program* uied for safetg-rela ted 
piping Add! program verification ha* been performed bg 
running NRC-approved benchmark casts 
UTLEY. E E Carolina Power 6 Light Co 79/09/15 7pp 


7905230544 Forwards response to 790316 request for addl info ra seismic 
analgtif of laf etg-related piping Supplements util's 790424 
6 790516 responses to IE Bulletin 79-07 
FURR, B J. Carolina Power It Light Co. 79/03/21 34pp. 


ft. Periodic operating raport* 6 related corraspondtnca 


'* monthly operating rept for Apr 1979, 
'la Power It Light Co 79/03/09 Ip 


rept for Apr 1979 
I Ight Co 79/03/01 I3pp 


« .elated eoTretpondence 


79050B0504 Forward* LER 79-013/03L-0 W/o end 

FURR. B J. Carolina Power L Light Co 79/05/04 Ip 


790406 several Tech Spec items net 
performed at proper intervals Cauiad bg ovareight In 
tilting procedures revised. 

TDLL180N. A C Carolina Power it Light Co. 79/03/04 3pp 


7905220367 Forwards LER 79-001/03X-1 

BANKa.H R Carolina Power Si Light Co 79/09/10 Ip 


—7905220373 LER 79-001 /03X-1 on 790104 while performing liPC I iMtHl 
response test.HPCI turbine failed raeponse time requlrerntnl 
Caused by misalignment of parameters on governor astambly 
Assembly realigned 

TOLLISDNfA C Carolina Power St Light Co 79/03/10 2pp 


7909240630 Forward* LER 79-021 /03L-0 
FURR.B J Carolina Power St Light Co 79/05/21 Ip 


■7903240637 LER 79-021/03L-0 on 790420- 1-CAC-l 263 drywell hydraim I 
oxygen monitor gave abnormally low reading Caused by ruiled 
level switch for condtniete pot preventing moisture buildup 
from dralnlrtg, 

TOLLIQBONr A, C. Carolina Power St Light Co 79/03/21 2pp 


7905230413 Forwards LER 79-01 7/03L-0. 

BANKBrH R Carolina Power St Light Co 79/03/22 Ip 


•7905250419 LER 79-017/03L-0 on 790417" whi le auxiliary optraier 
hanging clearance on RHR pumps 2A St 2C. control opsratoir 
noticed pumps were still inerglzed Caused by cleerance 
listing Unit 1 instead of Unit 2. Clearance was corrected' 
TOLLISON.A.G Carolina Power St Light Co. 79/03/22 2pp 


7905300425 Forwards LER 79-01 2/03L-0, 

BANKS, H R Carolina Powir St Light Co. 79/05/24 Ip 


7905090321 Forward* LER 79-020/03L-0 
FURR.B O. Carolina Power St Light Co 79/05/07 Ip. 


containment Isolatl 

hi rf J isolation valves did not seat S. 

tijlelld bushing wear . Bushing s 

T«.Lf0£lN,A,C Carol Ina Power Sc Light Co 79/05/07. Ip 


—7903300432 LER 79-012/03L-0 on 790425; no Indication at AffkXh 3S far 
control rod 34-27 Caused by short In switch for notch 34 
Wire insulated St switch returned to svc 
TGLLiaoN. A, C Carolina Power Si Light Co. 79/05/24 Ip 


7903300512 Forward* LER 79-023/03L-0. 

BANKS. H R, Carolina Power St Light Go 79/05/25 Ip. 
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“-79OS3009I8 UER 79-'023/03L-0 on 79042? control rod lO-O? did not hov« 
indication at notch Cauftod bg tlectrlcal {^robUni in 
prototgplc Inlot piping probe located In drgwell Problem 
ulll b-D corrected at next outage uhen drgbJoll le accettible 
T0LLI9QN, A<C Carolina Power 8t Uight Co 79/05/29 Ip 


7903070582 Confirm* Increate In Uabilltg limit to •36,000.000 for 
policiet KF-22. 26. 29, 33.39. 44, 46. 47, 49. 50, 5t. 52, 53, 54. 93. 56, 

97. 38. 60, 61 , 64, 66, 67, 63, 69. 70, 71, 72, 74, 76, 77. 78, 79, 00, 66. 07. 

08. 90, 91, 92, 93, 94, 95 & 96 

ROBERTS. 0 M Mutual Atomic Energy tlabllity Underurltar* 79/05/01 

tp 


DOCKET 30-326 UN IV OF CAUIFDRNIA AT IRVINE RES REACTOR 


J InaurancR 4i Indemnity information 


7989160221 Forward e Amend 0 to Indemnity Agreement £-33. per 10CFR140 
chanfiee.rs liability insurance increasa from *140 million to 
• 160 ml 1 k Ion, ef f ect i ve 790301 Supporting documentation end 
QALTZMAK. J Antitrust U Indemnity Group 79/03/01 9pp 


DOCKET 50-327 8EQU-0YAH NUCLEAR PLANT. UNIT 1 


A App 1 lea tion/conetruct ion etage do-cumente 4. correspondence 


7903830060 Respondi to 790412 Itr reguetting facility he respontlble 
for monitoring dischargee Monitoring is planned by TVA & 
rec^ulrtif by NRC Ltr li being referred to MRC for more 
• peclfic response 

HAPLANjC H Environmental Protection Agency 79/04/26 Ip 
DOCKET 90-327 SEQUOYAH NUCLEAR PLANT, UNIT t 

A Application/construction stage documents It correspondence 


7905040900 Forwards description of filters to remove air discharged 
from auxiliary bldg Changes implemented pursuant to 
740738-31 OL hearings 

HILtSI, L M Tennessee Valley Authority 79/04/30 6pp 


7905070954 Requests mod of state certification of Natl Pollution 
Discharge Elimination Sys permit TN0026430 re conditions 
4d U 4f. 

KOORC, M O Tennasiee Valley Authority 79/05/01 2pp 


7909310314 Qubmlte Amend 61 to application consisting of revisions to 
certain chap ter« , responses revised responses to NRC 
qu es ti Otis, fur then documentat ion to items already transmitted 
6 FBAft tert changes W/o end 

OtUt-ELANl), J E Tennessee Valley Authority 79/05/24 Ip 


E NRC aafity Evaluation Report (SERI, suppls correspondence 


7905160230 Forwards Amend 3 to Indemnity Agreement 8-82, per 1OCFR140 
changes. re liability insurance increase from 4140 million to 
• 160 ml 1 1 1 on, ef fee 1 1 VC 790501 Supporting documentation end 
SALTZHAN. J Antitrust & Indemnity Group 79/03/01 3pp 


K Utility Final Safety Analysis Report (FSARl it amends 


7905300299 Amend 61 to F8AR 

a Tenneisee Valley Authority 79/05/25 250pp 


7905300303 Forwards nonpropr istary version of F8AR Table Q7 68-1, as 
reviled by Amend 61 

GILLELAND. U E Tennessee Valley Authority 79/05/25 3pp 


P Operating license stage documents 6 correspondence 


7903020490 Discusses 790313 tclcon w/R 8ero of Hestinghouse re 
incorrect weight* for Velan Model C630 6-inch check valves 
used in safety injection sys 

8CHNENCER.A Operating Reactors Branch 1 79/04/02 Ip 


Q Inspection reports, IE Bulletins & correspondence 


7903020435 Forwards IE Imp fiepts 30-327/79-13 50-320/79-08 on 

790206-09 No noncamp I i anc e noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction 6 Engineering 

Support Branch 79/03/08 2pp 


— 7905020442 IE Insp Repts 50-327/79-13 it 50-320/79-08 on 790206-09 No 
noncompliance noted Major areas inspected auiillary bldg 
const status, storage It housekeeping of electrical panals 6 
review of instrumentation records 

HALTERS. D K Region 2. Atlanta, Office of the Director. 

BRYANT, J C Region 2. Atlanta. Reactor Construction 6 

Engineering Support Branch 79/03/07 3pp 


79OSO7OO70 Forwards IE Insp Repts 50-327/79-14 St 50-320/79-09 on 
790212-13 No noncomp I iance noted 

aUTHERLAND, J T Region 2, Atlanta. Fuel Facility It Materials 

Safety Branch 79/03/14 2pp 


790^110800 Forwards TVA^s responses to five 8ER outstanding 
confirmatory itaihs Responses will be incorporated into Amend 
61 of FBAft 

OlLLELANDiJ E Tennessee Valley Authority 79/03/09 43pp 


79'05a30319 Forwards comments from review of Mar 1979 8ER apparent 
discrepancies between BER content It Info provided to NRC 
supporting license application o 

OILLCLAND, J F Tennessee Valley Authority 79/03/17 Spp 


F Security, medical, emergency fire protection plane 


— 7905070084 IE ln«P Repts 30-327/79-14 It 50-328/79-09 on 790312-15 No 
noncompliance noted Major areas Inspected mgt control, 
environ monitoring data. anely tical sensitivity for 
radiological samples & OC measures. 

PERY, W W Region 2, Atlanta. Fuel Facility St Materials Safety 

Branch MACARTHUR. T C . HUFHAM, J M Region 2, Atlanta, Office 
of the Director 79/03/13 3pp 


7905240292 Forwards IE Insp Repts 50-327/79-U 6 50-320/79-06 on 

790205-07 No noncompl lance noted . « , , 

MURPHY. C E Region 2. Atlanta, Reactor Construction l« Engineering 

Support Branch 79/03/20 2pp 


7905138649 Forwards comments which should be Incorporated 
amended security plan Comments withheld (ref 10CFR2 790) 
VAftOA, a A Light Hater Reactors Branch 4 79/04/27 


Into modified 
2pp 


7903070428 Forwards revisions to physical 
withheld (ref 10CFR2. 7901 
OtLLELAMID, J E Tennessee Valley Authori 


security plan Ravislone 
t(| 79/03/01 Ip 


79a»0?0341 Submits requested Info on radiological emergency plan. 
Changei male* pUn consistent w/TVA responees to NRC 
questions on Watte Bar Nuclear Plant. Will forward final 

OlLLELANDiJ E Tennessee Valley Authority 79/05/07 150pp 


J. Insurance 6 Indemnity Information 


7'90&OIOS27 Forwards ANI Beepndary Financial 
DUGKciJ. R Harsh I* McLenon, M 4i M Nuclear 
79/04/25. 6pp 


Protection Binder EB-66 
Consultants, Inc. Dlv 


7903070497 Confirms increased liability ° 

policies NF-l, 25, 43, 76,83. 100.111, 

173, 174, 178, 179, 190, 102. 103, 1B6, 1801 IQJ' 1^2, 193, 194. 195, 

197, 198, 200, 201 , 204, 206. 207, 208, 210, 212, 214, 
aWATTROCHHI, J American Nuclear Insurers 79/03/01 ip 


— 7905240307 IE Insp Repts 50-327/79-U It 50-320/79-06 on 790205-07 No 
noncompllance noted Megor areas inspected Ucansee action 
on previous inip findings It environ qual if ication of 
safety-related electrical equipment . - 

GIBBONS, T D Region 2, Atlanta. Office of the Director 

BRYANT. J C Region 3. Atlanta. Reactor Construction I. 

Engineering Support Branch. 79/03/14 3pp. 


7905010211 Forwards IE Info Notice 79-06, "Stress Analye is of 
Bafety-Related Piping " 

O'REILLY, J P Region 2. 

79/03/23 2pp 


Atlanta, Office of the Director 


7905010113 Forwards 
Contaminated Syi 


IE Info Notice 79-00, "Interconnection o 
w/8vc Air Sys Used as Source of Breathing 


f 


O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/20 2pp 


05010363 Forwards IE Info Notice 79-09, "Spill of 
Contaminated Resin '* 

O'REILLY. J P Region 2, Atlanta, Office of the 
79/03/30 2pp. 


Radloactively 

Director 



DOCKETED ITEMS 


Forwirdi IE ln<p Ript 50''327/79"t6 on 790213-0216 Wq 

nonccnp I l*nc« not«d , n i. 

LEVtS.R C Riglon 2. Atlantic Rfictor Dporatloni Nucltar Support 

Brjnch 79/04/04 2pp 

_«7905240491 IE Intp fifpt 50-327/79-16 on 790213-0216 No noncoaipUanc# 
rotad Wjjor ar#i» Inipacttd itartup t#it procfdur««. crana 
taitlng.fu#! hantfllnp aqulpmint taatlfip t ravlaw o# boron 
jnilgili procfdurti 

BURKETTcP T c SAUER. R C Rofflon 2c Atlanta. Off lea of tha 
Dlractor KARTlNrR 0 Rapion 2. Atlanta. Raactor Oparatlona 

Nueltar Support Branch 79/04/03 3pp 


7905030368 Forward! 16 Bullatln 79-07. "SaUfflic Strati Analyiia of 
Bafatn-RaUtad Piplnp " Licaniae action rrqulrad 
O'REILLV.J P Raglon 2. Atlanta. Off lea of tha Dlractor 
79/04/14 3pp 


7905040233 Forward* IE Bulletin 79-06B. “Rev’law of Opirational Ertori 6 
Hill 1 Iqnflitnti Idantlfiad During TMl Incidtnt “ 

Q'REILLVcJ P Region 2. Atlanta. Office of tha Director 
79/04/14 3pp 


7903110365 Farwardi IE Bulletin 79-08. "Event* Relevant to Boiling 
Water Power Reactort Identified During THI Incident ^ 

O'REILLY. UP Region 2. Atlanta. Office of tha Director 
79/04/14 Ip 


7905010341 Forward! IE Info Notice 79-10. "Nonconforming Pipe Support 
Strut! • 

O'REILCV, JP Region 2. Atlanta. Office of the Director, 

79/04/16 Ip 


7905030172 Forward* IE Bulletin 79-09, "Failurti of OE T^pe AK-2 
Circuit Breaker In Baf etv-Related Sy* “ Licantte action 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/04/17 2pp 

7905020495 Forward* IE Bulletin 79-06A. Ra vl* 1 on 1, "Raviaw of 
Operational Error* 6 6gs Hi*al ignmant* Idantiflad During THI 
Incident “ 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/04/18 2pp 


7905300253 Subnlt* *up p 1 amenta 1 rtiponie to IE Bullatln 77-07 Original 
re*pan«e tubmlited 760120 Provide* addl Info received from 
manufacturer L de*cribe* plan* in area of electrical 
penetration* 

OILLELAND. J E Tenne**ee Valley Authority 79/04/27 Spp 


7905140272 Reipondi to IE Bulletin* 79-06A 6 79-06A. Ravi lion t. re 
review of operational error* during THI. Pre**orliar level 
biitabU* in coincident safety injection logic circuit* will 
remain tripped eicept during testing 

OILLELANO. J F Tannestee Valley Authority 79/05/07 Ip 


7903140352 Forward* final deficiency rapt re overheating of b*arin|i 
motor-driven auailiary feedwater pump*. 

OILLELAND. J E Tennesiee Valley Authority 79/04/09 Ip 


— 7905140363 Final deficiency rept, during initial operat 1 on. tsar Ing » 
motor-driven auilllary feedwater pump* were overheafclmy 
Caused by design error Inger to I l-Rmnd prevently modifying 
pump* 

* Tennctiee Valley Authority 79/04/09 Ip 

7905140468 Forward* flrit deficiency rapt re incorrect anelyil* of 
■**entlal raw cooling water ay* piping over total temp 
range 

OILLELAND. J E Tenneseae Valley Authority 79/04/18 Spp 


—7905140473 Flrit interim deficiency rept essential raw coolirtp wall 
*ys piping in auciliary bldg Piping not analyitd for full 
thermal range defined in A8KE code, Reanalytis in progreii 
a Tenneteee Valley Authority 79/04/18, Ip 


7903140458 Forward* deficiency rept re incorrect weight of twlng cAti 
valve* 

OILLELAND. J £ Tennetsse Valley Authority 79/04/19 tp 


—7905140464 Deficiency rept weight of twing check valvee eifg by Vel* 
Engineering Co wai incorrect on Velan drawing 787<14 Wiighi 
shown we* 225 Ibj should have been 450 lb Piping containLii) 
velve* being analysed 

* Tennessee Valley Authority 79/04/19 Ip 


7905140495 Forward* first interim deficiency rept re ovmrstrettef 
penetratlone In containment shell, 

OILLELAND. J E Tennessee Valley Authority 79/04/19 Ip 


—7903140500 First Interim rept deficient design of four penelratie-'S 
insert plate around containment spray U residual heat 
removal sys containment notxlts Computer models of piping 
supports reviled It info sent to contractor for analgsls 
* Tennessee Valley Authority 79/04/19 Ip 


7905040562 Forward* final deficiency rept re diesel generator ta1ii| 
tachometer failures reported 790130 All overheated diodes 
replaced U tachometere closely monitored 

OILLELAND. J, E Tennessee Val ley Authority 79/04/30 app 


7903090333 Forwards final rept re installation of improper colli |n 
auxiliary feedwater emergency gas treatment syi 
OILLELAND. J 6 Tennessee Valley Authority, 79/OS/Ot, Spp 


—7905090336 Final deficiency rept* during preoporatlona 1 testing fo^r 
Instances were found where improper coils were iniialled In 
control circuits Design drawing altered t. correct coils 
proeurred 

OILLELAND. J E Tennessee Valley Authority 79/05/01 Ip 


7905290363 Forwards Revision 7 to "Pre»*rvico Baseline tnip h Inservlc 
Insp Program for TVA" incorporating responses to Matl 
Engineering Branch 781208 questions 

OILLELAND. J E Tennessee Valley Authority 79/05/22 83pp 


7905110191 Forwards final rept of deficiency initially r*portt4 Jf04!: 
re fire haiard analysis, 

OILLELAND. J E Tennessee Valley Authority 79/0S/04 Ip 


related correspondence 


deficiency rspt re vibration In 
authority 79/03/09 Ip 


during preoperatlonal pipe 
occurred near 
itallatlon of RHR flow 
g studied, 

09 2pp 


frequency 
OILLELANDiJ E 


.. u«rici*ncy rept ri RHR pump lA natural 

Tennessee Valley Authority 79/03/27 Ip 


7905110195 Deficiency rept, vapor barrier Is comfauttibie %» eenslllut 
fire load not considered In fir* hazard analysis Belt wilt 
be covered w/1-lnch thick stainless steel plate in Units I i 
2 

« Tennessee Valley Authority 79/05/04, Ip 


7905190197 Provide* second Interim rept of 790200 deficiency re 
vibration in RHR piping, Variable spring support* added to 
valve operators h one pipe support . instal led. Vlhrat 1 on 
problems resolved, 

OILLELAND. J, E Tennessee Valley Authority 79/05/08 kp 


7905160303 Provide* final deficiency rept on control loop blstabl4C 
failing to an undesirable position on loss of control power 
W/o end 

OILLELAND. J E Tennessee Valley Authority 79/05/10, tp 


lA natural frequency does not meet design requirements RHR 

VITA <h.ng.d'nozif. mad: on p«mp 

local pipe supports to meet new support loads 
* Ttnneisie Valley Authority 79/03/27 tp 


OIUELAND.J.E Tennessee Valley Authority. 79/03/30. Ip 


7905230562 Forwards final dsfltlency rept on potential aiceillve net* 
hammer forces in main feedwater lye 

OILLELAND. J E Tennessee Valley Authority 79/05/16 ip 


7903230369 Flnel deficiency rept: potential exceesive water haMar 
force* in main feedwater syi Procedures implemented at 
design stage to prevent recurrence, 

* Tennessee Valley Authority. 79/05/16 2pp, 


l". root I! li„., 

* Tennessee Valleu Atithnt.i *■., .am 


7905230645 Forward* final tfeflciency rept on incorrect thtrmel 
anelysis of piping 

OILLELAND. JE Tennessee Valley Authority, 79/03/17 Lp. 



DOCKETED ITEMS 


141 


Fln«l d*flci«ncv rapt Incorract tharmal analuvi* 
j -* not analyitd ovar total tamp rang#* a« defined by 

bldr. N«(iu analgta^ parformad #ar «om> piping in aoxillarv 

tt SL ^ Onlt 1 raactor bldg 

••T»Tx»,<ee Valley Authority 79/0»/17 2pp 


SEQUOYAH NUCLEAR PLANT, UNIT 3 
■“ t on/con* true t ion atag# documants U correspondtnea 


R-wepqnda to 790412 Itr requaeting facility ba reeponaible 
I ^ t o T*^ ing diachargee Monitoring la planned by TVA S* 

bu NRC Ltr i« being referred to NRC for more 
re.pons. 

h c. hi, Envlronmenta I Protection Agency 79/04726 Ip 


F'oruards detcription of filter* to remove air dlecbarged 
^ 1 iary bldg Change* implemented ponuant to 
OL hearing* 

hILLQ. u. ^ Tenneasee Valley Authority 79/04/30 6pp 


790907OSQ4 *^**1’^**^* atate certification of Natl Pollution 

Dlach^rgiB Sllimination By# permit TN00264SO re condition* 

dd 4t , 

MOORE. H, -o Tenneaaee Valley Authority 79/09/01 3pp 


79053103 U A 3obmlta Amend 61 to application conaletlng of revieion* to 
certain c h ^ ptera, retponaea reviled raaponaea to NRC 
que« t t ca n « r further documentation to item* already tranamltted 
** trna-jt «; change* W/o end 

OILL^l. A rsTOi ^ e Tenneaaee Valley Authority 79/05/24 Ip 


E NRC Evaluation Report (8ER)r auppla 6 correapondenc e 


7909UOOOQ f^OTWarda TVA'a reaponaea to five 8ER outatandlng 
conf 1 r* mae V o r* tl tteme Reaponaea ulll be incorporated Into Amend 
61 0# |=^SAR. 

(>ILL£|_^IMD4 E Tenneaaee Valley Authority 79/09/08 43pp 


|» Operating licenao etage document* 6. cor reap ondence 


7909020490 Olacuaae* 790315 telcon w/H fiero of Weatlnghou** re 
incorrect weight* for Velan Model 0658 6-tnch chad valve* 
uaed in aafety injectiani «yt 

BCHWENCERiA Operating Reactor* Branch 1 79/04/02 Ip 


O Inapection raport*, IE Bulletin* & corr eipondence 


7903020435 Forward* IE Inap Rept* 30-327/79-13 S* 90-328/79-00 on 
790206-09 No noncomp Uance noted 

MURPHY* C E Region 2, Atlanta, Reactor Conatruction *♦ Engineering 

Support Branch 79/03/03 2pp 


—7909020442 IE I nip Rept* 30-327/79-13 50-328/79-00 on 790206-09 No 

noncomp 1 lance noted Major area* Inapectetf auxiliary bldg 
conat atatua, atorage 6 houaokaep Ing o# electrical panel* it 
review of Inf trumentat ion record* 

WALTERS, D R Region 2, Atlanta* Office of th* Director 

BRYANT, J 0. Region 3, Atlanta* Reactor Conatructlon 6 

Enginaering Support Branch 79/03/07 3pp 

7903070078 Forward* IE Intp Rept* 30-327/79-14 h 30-328/79-09 on 
790212-13 No noncamp 1 iance noted. 

SUTHERLAND, U T Region 2* Atlanta, Fuel Facility t. Material* 

Safety Branch 77/03/14 2pp 


—7905070084 IE In*p Rept* 30-327/79-14 It 30-329/79-09 on 790212-19 No 
noncompUance noted Major area* in*pecled mgt control, 
environ monitoring data, analy t leal aeneitlvlty for 
radiolog teal aamplea 6 QC m*a*ure* 

PERY, W W Region 2, Atlanta, Fuel Facility 6 Material* Safety 

Branch MACARTHUR, T C. , HUFHAM, J W Region 2, Atlanta, Office 
of the Director 79/03/13 3pp 


7903240293 Forward* IE inip R*pt* 30-327/79-11 & 30-320/79-06 on 
790203-07 No nontompl lance noted 

HURPHYi C E Region 2* Atlanta, Reactor Conatructlon fc Engineering 

Support Branch 79/03/20 2pp 


7905230 !> J. t=*<Jrwarda comment* from review of Mar 1979 8ER apparent 

dltcrorpainc: i ea between 8ER content 6 info provided to NRC 
auppartrlno llcenae application 

OILLEU/hlslO. ^ F Tenneaaee Valley Authority 79/03/17 5pp 


F Becui' 1 medical, emergency 6 fire protection plan* 


7905 l 5 O 6 a|^ F^cerwarda comment* which »hould be incorporated into modified 
emand^d v*-c::urity plan Comment* withheld (ref iOCFR2 7901 
VAROAj S. a. Light Water Reactor* Branch 4 79/04/27 2pp 


—7905240307 IE ln*p Repta 50-327/79-11 i. 30-328/79-06 on 790205-07 No 
noncoflipUance noted Major area* inepected licenfee action 
on previou* ln»p findlmga St environ qua 1 1 f ic at Ion of 
«afetg-relat«d electrical equipment 

OIBBQNS, T D Region 2, Atlanta, Office of the Director 

BRYANT* J C Region 2, Atlanta, Reactor Conatructlon S, 

Engineering Support Branch 79/03/14 3pp 


7905010211 Forward* IE Info Notice 79-06, "Btrea* Analysia of 
Safety-Related Piping “ 

O^REILLYf J P Region 2, Atlanta, Office of the Director 
79/03/23 2pp 


7905070ASIO Rorward* revieion* to phyeical •ecurity plan Revl*lon* 
withheld t ’ref lOCFRS 790> 

OlLL£l-Af^Oi iJP, E Tenneaaee Valley Authority 79/03/01 Ip 


790309 03 '<4 1 SaJbmiti requeated info on radiological •mergency plan. 
Change « plan conaletent w/TVA reaponit* to NRC 

quiatlon* c»n Watte Bar Nuclear Plant. WiU forward final 
rtvis 1 can btj 790619 

OlLLEt, AMOr »J E Tennet*ee Valley Authority 79/03/07. 150pp. 


7905030368 Forward* IE Bulletin 79-07, "ealimlc &tre** Analyal* of 
Safety-Related Piping,*' Llceniee action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 3pp 

7905040233 Forward* IE Bulletin 79-060, "Review of Operational Error* 6 
Sya HUalignment* Identified During TMI Incident *' 

0'REILLV*J P, Region 2, Atlanta, Office of the Director 
79/04/14 3pp 


d Inawraeri'cv ^ indemnity information 


79030lD3K^ p'o-rwarda ANI Sscondary Financial Protection Binder £0-66 
DUCK, i-fi. R- Mareh 8* McLenon, M 4 M Nuclear Coneultanta, Inc Oiv 
79/04y'Si»* 


790 S 07 nHa .^'7 Confirm* increaaed liability limit to 4124,000,000 
nBii? t - ■ as^ 43, 76,83| 100, 111, 140, 146, 151, 161, 164, 170, 

174 tTFO* 179, 180 , 102 , les, 186, 1Q7, 188, 189, 192* 193, 194, I?5* 

197 SOO* 201, 204, 206, 207, 208,210,212, 214,215, 6 other* 

aiMTTR *~**^ *^ ' ‘^ American Nuclear Inaurera 79/05/01 Ip 


for 


Confirm* increate In liability limit to *36,000,000 for 
MF'~22'af>'29,30,39, 44, 46,47,49, 90, 51, 53, 53,54, 55,56* 
2or t ^ 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86, 87* 
flfl ort Str 93, 94, 95 V 96 

ROBERTS* D. M Mutual Atomic Energy Liability Underwriter* 
ip 


79/05/01 


K Utility fs'lral Safety Analyali Report (F8AR) I, amend* 

61 to F8AR 

* Tert^***^'* Authority, 79/05/25 250pp 

•*. F'o'r^uardf nonproprletary varelon of F8AR Table 07 60-1, a# 
7905300302 » 61 

OlLLEUAf'^*^' £■ Tenneaaee Valley Authority 79/05/25 5pp 



DOCKETED ITEMS 


79031 40272 R«*pond» to IE BwlUUnj ^ 

rtvitu of gp«r«tlon*l trrorf duflnj tircuitf will 

kUt«bU« in coincld.nt i-fftv injfctlon loalc circuit# will 

rtfliiin trippod incipt durlnj Uftlnj 70/03/07 to 

OILUELAMD-J T T#nn#ii«e Valley Authority 79/03/0 p 


7903110193 Daflclencg rapt vapor barrier 1# combuitlhla U con«j 

fire load not con«id»red in fire haiard analgtii Delt hflll 
be covered w/l-inch thick itelnleie fteel plats in Unit# I i 
2 

e Tenne«#ea Valley Authority 79/03/04 Ip 


7TO52?03M Forw.fd. R.vl.lon 7 to -Pr—rvlt. B.J.lln. In.p & Int.rvlc. 
Imp Proyram for TVA“ incorporating reipon#e# to Hstl 
Engineering Branch 781208 que#frlon# 7 oyn«s/D 3 a 3 B« 

OILLELAND. J E Tenneitee Valley Authority 79/05/22 83pp 


7903190197 Provide# eecond Interim rept of 790208 deficiency re 
vibration in RKR piping Variable iprtng lupporte added to 
valve operator# U one pipe support initalled Vibration 


probleoi# reiolved 
OILLELAND* J E Tenne##oe Valley Authority 




S Reportable gccurrencet* LER* tt related correspondence 

7903140433 Fgrward# Mret interla deficiency rept re vibration in 
O^LEL^D^J E Tennoiiee Valley Authority 79/03/09 ip 


— 7903160440 Pint interim deficiency rept during preoperat lonal pipe 
vibration kestingt eice#ilve vibration occurred near 
butterfly valvai Cauied by improper ln*talUtlen. of RHR Plow 
control valve# Corrective action# being itudied 
* Tennetsee Valley Authority 79/03/09 2pp 


7905140494 Forward# Mnal deficiency rept re RHR pump lA natural 
frequency — 

OlLLELANDrJ E Tenne«ie» Valley Authority 79/03/27 Ip 


—7903140497 Final deficiency rept forced vibration teit thoued RHR pump 
lA natural frequency doe# not meet deeign requirement# RHR 
#y# ft/a# reanalyiid. retulting in changed noiile load# on pump 
4 local pipe fupport# to meet new support load# 
e Tennetiee Valley Authority 79/03/87 Ip 


7905140444 Forward* final deficiency rept re safety injection sy# 
accumulator level transmitter lines 

OltLELANDrJ E Tennessee Valley Authority 79/03/30 Ip 


—7903140431 Final deficiency rept use of Class 0 instead of Class C 
safety injection sys accumulator level transmitter lines 
from root valves to flanges Konsaf ety^gradei nonse 1 smtc 
Category 1 piping will be replaced 
* Tannetsee Valley Authority 79/03/30 Ip 


7905140353 Forwards final deficiency rept re overheating of bearings in 
motor-driven auxiliary feedwater pumps 

OILLELANO. JE Tennessee Valley Authority 79/04/09 Ip 


—7905140363 Final deficiency rept during initial operation* bearings in 
motor'driven auxiliary feadwater pumps were overheating 
Caused by design error Ingersol 1-Rand presently fflodlfylng 
puaps 

* Tenneiiee Valley Authority 79/04/09 Ip 


7905140448 Forward* first deficiency rept re incorrect analysis of 
essential raw cooling water sys piping ever total temp 
range 

OILLELANOiJ E Tennessee Valley Authority 79/04/16 2pp 


—7905140473 First interim deficiency rept essential raw cooling water 
sys piping In auillUry bldg Piping not analytad for full 
thermal range defined in ASME code Reanalytls in pTogreas 
* Tennessee Valley Autbority, 79/04/10 Ip 


7903160303 Provides final deficiency rapt on control loop blstabl 
failing to an undesirable petition on lose of control pouer 
U/o end 

OILLELAHDiJE Tennessee Valley Authority 79/03/10 Ip 


7903230362 Forward* final deficiency rept on potential excessive 
hammer forces in main feedwater #y#. 

OtLLELANDf J E Tennessee Valley Authority 79/03/16 Ip 


—7903230349 Final deficiency rept’ potential excesilve water heeu 
farce# In main feedwater sys Procedure# implemented at 
design stage to prevent recurrence 
e Tennessee Valley Authority 79/03/16 Spp 


7903230443 Forwards final deficiency rept on incorrect thermal 
analysis of piping 

OILLELANDbJ E Tennessee Valley Authority. 79/03/17 tp 


— 7903230434 Final deficiency rept incorrect thermal analysl* of 
which was not analyied over total temp ranyeiai defined by 
AHSI std Neui analyses performed for tome piping in autlHary 
bldg 4( Unit 1 reactor bldg 

e Tennessee Valley Authority 79/03/17 2pp 


DOCKET 30-329 MIDLAND PLANT. UNIT 1 

A Applicatlon/construction stage documents St corree pondenc t 


790S29041S Notification of 790S09 meating u/util In Detheeda.HO I 
discuss status of safety St environmental review tchtdule 
Date changed from 790403 

HQOObD 8 Light Hater Reactors Oranch 4 79/03/83 Opp 


7903040462 Responds to NRC 790412 1 tr . Dlscustee analysis of fooM 
late impact on local traffic due to Icing St fogging 
NRC requires fog/ice manltorlng programs Describee relevant 
stud its 

CARSON. JE Argonne National Laboratory 79/04/23 3pp. 


7905310360 Indicates state will withhold Section 401'(a)(l} of 
certification of facilities until £18 is approved by HI 
Environ Review Board 

TANNERiH.A Michigan. State of 79/03/17 Spp 


7903250586 Responds to NRC 781011 Itr. Forward* "Investigation tf 
Thermal Plume in Shallow Rlveri My drothermal Model Qtudles* 
Cooling Pond Dlawdown Discharge*' St "Midland Power Plant 
Coaling Pond Operation Study " 

HOUELLfB H Consumers Power Co 79/03/21 Ip. 


79OS14045B Forward* deficiency rapt re incorrect weight of swing check 
valves 

OILLELAND. J E Tennessee Valley Autharlty 79/04/19. Ip 


7903140444 Deficiency rept weight of swing check valves mfg by Velan 
Engineering Co was Incorrect on Velan drawing 78704 Uelght 
shown was 285 Ibf should have been 430 lb Piping contalnlno 
valve# being analyxed 

s Tennesist Valley Authority 79/04/19 Ip 


““7905250320 "Investigation of Thermal Plume in Shallow RIvari 
Hydrothermal Model Stud lesr Cool Ing Pond Blowdawn Di ichargi. • 
prepared by Alden Research Lab for facility. 

ROBERQEtJ C « NYQUISTiR 0 Consumtr* Power Co. 43-79/Mia4Af 
79/04/30. 79pp 


““7905230330 "Midland Plant Cooling Pond Oparatlon Gtudy* •• prapar 
Bechtel 

LlOUiC.P. r PAPADAKISrC N Consumer# Power Co. 43-79/hl84AF 
79/03/31 60pp. 


7903140495 Forwards first interim deficiency 
penetrations in containment shell 
OILLELANDi J. E Tennessee Valley Authority, 


rept re overstresied 
79/04/19 ip 


■79051 40 WO First interim rept deficient design of four penetrations 
insert plate around containment spray It residual heat 
removal syt containment noiiUi Computer models of plplns 
luppoTti revised It info sent to contractor for analysis 
« Tennsssei Valley Authority 79/04/19 ip 


In 


C Utility Environmental Report (ER>< amends V correspondence 


7905030330 Forwards Amend 44 to CP It OL. 

HQNECLiS H Consumers Power Co, 79/04/30 Ip 


'7903030362 Amend 44 to CP It DLr cons teting of revised page# for 
Revision 8 to environ rept. 

HOWELLtS H Consumers Power Co 79/04/30 4lpp. 


7TOM4054a ForMHt fin.l 4t»cl,nt» ri|>t r. ddfal f.n.r«t>r r.l 
Uchanitir 'O.ur.i riport.d 7?0130 All sv.phMt.d %lol.t 
replaced Si tachometers closely monitored 
OILLELANDi J E Tennessee Valley Authority 79/04/30 3pp 


7903110207 Forwards affidavit of d litr ibut,iQn of environ reptiDL 
Amend 44i Revision 8 

OAOUDfL, Consumers Power Co 79/05/07, 4pp. 


7903110191 Forward# final rept of deficiency 
re fire hatard analysis 
OILLELANDi J E Tennessee Valley Authority 


initially reported 790404 
79/03/04 Ip. 
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O Ad judicatory corretpondencv 


79092S023B Forward! iOCFRSO 59<e) r«pt« r# ipray piping BUpport! 
■OraSQrM E Ilham# Lincoln Bealt 79/03/23 Ip 


7903160216 Forward! final avatuatian of itami dlicuiiod in 790S2Q mBno 
ra PUM'diilgnad nucloar planti Roquaiti addl info be 
fdruardod to llconilng board! 

MQSLEY#NC. Diviiion of Roactor Operation* Inipacfcloni 79/03/20 

lOpp 


79031AO1&3 Forward! Hoard Notification 79-10 on raactor Intpector 
coricerna ra plant* Certificate of 8vc end 
aCINTD. JF Hearing* Divlilon 79/03/29 14pp 


H General correipondence 


790S090307 Forward* Certificate of 8vc of Amend 63 IReviiion 20 to 
F8AR) to application for CP tt OL 
BACON# J L Confumer* Fewer Co 79/09/02 2pp 


J Inturance & Indemnity information 


7903070497 Confirm* increased liability limit to *124# 000# 000 for 
policltf* NF-t#25#43#76#83# 100# 111# 140# 146# 191# 161# 164# 170# 

173# 174# 178. 179. 100, 182# 185# 186# 187, 100# 109# 192. 193# 194# 195. 
197# 1901 200, 201. 204# 206# 207# 208, 210# 212# 214, 219. & others 
QUATTROCKHI. J American Nuclear Insurers 79/03/01 Ip 


— 7903160109 Board notification reactor inspector concern* re BicW plants 
VACISAULO, D B. Assistant Director for Light Water Reactors 
79/03/06 2pp 


--7903160201 Forwards two Hose ley-to-Thooipson memos for Board 
notification Info 

THOMPSON# D Office of t E Executive Officer for Operations 
Oupport 79/03/29 Ip 


--790316020? Informs that preliminary evluation of Item 3 contained In 
790320 memo will bo reviewed in light of TMI transient Add! 

Info may cause change In previous assessment 

HOSCL^.N C Division of Reactor Operations Inspections 

79/03/29 Ip. 


7909240493 Notice of appearance on behalf of NRC 

OAMDLY# O' C Operations U Administrative Division 79/03/30 Ip 


K Utility Final Safety Analysis Report (F8AR> li amends 


7903030308 Forwards Amend 63 to application for CP & OL which 
constitute* Revision 20 to FSAR Certificate of Svc <• revised 
matl to supplemental ref drawings end 
HOWELL, 6 H Consumers Power Co 79/04/26 2pp 


—7903030311 Revision 20 to F8AR 

e Consumers Power Co 79/04/26 240pp 


M Antitrust corraspondence 


7909230832 Requests antitrust info for addl ownership participants to 
expedite processing of amend or transfer of license 
T0AL8T0N. A L Antitrust b Indemnity Group 79/04/23 Opp 


<1 Inspection reports# IE Bulletins It correspondence 


79092-30430 Response to 790104 order by all intervenors escept Dow 
Chemical Co Urges thorough examination of utiles conduct, 
Certificate of Qvc oncl 

ri.YNNf, P Cherry. M H /Cherry# Flynn U Kantor 79/03/30 20pp 


7905020166 Forwards IE Insp fiept* 30-329/70-20 & 90-330/70-20 on 
781211-13# 18 - 20 # 790104-09, 09-n# 22-29# 0223 it 0305 

KEPPLER#J 0 Region 3# Chicago# Office of the Director 79/03/22 

2pp 


7-9O531OO20 NRC response to A8LD 790104 order requesting addl info from 
par ft 1 es. Oei Ignakei portions of prior record for 
consideration Provide* names of parsons having relevant 
info Certificate of Qvc end 

QLHSTCAD.M J , HOEFLINO.R K Branch 4 DAMDLY, D Operation* S 
Administrative Division 79/03/30 9pp 


7905160112 Board notification nuclear incident at TMI. Recommends boards 
an cases involving D<#W reactor* be provided w/IE Bulletin 
79-05 it PND-67 67A# B, C. D, E. F, 0 h H 

MAHBALLCl.O B Assistant Director for Light Water Reactor* 
79/04/03 2pp 


—7909020172 IE Insp Rept* 90-329/78-20 b 90-330/70-20 on 781211-13# 

' 10-20# 790104-09, 09-11# 22-29# 0223 b 0305 No noncomplianc# 

noted Major areas inspected dlesal generator bldg 
foundations b unusual settlement of bldg 

FIORELLIiO Region 3# Chicago# Reactor Construction b 

Engineering Support Branch NQRELIUS# C E # HAVES, D W Region 3, 
Chicago# Office of the Director 79/03/19 29pp 


7909010249 Forwards IE Info 
Safety-Related Piping *' 
KePPLER#J Q Region 3# 
Ip 


Notice 79-06# "Stress Analysis of 
Chicago# Office of the Director 79/03/23 


7905230163 Revise* de*criptlon of cooling tyt for special prehearing 
C0nferarc« order 

OiDBSfK, E. Ilham, Lincoln b Beale. 79/04/03 2pp 


7909000929 Forward* IE Info Notice 79-07# ''Rupture of Radwaite Tank* '• 
KEPPLER.J 0 Region 3# Chicago. Office of the Director 79/03/26 
Ip 


7905290540 Forward* interim rept re diicrepanc ie* discovered in inboard 
terminal box** of electrical penetration a»*emblte*. 

QIDBSiM E. Isham# Lincoln b Beale. 79/04/03 Ip 


7909290100 Notice of prehearing conference to begin on 790901 in 
Debhecda^MD . 

HILLER, M E Atomic Qafety and Licerulng Board Panel 79/04/09 Ip. 


7905150240 Oppose* 790330 motion by util for summery disposition re 
Part 2 of ABLE 790104 order re remanded l*«ue* Notion I* 
premature line* no prehearing conference ha* yet been held 
Certificate of 8vc end. 

OUMatEAD.W J Branch 4 79/04/19 9pp 


7905150233 Memo b order ALAD-941 denies 790424 motion by intervanor* to 
poitpan* b relocate 790901 prehearing conference Allow* ABLH 

to reconsider 790409 order , „ i ’to/nAt'ty 

DUFLO.H E Atomic Safety and Licensing App*al Panel, 79/04/27 

5pp 


7905240889 Denies Intervenor* 790424 motion to reschedule 790901 
prehearing conference or change location of 79 / 04/27 

HILLER# H.E. Atomic Safety and Licensing Board Panel 79/04/27 

7pp 


7909290283 Forwards IE Insp Rept* 50-329/79-04 b 90-330/79-04 on 
790207 No noncomplianc* noted 

FIORELLI.O Region 3, Chicago# Reactor Construction b EnglntBrlng 

Support Branch 79/03/29 2pp 


-7909290296 IE Insp Rept* 90-329/79-04 b 50-330/79-04 on 790207 No 
noncompllance noted Major area* Inspected project status# 
concerns re recent development* onsite b upcoming insp 
activity .# #. 

COOKrR. J # HANQENrW A Region 3* Chicago# Office of the 
Director KNOP# R C. Region 3# Chicago, Reactor Construction b 




7905240724 Forwards IE Imp Rept* 
790320-29 No noacompl lance noted 
FlORELLlrO Region 3# Chlcag 

Support Branch 79/04/09, 2pp 


90-329/79-06 b 90-330/7'b^ on 
D# Reactor Construction b Engineering 


.909840734 IE In.# R.#t. 90-327/79-04 #. 90-330/79-04 on 790388-29 N. 

noncanplUnc. not.# Major i.I4a 

10CFR50 951*1 rept r* settlement of diesel generator bldg 

OALLAOHERrE^J^r^'HAYEa.D W Region 3# Chicago# Office of the 


— 7905240891 Motion by 
conference b change 
FLVNN.P, Cherry# M 


intevenor* to schedule 790501 prehearing 
location of hearing 
M /Cherry# Flynn b Kanter 79/04/24 


3pp 


--7905240899 Urge* poseponemant of 790501 prehsaring 
inability of intervenor'* counsel to attend 
FiLVNN.P Cherry# M M. /Cherry# Flynn b Kanter- 


conf erenca# due 
79/04/24 5pp 


to 


*030022 Forward* IE Bulletin 79-06# "Review of OperatUnel 
is Misalignments Identified During TMI ^ _ 

TPLERiJ 0 Region 3# Chicago# Office of the Director 


Error* 1 
79/04/11 



144 


DOCKETED ITEMS 


79030103B3 Forward? IE EluMatin 79-Q6A» ’’Elevlsw Of Qpirational Error* It 
8<j« KHalignmanta Id-ontlfied During Thl Incident ** 

KEPPtERiJO Raaion a. Chicago* Office of thi Director 79/04/lA 
If 


^79-09080506 Intarlm rapt on iiletoic It environ coroponttit gtuallf IcatU^. 
forwarding **Qudl if Icablon Tait 9t«fcu« Repti ** Ravitlon 7* dttj 
790406. 

BALTAZARfR Z Bichtel Pouar Gorp («ub« of Bechtel Corp > 
79/04/520 39pp 


7905040331 Forwerd* IE Bulletin 79-06B, “Review of Qperetional Error* & 
Sye Mleal ignmenti Identified During THI Incident ** 

KEPPCERj J O Region 3* Chicago* Office of the Director 79/04/14 
Ip 


7909300352 Forward* final rept re d iicrepanc 1 e« ditcavered in inloarf 
terninal boi«t 

HOUELLi 8 CaniuAeri Power Co 79/09/25 9pp 


7905040465 Forward* IE Bulletin 79-07» “aelimlc 8trei* Anelv*l* of 
Bafetg-Re Uted Piping “ Liceniee action req.utred 

KEPPCERj J O Region 3* Chicago* Office of the Director 79/04/14 
IP 


— 7909300256 Final deficiency rept on 7905S3 defect* diicoverid in 
penetration aiiemblie* In inboard terminal bo xet> po*« ib ly 
cauiid by type of termination lug used In«p of teroiinat ioni 
conduc ted 

* Coniurter* Power Co 79/05/23 4pp 


7905040946 Forward* IE Bulletin 79-08* “Event* Relevant to Boiling 
Uater Power Reactor* Identified During TMI Incident “ 

I^PPLERr J 0 Region 3. Chicago* Office of the Director 79/04/14 
Ip 


7905010387 Foruerd* IE Info Notice 79-10* “Nonconforming Pipe Support 
Strut* “ 

KEPPLEfi.J 0 Region 3. Chicago* Office of the Director 79/04/16 

Ip 


7905030219 Forward* IE Bulletin 79-09* “Failure* of OE Type AK-2 
Circuit Breater In Safety-Related Syt " Lic»n«e« action 
required 

KEPPLERf J G Region 3* Chicago* Office of the Director 79/04/17 
IP 


7905080404 Forward* IE Bulletin 79-05B* "Nuclear Incident at 
TMI-Guppl " 

KEPPLERrJ 0 Region 3. Chicago* Office of the Director 79/04/21 
ip 


R Periodic operating report* 6 related correspondence 


T Hearing transcript* on nan-antitru«t matter* 


7909140564 Transcript of 790901 prehearing conference In 8ethetda*HS 
'Pp 90,001-90*171. 

KILLER, M E ■ LUEBKEi LEEDS Atomic Safety and Licensing Board Panil 
79/09/01 171pp 


DOCKET 50-330 HlDUAND PLANT, UNIT 2 


A App I lea tton/con* tructlon stage document* It correipontfence 


7909390415 Notification of 790S09 meeting u/utll in Bethasda.KD to 
discus-e status of safety I* environmental review fchedula 
Date changed from. 790403 

HOOD* D 8 Light Mater Reactor* Branch 4 79/03/23 3pp 


7905040462 Respond* to NRC 790412 Itr Discusses analysis of cocHrig 
lake Inpect on local traffic due to icing It fogging 
NRC re<iuirei fog/ice monitoring programs Describe* relevant 
studies 

CARSON* J E Argonne National Laboratory 79/04/23 Spp 


790530047® Forward* nonconformance repts for Apr 1979 
KQHEL^*6,H Consumers Power Co 79/OS/SS lOOOpp 


B fteportabi* occurrences, LER* 4i related correspondence 


7905290330 Act receipt of 790309 final rept re air filtering units 
Review will be finished upon completion of corrective 
action 

FlORELLIiO Region 3, Chicago* Reactor Construction li Engineering 

Support Branch 79/03/33 Ip. 


7905240949 Act receipt of 790330 rept re electrical penetration 
assembly Final rept will be reviewed upon receipt 

PIORELLIiO Region 3, Chicago* Reactor Construction It Engineering 

Support Branch 79/04/06 Ip 


7905310360 Indicates state will withhold Section 401(a)il> of 
certification of facilities until E18 is approved by HI 
Environ flevleu Board 

TANNER* M A Klchigan, State of 79/05/17 2pp 


7909230526 Responds to NRG 781011 Itr Forward* “Investigation of 
Thermal Plume in Bhallow Ri veri Hydrothermal Model 8tudte*i 
Cooling Pond Bloudoun Discharge*' It "Midland Power Plant 
Cooling Pond Gperatlon Study “ 

HQMELLiS K Consumer* Power Co 79/09/21 Ip 


— 7905250928 "Investigation of Thermal Plume in Shallau River* 
Hydrothermal Model Studies* Cool ing Pond Blowdown Discharge," 
prepared by Alden Research Lab for facility 
ROBEROE, J C , NYQUI8T* R 0 Consumers Power Co. 49-79/Mia4AF 
79/04/30 79pp 


7905140219 Forwards nonconformance repti for Mar 1979* cons 1 sting of 
Bechtel nonconformance repts* Bechtel nonconformance log* 

Bechtel q,uallty audit f ind ingi* Dechte I quality action 
requesttiB6U rept* of nonconformity 6 util repts. 

HaHELL*9. H Consumer* Power Co 79/04/29 44app 


7903070901 Final deficiency rept reactor bldg spray anchor dlscrepency 
Local pipe stresses may potentially exceed A9ME Code Section 
III allowables at points Existing procedural methods are 

adequate 

e Consumers Power Co 79/04/27, 4pp, 


790909008ft Provides Interixs deficiency rept o-n ections to resolve 
settlesMtit of diesel generetor foundation* 6 bldg 
HOHELl, 8- H Consumers Power Co 79/04/30 2pp 


—7909090086 Interim Deficiency Rept 5.: settlement of dlecel generator 
foundations & bldg Caused by Insufficient compaction in area 
fill re seismic Category I * tructures. List* status l< 
corrective actio-ns, H/62 overslcad drawings. 

♦ Consumir* Power Co 79/04/16 lOpp 


7905030327 Final rept re reactor bldg spray piping support*. Analysis 
hat verified erfequacy of support design & ASME Section III 
Code allowable stresses Bechtel mgt corrective action 
rept HOAR 22 end. 

HOWGLLiS. H Consumer* Power Co 79/05/01 7pp 


7905080922 Forwards interim rept on status o# component quel If Icat Ion 
test documentation re review Forward* Bechtel "aual If ication 
^**5 Statu* Rept. “ Similar B&N rept will be reviewed Another 
rept will be sent by 790706, 

HOMELL^S.H, Consumers Power Co 79/05/04, 2pp. 


— 7905250930 "Midlanii Plant Cooling Pond Operation Study," preparii tf| 
Bechtel. 

LIOU. C P I PAPADAK18,C. N Consumers Power Co 45-79/H];24AF 
79/03/31 60pp, 


C Utility Environmental Report (ERI* amends It correspondence 


7909030398 Forwards Amend 64 to CP It OL. 

HOWELL, 8 H Consumer* Power Co 79/04/30 Ip 


--'79050>30362 Amend 64 to CP It OL, con* Isting of revised pages for 
Revision 8 to environ rept. 

HOifCLUfS K Consumers Power Go . 79/04/30, 41pp, 


7-909110207 Forward* affidavit of distribution of environ reptjOL iligi, 
Amend 64rReYielon G 

DAOUD/L Coneumers Power Co 79/09/07 4pp. 


0 Adjudicatory correspondence 


7909290230 Forwards 10CFR90. 59(a} repts re spray piping supports 
01SHS,M E, Ilham* Lincoln l< Beale. 79/03/23 ip. 


7909160216 Forwards final evaluation of items dlscusied In 790320 aia* 
re B&U-designed nuclser plant* Request* addl info be 
forwarded to licensing boards. 

MOSLEY, N C. Division of Rsactor Operations Inepectian*. 79/03/3B 
lOpp 
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790S1&-0163 Torward* Board Notlf tcation 77-tO on raactor inapsctor 
concorni rs plants Certlftcata of 8vc end 
8CINT0, JF Hearlhfl* Division 79/03/37 I4pp 


“”7905160105 Board notification reactor inspector concerns r* B&iil ptants 
VA&0ALLO« D B Assistant Director for Light ilater Reactors 
79/03/06 3pp 


— 7905160201 Foruards two Hose lay-to-Thompson meaios for Board 
notification info 

THOMPSQMi D Office of I E Executive Officer for Operations 
Support 79/03/29 Ip 


K Utility Final Safety Analysis Report iFSAR) ^ amends 


7909030308 Fortnards Amend 63 to application for CP it OL (which 
constitutes Revision 20 to F8AR Certificate of Svc 8< revised 
matl to eupp 1 emental ref drawlngi end 
HOWELL, a H Consumers Power Co. 79/04/26 2pp 


— 7909030311 Revlpton SO to FBAR 

e Consumers Power Co 79/04/26 SAOpp 


H Antiirust correspondence 


““790916020? Informs that preliminary evluatlon of Item 3 contained In 
790320 memo will be reviewed In Light of THt transient Addl 
Info may cause change in previous assessment 
HQSELVfN C Division of Reactor Operations Inspections 
79/03/29 ip 


7909230833 Req^uesti antitrust Info for addl ounership participants to 
expedite procesilnp of amend or transfer of License 
TOALSTON. AL Antitrust U Indemnity Oroup 79/04/23 2pp 


Q Inspection reportsi IE Bulletins &. corr espondence 


7905240493 Notice of appearance on behalf of NRC 

DAMBLY, D C Operations Administrative Divis ion 79/03/30 Ip 


7905230438 Response to 790104 order by all intervenors except Dou 
Chemical Co Urges thorough examination of util's conduct 
Certificate of 8vc encl 

FLYhW. P Cherry, M M /Cherry, Flynn V Kanter 79/03/30 20pp 


7909310038 NRC response to ASLD 790104 order requesting addl info from 
parties Designates portions of prior record for 
coni ideration Provides names of persons having relevant 
Info Certificate of Svc encl 

OLK^TEAD.M J . HOEFLlNO. R K Branch 4 DAMBLY, D Operations 6 
Administrative Division 79/03/30 9pp 


7909160112 Board notification nuclear incident at TMI ReVommends boards 
on cases involving DtiW reactors be provided u/IE Bulletin 
79-03, 8< PNO-67 >1, 67A. B. C, D. E, F, 0 H 

UABSALLOi D 8 Assistant Director for Light Water Reactors 
79/04/03 Spp 


7909290163 Revises description of cooling eys for special prehearing 
conference order 

E liham. Lincoln Si Beale 79/04/03. 2pp 


7909290940 Forwards interim rept re discrepancies discovered in inboard 
terminal boxes of electrical penetration assemblies 
OtBB9,M E Isham, Lincoln Beale 79/04/03 Ip 


7909290108 Notice of prehearing conference to begin on 790901 In 
Bethesda, MD 

KILLER.ME Atomic Safety and Licensing Board Panel 79/04/09 Ip 


7903190240 Opposes 790330 motion by util for summary disposition re 
Part 2 of ASLD 790104 order re remanded Issuos Motion Is 
premature since no prehearing conference has yet been held 
Certificate of Svc encl 

□LMSTEAD.W j Branch 4 79/04/19 3pp 


7903020166 Formardi IE Insp Repts 50“329/78-20 50-330/78-20 on 

70121 1“ I3r 1B“20,790104“05; 09-1 i. 22“23i 0223 U 0305 

KEPPLER*JO Region 3, Chicagot Office of the Director 79/03/22 

2pp 


— 7903020172 IE Insp Repts 90-329/78-20 90-330/70-20 on 701211-13, 

10-20,790104-09,09-11.22-25.0223 &i 0305 No no ncomp 1 ie nee 
noted Hajor areas inspected diesel generator bldg 
foundations 6 unusual settlement of bldg 

FIORELLt.O Region 3, Chicago, Reactor Construction Sc 

Engineering Support Branch KIORELIUS, C E , HAVCB, D W Region 3, 

Chicago, Office of the Director 79/03/19 29pp 


7909010249 Forwards IE Info Notice 79-06, "Btress Analyeis of 
Bafety-Related Piping " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/23 
ip 


7909080529 Forwards IE Info Notice 79-07, ♦'Rupture of Rad’bieste Tanks '* 
KEPPLER, JO Region 3, Chicago, Office of the Director 79/03/26 
ip 


7903250283 Forwards 1C Insp Repts 30-329/79-04 8, 50-330/79-04 on 
790207 Mo noncompl lance noted 

F10RELCI,0 Region 3, Chicago, Reactor Construction h Englnesring 

Support Branch 79/03/29 2pp 


—7905230296 IE Insp Repts 30-329/79-04 tk 30-330/79-04 on 790207 Mo 
none otnp I lance noted Major areas inspected project status, 
concerns re recent developments onsite it upcoming insp 
ectl vl ty 

COOK, R. J I RANBEK, W A Region 3, Chicago, Office of the 
Director KNCPtR C Region 3, Chicago, Reactor Construction 

Engineering Support Branch 79/03/27 4pp 


7903240724 Forwards IE Insp Repts 30-329/79-06 h 50-330/79-06 on 
790320-29 No nancompUance noted 

FIORELt.1,0 Region 3, Chicago, Reactor Construction U Engineering 

Support Branch 79/04/09 2pp. 


7909150233 Memo order ALAD-341 denies 790424 motion by intervenort to 
postpone li relocate 790301 prehearing conference Allows A8LB 
to reconsider 790409 order 

QUFLO.H E. Atomic Safety and Licensing Appeal Panel 79/04/27 
5pp, 


7909240683 Denies intervenors 790424 motion to reschedule 790301 
prehearing conference or change location of hearing. 

MILLER, H E Atomic Safety and Licensing Boerd Panel 79/04/27 
7pp 


-^7903240891 Motion by intevonors to schedule 790301 prehearing 
conference change location of hearing. 

FLYNN, P Cherry, M M, /Cherry, Flynn Kanter 79/04/24 app. 


— 7903240899 Urges postponement of 790301 prehearing conference, due to 
inability of Intervcnor^s counsel to attend 

FLYNNiP Cherry, M M /Cherry, Flynn & Kanter, 79/04/24 3pp 


H Oeneral correspondence 


7905090307 Forurarde Certificate of Syc of Amend 63 (Revision 20 to 
F8AR> to application for CP OL 
BACON, J.L, Consumers Power Co 79/05/02 2pp 


J Insurance it indemnity information 


7905070497 Confirms Increased liability limit to 4124,000,000 for 
policies NF-l,23i43, 76, 03, 100, 111, 140, 146, 131, 161, 164, 170, 

173, 174, 178, 179, 180, 182, 183, 1B6, IB7, IBS, 1B9, 192, 193, 194, 195, 
197, 198,200,201,204, 206, 207, 200, 210, 212, 214, 215, bt others 
OUATTRDCHHI, J American Nuclear Iniureri 79/05/01 Ip. 


—7903240734 IE Insp Repts 30-329/79-06 it 80-330/79-06 on 790328-29. No 
none otnp lienee noted. Major areas inspected followup 
lOCFRSO. 35<e) rept re settlement of diesel generator bldg 
6 plant area fill 

OALLAOHER, E J , HAYE8, D W Region 3, Chicago, Office o# the 
Director 79/04/04 7pp 


7903030022 Forwards IE Bulletin 79-06, '‘Review of □peratlonel Errors it 
8ys Misal ignments Identifleif During TMI Incident." 

KEPPLER, J 0 Regions, Chicago, Office of the Director 79/04/11 

Ip 


7905010303 Forwards IE Bulletin 79-06A. "Rsvlew of Operational Errors it 
Sys Misalignments Identified During TMI Incident." 

KEPPLER, J 0 Region 3, Chicago, Office of the Director. 79/04/14 
Ip. 


7905040331 Forwards IE Bulletin 79“06Bi- "Review of Qperational Errors U 
agi Misalignments Identified During TMI Incident “ 

KEPPLER, J.O Regions. Chicago, Office of the Director 79/04/14. 
tP 


79050404651 Forwards IE Bulletin 79-07, '‘Seismic Stress Analysis of 
8af etg-Rslated Piping " Llceniye action required. 

KEPPLER, J 0 Regions, Chicago, Office of the Director 79/04/14 

IP 


7903040546 Forwards IE Bulletin 79-08, '“Events Rs levant to Bolling 
Mater Power Reactors Identified During TMI Incident." 

KEPPLER, J (^ Region 3, ChlcADU* Office of the Director 79/04/14. 

ip 



DOCKETED ITEMS 


7903010307 Foruird* IE In^o Notic* 79~i0i "Mofic onformlnj PIpf Support 
Struts * . , 

KEPPUEft. J 0 Rtgion 3i Chicago* Offic# o4 the Dlrittor 79/04/16 

U 

7903030219 Forw^rdJ IE QulUttn 79~09. "FjJluro* of OE Typtf AK-2 
Circuit Br»*ker io Sgi " Hcont#* ackmn 

rt^uirtd 

KEPPLEfi.j 0 Rpglon 3i Chicago, Officf of thf Oiroctor 79/04/17 
ip 

7903030404 Fofuarj}* IE Bullotlr 79-030. "Nuclear Incldant at 
TMl*“Suppl " 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/04/21 

Ip 


R Periodic operating reporti & related corretpondence 


OCJCKET 50-331 DUANE ARNOLD CNERO^^ CENTER 
F Seeuritg. (nodical* omorgoncg U fire protoctlon plant 


7903040491 Forward! modlflorf physical 
{rtf I0CFR2 790) 

LIU.L Iowa Electric Light 8< Powa-r 


aacority plan Plan wlthfiald 
Co 79/04/30 Ip 


7903090340 Informi that flro haiard analvtli fept will bo a^ibmlttad Ig 
790610/ doe to addl analyalt required by engineering ataff b 

coniultanti 

LIU.L Iowa Electric Light b power Co 79/03/02 Ip 


7905080465 Advlee! of delay in tecurity nod project* due it} labor 
dliagreament b lupplier'e delay In mfg of critical cetfiputer 
componetf 

LtU.LEE Iowa Electric Light 8i Power Co 79/03/04 Ip 


7905300478 Forward* nonconf oreance raptt for Apr 1979 
HOWELL. S H Coniufliert Power Co 79/05/23 lOOOpp 


9 Reportable accurrencet, LERi b related correapondence 


7905290330 Act receipt of 790309 final rept re air filtering uniti 
Review will 6e flnithed upon contpletian of corrective 
action 

FIORELLI/O Region 3/ Chicago. Reactor Construction 6 Engineering 

Support Branch 79/03/23 Ip 


7905240549 Act receipt of 790330 rept re electrical penetration 
atitnbly Final rept will be reviewed upon receipt 

FIORELLI.O Region 3, Chicago. Reactor Conitructlon (t Engineering 

Support Branch 79/04/06 Ip 


7905140219 Forward! noneonforfflanee repts for Har 1979# conclstl ng of 
Bechtel nonconforoiance reptt, Bechtel nonconferoiance log. 

Bechtel quality audit flndlngi, Bechtel quality action 
requistiiBLU repti of nonconfornil ty 6 util repti 
HOWELL, e H Consumers Power Co 79/04/23 440pp 


7905070301 Final deficiency rept reactor bldg spray anchor discrepancy 
Local pipe stressei may potentially eiceed ASMS Code Section 
III allowables at points Existing procedural ntethods are 
adequate 

» Consumers Power Co 79/04/27 4pp 


7903090002 Provide! interim deficiency rept on action! to resolve 
settlersent of diesel generator foundations & bldg 
HOWELL. S H Consumer! Power Co 79/04/30 2pp 


7905310447 Dlscuetei ichedyle delays re plant security program Local 
electrical union contract uill expire on 790601 & uorlc 
stoppage may ensue 

LIU.L Iowa Electric Light Power Co 79/03/10, ip 


O Adjudicatory correspondence 


7903130307 Forwards request to institute proceeding to suspend 
technical Amend 9 to License DPR^49. Also forwards pertinent 
FR notice 

OENTON.H R Office of Nuclear Reactor Regulation 79/04/12 2pp 


— '7905150312 Request for suspension of technical Amend 9 to License 
0PR-49 

HAOERS. J E Citizens United for Responilble Energy 79/03^/20 
2pp 


7905250025 Act receipt of request to Institute proceeding to suspend 
Amend 9 to License DPR-49 Request Is presently under 
•consideration Relevant FR notice ti petitioner's request for 
action end 

DENTON.H R Office of Nuclear Reactor Regulation. 79/04/ia 2pf 


—7905250027 Notice of request to suspend Amend 9 to License DPn-49 
DENTON, H R Office of Nuclear Reactor Regulation 79/04/lff Ip 


7905250439 Notification that Gitliene for Responsible Energy Plied 
petition seeking proceedings to suspend Amend 9 to Licanse 
PPR-49 

BOyo,R S Office of Nuclear Reactor Regulation 79/04/12 Ip 


— 7903090086 Interla Deficiency Rept 5 settlement of diesel generator 
foundations 6 btdg Caused by insufficient compaction In area 
fl'll re seismic Category I structures Lists status b 
corrective actions M/62 oversized drawings 
» Consuoiers Power Co 79/04/16 lOpp 


7905030327 Final rept re reactor bldg spray piping supports Analysis 
has verified adequacy of support design 6 ASHE ©ection III 
Code allouable stresses Bechtel mgt corrective action 
rept MCAR 22 end 

HONELL, a H Consumers Power Co 79/05/01 7pp 


7905150315 FR notice of request to suspend technical Amend 9 to 1 Icerss 
OPR— 49 

BOYD,R 8 Office of Nuclear Regulatory Research 79/04/12 Ip 


7903250031 Request for action to institute proctedlng to suipend 
Amend 9 to License DRR-49 re handling of 8NM 

HEYERStviE Citizens United for Respontlblt Energy 79/03/i?0- 


J Insurance & indemnity information 


7903080332 Forwards interim rept on status of component q.oa I If Ication 
test documentation re review Foruerdi Bechtel ♦■Qualification 
" Similar BbW rept will be reviewed Another 
rept will be sent by 790706 

HOWELL. 8 H Consumers Power Co 79/05/04 2pp 


7905070497 Confirms increased liability limit to 4124, 000. 000 for 
100, Ul. 140, 146. 151* 161, 164, 170, 
ip, 174, 170, 179, 180, 102, lQ5i 106, 107, 100, 109, 192, 193, 194, 190, 

212,214, 215, others, 
auATTROCHHI, J American Nuclear Insurers . 79/05/01 Ip 


-7905080536 Interim rept on seismic & environ component qualification, 
WWi * T.«t St.tu, R.n.« R!yl.,»nViw 

7»/04/to'* 39,.°“^''*'* "♦ BiCht.l C»rp ) 


7905070502 Confirms increase In liabtUtu limit to ♦36,000,000 for 
«P''22'26,29,38, 39, 44, 46, 47, 49, 50, 31, 52, 53, 54, 55. 56. 

22' 25' i?' i 70, 71 , 72, 74, 76 , 77, 70, 79, 00, D6, 07, 
00,90,91.92,93,94,95 U 96. 

ROBERTS, D M Mutual Atomic Energy Liability Underur iters 79/05/01 


boUr'^* discovered in inboard 

HOWELL, 8 Consumers Power Co 79/05/23 5pp 

“I <,•,«*. dl.cov.T.<r in 

I ,nbo*r, ttFintnil potilftiy 

“ndjMj. n.ttnn lu, v..,. tn.p «, t.r«ln«»,on. 
e ConsumeTs Power Co 79/05/23 4pp 

non-antltruft matters 

79/09/01,^ •"•' LU.nilns Sm., P»t»l 


i — w ngreimenc w-oa,BeT 

«llUon to 4160 million, 
fill rfocumentation end 

©ALTZMANrJ. Antitrust Indemnity Group. 79/05/01 5pp 

documents 4( correspondence 

*** l-icense DPR-49, te cur 1 pUn evaluatl 
iJiuIlllitJ ^ '''*^*'* Ifuance «. 

IPPOLITO/T A Operating Reactors Branch 3, 79/04/19 3pp 

”'’S”?;:;tv“cS"7TOU3!* 

IPPOLlTO,r A. Operating Reactor* Branch 3. 79/04/19 Spp 


DOCKETED ITEMS 


—^7905090201 Moirice of t^vuiince 
DPR''49 

IPPOLITOfT A Operating 


^ availability of Amend 30 to License 
Reactors Branch 3 79/04/19 3pp 


7903000469 Informs of delay until 790630 of App I Tech Spec submittal 
originally scheduled for 790430 Consultant engaged on TMI 
project 

LlUi L loua Electric Light U Power Co 79/03/02 Ip 


7903330322 Forwards bar-chart schedule showing time periods 
installation of specific plant mods as part of Mark I 
containment long-term program Installation currently 
scheduled for Fob I9ai refueling outage 
LIU. L Iowa Electric Light It Power Co 79/05/17 2pp 


for 


a Inspection reports, tE Bulletins 6 correspondence 


■7903130436 IE Imp Rept 50-331/79-09 on 79010a-12i 17-19. 24 6 29-31 
Noncemp 1 lance noted nonconformance repts ioiproperlu 
resolved fc documented 

UlLLIAMStC C j KEVjU J Region 3i Chicago, Office of the 
Director DANIELSON, D H Region 3, Chicago, Reactor 

Construction U Engineering Support Branch 79/03/33 Slpp 


7903010167 Forwards 16 Info Notice 79“0fii “Interconnection of 
Contaminated 8ys w/Qvc Air 8ys Used as Source of Breathing 
Air “ 

KEPPLERi J 0 Roglon 3, Chicago, Office of the Director 79/03/28 
IP 


7903010398 Forwards 16 Info Notice 79-09, *'6plll of Rad loact ivelg 
Contaminated Resin “ 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/03/30 
IP 


790S09'0165 Forwards 16 Imp Rept SO-331/79-07 on 790227-0301 No 
none Dtnpl i ance noted 

HEIBHMANj R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/03/22 2pp 


7903090169 IE Insp Rept 30-331/79-07 on 790227-0301 No noncompliance 
noted Major areas inspected fire protection/prevention 
program 6 review of Tech Specs surveillance rec^u irements 
for fXr# protection equipment 

lriniGHT,0 C Region 3, Chicago# Reactor Operations Nuclear 

Support Branch LITTLE, W S Region 3, Chicago, Office of the 
Director 79/03/16. 4pp. 


7903010296 Forwards 16 Info Notice 79-06, “Stress Analysis of 
6af etg-Re iated Piping “ 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 79/03/23 

If 


7909230418 Forwards IC Imp Rept 90-331/79-06 on 790307-09 6 notice of 
violation 

DAVta.A W Region 3. Chicago, Fuel Facility haterials Safety 

Branch 79/03/23 2pp 


— 7905230420 Notice of violation from Insp on 790307-09 

* Region 3, Chicago, Fuel Facility 6 Haterials Safety Branch 

79/03/01 tp 


7909250266 Forwards replacement pages for IE imp rept documents 
Revision reflects addition of insp dates 781212-15. 

701218-21 6 781226-29, wH ich were not previously Included 
FI0RELLI,0 Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/04/06 Ip 


7903030031 Forwards IE Bulletin 79-06, "Review of Operational Errors li 
8ys Misalignments Identified During TMI Incident " 

KEPPLER, J 0 Region 3, Chicego. Office of the Director 79/04/11 

ip 


7903010589 Forwards IE Bulletin 79-06A, "Review of Operational Errors 8* 
8ys Misalignments Identified During TMI Incident " 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/04/14 
IP 


7909040389 Forwards IE Bulletin 79-06B, "Review of Operational Errors 6 
8ys Misalignments Identified During TMI Incident " 

KEPPLER, JO Region 3, Chicago, Office of the Director 79/04/14 
Ip 


7905040439 Forwards lE Bulletin 79-07, "Seismic Stress Analysis of 
8af ety-Related Piping " Licensee action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/14 

Ip 


“-79O-S23O406 lE Inip Rept 50-331/79-06 on 790307-09 Noncompliance noted 
failure to submit QA program description for shipping 
packages as required. 

HILLER. D F , MIATT, J N. Region 3, Chicago, Office of the 

Director Ft6HCR,U L Region 3i Chicago, Fuel Facility & 

Haterials Safety Branch 79/03/21 6pp 


7905040031 Forwards IC Info Notice 79-07, "Rupture of Raduaste Tanks " 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/26 
Ip 


79050B0204 Forwards lE Imp Rept 90-331/79-10 on 790206-07 U 0301-02 
riORELLIiO Region 3, Chicago, Reactor Construction It Engineering 

Support Uranch 77/03/27 2pp 


7909040960 Forwards IE Bulletin 79-09, ''Events Relevant to Bolling 
Mater Power Reactors Identified During TMI Incident," 

KEPPLER, J 0 Region 3< Chicago, Office of the Director 79/04/14. 
tp 


7909190090 Responds to IE Bulletin 79-03 re pipe mfg by Youngstown 
Welding ti Engineering Co Pipe is neither used nor planned 
for use in any safety-related sys at facility 
LIU,L Iowa Electric Light & Power Co 79/04/16 tp 


7905030227 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Qys " Licensee action 
required, 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/17 

Ip 


— 79030fl02ll IE Imp Rept 50-331/79-10 on 790206-07 0301-02 Major areas 

inspected ultrasonic baseline test results for welds 
involved in r ec ir culatlon Inlet piping repair t 
recirculation Inlet noizle N2D lead plug 

KEYiH J , MILLIAMa, C C , DANIELSON, D. H Region 3, Chicago. 

Office of the Director 79/03/23. 5pp 


7905130126 Forwards lE Imp Rept 30-331/79-09 on 790127-31,0205-06, 
11-13 U Z17 1U notice of violation 

ICIBHMIAN.R 8 Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/03/27, 2pp, 


-“7905150129 Notice of violation from Insp on 790127-31,0209-06,11-13 I, 
27 

e Region 3, Chicago, Office of the Director 79/03/23 Ip 


'*“7903190134 IE Insp Rept 30-331/79-05 on 790127-31 «< 0205-06,11-13 h 27 
Noncompliance noted* fal lure to adhere to welding procedures 
JACKIWrl N , WALKER, R.D Region 3, Chicago, Office of the 
Director. aPESBARD, R. L. Region 3, Chicago, Reactor Operations 

Nuclear Support Branch 79/03/23 0pp 


7905150424 Forwards IE Insp Rept 50-331/79-09 on 790108-12,17-19,24 fc 

29-31 notice of violation vo/m/a? 

KEPPLER, JO. Region 3, Chicago, Office of the Director 79/03/27 

3pp. 


—7903150429 Notice of violation from Insp on 790108-12, 17-19, 24 1* 29 31 
♦ Region 3, Chicago, Office of the Director 79/03/27 Ip 


7909080496 Forwards IE Bulletin 79-09B, "Nuclear Incident at 
TMI-8uppl " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/21 

Ip 


7905300272 Responds to IE Bulletin 79-07 No methods specified In 
bulletin have been used Responses from NSSS supplier t, 

A/E end 

LIU,L Iowa Electric Light U Poiytr Co 79/04/24 3pp 


7905110159 Ack receipt of 790413 Itr informing NRC of steps taken to 
correct violations noted In lE imp conducted on 790307-09 
DAVI8, A Region 3, Chicago, Fuel Facility 6 Materials Safety 

Branch. 79/04/25, 3pp 


— 7903110163 Responds to NRC Itr re violation noted In IE Insp conducted 
on 790307-09 Corrective actions QA program will be 
implemented by 790601. 

LIU, L Iowa Electric Light tt Power Co. 79/04/13 4pp 


7905230213 Responds to IE Bulletin 79-08, Items I-IO, re TMI effect on 
BWRs. Response to Item 11 will be sent before 790918. 

WALLACE, J A. Iowa Electric Light ti Power Co. 79/04/27 tSpp 


7905240902 Forwards IE Circular 79-07, "Unexpected Speed Increase of 
Reactor Recirculation Motor Oenerator Set Resulted In 
Reactor Power Increase," ^ 

KEPPLER, J.O Region 3, Chicago. Office of the Director 79/09/0 
Ip. 
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DOCKETED ITEMS 


R Ptr-Iadlc ap^erating reporl« k ralatvd corr atp ondanc* 


7?03210220 Forward* month Ig opsratlng rapt for Apr 1979 

HAHMOND.E L towa Else trie Light k Fouitr Co RC 79/09/14 Ip 


7909160142 Forward* Amand 7 to Indamnltg Agraemant B-63. par tOCFRia^^ 
changi«*re liability Inauranct incraasa from *140mlllioJ 
790501 Supporting documantalton and 
BALTZMANi J Antltruit it Indamnltg Group 79/09/01 9pp 


“”7905210224 Monthly operating rapt for Apr 1979 

VAN SICKEL^J loufa Electric Light U Power Co NRC 79/09/14 
7pp 


6 Reportabla oecurreTicef i LERi 1/ reiatid corraipondinc a 


7905115179 Forward* Enrfor lament 34 to MAELU Policy MF-77 

OEEGi F H Power Authority State of New Vork 79/05/07 Lp 

^ Agr..m.nt 0-63, i„ 

CLARKrF R Power Authority State of New York 79/05/16 3 pp 


79050202S1 Forward* LEft 79-008/03L-0 

HAMKONOrE L Iowa Elactrlc Light L Pouar Co 79/04/25 Ip 


P Oparatlng llcenie «tage documanti k correipoitdence 


-”7905520253 LER 79-00a/03L“0 on 790326 pin hole leak dUcQvared In 
reactor water cleanup *ys pipe Cauied by linear Indication 
in weld attributed to innergranular itreei corroilon- 
cracking Elbow k pipe on both and* replaced 

VAN 81CKEL. P J Iowa Electric Light 6 Powar Co 79/04/25, lp 


7909160363 Forward i LER 79-010/03L-0 

HAMHONDi E L Iowa Electric Light L Power 'Co 79/05/08 Ip 


""“♦“•‘Ion 


STELLO/V Divleion of Operating Reactor* 79/03/29 


□pp 


7TOMIM44 Reipondf to 7903IA Hr Apologilot for difPtcoUo i„ 
obtaining Info re epac* ehutdawn Clarlfie* role of Rialon I 
re itata notification ’ 

^ ft^gion Ip Philadelphia, Offlc# of the Director 


“•■7909160368 LER 79-010/03L-0 on 790410 containment purge inlet valve 
CV 4306 6 torus purge outlet valve CV 4300 not teallng 
properly duo to tee ring teals not being presiuriied Caused 
by actuator valve linkage being out of adjustment 
VAN arCKEL. J lawa Electric Light k Power Co 79/05/50 lp 


7909160386 Forwards LER 79-009 /53L-0 

HAMMOND I E L Iowa Electric Light 6 Power Co 79/09/08 lp 


7903040615 Forwards statu* rapt on 790427 ''Plan for Verification of 
Dynamic Analysis Codes *' 

JACOBS, 9 B Stone k (Webster Engineering Corp 79/04/27 2pp 


7909040909 Respond* to 790319 ttr Info requested 
can be found In OE Nuclear Energy By* Dlv rapt. 
Measurement* at JA Fitzpatrick Nuclear Power PI 
EARLY, P J Power Authority State of New York 


re ikyshina radietKn 
"Rad la 1 1 on 
ant ” 

79/04/35 lp 


"”7905160337 LER 79-009/03L—0 on 790403 drain sump discharge valve 
CV 3704 stuck Caused by corroilon In valve operator Cylinder 
wa« lubricated k design review will be initiated to 
determine if oiling device can be Installed 

VAN SICKEL, J Iowa Electric Light k Power Co 79/05/00 2pp 


7909290 I B2 Forward* LER 79-51 1/03L-0 
HAKH0N3, E L Iowa Electric Light k Power Co 79/09/13 lp 


7905000565 Forwards list of piping analyzed during original 
plant using SHOCK 11 computer code 

EARLY, P J Power Authority State of New York 79/04/30 


design ef 
7p|> 


7905090315 Proposes 790904 technical meeting u/NRC to discus* util 
piping fbreis reanalysit k to show startup ii reatonabls 
EARLY, P J Power Authority State of New York 79/05/01 Ip 


'7905290191 LER 79-01 1/03L-0 on 795424 main ezhauit radiation monitor* 
RIH 7606A ii 76060 tripped at out-of-spac setpoints Caused 
by inttrumont drift Monitors recallbr 

VAN eZCKELf J Iowa Electric Light k Power Co 79/05/IS lp 


DOCKET 90-332 BARNWELL REPROCESSING PLANT 
Q Inspection report*, IE Dulletlnp k car r atpondence 


7905230782 Informs of deferral of corrective actions discussed In 
IE Insp Rept 50-332/77-02 re bellow seal angle valves Future 
facility operation uncertain due to NRC 771223 order 
terminating licensing proceedings 

BAXTER, R C Allied General Nuclear Services 79/03/14 lp, 


7905010132 Forward* IE Info Notice 79-08. "Interconnection of 
Contaminated By* w/8vc Atr Sys Used as Gource of Breathing 
Air. " 

□ ^REILLY. J P Region 2, Atlanta^ Office of the Director 
79/03 /2Q Ip 


7959100179 Forwards application for amend to OL 

EARLY, P J Power Authority State of New York 79/09/02 2pp 


— 79051D0179 Application, for amend to OL changing Tech Specs 
limiting condition for operating 8, surveillance 
requirement* k revising admin! i trative control* for 
radiological effluents 

EARLY, P J Power Authority State of New York 79/09/07 


to add 


If 


-7909100183 Proposed Tech Spec changes re radiological effluents k 
monitor Ing 

* Power Authority State of New York, 79/04/30 43pp 


7905140239 Forwards proprietary documents requested during 790301-01 
special Insp. 

ERLEMINE, J A Stone It Nebster Engineering Corp 79/09/00 Ip 


7909140245 Request* withholding Technical Outdelln* EMTO-22-0 k 
Technical Rept EMTR-612 (ref 10CFR2. 790) Affidavit end. 

KENNEDY, W.J. Stone It Nebstir Engineering Corp 79/09/04 IOm 


DOCKET 55-333 JAMES A FITZPATRICK NUCLEAR POHER PLANT 
F, Security, medical, emergency 8i fire protection plans 


7909140307 Forward* aifdl rtsponies to draft safety evaluablen of fir* 
protection program Discusses diesel fire room tprlnkUr head 
spacing detector tei ting, piping penetration seal 
qual if icatlon 6 flame retardant coating 

EARLY, P J. Pfluer Authority State of New York, 79/05/07 9pp. 


J. Insurance k indemnity Information 


7905070497 Confirm* Increased liability limit to 4124,005,000 for 

164, 170, 

}S' tG9. 1B6 j 137, IGG, L09, 192, 193, 194, 195, 

oth*r *, 

OUATTROCHH I , J American Nuclear Ineurers 79/09/01. lp, 


7909140382 Confirms 790504 telcon w/WT Russell re computer deck 
atioelated w/SHQCK 0 program 

KENNEDY, M J Stone k Webster Engineering Corp 79/09/09 Ip 


7909210111 Forwards SHOCK 1 computer program 1 is ting. Suptrsidst 
submittal of 790404 Program listing withheld (ref 
10CFR2 790} 

KENNEDY, If J Stone k Webeter Engineering Corp 79/09/14 lp 


7909190073 Ack receipt of 790319 6 21 Itr* re ipent fuel racks RstuiMi 
estenslon of reepons* time until 790529 Start of new spent 
fuel rack Installation eehidultd for 790702 Requests 
approval by 790611 

EARLY, P J. Power Authority State of New York. 79/09/19 Ip 


7905290335 Qummarltes procedures (< calculatlonal techniques used In 
reanalysls of piping sv* deiignid w/GHOCK II computer 
program. Reanaly* Is will eatlsfy 790313 order to show cause 
KENNEDY, H.J. Stone k Webster Engineering Corp. 79/09/18. 6pp. 


7905075582 Increase in liability limit to *36,055,000 for 

S7 i a^In DO, 91,52, 53, 94, 55, 56, 

4 : «: «: w’f ™ '*■ ="*• “■ 

RQDEftTS^O. M. Mutual Atomic Energy Liability Underwriters. 79/59/ 


Q Inspection reports, IE Bulletins It correepondence 


7905010127 Forward! IE Info Notice 79-06, "Btree* Anelysis of 
Safety-Related Piping.*' 

ORIERfS.H. Region 1, Philadelphia, Office of the Director. 
79/03/23 lp, 


DOCKETED ITEMS 
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7905010060 Forwards IE Info Notic* 79-OB, ♦' Intarconnec tlon of 
Contaml natod Sys u/8vc Air 8\js Us«d as Eource of Braathlng 
Atr ■' 

QRIERiB H Ragton t. PK 1 ladalph U« Offica af tha Dlracfcor 
79/03/20 ip 


790501C>S&4> Responds to IE Dulletln 79-03 Neldad pipe (was not used at 
f «c 1 1 i tv 

LEONARD, J D Power Authority State of New York 79/03/29 Ip 


—7903110256 Konthty operating rtpt for Apr 1979 

ZtlFELTiE Power Authority State of New York 79/03/31 8pp 


7903240697 Forwards weekly status rept of S4cW piping reanaly sit, as of 
790313 

EARLY, P *} Power Authority State of Reu York 79/03/18 2pp 


8 Reportable occurrences, LERs it related correspondence 


790S010310 Forwards IE Info Notice 79-09, “Spill of Rad loacti vely 
Cantamlnated Resin “ 

OHlERiH H Region 1, Ph 1 ladelphia. Office of the Director 
79/03/30, 2pp 


7905S30162 Responds to IE Dulletln 70-14, “Deterioration of Buna-N 
Camponents " Replacement of components during outage 
dependent upon plant startup, in view of pipe stress 
problems Replacement within seven years of packaging date 
LEONARD, J D. Power Authority State of New York 79/04/04 2pp 


7903020072 Forwards IE Dulletln 79-06, “Review of Operational Errors h 
Eye Misalignments Identified During TKl Incident “ 

ORlEn,D H Region 1, Ph I ladelph ia, Office of the Director 
79/04/11 Ip 


7905000246 Ro<iueits addl Info to complete Inservlce testing program 
Info needed includes pumps, valves, core spray, reactor core 
Isolation cooling sysireactor water cleanup sys, control room 
area eve chilled water 

IPPOLITG.T A Operating Reactors Oranch 3 79/04/12 Bpp 


7903010499 Forwards LER 79-022/04L-0 

LEONARD, J 0 Power Authority State of New York 79/04/24 Ip 


— 7903010303 LER 79-022/04L-0 on 790409 man I tor 17-RK-50B did not 
activate local remote high-high alarms at required by 
surveillance tast F-ST-13 Caused by drift In trip setpoint 
Pulse height discriminator adjusted 

CHILDS, U.V Power Authority State of New York 79/04/24 2pp 


7903010303 Forwards LER 79-021 /03L-0 

LEONARD, J D Power Authority State of New York 79/04/24 Ip 


—7903010300 LER 79-021 /O3L-0 on 790327 offsite power lost while In cold 
shutdown Emergency sve wat^r sys started autometical ly 
Caused by loos# wire in controller of motor operated velvet 
Connection repelred 

CH1LDS,W V Power Authority State of New York 79/04/24 2pp 


7905130473 Forwards LER 79-023/99L-0 

LEONARD, J D Power Authority State of New York 79/03/09 Ip 


7903020321 Forwards IC Dulletln 79-07, “Seismic Stress Analysis of 
0a f e tg-Rvlatad Piping “ Licensee action required 
oniEft^B \i Region i, Philadelphia, Office of the Director 
79/04/14 Ip 


— 7903150477 LER 79-023/099-0 on 790411 HPCI turbine disassembled for 
Internal Insp, requiring dlsessewbly of piping for fired fire 
suppression sys, contrary to Tech Specs Will remain disabled 
until 790613, when reassembly is complete 

CHILDS, W V Power Authority State of New York 79/03/09 2pp 


7903040074 Forwards IC Dulletln 79-06B, “Review of Operational Errors h 
8gt Misalignments Identified During THI Incident " 
oniERiD M, Roglon 1, Ph 1 ladelph la, Offica of the Director 
79/04/14. Ip 


7903040249 Forwards lE Dulletln 79-Ofl, “Events Relevant to Bailing 
Uater Power Reactors Identified During TMl Incident ” 

Licensee action required 

ORIEFlrU.H Region 1, PJi i ladelph ia, Office of the Director 
79/04/14 Ip 


7903240290 Responds to IE Bulletin 79-07, “Seismic Stress Analysis of 
Oaf a ty-Relaled Piping “ A/E currently testing seismic stress 
on aaf e ty-re la te d p ip Ing. Resul ts will be reported per show 
causa order Issued 790313 

LEONARD, J D Power Authority State of New York 79/04/16 Ip 


79O5O3OO03 Forwards IE Bulletin 79-09, “Failures of GE Type AK-2 
Circuit Dreeker In flaf ety-Re latod Sys “ Licensee action 

Sn:IERy5!*lL Region 1, Ph I ladelphia, Office of the Director 
79/04/17 Ip 


7703020296 Forwards IE 
Operational Errors 4c 
Incident “ 

ORIER,D.M Region 
79/04/lQ Ip 


Bulletin 79~06Ai Revision I, “Review of 
Sys Misalignments Identified During TMI 

I, Philadelphia, Office of the Director 


7903300411 Forwards LER 79-024/03L-0 

LEONARD, J D Power Authority State of New York 79/05/24 Ip 


—7905300416 LER 79-024/03L-0 on 790420 emergency sve water pump 8 
could not be demonstrated to produce min shutoff head of 
120 pslg Caused by normal wear Tech Spec amend to reduce 
shutoff head requirement under consideration 

CHILDS, W V Power Authority State of New York 79/05/24 2pp 


7903300306 Forwards LER 79-017/03L-1 

LEONARD, J D Power Authority State of New York 


79/05/24 Ip 


—7903300314 LER 79-017/03U-1 on 790320. while surveillance test F-8T-34D 
was being conducted, standby gas treatment sys A in valve 
01 I23-M0V-14A would not open Caused by failure of auilUary 
contractor In valve motor controller Contractor replaced 
CHILDS, W V Power Authority State of New York 79/05/24 2pp 


7903300522 Forwards LER 79-025/03L-0 . 

LEONARD, J D Power Authority State of Newr York 


79/05/24 


Ip 


-7903300527 LER 79-023/03L-0 on 79042B while conducting surveillance 
test F-8T-76Jl6r master valve did not appear to be opening 
fully. Damaged gasket may have been causing sluggish 
operation of valve Gasket replaced 

CHILDS, WV Power Authority State of New York 79/03/24 2pp 


7903230194 Responds to IE Bulletin 79-'00. Mgt personnel reviewed 
liroceduret In operations dept which dealt * 


sys under ebnormal ettnd it ions. Containment isolation 
Lnltietlon design reviewed 

LEQNARDiJ.D. Power Authority Stete of New York 


79/04/23 36pp. 


7903130432 Informe that 

betting program was provided at 790423-26 meeting 
DHL Revised program based on meeting resolutions will b 

EARLY, P si Power Authority State of New York 79/03/08 ip 


7903230430 Supplements 790423 response to IE Bulletin 79-03 re TMI 
incident implUatloni for BWRi Amend being 
correct instrumentation tables In ^ 

bul letin. Summarlies nonsafaty-related discrepancies 

EARLY, P. J Power Authority State of New York 


79/03/18 2pp 


fl. P«T Iodic operating reports 8* 

7903090343 Submits weekly status rept of BLM piping reanalysls, 

Authority York. 79/OS/O. Spp. 


DOCKET 30-334 BEAVER VALLEY POWER STATION, 
0 Adjudicatory correspondence 


►05210038 Requests plant shutdown because of 
eevere as rupture to reactor Y#*«l 

_ jm. A a m 1 \ t - i. t , In Ln jQ/llA/lmi 


threat of accident as 
Spp 


J Insurance indemnity information 


03070497 Confirms increased 1 lability J*®. 

Hni 1 NF-t, 23i 43, 76, 83, 100, lll< 140, 146, 151, 161, 164, 170, 

173, 174. 178, l79fiaO, ,82. 18S, 184. 187, IBB, 189. 192, 193, 194. 198, 

;??: Ito! 800, 201, 204, 204, 207, 208, 210. 212, 214, J •'••• 

QUATTROCHHI, 4 l American Nuclear Insurers. 79/03/01 Ip 

l?.‘ S i:”: It SI; It rt 5t: rl : «: 77 . 78, 79 . ao, 84. 87, 

ROBElTB:D”'”icutu»l Atlmic EMrg* Lllblllk* Undtrurlt^n 79/00/01 


r»03ll0234 Forwards monthly ^79/03/08. 

LEONARD, J D Power Authority State of New York 79/oo^uw. 


tp. 


150 


)OCKETED ITEMS 


....nution 

rb:«N.^ *. Inde.nifJ S’-.P- ^’/OS/Ol. SpP- 

p op.r.t.r,, I.... ’!f!!.!!!!!!:::!.i!!"!~------- 

MaiKiiito ■for orompt (nesting notification rs 

7905CSC347 Assign® resp one i b 1 1 1 t(J tor promj; 

790313 shew cause Reactors. 79/03/29, 3pp. 

STELLC.v Division of Operating Keacoora. 

used in safety injection sys. 7 P/n 4 /n 2 lo 

kSeNCER.A Op.rat.J Reactor, Branch l. 79/04/02. Ip. 

7,0=290723 So«»ar, o/ 790329-30 .e.tlnp *" ''• 

.^ri.. to Oat. !. ..7l9 an.l.i, of pipo .tr.„., in 

’"op.ratin, R.attor, Branch 1. 79/04/10, 3pp. 

7905090066 Sotnit, .njin.arinp info r. pip. ,tr.„ r.anal 9 , it. Ov.r. il.O 

diagra«s available in Central Files on^. 

OyNNi C. M. Duq.uesne Light Co. 79/04/19. 2pp. 


nt-nrsdures 8- calculational techniques used, in 

790S290335 summer zes procedures^^.^ca^^^^^^ 

raanalysis of pip ^ «atisfu 790313 order to show cause, 

i^ESYfw'r rtine i. Webster Engineering Corp. 79/0S/18, 6pp. 

Q. In.p.ction report,, 16 Bu lletins ». ‘ "ri!!!!!;!!:!! 


7905010105 Foruiard, IE Info Notice 79-06. “Str,„ Analysis of 
ORIER?;''S‘*‘*''R^Siln’'l!' Philadelphia, Office of the Director. 
79/03/23. Ip. 

7905010042 Foruiards IE Info Notice 79-00, “Interconnection of 
^oM^inat.d 09 , N/Sve Air Bus Used as Sourc. of Br.athinj 

ORIER.B.H, Repion 1, Philadelphia, Office of the Director. 
79/03/28. Ip. 

7905010297 Forpi.rds IE Info Notice 79-09, "Spill of Radioactiuel, 

OTIERrol’H**" "Rlgion 1, Philadelphia, Office of the Director. 
79/03/30. Ip. 

7905290123 Forwards IE Insp Rept 50-334/79-06 on 790227-0302. No 
BRUNNER?E'‘a* "“^R^gion 1. Philadelphia, Reactor Operations Nude 


790504061S Forwards status rept on 790427 "Plan 
Ounamic Analysis Codes, " . . - 

JACOBS, S. B. Stone & Webster Engineering Corp. 


for Verification of 
79/04/27. 2pp. 


7905080370 Forwards response to Questions 362. 1,362. 2 8, 3 of NRC 

790109 Itr.Also forwards soil analysis of - 

northern yard area,dtd 790430, in 

WOOLS VER, E, J. Duquesne Light Co. 79/05/02. 600pp. 


7905110011 Responds to NRC 780913 Itr. Forwards reanalysis 
major LOCA. Requests permission to remove present 
administrative limit of 2.31 & to restore existing Tech 
limit of 2. 32. 

OUNN, C.N. Duquesne Light Co. 79/05/07, 75pp. 


of effects of 
Spec 


7905110070 Forwards addl info re new steam line break protection sys, in 
response to informal questions during review. 

IX/NN, C.N. Duquesne Light Co. 79/05/07. lOpp 


—7905290126 IE Insp Rept 50-334/79-06 on 790227-0302. No noncomp 1 ianc® 
noted Major areas inspected: previously identified unresolved 
items 8-. sequence of events re recent high river water level. 
MARKOWSKI,R. Region 1, Ph i ladelph ia, Office of the Director, 

KISTER,H. B. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/03/20. 6pp. 


7905290154 Forwards IE Insp Rept 50-334/79-07 on 790315-16. No 

noncompliance noted. „ « i./ 6. , 

BRUNNER. E. hJ. Region 1, Phi ladelphia. Reactor Operations Nuclear 

Support Branch. 79/04/10. 2pp. 

—7905290157 IE Insp Rept 50-334/79-07 on 790315-16. No nondomp 1 lance 
noted. Major areas inspected: compl ianco w/790313 order to 
show cause. 

BECKMAN, D. A. Region 1, Ph i lade Iph ia. Office of the Director. 
KEIMI0,R.R. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/04/14. 3pp. 


7905140239 Forwards proprietary documents requested 
special insp. 

ERLEWINE, J. A. Stone 8: Webster Engineering Corp. 


during 790501-04 
79/05/08. Ip. 


—7905140245 Requests withholding Technical Guideline EMTG-22-0 St 
Technical Rept EMTR-612 (ref 10 CFR 2 . 790). Affidavit end. 

KENNEDY, W. J. Stone 81 Webster Engineering Corp. 79/05/04. 10pp. 


7905140382 Confirms 790504 telcon w/WT Russell re computer deck 
associated w/SHOCK 0 program. 

KENNEDY, W. J. Stone 8 Webster Engineering Corp. 79/05/09. Ip. 


7905160335 Notifies of review completion of computer deck. SHOCK 0 
program still unrecovered. Piping sys conservatively designed 
8 will perform intended function. 

KENNEDY, W.J. Stone 8 Webster Engineering Corp. 79/05/11. Ip. 


7903210111 Forwards SHOCK 1 computer program listing. Supersedes 
submittal of 790406. Program listing withheld (ref 
10CFR2. 790). 

KENNEDY. W. J. Stone 8 Webster Engineering Corp. 79/05/14. Ip. 


7905220081 Requests amend to OL, changing ETS to eliminate aquatic 
monitoring except for fish impingement. W/proposed ETS, App B 
to License DPR-66 8 special study on aquatic monitoring 
reduction. 

DUNN.C.N. Duquesne Light Co. 79/05/15. 225pp. 


7905220093 Forwards proposed amend to OL, consisting of revised versions 
of previously submitted Offsite Dose Calculation Manual 8 
“Process Control Program. " 

DUNN, C.N. Duquesne Light Co. 79/05/15. 2pp. 


—7905220099 Offsite Dose Calculation Manual. 
* Duquesne Light Co. 79/05/01. 131pp. 


7905020039 Forwards IE Bulletin 79-06, "Review of Operational Errors 8 
Sys Misalignments Identified During TMI Incident." Licensee 
action required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/04/11. Ip. 


7905140322 Informs that pipe type described in IE Bulletin 79-03 has 
not been used in saf ety-related sys. 

DUNN, C.N. Duquesne Light Co. 79/04/11. Ip. 


7905020346 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping. " Licensee action required. 

GRIER, B.H. Region 1, Ph i lade Ip h ia, Office of the Director. 
79/04/14. Ip. 


7905040018 Forwards IE Bulletin 79-06B. "Review of Operational Errors 8 
Sys Misalignments Identified During TMI Incident." 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 

79/04/14. Ip. 


7905040198 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. " 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/04/14. Ip. 


7905030060 Forwards IE Bulletin 79-09, "Failures of GE Type AK-2 
Circuit Breaker in Saf ety-Related Sys. " Licensee action 
required. 

ORIER.B.H. Region 1, Phi ladelphia. Office of the Director. 
79/04/17. Ip. 


7905010643 Forwards IE Bulletin 79-06A, Revision 1, "Review of 
Operational Errors 8 Sys Misalignments Identified During TMI 
Incide’it. " Licensee action required. 

GRIER, t H. Region 1. Philadelphia, Office of the Director. 
79/04/19. Ip. 


— 7905220104 “Process Control Program. “ - x. t 

* Duquesne Light Co. 79/05/01. 31pp. 7903250461 Responds to IE Bulletin 79-07 re analysis of saf ety-related 

piping. Currently reanalyzing piping, per NRC 790313 order to 
show cause. 

7905240583 Discusses monitoring capabilities of reactor incore DUNN.C.N. Duquesne Light Co. 79/04/23. Ip. 

thermocouples. Fifty operable thermocouples may be defective 
or have insecure head connectors. 

CAREY, J.J. Duquesne Light Co. 79/05/16. 2pp. 
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790S090373 Forwards propossd "Ins®rvic@ Insp Program" -for 20-month 
period starting 790301 . Program prepared per NRC 780110 
retiuest. Enel available in Central Files, 

DUNN.C.N. Duguesne Light Co. 79/05/02. Ip. 


R. Periodic operating reports & related correspondence 


7905150130 "Inquiry into Allegation of Employee Misconduct by 
Restricting Investigation to Determine Reliability 
of Power Grid Serving St Lucie." 

MCTIERNAN, T, J. Office of ' Inspector Z>. Auditor. 78/06/30. SSpp 


J. Insurance fy. indemnity information 


790S010491 Forwards "1978 Annual Environ Rep t. Rad i o 1 og ica 1. " Vol 2. 
DUNNrC.N. Duquesne Light Co. 79/04/24. Ip. 

— 79015010493 "1978 Annual Environ Rep t, Rad i o log i ca 1 1 " Vol 2. 

■» Duquesne Light Co. 79/04/24. 120pp. 


7905070497 Confirms increased liability limit to *124.000*000 for 
policies NF-1, 25. 43, 76, 83, 100, 1 1 1 , 140, 146, 1 51 , 161, 164, 170, 

173, 174, 178, 179, 180, 182, 185, 186, 187, 188, 189, 192, 193. 194. 195, 

197. 198. 200, 201, 204, 206, 207, 208, 210. 212, 214, 215. fy others. 
QUATTROCHHI, J. American Nuclear Insurers. 79/05/01. Ip. 


790S010S32 Forwards national pollution discharge elimination sys 
monthly discharge monitoring rept for Mar 1979. 

MOORE. O. W. Duquesne Light Co. 79/04/27. 3pp. 


■ 7905010537 National pollution discharge elimination sys monthly 

discharge monitoring rept for Mar 1979. 

MOORE, 0. W, Duquesne Light Co. 79/04/27. 12pp. 


7905030342 Forwards Nov 1978 "Reactor Containment Integrated Leak Rate 
Test Rept, " 

NUNN.C.N. Duquesne Light Co. 79/04/30. Ip, 


•7905030344 "Reactor Containment Integrated Leak Rate Test Rept." 
•* Duquesne Light Co. 78/11/30. 83pp. 


7905140300 Forwards monthly operating rept for Apr 1979. 
DUNN, C.N. Duquesne Light Co. 79/05/04, Ip. 


— 7905140302 Monthly operating rept for Apr 1979. 

TIMKQ, D. R, Duquesne Light Co. 79/05/02. 4pp. 


S. Reportable occurrences, LERs related correspondence 


7905070582 Confirms increase in liability limit to *36,000,000 for 
policies MF-22, 26, 29, 38, 39, 44, 46, 47, 49. 50, 51, 52, 53, 54, 55, 56, 

57, 58, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72. 74, 76, 77, 78, 79, 80, 86, 87, 
88,90,91,92.93,94,95 & 96. 

ROBERTS, D. M. Mutual Atomic Energy Liability Underwriters. 79/05/01. 
Ip- 


7905160198 Forwards Amend 5 to Indemnity Agreement B-76, per 10CFR140 
changes, re liability insurance increase from *140 million to 
*160 mi 1 1 i on, ef f ec t i ve 790501. Supporting documentation end. 
SALTZMAN, J. Antitrust St Indemnity Group. 79/05/01. 5pp. 


7905100309 Forwards Endorsement 31 to NELIA Policy NF-227. 
FIELDER, J. Marsh St McLenon, M St M Nuclear Consultants, Inc. 
79/05/04. 2pp. 


7905100311 Forwards Endorsement 32 to NELIA Policy NF-227. 
FIELDER, J. Marsh St McLenon, M S< M Nuclear Consultants, Inc. 
79/05/04. 2pp. 


7905250397 Forwards executed Amend 5 to Indemnity Agreement B-76. 
increasing coverage to *160 million." 

UHRIG, R.E. Florida Power St Light Co. 79/05/21. 3pp. 


790S310384 RQ 79— 9/OlP on 790329; not if ied by vendor of potential for 
single dropped control rod to lead to calculated DNB ratios 
lower than reported to NRC in safety ana lys is. Caused by 
inconsistency between control settings used St those assumed. 
WERLING, J. A. Duquesne Ligh*t Co, 79/03/30. 2pp. 


M. Antitrust correspondence 


7905150234 Motion by FL Cities seeking antitrust hear ing. Renews request 
to argue position re review St consolidation of antitrust 
issue. Certificate of Sve end. 

JABLON.R.A. Spiegel S*. McDiarmid. 79/03/28. 2pp. 


7905080460 Forwards LER 79-OlO/OlT-O. 

WERLING, J. A, Duquesne Light Co. 79/04/30. 2pp. 


—7905000468 LER 79-OlO/OlT-O on 790416: GE notified util of potential for 
failure of inside recirculation spray pump motor . Analys is 
Indicates problem may occur when all bearing part tolerances 
St, bearing housings are at extreme end of sprectrum. 

WERLXNO, J, A, Duquesne Light Co. 79/04/30. 2pp. 


7905150729 Forwards motion for consolidated hearings on behalf of FL 
Cities. 

JABLON,R.A. Spiegel St. McDiarmid. 79/04/02. Ip. 


— 7905150733 Motion for consolidated hearings by FL C ities. Certif icate 
of Sve end. 

JABLON,R.A. Spiegel S«. McDiarmid. 79/04/02. 4pp, 


7905080545 Forwards LER 79-01 1/04T-0. 

WERLING, J. A, Duquesne Light Co. 79/05/02. 2pp, 


— 7905080551 LER 79-011/04T-0 on 790430; tr it ium activity in quarterly 
composite of grab samples collected in OH River exceeded ETS 
1 imi ts. Caused by tritium discharge during normal plant 
op era t ion. 

WERLING, T. A, Duquesne Light Co, 79/05/02. Ip. 


7905150531 Forwards LER 79-012/04T-0. 

WERLING, J, A, Duquesne Light Co. 79/05/10. 2pp. 


-“7905150536 LER 79-012/04T-0 on 790430: gross beta in month ly composite 
grab samples from OH River exceeded ETS reporting level. 

Caused by naturally occurring radioactivity in sediments. 

WERLING, 0. A. Duquesne Light Co. 79/05/10. Ip. 


7905230622 Responds to 790328 St 790402 motions filed by FL Cities to 
initiate antitrust hearing, in response to NRC 780727 order. 
Certificate of Sve end. 

DEWEY, L., CHANANIA, F. D. , EVANS, D. J. Anti-Trust Division. 79/04/17. 
5pp. 


P. Operating license stage documents S< correspondence 


7905070231 Forwards Amend 31 to License DPR-67, safety evaluation St 
notice of issuance S; aval lab i 1 i ty . 

REID, R.W. Operating Reactors Branch 4. 79/04/05. 2pp. 


— 7905070236 Amend 31 to License DPR-67, mod if y ing Tech Specs to allow 
replacement of selected saf ety-re lated hydraulic snubbers 
w/mechanical snubbers St to revise snubber surveillance 
requirements. 

REID, R.W. Operating Reactors Branch 4. 79/04/05. 15pp. 


7905240560 Submits special rept on diesel driven fire pump removed from 
SVC on 790416 when intake bay was drained for maint. 

Motor-driven pump remained operab 1®. Diesel pump returned to 
SVC on 790503. 

WERLING, J. A. Duquesne Light Co. 79/05/14. 2pp. 


DOCKET 50-335 ST. LUCIE PLANT. UNIT 1 


0. Adjudicatory correspondence 


7905150125 Forwards NRC' rept "Inquiry into Allegation of Employee 
Misconduct by Restricting Investigation to Determine 
Reliabililty of Power Grid Serving 8t Lucie." 

SOHINKI.S. M. Branch 3. 79/04/11. Ip. 


— 7905070277 Safety evaluation supporting Amend 31 to License DPR-67. 
•* Office of Nuclear Reactor Regulation. 79/04/05. 3pp. 


— 7905070299 Notice of issuance & availability of Amend 31 to License 
DPR-67. ^ « 

REID, R.W. Operating Reactors Branch 4. 79/04/05. 2pp. 


7905150798 Notifies of adequacy of licensee's sys for insuring 
feedring is maintained full of water at all times. Suggests 
auxiliary feedwater flow be actuated automatical ly to 
obtain time lapse of less than one minute. 

LAINAS. 0. Plant Systems Branch, 79/04/13. 2pp. 
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7905150278 Requests addl info re review of proposed pomp & valve test 
program submitted bg 770916 & 780908 Itrs. Enel 1 identifies 
info needed on certain check valves. 

REIO/R. W. Operating Reactors Branch 4. 79/04/20. 5pp. 


7905020127 Forwards IE Bulletin 79-06. "Review of Operational 
Sgs Misalignments Identified During TMI Incident." Licensee 
action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/11. Ip. 


7905250263 Forwards safety evaluations re fuel 
containment. 

REID, R.W. Operating Reactors Branch 4. 


hand ling 
79/04/27. 


accident 

2pp. 


inside 


— 7905250275 Safety evaluation re fuel handling accident 
containment. Reveals fuel handling accident w/one or 
assemblies would provide doses within lOCFRlOO 
guideline values. 

« Office of Nuclear Reactor Regulation. 79/04/27. 


inside 

two 


4pp. 


7905040585 Forwards addl info for Cgcle 3 reload application re 
anticipated burnup for clad collapse for each fuel batch, 
combining of fuel pin powers Zt augmentation factors & 
investigation of control elements assembly sticking. 

UORIO. R.E. Florida Power it Light Co. 79/04/30. 12pp. 


7905040141 Forwards IE Bulletin 79-06B, "Review of Operational Er*'^’^ 
Sys Misalignments Identified During TMI Incident." Licensee 
action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/14. 2pp. 


7905040308 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
• Saf ety-Related Piping." Licensee action required. 

0 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/04/14. ip. 


7905040404 Forwards IE Bulletin 79-08, “Events Relevant to BoiUog 
Water Power Reactors Identified During TMI Incident. " 

0 'REILLY, J. P. Region 2r Atlanta, Office of the Director. 
79/04/14. Ip. 


7905070410 Provides status of verification program for technique of 
measuring resistance temp detectors time constants. 

UHRIO,R.E. Florida Power it Light Co. 79/05/01. 2pp. 

7905140310 Reviews impact of using NRC fission gas release enhancement 
factors on results of Cycle 3 safety analyses. App lication of 
factors does not adversely affect Cycle 3 results of 790222. 

UHRIO, R.E. Florida Power it Light Co. 79/05/08. Ip. 


7905210121 Forwards startup testing info as suppl to Cycle 3 reload 
safety evaluation. 

UHRIO, R.E. Florida Power it Light Co. 79/05/10. 2pp. 


7905030164 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Saf ety-Related Sys. " Licensee action 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/17. 2pp. 


7905020465 Forwards IE Bulletin 79-06A, Revis ion 1, "Review of 
Operational Errors it Sys Misalignments Identified During TMI 
Incident. " 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/04/18. 2pp. 


7905220027 Forwards response to questions re reload safety evaluation. 
UHRIO, R.E. Florida Power & Light Co. 79/05/18. 13pp. 


7905240169 Responds to IE Bulletin 79-07 re seismic analysis of 
safety-related piping. No such computer codes used. 

UHRIO, R.E. Florida Power it Light Co. 79/04/26. 3pp. 


7905310214 Forwards responses to questions re reload safety evaluation. 
UHRIO, R.E. Florida Power St Light Co. 79/05/22. 10pp. 


7905300014 Forwards responses to reload safety evaluation questions. 
UHRIO', R.E. Florida Power St Light Co. 79/05/23. 6pp, 


7905310305 Submits info in response to NRC request. Zero power physics 
tests after reload performed according to procedures. Review 
criteria will be established. Evaluation of difference in 
individual assemblies power to be sent in two weeks. 

UHRIO, R.E. Florida Power St Light Co. 79/05/25. 2pp. 


7905310309 Confirms 790524 discussion during which util agreed to limit 
containment purging in operational Modes 1 St 2 to 90-h/year. 

UHRIO, R.E. Florida Power St Light Co. 79/05/25. Ip. 


0. Inspection reports, IE Bulletins S< correspondence 


7905010195 Forwards IE Info Notice 79-06, "Stress Analysis of 
Saf ety-Related Piping. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/03/23. 2pp. 


7905030310 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks. " 
O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/03/26. 2pp. 


7905010104 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sys w/Svc Air Sys Used as Source of Breathing 
Air. *' 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/03/28. 2pp. 


7905010358 Forwards IE Info Notice 79-09, "Spill of Radioacti vely 
Contaminated Resin. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/03/30. 2pp. 


7905240045 Ack receipt of IE Insp Rept 50-335/79-04 on 790207-09. No 
proprietary info. 

UHRIO, R.E. Florida Power it Light Co. 79/04/10. Ip. 


—7905240054 Forwards IE Imp Rept 50-335/79-04 on 790207-09. No 
noncompl iance noted. » 

KENNA, U. B. Region 2, Atlanta, Safeguards Branch. 79/03/12. 

app. 


—7905240069 IE Insp Rept 50-335/79-04 on 790207-09. No noncompliance 
noted. Ma^or areas inspected: facility organization & 
operation, measurement in controls, shipp ing & receiving, 
storage St internal control, inventory St records. 

TODD, 0. A., CLAY,E. L. Region 2, Atlanta, Office of the Director. 
WILLIAMS, 0. M. Region 2, Atlanta, Safeguards Branch. 79/03/08. 

4pp. 


7905290150 Ack receipt of 790403 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-335/79-01. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/05/01. Ip. 

—7905290139 Responds to NRC 790308 Itr re violations noted in IE loi 
Rept 50-335/79-01. Corrective act ions : cal ibr info sheet 039 
corrected St appropriate personnel instructed on correct 
method of making changes. 

UHRIO, R.E. Florida Power S< Light Co. 79/04/03. 3pp. 


—7905290167 Forwards IE Insp Rept 50-335/79-01 on 790109-12 !« notici 
violation. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/03/08. 2pp. 


— 7905290170 Notice of violation from insp on 790109-12. 

* Region 2, Atlanta, Office of the Director. 79/03/07. Ip 


— 7905290174 IE Insp Rept 30-335/79-01 on 790109-12. Noncomp 1 ianca 
failure to review calibr procedures. 

WEBSTER, E. H. , MOSSITT. B. R. , CANTRELL, F. S. Region 2, Atlanta. 
Office of the Director. 79/03/07. 13pp. 


8. Reportable occurrences, LERs St related correspondence 


7905150241 Forwards LER 79-009/03L-0. 

8CHLMIDT, A. D. Florida Power St Light Co. 79/04/04. Ip. 


—7905150249 LER 79-009/03L-0 on 790305: control element assembly 2 
not withdraw fully from misalignment to chec.k control 
element assembly position alarms. Caused by faulty upper 
electric limit reed switch. Switch will be replaced. 

JAMES, D.K. Florida Power S, Light Co. 79/04/04. Ip. 


7905090062 Forwards LER 79-013/03L-0. 

SCHMIDT, A. D. Florida Power S« Light Co. 79/04/30. Ip. 


— 7W5090064 LER 79-013/03L-0 on 790331 : during surveillance testing ^ 
diesel generator, solenoid-operated fill valve for engine 
mounted fuel oil tank failed to open, causing tan* level to ^ 
drop below limit. Caused by burnt contacts in relay, * 

8CH0PPMAN, M. A. Florida Power St Light Co. 79/04/30. Ip. 


7905220091 Forwards LER 79-014/03L-0. 

SCHMIDT, A. D. Florida Power St Light Co. 79/03/09. Ip. 


—7905220098 LER 79-O14/O3L-0 on 790409: notified by vendor thet 
crankshaft coupling for cooling fans used on dietiel'S failed 
In other applications. Couplings replaced w/couplings of 
improved design, under directions from diesel vendor. 
8CH0PPMAN, M. A. Florida Power St Light Co. 79/05/09. Ip. 
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DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 
F. Security, medical, emergency Zi fir® protection plans 


7905290073 Forwards response to NRC 
protection. Engineer ing design of 

COUNSIL. W. G, Northeast Utilities. 


verbal q.u©stions re fire 
moat mods in progress. 
79/05/18. 16pp. 


J. Insurance Xt indemnity information 


7905160376 Discusses results of six tasks which utilized ADLPIPE 
computer program for reanalysis of piping sys. Mods involved 
minor changes to small portions of existing sys. 

COUNSIL, W. G. , SWITZER, D.C. Northeast Utilities. 79/05/11. 3pp. 

7905300645 Informs of forthcoming detailed reply to 790507 Itr re CT 
nuclear power p lants. Plants will not start up until all 
post-TMI items Zf. requirements are implemented i confirmed. 

HENDRIE, J. M. Commission. 79/05/11. Ip. 


7905140422 Forwards Amend 14 to Indemnity Agreement B-39 per 10CFR140 
changes, re increase in liability insurance from *140 million 
to *'160 million, effective 790501. Supporting documentation 
®nc I . 

SALTZMAN, J. Antitrust 84 Indemnity Group. 79/05/01. 6 pp. 


— 7905300647 Requests assurance that action required by IE info notices & 
bulletins have been implemented before CT plants return to 
operation. Also requests info on other anticipated NRC 
actions or anticipated problems. 

GRASSO,E. Connecticut, State of. 79/05/07. 2 pp. 


7905190075 Forwards executed Amend 14 to Indemnity Agreement B-39. 
O 'CONNOR, L. A. Northeast Utilities, 79/05/15. 4PP. 


7905220116 Forwards addl info re performance of control element 
assembly guide tubed sleeves, in response to 790512 Itr. 
COUNSIL, W. G. Northeast Utilities. 79/05/17. 6 pp. 


P. Operating license stage documents correspondence 


7905070332 Forwards Amend 50 to License DPR-65, safety evaluation Zn. 
notice of issuance & availability. 

REID, R. W. Operating Reactors Branch 4. 79/03/23. 2pp, 


——7905070337 Amend 50 to License DPR— 65, incorporating low temp 
overpressure protection sys requirements. 

REID,R.W, Operating Reactors Branch 4. 79/03/23. 20pp. 


— 7905070347 Safety evaluation supporting Amend 50 to License DPR-65. 
* Office of Nuclear Reactor Regulation. 79/03/23. 17pp. 


— 7905070331 Notice of issuance 8 , availability of Amend 50 to License 
DPR- 6 S. 

REID.R. W. Operating Reactors Branch 4. 79/03/23. 2pp. 


7905240253 Forwards draft safety evaluation re proposed neutron shield 
design to reduce radiation level outside containment. Load 
analysis to be completed 800101. 

LAINAS.O, Plant Systems Branch. 79/04/17. 7pp. 


7905290007 Forwards Amends 60 8 i 51 to Licenses DPR-21 &. DPR-65, 
respectively, EIA in. notice of issuance & negative 
dec laration. 

ZIEMANN, D, L. Operating Reactors Branch 2. 79/04/24. 3pp. 


7905300009 Comments on need for repairing or replacing aerated radwaste 
evap orator . Rep lac ement not warranted, based on discharge 
criteria, actual plant releases & ALARA considerations. 

COUNSIL, W.G. Northeast Utilities. 79/05/21. 2pp. 


7905310183 Forwards proprietary 8 . nonproprietary versions of “Sleeved 
CEA Guide Tube Eddy Current Test Results. “ Proprietary 
version withheld (ref 10CFR2. 790) . W/af f idavit re 
withhold ing. 

COUNSIL, W.G. Northeast Utilities. 79/05/23. 6 pp. 


— 7905310189 "Sleeved CEA Guide Tube Eddy Current Test Results. " 
a Northeast Utilities. CEN-108(N)-NP. 79/05/02. 6 pp. 


Q. Inspection reports, IE Bulletins Sc correspondence 


7905240692 Forwards IE Insp Repts 50-245/78-42 Sc 50-336/78-39 on 
781208-790105. No noncompliance noted. 

BRUNNER, E. J. Region 1, Ph i ladelph ia. Reactor Operations Nuclear 

Support Branch. 79/03/21. 2pp. » 


— 7905240704 IE Insp Repts 50-245/78-42 Sc 50-336/78-39 on 781208-790105. 
No noncompliance noted. Major areas inspected : Unit 1 reactor, 
turbine Sc radwaste bldgs, Unit 2 auxiliary Sc turbine bldgs, 
condensate polishing facility Sc radiation protection. 

SHEDLOSKY, J. T. Region 1, Ph i lade Iph ia. Office of the Director. 
MCCABE, E.C. Region 1, Ph i ladelph ia. Reactor Operations Nuclear 

Support Branch. 79/03/20. 13pp. 


— 7905290012 Amends 60 Sc 51 to Licenses DPR-21 Sc DPR-65, respectively, 
revising ET 8 to provide more flexibility in sampling 
schedules Sc collection for, aquatic monitoring Sc reflecting 
improved Sc modified program objectives. 

ZIEMANN, D.L. Operating Reactors Branch 2. 79/04/24. 13pp. 


7905010121 Forwards IE Info Notice 79-06, "Stress Analysis of 
Saf ety-Related Piping. " 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/03/23. Ip. 


—7905290016 EIA supporting Amends 60 Sc 51 to Licenses DPR-21 St DPR-65, 
respectively. 

* Office of Nuclear Reactor Regulation. 79/04/24. 11pp. 

— 7905290019 Notice of issuance of Amends 60 Sc 51 to Licenses DPR-21 Sc 
DPR-63, respectively. Sc negative declaration. 

ZIEMANN, D.L. Operating Reactors Branch 2 . 79 / 04 / 24 . 2pp. 


7905040135 Responds to NRC 780419 request for insulation resistance 
tests, Forwards electrical penetration testing evaluation. 
Modified conductor configuration is acceptable for Cycle 3 
operat i on. 

COUNSIL. W.O. Northeast Utilities. 79/04/26. 8 pp. 


7905070359 Forwards proposed revision to Tech Specs to allow unlimited 
containment purges. Revis ions deal w/containment isolation 
valves. 

COUNSIL. W. G, Northeast Utilities. 79/04/27. 16pp. 


7903080406 Forwards responses to request for addl info re Cycle 3 
safety analys is. Nonproprietary rept enc 1. Propr ietary version 
withheld (ref 10CFR2. 790>. 

COUNSIL. W.O. Northeast Utilities. 79/05/03. 17pp. 


7905100320 Discusses addl info re control element assembly guide tube 
insp. Fuel assemblies suitable for continued use during Cycle 
3 operation. „ 

COUNSIL. W. 0. Northeast Utilities. 79/05/07, 2po. 


7905160262 Notifies that stem-mounted limit switches 
81-624. SI -634 Ik 81-644 will not be replaced) valves 
perform saf ety-related function. 

COUNSIL. W. G. . SWITZER, D.C. Northeast Utilities. 


on valves 
do not 

79/05/08. 


SI-614. 

2pp. 


7905010053 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sys w/Svc Air Sys Used as Source of Breathing 
Air. " 

GRIER, B. H. Region 1, Phi ladelph ia, Office of the Director. 
79/03/28. Ip. 

7905010304 For.-jards IE Info Notice 79-09, “Spill of Radioactively 
Contaminated Resin. " ^ 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/03/30. 2pp. 

7905290160 Forwards IE Insp Rept 50-336/79-04 on 790220-23. No 

noncomp 1 iance noted. , 

BRUNNER. E.J. Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/04/10. 2pp. 


-7905290166 IE Insp Rept 50-336/79-04 on 790220-23. No noncompliance 
noted. Major areas inspected : administrative controls of 
facility procedures St safety related calibr. 

ZIMMERMAN, R. P. . BAUNACK. W. H. Region 1. Philadelphia, Office of 
the Director. KI 8 TER.H. B. Region 1. Philadelphia. Reactor 








>5020061 Forwards IE Bulletin 79-06, "Review of Operational Errors St 
lys Misalignments Identified During TMI Incident. License# 

)RIER.B,h!^ Region 1. Philadelphia, Office of the Director. 


>5020300 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
iafetg-Relatod Piping. Licensee action required. 

WIER?B H. Region 1, Philadelphia, Office of the Director. 

r9/04/l4. Ip. 
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’r"?’C5C4GC4'? ror-^jjari^i I£ Sulletin 79-063. "Review of Operational Errors & 
Misalignments Identified During THI Incident." Licensee 

action r8q,(j :r«d. 

GRIER. E,H. Region 1. Philadelphia. Office of the Director. 

79/04/14 Ip 


7905040214 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Water rower Reactors Identified During THI Incident." 

GRIER, B.H, Region 1, Ph i ladelph ia. Office of the Director. 

79/04/14, Ip, 


7905030077 Forwards IE Bulletin 79-09, "Failures of G£ Type AK-2 
Circuit Breaker in Saf ety-Re la ted Sys. “ Licensee action 

required . 

GRIER, 2 H. Region 1, Ph i ladelph ia, Office of the Director. 

79/04/17, 1? 


7905020204 Forwards IE Bulletin 79-06A, Revision 1. "Review of 
Operational Errors it Sys Misalignments Identified During THI 

Inc ident. " 

SRZER,rfi.H. Region 1, Philadelphia, Office of the Director. 
79,/04/ie. Ip 


790504005,3 Discusses guide tube insp program. Pul 1 tests performed on 
354 sleeves. Evaluation of data indicates sleeves are 
functioning as enpected. 

COUNSIL, W. G. Northeast Utilities. 79/04/26. 2pp, 


7905300261 Provides info in response to NRC request re impact of mods 
i reanalyses on high energy pipe break. Topic discussed in 
util 790511 response to IE Bulletin 79-07. 

COUNSIL, W. G. Northeast Utilities. 79/05/23. 2pp. 


R. Periodic operating reports & related correspondence 


7905150502 Forwards monthly operating rept for Apr 1979. 
OPERA, U. F. Northeast Utilities. 79/05/09. Ip. 


•7905150505 H,-:nth!!; operating rept for Apr 1979. 

HOWLETT, G Northeast Utilities. 79/05/02. 5pp. 


— 7905030209 Agreement via stipulation of contentions, including, 
withdrawal of previous contentions. 

KRQQT, 1. Citizens Energy Forum. OOLDBERO, S. C . Branch 2. 

CHRISTMAN, U. Virginia Electric & Power Co. 79/03/23. 7pp. 


7905030258 Answer by util in opposition to UCS 790314 petition to 
intervene. Claims untimeliness, intervention during 
appellate stage lack of standing. Certificate of Svc end. 
RINACA,J,M. Hunton fy. Williams. 79/03/29. 22pp. 


7905010115 Forwards request for Board notification re nonsaf ety-grade 
equipment to mitigate transients. 

SCINTO, J. F. Hearings Division. 79/04/02. 31pp. 


— 7905010156 Board notification: staff assessment re nonsafety-grade 
equipment to mitigate transients. 

VASSALLO, D. B. Assistant Director for Light Water Reactors. 
79/03/29. 2pp. 


— 7905010198 Board not if i cat i on ; r ec @nt issue on nonsafety-grade 
equipment to mitigate trans ients. More info is required. 

TEDESCO, R. L, Assistant Director for Reactor Safety. 79/03/16. 
3pp. 


7905230668 Notifies that recent info may affect licensing of high 
density spent fuel storage racks. Svc water temp %>. component 
cooling water temp will exceed values in FSAR. 

CHRISTMAN, J. N. Hunton i>. Williams. 79/04/04. 2pp. 


7905240135 ALAB-536, deny ing UCS 790314 petition to intervene or 
participate in hearing as amicus curiae, 

DUFLO, M. E. Atomic Safety and Licensing Appeal Panel, 79/04/OS 
8pp. 


7905240487 Directs parties to submit responsive prepared testimony re 
pumphouse settlement turbine missile issues before 790531, 
Evidentiary hearing to be held during week of 790618, Lists 
procedures for informal discovery process. 

DUFLO, M. E, Atomic Safety and Licensing Appeal Panel. 79/04/09. 


8. Reportable occurrences, LERs related correspondence 


7905140067 PNO-79-91 ; vapor binding of shutdown 
790314. Suction restored; no radioactive matl 
environ. 

KILINGER,G. , NOLAN. F. , BRYAN, S. E, Office of 
Enforcement. 79/04/23. Ip, 


cooling sys pump on 
released to 

Inspection it 


7905100137 Forwards EIA re proposed increase of storage capacity of 
spent fuel pool. ^ ^ 

OOLDBERO, S. C. Branch 2, 79/04/10. Ip. 

supporting proposed increase in storage capacity of 
spent fuel pool, 

* Office of Nuclear Reactor Regulation, 79/04/02. 32pp. 


7905080456 Forwards LER 78-022/03X-1. 

OPEK.A, U. F. Northeast Utilities.' 79/04/30, Ip. 

^®"°22/03X-l on 780906: loss of efficiency noted in 
methyl iodide removal sys for end bldg A filtration 
‘’y normal degradation through use. 

MCCANN, W. U. Northeast Utilities. 79/04/30. Ip. 

7905300452 Forwards LER 79-01 1/03L-0. 

OPERA, U.F. Northeast Utilities. 79/05/18. Ip. 

-79053004^ LER 79-011/03L-0 on 790514: one electrical penetration i 

oini! n T Uakage.Caused by inadevertent 

omission of pre-repaxr leak rate measurement for some 
valves. Test procedures to be revised. 

STRATMAN, R. A. Northeast Utilities. 79/05/18. 3pp. 

linear p=u,.r ranj. chann.is 

clnlCJiir"' * *• D datactor 

cao les. connections repaired. 

OPERA, U. F. Northeast Utilities. 79/05/22. Ip. 

NORTH ANNA POWER STATION, UNIT 1 
Adjudicatory correspondence 

WEISS, E.R. "pS: 

RJ Ooddard on behalf of NRC 8t Certi'f i-afc* n# O'** 

10pp. Virginia Electric & Power Co. 79/03/23. 


from Perkins record. Certif icate of Svc end. ^ 

SCINTO, U.F. Hearings Division. 79/04/11, 45pp. 

^Atunu! cnr?N!>‘p,’’T°‘' J''*'' P'-II-IPlPhl- El.ctric Co, P8ES,0 
Electric Co re de minimus theory. 

Certificate of Svc end. 

KEPFORD,C.R. Citizens for Safe Environment. 79/04/11. 8pp. 

7905241006 Corrects info submitted on 790334 re defidencu in 
W..tinjl,ou« ECCS .valuation ood.l, Modal " 

rzci 

SWANSON, D.T. Branch 1, 79/04/20. Spp. 

DEALE, V.B. Atomic Safety and Licensing Board Panel. 79/04/21. 4pp 

’ sST:::':;;;!-"--'""" -™:: s:::' 

O^LO,M.E. Atomic Saf.tp and Lic.n.m, App.al Pan.l. 79/04/25. 

-"-"-“-"I.- •' 

CHRISTMAN, U.N. Hunton Williams. 79/04/30. 2pp. 
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7WS24049S Ack receipt of 79040S Itr ro(iuesting NRC to revoke QLs Ltr 
is currently under c anti i d era t i on . Forward s FR notice re Allen 
790405 ltr. 

DENT0N<H. R. Office of' Nuclear Reactor Regulation, 79/05/04. Ip, 


—7905240461 FR notice re Alien 790405 re«[uertt for revocation of OLs 
DENTON. H.R. Office of Nuclear Reactor Regulation. 79/05/04. 2pp' 


7903240510 Eictondti time for NRC review of ALAB--536 until 790511. 
CHItKi S J. Office of the Secretary of the Commii 3 sion. 79/05/04, 
Ip. 


7903240971 hollowing 790626 prehearing conf ei'emc e. hearing shall 
corttmence r« application bg util for OL amend to increase 
spant fuel pool storage capacity, per 790423 order granting 
intervention. 

DEALE, V. B Atomic; Safety and Licensing Board Panel. 79/05/04, Spp 


7903310033 Forwards 4 Allen 790405 ltr retLuesting NRC revoke facility 
QLni 84 FR notice of revocation r eQ,ue a t . W/790330’ ltr to ASLAB 
re W« » 1 1 n g h o u « e LC C S d e f i i « n c y , 

DENTON, FI. R. Office of Nuclear Reactor Regulation. 79/05/04. 3pp. 


7903350233 Request to amend petition to intervene by adding contention 
re *vc water cooling i*ys, Not.ic.i} of appearance of ©M Oilman 
on behalf of tntorvenorB, Cin-tif icate of Svc 8<, supporting 
documentat ion «nc I 

DOUGHERTY, 0, B. , OILMAN,©, Potomac Alliance. 79/05/09 llpp 


I. Financial information 


7909020439 Di'ncusaes BLC 790321 ltr 8,. r eg i is tr a t i on s ta tement . Ut i 1 will 
file another « tat omen t which NRC will be able to review. 

DROMERICK. A W. l. ight Water Roe c tors Branch 3. 79/04/09, Ip. 


-'“7905020466 Forward* SEC 790316 registration statement filed by util. 
Requettm comment?) by 790330<util wishes statement to become 
effective by 790402 

MORIN, H, F, Sec c/r i i ies 6 I"’ n c h ang e Commission. 79/03/21. 60pp. 


U. Insurance ft<t it^demnlty i nf cirma t i on 


790911010/ Amend to Lndomement 51 to NEl.IA Policy NF-106, Constitutes 
En(lor*«m.«nt 54 

» Nuclear t-jiergy I, lability Insurance Asiaoc iat ion. 79/04/27, Ip. 


79090704V7 Confirms increased liability limit to ♦124.000,000 for 

pollcie* NF 1,25, 43, 76,03, lOO, Ul, 140, 146, 151, 161. 164, 170, 

173, 174, 1/a, 179, 100, lO;’, 105. 106, 187, 100, 109, 192, 193, 194. 195, 

197, 19fl, 200, 201, 204, 206, 207, SfOO, 210, 212, 214, 215, 8. other®. 
(JUATTROCHFU, J, Amer i can Nuc lear Insurers. 79/05/01. Ip. 


7909070502 Confirms increase in liability limit to 1836,000.000 for 
policies MF™aa, 26, 29, 30, 39, 44, 46, 47, 49, 50, 51, 52, 53, 54, SS, 56, 

37, 58, 60 , 61, 64, 66, 67, 60, 69, 70, 71, 72, 74, 76, 77, 70, 79, 00. 06, 87, 

08, 90, 91 , 92, 93. 94, 95 96 

ROBERTS, D M Mutual Atomic Energy Liability Underwriters. 79/05/01. 

4 


7903110090 endorsements 16,30,36 8<.47 to NELIA Policy NF-106. 
BARO'ES.C.R. Nuclear Energy Liability Insurance Association. 
79/03/01. ip 


7901140523 Forward* Amend 5 to Indemnity Agreement B--80 per 10CFR140 
Chang#*, r« incr«a*» in liability insurance from 4140 million 
to 4160 mi 1 1 ton, off ®c tiv# 790501 . Support ing documentation 
®nc I 

8AI.T7MAN, J Antitruft 8i Indemnity ©roup. 79/05/01. 6pp. 


7905240342 Forward* #*«cut«d Amend 5 to Indemnity Agreement 0-80. 
STAIXINOS, C, M Virginia Electric & Power Co. 79/05/21. 2pp. 


79033'0'0334 Forward* Endorsements 17,20 8- 21 to NELIA Policy NF-240. 
KELLEY, F U. Johnson 8, Higgins Insurance, 79/05/23. 4pp. 


0, Advisory Committee on Reactor Safeguards reports 8t correspondence 


7903100325 Respond* to requ'ost for written rept after cancellation of 
ACRS 790331 metting r« possibility O'f proble.m w/instrument 
guide tubes Staff r#pt end, 

CROCKER, L P. 'Division of 'Project Management. 79/03/30. 3pp. 


7905070087 Forwards EIA re expansion of spent fuel storage pool. 

REGAN, W. H. Environmental Projects Branch 2. 79/04/06. ip. 

7905070090 EIA re proposed increase in storage capacity of spent fuel 
pool. 

* Environmental Projects Branch 2. 79/04/02. 32pp. 

7905090304 Informs of completion of review of 781226 revised plant 
staff organi zation. Revisions aceptable if addl level is 
added 8, if appointment of alternates is clarified. 

PARR.Q. D. Light Water Reactors Branch 4. 79/04/09. 5pp. 


7905020358 Ack receipt of 790409 ltr re r eor gan i la t ion. Mod i f i ed 
requirements for personnel qua 1 if i cat i ons will be 
incorporated into FSAR in upcoming amend. 

STALLINOS. C, M. Virginia Electric 8. Power Co, 79/04/27, Ip. 


7905040126 Responds to AW Dromerick request re elevation marker 
readings located on svc water piping at svc water pumphouse. 
BROWN, S.C. Virginia Electric 8. Power Co, 79/05/01. Ip. 


7905240407 Submits 790903 elevations of three settlement markers at 
svc water pumphouse. 

BROWN, S.C. Virginia Electric 8. Power Co. 79/05/01. Ip. 


7905100317 Forwards drawings of stainless steel pressure~ba lanced 
expansion joints for svc water piping at svc water 
pumphouse, in response to AW Dromerick request. Overs i zed 
drawings enc 1 . 

BROWN, S.C. Virginia Electric 8 Power Co. 79/05/03. IP, 


7905080428 Notifies of plans to test Unit 2 auxiliary svc wabef pump 
2-sw-p-4 on monthly bases, as outlined in inservice testing 
program submitted on 790131. Will test l-sw-p--4 before QL is 
issued for Unit 2. Piping mod presently unnecessary. 

STALLINGS, C. M. Virginia Electric 8 Power Co, 79/05/04, Ip, 


7905080443 Supplements 790308 rept "Svc Water Reservoir 8. Spray Sys 
Performance Testing 8 Evaluation, " Spent fuel pool temp will 
exceed 110 F FSAR limit. Lists methods to meet limits. Fuel 
rack license application 8. FSAR will be amended. 

BROWN, S.C. Virginia Electric 8 Power Co, 79/05/04. Ip, 


7905080506 Lists completed Tech Specs testing requirements which should 
be deleted from list of tests requiring deferral for amend 
to OL. 

STALLINOS, C. M, Virginia Electric 8 Power Co. 79/05/04. Ip, 


7905190062 Forwards fee for issuance of Amend 10 to License NPF-4. 
STALLINOS, C. M. Virginia Electric 8 Power Co. 79/05/07. Ip. 


7905150270 Forwards replacement pages to 780501 application to amend 
License NPF-4 to expand spent fuel storage capacity. 

STALLINOS, C. M. Virginia Electric 8 Power Co. 79/05/11. 10pp. 


7905210176 Forwards suppl to proposed Tech Spec Change 12 re 
increasing amount of allowable settlement for svc water 
pumphouse. 

STALLINOS, C . M. Virginia Electric 8 Power Co. 79/05/17, 23pp. 


7905230536 Suppl to proposed Tech Spec Change 12, "Se t t lament of Class I 
Structures," increasing amount of allowable settlement for 
svc waterpump house. Forwards revised Tech Spec, mar ked-up 
original 8 discussion of change. 

STALLINOS, C . M. Virginia Electric 8 Power Co, 79/05/17. 23pp. 


7905230022 Forwards response to NRC 790503 evaluation 8 request for 
addl info re "Svc Water Reservoir 8 Spray Sys Performance 
Testing 8 Evaluation. " 

BROWN, S.C. Virginia Electric 8 Power Co. 79/05/18. Spp, 


7905290375 Responds to AW Dromerick 790503 questions re containment 
dep res s ur i zat i on, ne t positive suction head, analyses 8 
effects of increased calculated svc water temps on design 
of charging pump coolers. 

BROWN, S.C. Virginia Electric 8 Power Co. 79/05/23, 14pp. 


Q. Inspection reports, IE Bulletins 8 correspondence 


7905010255 Forwards IE Insp Repts 50-338-/79-01 8 50-339/79-01 on 
790102-0202 8 notice of violation. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/03/16. 2pp. 


P. Operatlni lictnt# stag# document* 8 corre'Spondence 


7903020490 Di»cu*s®* 790313 feelcon w/R Sero of Westinghouse 
incorrect weight* for V«lan Model C658 6-inch check valves 
u-sed in injeetion sys. 

SCHWr.NcrP., A Operating Reactor* Branch 1. 79/04/02. 


re 

ip. 


— 7905010264 Notice of violation from insp on 790102-0202. 

♦ Region 2, Atlanta, Reactor Operations Nuclear Support Branch. 

79/03/14. Ip. 
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s 50-338/79-01 50-339/79-01 on 790102-0202. 

-7905010275 IE to document approval of change 

Noncoiif 1 lance noted • fa i iure 

to tent p s Region 2. Atlanta, Reactor Operations 

KIODS.N S , 19pp, 

Nuclear Support Branch. 79/03/19. PP 


7905010224 Forwards IE In 
Saf ety-fts*at#d Piping 
O'REILLY, J. P. Region 
79/03/23. 2pp. 


fo Notice 79-06, “Stre 
2, Atlanta, Office of 


s 


s Analysis of 
the Director. 


79050901.29 Forwards IE Insp 
790122-25 St notice of vio 
LEWIS, R.C. Region 2, 

Branch. 79/03/23. 2pp. 


Repts 

lation. 

Atlanta 


50-338/79-04 St 50-339/79-04 on 
, Reactor Operations Nuclear Support 


—7905090132 Notice 
# Refion 2, 


of violation from 
Atlanta, Office of 


insp on 790122-25. 

the Director. 79/03/13. 


Ip. 


7905230672 Forwards 


IE Insp Rept 50-338/79-03 on 790205-09 ^ notice of 


violation. 
SUTHERLAND, J. T. 
Safety Branch. 


Region 2, Atlanta, 
79/03/20. 2pp. 


Fuel Facility t». Materials 


— 7905230674 Notice 
* Region 2, 


of violation from 
Atlanta, Office of 


inap on 790205—09. 

the Director. 79/03/20. 


Ip. 


7905230679 IE Insp Rept 50-338/79-03 on 790205 - 09 . Noncomp 1 ianc e noted: 
SSlth phjsics Lchnician trainee w/inadeRuate tKperience 

JENKINS rR'’'"'*'R®giSr2!^Atlanta. Office of the Director 

F R. ion 2. Atlanta. Fu.l Facility i, Mat.r, 




7905240162 Responds to IE Bulletin 79-07 re 
safety-related piping. No computer codes id 
methods described. , o 

SPENCER, W.C. Virginia Electric Z>. Power Co 


seismic analys 
entified using 

I, 79/04/24. 


is of 


10pp. 


« a. m«/79-n4 fc 50-339/79-04 on 790122-25. 

ntt,= xect spec-utta, 

"'iSI,NsS,,’'rr‘ Te, “ z"’AtUnta. Office of the 

F D,- F.Sion 2. Atlanta. Reactor Operation. 

Nuclear Support Branch, 79/03/13. 8pp. 


7905030319 Farwards IE Info 
0'.REILLY, J. P. Region 2, 
79/03/26. 2pp. 


Notice 79-07, “Rupture of Radwaste 
Atlanta, Office of the Director. 


Tanks. “ 


7905240181 Responds to IE Bulletin 79-06A. "Rtvieui of Operational 
Errors Sys Misalignments Identified During TMI Incident. 

Review committee was established & detailed review of TMI 
incident has been completed. o.^„ 

STALLINGS, C. M. Virginia Electric Power Co. 79/04/26. 9pp. 

7905290119 Ac k receipt of 790410 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-338/79-11 
50-339/79-16. 

SUTHERLAND. J. T, 


RAflfon 2. Atla 




7905010123 Forwards 
ContanHinated Sys 


IE Info Notice 79-08, “Interconnection 
w/Svc Air Sys Used as Source of Breathin 


of 

g 


O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/03/28. 2pp. 


—7905290125 Responds to NRC 790316 Itr re violations noted in IE Insp 
Repts 50-338/79-11 50-339/79-16. Corn ec t ive actions: 

applicable emergency plan implementing procedures put into 

STALLINGS, C. M. Virginia Electric S« Power Co, 79/04/10. 3pp. 


7905010369 Forwards IE Info 
Contaminated Resin. " 
O'REILLY, J. P. Region 2, 
79/03/30. 2pp. 


Notice 79-09, “Spill of Rad ioac t i ve ly 
Atlanta, Office of the Director. 


7905080534 Forwards 
Sys Misalignments 
action r*q,uired. 
O'REILLY, J. P. 
79/04/H. Ip. 


IE Bulletin 79-06, “Review of Operational 
Identified During TMI Incident. “ Licensee 

Region 2. Atlanta, Office of the Director. 


Errors Z>. 


7905040254 Forwards IE Bulletin 79-06B, “Review of Operational Errors & 
Sys Misalignments Identified During TMI Incident. " 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 

79/04/14. 2pp. 


— 7905290130 Forwards IE Insp Repts 50-338/79-11 50-339/79-16 on 

790228-0302 fj. notice of violation. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility l>. Materials 

Safety Branch. 79/03/16. 2pp. 


— 7905290138 Notice of violation from insp on 790228-0302. 

* Region 2, Atlanta, Office of the Director. 79/03/16. Ip. 


—7905290142 IE Insp Repts 50-338/79-11 fy. 50-339/79-16 on 790228-0302, 
Noncompliance noted : release of rad ioac tivity to unrestricted 
area. 

ZAVADOSKI, R. W. Region 2, Atlanta, Fuel Facility fr, Materials 

Safety Branch. 79/03/16. 5pp. 


7905040271 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping." Licensee action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/14. Ip. 

790504044JB Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. “ 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/14. Ip. 


onds to IE Bulletin 79-03, “Longitudinal Weld Defects 
pe 304 Stainless Steel Pipe Spools Mfg by 
ding ty. Engineering Co." North Anna 1 uses no 
Surry 1 & 2 records are still under review. 

Virginia Electric & Power Co. 79/04/16. 2pp. 


7905300734 Ack receipt of IE Insp Rept 50-338/79-13 on 79030S-1S. No 
proprietary info. 

STALLINGS, C. M. Virginia Electric Power Co, 79/OS/Ol. Ip. 

7905300023 Forwards IE Insp Repts 50-338/79-12 8« 50-339/79-19 on 
790416-20. No noncompliance noted. 

KENNA, W. B. Region 2, Atlanta, Safeguards Branch. 79/05/02. 2pp. 


—7905300026 IE Insp Repts 50-338/79-12 50-339/79-19 on 790416-20, No 

noncompliance noted. Major areas inspec ted : secor i ty plan, 
protected area barriers, vital area barriers access 
controls. Details withheldCref 10CFR.790). 

HENNESSEY, R. J, Region 2, Atlanta, Office of the Director. 

TOBIN, W,J. Region 2, Atlanta. Safeguards Branch. 79/05/02. 

Ip. 


rdf IE Bulletin 79-09, "Failures of GE Type AK-2 
r in Saf ety-Related Sys. " Licensee action 

Region 2, Atlanta, Office of the Director. 


7905240481 Confirms 790426 response to IE Bulletin 79-06A re actions 
taken on Unit l.All commitments for Unit I will apply to 
Unit 2. 

STALLINGS, C. M. Virginia Electric Zi Power Co. 79/OS/03. Ip. 


rds IE Bulletin 79-06A, Revision 1, "Review of 
rors it Sys Misalignments Identified During TMI 

Region 2, Atlanta, Office of the Director. 


eceipt of 790411 Itr informing NRC of steps taken to 
ion noted in IE Insp Rept 50-338/79-03. 

Region 2, Atlanta, Fuel Facility & Materials 
79/04/18. Ip. 


ponds to NRC 790320 Itr re violation noted in IE Insp 
79-03. Corrective actions: health physics 
rainee not meeting min qualif ication was removed 
n schedule. 

M. Virginia Electric «« Power Co. 79/04/11. 2pp. 


7905300706 Forwards response to IE Bulletin 79-04. Ve Ian swing check 
valves of three St six inches installed In chemical vol St 
control St safety injection sys. 

STALLINGS, C. N. Virginia Electric St Power Co. 79/03/03. 4pp. 


7905210275 Responds to IE Bulletin 79-06A, Revis ion 1. Provides requested 
info on design changes re containment sump pump trip valve 
actuation St safety injection logic. 

STALLINGS, C.M. Virginia Electric St Power Co. 79/03/17. 2pp. 


7905290032 Responds to IE Bulletin 79-09. GE Type AK-2 circuit breakers 
not in use or planned for use. 

STALLINGS. C.M. Virginia Electric St Power Co. 79/03/23. Ip. 


7905300018 Responds to IE Bulletin 79-10. Forwards reqoal if icat ion 
training program statistics. 

STALLINGS, C, M. Virginia Electric St Power Co. 79/03/24. 5pp. 
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** related correspondence 

7905190191 Forwards monthly operating rept for Aor 1979 

STALLINOS, C. M. VirginU Electric I Poier Co. 79/05^15. Ip. 

— 7905190193 Monthly operating rept for Apr 1979 

MADISON. W.R. Virginia Electric S* Power Co. ‘79/05/08. 4 pp. 


S. Reportable occurrences. LERs related 


correspondence 


BCINTO.J. Hearings Division. 79/03/29. 30pp. 


-7905080947 LER79-056/01T-0 on 790421:12 o.pon.ion joint, on .vc cotor 

de of component cooling heat exchangers were deflected 
greater than alignment al lowances. Caused by failure to 

CARTWRIsSru'r T*'"' f P" oxpan.ion joints. 

CARTWRIGHT, W. R. Virginia Electric & Power Co. 79/05/04. 2pp. 

79-057/01T-0 on 790424: transfer bus ^ feeder cables not 
capable of continually carrying full load current for 

improper sizing of equipment. 

Final solution being analyzed. 

CARTWRIGHT. W. R. Virginia Electric & Power Co. 79/05/04. 3pp. 

5'9-034/03L-0 %, 79-051 /03L-0. 

STALLINOS. C. M. Virginia Electric S- Power Co. 79/05/07. Ip. 


7905140401 Responds to 790411 notification of defect in computer 
program allowing vital area access by unauthorized ^ 

personnel. Security personnel deployed to prevent recurrence 
STALLINGS. C.M. Virginia Electric 8, Power Co. 79/S4/ir Spp. 


—7905110147 LER 79-034/03L-0 on 790410: snubber 1-RC-HSS-S5 had 
reservoir f. declared inoperab le. Caused b im rop.rfy TJtT, 

O ring resulting in leak. Snubber replaced, 

CARTWRIGHT, W. R. Virginia Electric «< Power Co. 79/05/04. ip. 


7905230631 Forwards addl info re significant potential safety hazard 
reported on 790421 , Software program failure caused degraded 
mod®, allowing unrestricted access to any cardholder Vital 
entrances guarded while sys restored. 

STALLINGS. C. M. Virginia Electric 8.. Power Co. 79/04/23. 2pp 


^ 79-051/03L-0 on 790416: RHR isolation valve MOV-1701 

failed to close automatically in reponse to trip signal 
Caused by misaligned limit switch contact in valve "close*' 

CARTWRIGHT^u"^^'^ i*etested satisfac tor i ly . 

CARTWRIGHT. W. R. Virginia Electric & Power Co. 79/05/04. 2pp. 


7905020245 Forwards LER 79-047/01 T-0. 

STALLINGS, C. M, Virginia Electric 8« Power Co. 79/04/26. Ip. 

—7905020248 LER 79-047/01T-0 on 790412: during roanaigsi. of rag.n.rativ. 
neat exchanger. noz zle loading by vendor discovered loads 
exceed vendor umbrella loading, caused by miscalculation of 
nozzle loading during initial analysis. 

CARTWR IGHT. W. R . Virginia Electric 8t Power Co. 79/04/26. 2pp. 


^*^79-055%3L-o'*’'‘’'‘^^ 79-048/03L-0. 79-049/03L-0. 79-050/03L-0 U 

STALLINOS, C. M, Virginia Electric & Power Co. 79/05/11. Ip. 

79-048/03L-0 on 790412: fore ign substance found on valve 
seat & valve disc during repair on MOV-RS-IOOS. Caused by 
substance being left on seat by repair crew. 

CARTWRIGHT. W. R. Virginia Electric St Power Co. 79/05/11. 3pp. 


7905020474 Forwards LER 79-043/01T-0. 

STALLINOS. C. M. Virginia Electric 8-. Power Co. 79/04/26. Ip. 

—7905020484 LER 79-043/01T-0 on 79041 1 : manufac turer determined generic 
problem exists w/lower radial bearings of recirculation 
spray sys motors. Bearing failure could result. Installed 
bearings tested. 

CARTWR IGHT. W. R. Virginia Electric 8( Power Co, 79/04/24, 3pp. 

7905020391 Forwards LERs 79-029/03L-0 & 79-042/03L-0. 

STALLINGS, C. M, Virginia Electric 8< Power Co. 79/04/27, Ip, 

——7905020396 LER 79— 029/03L~0 on 790330: component cooling was lost to 
reactor coolant pump during steady state operation at 977. 
power. Caused by burned out, air solenoid coil. Coil replaced. 
CARTWRIGHT, W. R, Virginia Electric 8< Power Co, 79/04/24, 2pp. 

-”7905020403 LER 79-042/03L-0 on 790330: aux i lary feedwater pump l-FW-P-2 
turbine g overnor /tr ip valve tripped closed at 407. power. 

Caused by overspeed trip signal from auxiliary feedwater 
pump torb in@, Fur ther testing performed. 

CARTWRIGHT, W. R. Virginia Electric tn Power Co. 79/04/24. 2pp. 

7905040626 Significant deficiency rept on 790425. Computer program would 
not correctly operate sys. allowing unauthorized person 
access to vital area. Computer program currently being 
revised , 

STALLINGS, C. M. Virginia Electric 8i Power Co. 79/05/01. 2pp. 

7905070530 Forwards LER 79-032/01T-0, 

STALLINOS, C. M. Virginia Electric 4t Power Co, 79/05/03. Ip. 

—7903070533 LER 79-OS2/01T-0 on 790419: util informed by S8»W of potential 
problem w/seismic pipe stress analysis on safety injection 
p ip ing, Caused by error in computer program input for design 
of pipe supports. Program corrected 8« mods made. 

CARTWRIGHT, W. R. Virginia Electric 8( Power Co. 79/05/02. 2pp. 

7905070656 Forwards LERs 79-045/03L-0 ^ 79-046/03L-0. 

STALLINOS. C. M. Virginia Electric 8< Power Co. 79/05/03. Ip. 


—7905160444 LER 79-049/03L-0 on 790412: reca I i br of steam generator IB 
revealed nonconservative drift. Caused by instrument drift. 

Recalibr for level channel corrected problem. 

CARTWRIGHT, W. R. Virginia Electric 8t Power Co. 79/05/11, 2pp. 

contfin..nt pr.s.ur. 

Channel P-LM-IOOA revealed nonconservative instrument drift. 

drift of power supply in instrument. 

CARTWRIGHT. W. R. Virginia Electric 8« Power Co. 79/05/11. 2pCp./. 

7905160458 LER 79-055/03L-0 on 790401 : dur ing Mode 3 operation, three rod 
position indicators read high while rods were actually at 0 
steps. Caused by electrical drift in indicator circuitry. 

Recalibr solved problem. 

CARTWRIGHT, W. R. Virginia Electric 8« Power Co. 79/05/11. 2pp. 

7905210258 Forwards LER 79-062/01 T-0, 

STALLINOS, C. M. Virginia Electric 8t Power Co. 79/05/17. Ip. 

—7905210260 LER 79-062/01T-0 on 790503: temporary iron corner braces 
discovered on exhaust ducting of diesel generator cooling 
fans. Caused by braces left in place after ducting 
fabrication. Braces removed. 

CARTWRIGHT, W. R. Virginia Electric St Power Co. 79/05/17. 2pp. 

7905220287 Forwards LER 79-053/03L-0. 

STALLINGS, C. M, Virginia Electric 8t Power Co. 79/05/18. Ip. 

— 7905220296 LER 79-053/03L-0 on 790419: while performing penetration leak 
testing, 20 valves discovered to have leakage exceeding 
allowable 1 imits. Caused by deterioration of valve seats. 

Valves reworked. 

CARTWRIGHT. W. R. Virginia Electric 8t Power Co. 79/05/lS. 2pp. 

7905230060 Forwards LER 79-065/01T-0. 

STALLINGS, C. M. Virginia Electric 8( Power Co. 79/05/21. JLp. 

—7905230071 LER 79-065/01T-0 on 790507: informed by A/E that solenoid 
valves in sample sys did not meet proper environ 
q.ualif ications. Caused by use of valves which were not 
environmentally q.ualified. 

CARTWRIGHT, W. R. Virginia Electric 8t Power Co. 79/05/21. 2pp. 


-7905070659 LER 79-045/03L-0 on 790404: level transmitter found out of 
ca 1 ibr. Caused by instrument drift. Transmitter recalibr. 

CARTWRIGHT, W, R. Virginia Electric St Power Co. 79/05/02. 3pp. 


79O53OO401 Forwards LERs 79-061 /03L-0, 79-072 /03L-0 8t 79-058 /03L-0. 
STALLINGS, C. M. Virginia Electric 8t Power Co. 79/05/25. Ip. 


-7905070662 LER 79-046/031-0 on 790408: during cold shutdown, changing 
pumps lA 8« 18 were tagged out w/o racking in alternate 
feeder breaker for pump 1C. Caused by pensonnel error, Pump 1C 
alternate feeder breaker racked in. 

CARTWRIGHT, W. R. Virginia Electric Si Power Co. 79/05/02. 2pp, 


-7905300404 LER 79-061/03L-0 on 790430: temp indicator TI-RS-IOOA on 
casing cooling tank read out of specs at greater than 50 F. 
Caused by slipping belt on mechnical refrigerator unit. 
CARTWRIGHT, W.R. Virginia Electric Si Power Co. 79/05/29. 2pp. 


7905080444 Forwards LERs 79-056/01T-0 Si 79-057/01T-0. 

STALLINGS, C. M. Virginia Electric St Power Co. 79/05/04. Ip. 
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— 7905300408 LER 79-072/03L-0 
would not fuily shut. Cause 
Casket replaced. 

CARTWRIGHT, W. R. Virginia 


on 790514; main steam trip valve TV-MS-lllB 
d by deteriorated internal gasket. 

Electric & Power Co. 79/05/28. 2pp. 


-7905300412 LER 79-058/03L-0 on 790430; safety injection valve Mav-1865B 
failed to open. Caused by dried packing around valve stem. 

Valve manually opened St broken free from closed position. 

CARTWRIGHT, W. R. Virginia Electric S>. Power Co. 


79/05/28. 2pp. 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 

A. App lication/construction stage documents St correspondence 


7905290296 Requests NRC reconsider its 3-month moratorium on issuance 
of new OL because of large addl costs of replacement power. 

RAOONE, S. Virginia Electric Power Co. 79/05/22. 2pp. 


O. Adjudicatory correspondence 


7905030262 Petition for formal intervenor status on turbine missile 
issue. If denied, requests permission to present evidence 
cross-examine as amicus curia®. Certificate of Svc end. 

WEISS, E.R. Sheldon, Harmon h. Roisman. 79/03/14. 9pp. 


7905030207 Agreement via stipulation of contentions, including 
withdrawal of previous contentions. Notice of appearance of 
RJ Goddard on behalf of NRC Certificate of Svc end. 

DOUGHERTY, J. B. Potomac Alliance. GOLDBERG, S. C. Regulations 
Division. CHRISTMAN, J. Virginia Electric Power Co. 79/03/23. 

10pp. 


—7905030209 Agreement via stipulation of contentions, including 
withdrawal of previous contentions. 

KROOT, I. Citizens Energy Forum, GOLDBERG, S. C . Branch 2. 
CHRISTMAN, J. Virginia Electric h. Power Co. 79/03/23. 7pp. 


7905070087 Forwards EIA re expansion of spent fuel storage pool. 
REGAN, W. H. Environmental Projects Branch 2. 79/04/06. Ip. 


7905030258 Answer by util in opposition to UCS 790314 petition to 
intervene. C la ims untimel iness, intervention during 
appellate stage fy. lack of stand ing. Certificate of Svc end. 
RINACA, J. M. Hunton %>. Williams. 79/03/29. 22pp, 


— 7905070090 EIA re proposed increase in storage capacity of spent fuel 
Environmental Projects Branch 2. 79/04/02. 32pp. 


7905010115 Forwards request for Board notification re nonsafety-grad* 
equipment to mitigate transients. 

SCINTQ, J. F. Hearings Division. 79/04/02. 31pp. 


7905040126 Responds to AW Dromerick request re elevation marker 
readings located on svc water piping at svc water pumphouse. 

BROWN, S.C. Virginia Electric h. Power Co. 79/05/01. Ip. 

7905240407 Submits 790903 elevations of three settlement markers at 
svc water pumphouse. 

BROWN, S.C. Virginia Electric h Power Co. 79/05/01. Ip. 


7905100317 Forwards drawings of stainless steel pressure-balanced 
expansion joints for svc water piping at svc water 
pumphouse, in response to AW Dromerick request. Oversized 
drawings end. 

BROWN, S.C. Virginia Electric h. Power Co. 79/05/03. IP. 


7905080428 Notifies of plans to test Unit 2 auxiliary svc water pump 
2-SW-P-4 on monthly bases, as outlined in inservice testing 
program submitted on 790131. Will test l-sw-p-4 before QL is 
issued for Unit 2. Piping mod presently unnecessary. 

STALLINGS, C. M. Virginia Electric & Power Co, 79/05/04. Ip. 


—7905010156 Board no t i f icat ion : staff assessment re nonsafety-grade 
equipment to mitigate transients. 

VASSALLO, D. B. Assistant Director for Light Water Reactors. 
79/03/29. 2pp. 


— 7905010198 Board noti f ication : recent issue on nonsaf ety-grade 
equipment to mitigate trana ients. More info is required. 

TEDESCO, R.L. Assistant Director for Reactor Safety. 79/03/16 
3pp. 


7905230668 Notifies that recent info may affect licensing of high 
density spent fuel storage racks. Svc water temp & component 
cooling water temp will exceed values in FSAR. 

CHRISTMAN, J. N. Hunton i>. Williams. 79/04/04. 2pp. 


7905240135 ALAB-536, deny ing UCS 790314 petition to intervene or 
participate in hearing as amicus curiae. 

DUFLO, M. E. Atomic Safety and Licensing Appeal Panel. 79/04/OS, 
epp, 


7905080443 Supplements 790308 rept “Svc Water Reservoir Spray Sys 
Performance Testing t/. Evaluation." Spent fuel pool temp will 
exceed 110 F FSAR limit. Lists methods to meet limits. Fuel 
rack license application fy. FSAR will be amended, 

BROWN, S.C. Virginia Electric fy Power Co. 79/05/04. Ip. 


7905190062 Forwards fee for issuance of Amend 10 to License NPF-4. 
STALLINGS, C. M. Virginia Electric X, Power Co, 79/05/07. Ip. 


7905150270 Forwards replacement pages to 780501 application to amend 
License NPF-4 to expand spent fuel storage capacity. 

STALLINGS, C. M. Virginia Electric fy Power Co. 79/05/11. 10pp. 


7905210176 Forwards suppl to proposed Tech Spec Change 12 re 
increasing amount of allowable settlement for svc water 
pumphouse. 

STALLINGS, C. M. Virginia Electric X-. Power Co. 79/05/17. 23pp. 


7905230536 Suppl to proposed Tech Spec Change 12, "Settlement of Class I 
Structures," increasing amount of allowable settlement for 
svc waterpump house. Forwards revised Tech Spec, mar ked-up 
original & discussion of change. 

STALLINGS, C. M. Virginia Electric U Power Co. 79/05/17. 23pp. 


7905240487 Directs parties to submit responsive prepared testimony r# 
pumphouse settlement fy turbine missile issues before 790531. 
Evidentiary hearing to be held during week of 790610. Lists 
procedures for informal discovery process. 

DUFLO, M. E. Atomic Safety and Licensing Appeal Panel. 79/04/09. 

4pp. 

7905100137 Forwards EIA re proposed increase of storage capacity o#' 
spent fuel pool. 

GOLDBERG, 8. C. Branch 2. 79/04/10. Ip. 


— 7905100140 EIA supporting proposed increase in storage capacity oif 
spent fuel pool. 

* Office of Nuclear Reactor Regulation. 79/04/02. 32pp. 


7905110418 Response to ALAB-509 re radon emissions St de minimus thKur.^ 
from Perkins record. Certificate of Svc end. 

SCINTO, J. F. Hearings Division. 79/04/11. 4Spp. 


7905140519 Response to 790404 brief of Philadelphia Electric Co,PSt:fet; 
Atlantic City <NJ> Electric Co re de minimus theory. 

Certificate of Svc end, 

KEPFORD, C.R. Citizens for Safe Environment. 79/04/11. 8pp. 


7905230022 Forwards response to NRC 790503 evaluation Jk request for 
addl info re "Svc Water Reservoir S. Spray Sys Performance 
Testirm St Evaluation. " 

BROWN, S.C. Virginia Electric St Power Co. 79/05/18. 8pp. 


7905290375 Responds to AW Dromerick 790503 questions re containment 
depressurixationr net positive suction head analyses S< 
effects of increased calculated svc water temps on design 
of charging pump coolers. 

BROWN, S.C. Virginia Electric St Power Co. 79/05/23. 14pp. 


7905080441 Forwards corrections to Table A. 5. 1 St other matl in 790410 
Itr from CM Stallings re startup physics testing program, 
description of input error in original computer code 
calculation St steps taken to preclude recurrence. 

STALLINGS, C. M. Virginia Electric St Power Co. 79/05/02. 20pp. 


7905241006 Corrects info submitted on 790334 re deficiency in 
Westinghouse ECCS evaluation model. Model reanalysis 
indicates North Anna 1 St 2 still in compliance w/lOCFRSO. 46. 
SWANSON, D.T. Branch 1. 79/04/13. Ip. 


7905240255 Requests extension of time to 790504 in which to prepar# 
testimony. Granted by ASLAB on 790420. Certificate of Svc 
end. 

SWANSON, D.T. Branch 1. 79/04/20. 5pp. 


7905030330 Affidavit of Svc for applicant's Amend 66 in proceeding 
NEIL, R. M. Virginia, State of. 79/04/25. 2pp. 


DOCKETED ITEMS 


1 ^ 


TWS140332 of conool id«t ion of fiv« intorvtnor gt*oup€ me r 4 siof« 

i«iuo. P4arti®» hovo until 790525 in which to fil® 
f®r di'Bponi tion. 

HJFLO. M. E. Atomic Sofot^ «nd Lic@n®in§ App««l P®n®l. 79/04/25. 
t-PF 

ma«408l4 Forward® oocond copy of util'® t®sti«on« r® probobilitu of 
®®n®ratlng torbin® «i®®il@t ik turbin# ovfflr®p®®d protection 
®y®. W/o one 1. 

CHRISTMAN. J. N. Hunton St William®. 79/04/30. 2pp. 


7905240510 Extend® time for NRC review of ALAB-536 until 790S11. 
CHICK. 8. J. Office of the S®--r»tary of the Commi««ion. 79/05/04. 

Ip. 


7905240571 Following 790626 prehearing conference, hearing mhall 
commenc® r« application by util for OL amend to increa®® 
spent fuel pool storage capacity, per 790423 order granting 
intervention. 

DEALE. V. 8. Atomic Safety and Licensing Board Panel. 79/05/04. 5pp. 


7905250233 Request to amend petition to intervene by adding contention 
re SVC water cooling sys. Notice of appearance of OM Oilman 
on behalf of interveners. Certificate of 8vc 8» supporting 
documentat ion end. 

DOUOHERTY, J. B. . OILMAN. 0. Potomac Alliance. 79/05/09. llpp. 


I. Financial information 


7905020459 Discusses SEC 790321 Itr 2( reg istration statement. Util will 
file «r\other statement which NRC will be able to review. 

DROMERICK, A. W. Light Water Reactors Branch 3. 79/04/09. Ip. 


7905230129 Forwards IE Insp Rept 30~339/79--l2 on 790215-16. No 

noncompliance noted. 

fWRPHY.C.E. Region 2. Atlanta. Reactor Construction I* Enginterina 

Support Branch. 79/03/20. 2pp. 


■7905230169 IE Insp R®pt 50-339/79-12 on 790215-16. No noncoopl ianCe 
noted. Major areas inspected : 10CFR50. 55<® i> Hi 10CFR21 items. 
MCFARLAND. C . R. Region 2. Atlanta. Office of the Director. 
HERDT.A. R. Region 2. Atlanta. Reactor Construction 

Engineering Support Branch. 79/03/19. 4pp. 


7905090051 Forwards IE Insp Rept 50-339/79-11 on 790129-0202. No 
noncompliance noted. 

LEWIS. R. C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/03/21. 2pp. 


— 7905090056 IE Insp Rept 50-339/79-11 on 790129-0202. No noncomp 1 ianc* 
noted. Major area inspected : procedures h activities necessary 
to implement operational OA program. 

JENKINS. H. D. . MCDONALD. J. A. Region 2. Atlanta. Office of the 
Director. KELLOOO. P. J. Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch. 79/03/19. 30pp. 


7905010224 Forwards IE Info Notice 79-06. "Stress Analysis Of 
Safety-Related Piping. *' 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/03/23. 2oo. 


7905020458 Forwards IE Insp Rept 50-339/79-13 on 790212-10. No 
noncompliance noted. 

LEWIS. R.C. Region 2. Atlanta. Reactor Operatianc Nuclear Support 

Branch. 79/03/23. 2pp. 


— 7905020466 Forwards SEC 790316 registration statement filed by util. 
Requosts comments by 790330iutil wishes statement to. become 
effective by 790402. 

MORIN. H.F, Securities Zi Exchange Commission. 79/03/21. 60pp. 


J. Insurance a« indemnity information 


7905110107 Amend to Endorsement 51 to NELIA Policy NF-186. Constitutes 
Endorsement 54. 

* Nuclear Energy Liability Insurance Association. 79/04/27. Ip. 


— 7905020471 IE Insp Rept 50-339/79-13 on 790212-15. No noncomp I ianc® 
noted. Major areas inspected: comparison of as-built plant to 
FSAR description. 

SKOLDS. J. L. Region 2. Atlanta. Office of the Director. 
CANTRELL. F. S. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/03/12. 3pp. 


7905090129 Forwards IE Insp Repts 50-338/79-04 Hi 50-339/79-04 on 
790122-25 St notice of violation. 

LEWIS. R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/03/23. 2p,p. 


7905070497 Confirms increased liability limit to *124.000.000 for 
policies NF-1. 25. 43. 76, 83. 100. 111. 140, 146. 151. 161. iM. 170. 

173. 174. 178. 179. 100. 182. 185. 186. 187. 108. 189. 192. 193, 194. 195, 
197. 198. 200. 201. 204. 206, 207, 208. 210. 212, 214. 215. St others. 
OUATTROCHHI , J. American Nuclear Insurers. 79/05/01. Ip. 


7905070582 Confirms increase in liability limit to *36.000.000 for 
policies MF-22. 26. 29. 38. 39, 44, 46. 47, 49, 50. 51. 52. 53. 54. 55. 56, 

57. 58. 60, 61. 64. 66, 67. 68. 69. 70, 71. 72. 74, 76. 77, 78. 79, 80. 86, 07. 
00,90.91,92.93,94.95 St 96. 

ROBERTS. D.M. Mutual Atomic Energy Liability Underwriters. 79/05/01 
Ip. 


— 7905090132 Notice of violation from insp on 790122-25. 

* Region 2. Atlanta. Office of the Director. 79/03/13. Ip. 


—7905090135 IE Insp Repts 50-338/79-04 St 50-339/79-04 on 790122-25. 
Noncompliance noted : fai lure to identify Tech Spec-listed 
snubbers prior to removal for testing. 

DYER. J. A. , JOHNSON; A. H. Region 2. Atlanta. Office of the 

Director. MARTIN, R.D. Region 2, Atlanta. Reactor Operations 

Nuclear Support Branch. 79/03/13. 8pp. 


7905030319 Forwards IE Info Notice 79-07, "Ruptur# of Radwast# Tanks 
O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/03/26. 2pp. 


7905110090 Endorsements 16,30.36 St 47 to NELIA Policy NF-186. 
BARDE8. C.R. Nuclear Energy Liability Insurance Association. 
79/05/01. Ip. 


7905140523 Forwards Amend 5 to Indemnity Agreement B-aO per 10CFR140 
changmstr® increase in liability insurance from *140 million 
to *160 million, effective 790501. Supporting documentation 
•nc 1. 

SALTZMAN, J. Antitrust St Indemnity Group. 79/05/01. 6pp. 


7905240342 Forwards executed Amend 5 to Indemnity Agreement B-00. 
STALLINGS. C. M. Virginia Electric St Power Co. 79/05/21. 2pp. 


7905300334 Forwards Endorsements 17.20 8t 21 to NELIA Policy NF-240. 
KELLEY. P. J. Johnson St Higgins Insurance. 79/05/23. 4pp. 


7905010123 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sys w/Sve Air Sys Used as Source of Breathing 
Air. " 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/03/28. 2pp. 


7905010369 Forwards IE Info Notice 79-09. "Spill of Radioact ively 


0 *REILLY?J*P. ^Region 2. Atlanta. Office of the Director. 
79/03/30. 2pp. 


7905240530 Forwards IE Ins 
noncomp 1 lance noted. 
LEWIS, R.C. Region 2. 

Branch. 79/04/05. 2pp. 


p Rept 50-339/79-18 on 790314-0316. No 
Atlanta. Reactor Operations Nuclear Support 


G, Inspection reports, IE Bulletins St correspondence 


7905010255 Forwards IE Insp Repts 50-338-/79-01 St 50-339/79-01 on 
790102-0202 St notice of violation. 

LEWIS. R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

•ranch. 79/03/16. 2pp. 


-7905010264 Notice of violation from insp on 790102-0202. 

* Region 2. Atlanta, Reactor Operations Nuclear Support Branch. 

79/03/14. Ip. 


-7905240534 IE Insp Rept 50-339/79-18 on 790314 - 16 . No noncompliance 
noted. Major -areas inspected: startup procedures reviewed St 
ore-operational test witnessed. 

BURNETT, P T . DYER. J. A. Region 2. Atlanta, Office of the 

^TiSrR D. R.Slon 2, AtUnta, R.«tor Op.r.tlon. 




4- nwjinrh. 


TO / AA /nA 


7905020133 Forwards 
Sys Misalignments 
O'REILLY, J.P. 
79/04/11. Ip. 


: Bulletin 79-06. "Review of Operational Errors 

lentified During TMl Incident. " 

lion 2. Atlanta, Office of the Director. 


St 


-7905010275 IE Insp Repts 50-338/79-01 S, 50 - 339 / 79-01 on 790102-0202. 
Noncompliance noted: fai lore to document approval of change 

KIDDa!*N. I* ‘CANTRELL. F. 8. Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch. 79/03/14. 19pp. 


7905040254 Forwards 
Sys Misalignments 
O'REILLY. J.P. 
79/04/14. 2pp. 


Bulletin 79-068. “Review of Operational Errors 
entif led During TMI Incident. " 
ion 2, Atlanta, Office of the Director. 


Si 
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' t.. o..cu,. 

7'9'/04/!4 ip 

790i0*0**e F = r.^ra5 IE Bulletin 79-08, *° 

T". .i-cten. 

79/04/14. ip 

7903010.317 F=r«rdi !E Infu Nctic 79 - 10 , -Nonconforminj Plp. Support 

§‘jE?’L^,J P, P.piP" 2. ‘'’' ®‘''“‘“''' 

79/04/16. 2pp. 

5*Rri[J5:j p R.pior 2. Atunu, Office of the Director. 

79/04/17 2pp. 

-9fl>S020502 Forwards IE Bulittin 79-06A, ftevis ion 1. "Revieui of 
'X?°t“narErrors St S,s msalignrnsnts IdentiHed During TMI 

O^REl^i: j P. Resit" 2’ 

79/04/18. 2pp. 

' 790S240783 Responds to IE Bulittin 79-07. “Stismic Stress Analysis of 
Saftty-Ralated Piping.** No S2tW computer codes were 
identified which used methods described in 2 

SPENCER.W.C. Virginia Electric a. Power Co. 79/04/25. 2pp. 

7905290119 Ack receipt of 790410 Ur 

correct violations noted in IE Insp Repts 50-338/79 11 « 

Region 2. Atlente, Fuel Fecilit, & Het.riel. 

Safety Branch, 79/05/01. Ip. 

—7905290125 Responds to NRC 790316 Ur re violations noted in IE Insp 
Repts 50-338/79-11 & 50-339/79-16. Corrective actions; 
applicable emergency plan implementing procedures put into 

STALLINGS. C. M. Virginia Electric It Power Co. 79/04/10. 3pp. 

— 7905290130 Forwards IE Insp Repts 50-338/79-11 & 50-339/79-16 on 
790228-0302 «t notice of violation. • , 

SUTHERLAND. J. T. Region 2. Atlanta. Fuel Facility 8t Materials 

Safety Branch. 79/03/16. 2pp. 


docketed items 


7,03.00078 Sut8ite info re 

Co, 7,703/28. 2pp. 

e ^ info re cracked splinter plat® in reactor coolant 

RR .punter pUt./f.Kl ».tal/pipe bos. 

BSSSS?s‘r ‘Electric », P....r Co. 79/03/27. 3pp. 

7gK)5110203 Bo.rd nptif ic.tion: S..brook refueling ui.t.r .toreg. tent 

design deficiency. ■ro/m/c?9 30 do 

SCINTO.J. Hearings Division. 79/03/29. 30pp. 

corrective actions re checkout procedure for discovering 
:*‘i;;nn5;‘EUc°tr!rrRL.r CO. 79/04/03. 2pp, 

7905290529 Submits final rept on valve malfunction. All actuating arms 
on valve limit switch replaced 8t tested satisfactori ly. New 


aJmriill'JroviJr^eliarU valve position information. 
BROWN, S.C. Virginia Electric Si Power Co. 7<9/04/19. 


79/04/19. 2pp. 


7905070404 Rubber expansion joints in svc water piping t*® 

beyond misalignment tolerance acceptable “J®’' ' ® 

water piping realigned S, all expansion Join^* 

BROWN, S.C. Virginia Electric St Power Co. 79/05/02. 2pp. 

7905080511 Submits final rept re deficiency in analysis of DNBR 
following sinble rod drop . Proposes to assure that all 
dropped rods will result in reactor trip via negative rat® 

BROWNfs^C. Virginia Electric S. Power Co. 79/05/03. Ip. 

7905080434 Follows up 790406 St 11 repts re failur® of Inside 
recirculation spray pump motor. Mods St ^ 

BROWN, S.C. Virginia Electric 8< Power Co. 79/05/04. Ip. 

7905080452 Final rept re cracked flow splitter plate on reactor coolant 
loop piping. Cracks are characteristic of high cycle fatigue, 
which was probably caused by fluid flow-induced resonance In 
iplitter plates. 

BROWN, S.C. Virginia Electric St Power Co. 79/05/04. 2pp. 

7905090297 Notifies of completion of evaluation of cracks in loops C S 
A flow splitter p lates, Crac ks are characteristic of high 
cycle fatigue. 

BROWN, S.C. Virginia Electric St Power Co. 79/05/04. 2pp. 


— 7905290138 Notice 
* Region 2, 


of violation from insp on 790228-0302. 
Atlanta. Office of the Director. 79/03/16. 


ip. 


— 7905290142 IE Insp Repts 50-338/79-11 St 50-339/79-16 on 790228-0302. 
Noncompliance notedv release of radioactivity to unrestricted 

ZAVADOSKI, R. W. Region 2, Atlanta, Fuel Facility S. Materials 

Safety Branch. 79/03/16. 5pp. 


7905300023 Forwards IE Insp Repts 50-338/79-12 St 50-339/79-19 on 
790416-20. No noncompliance noted. 

KJENNA, W. B. Region 2, Atlanta, Safeguards Branch. 79/05/02. 


2pp. 


7905110214 Submits final 10CFR50. 35( o ) rapt re overweight check valves 
in safety injection sys. New loads for noi lies, where pipes 
affected by overweight valves connect to reactor coolant 
loop piping, are acceptable. 

BROWN, S.C. Virginia Electric St Power Co. 79/03/08. Ip. 

7905160418 Discusses pipe stress analysis deficiency for pipes passing 
through main steam valve house (MSVH) . Analyses completed 
using appropriate MSVH seismic structural response. Revised 
nozzle loads on q.uench spray pumps sent to vendor. 

BROWN,S. C. Virginia Electric 8t Power Co. 79/05/10. 2pp. 


—7905300026 IE Imp Repts 50-338/79-12 & 50-339/79-19 on 790416-20. No 
noncompliance noted. Major areas inspected : security plan, 
protected area barriers, vital area barriers & access 
controls. Details withhildiref lOCFR. 790). 

HEMNESSEY, R. J. Region 2, Atlanta, Office of the Director. 

TOBIN, W.J. Region 2, Atlanta, Safeguards Branch. 79/05/02. 

Ip. 


7905240481 Confirms 790426 response to IE Bulletin 79-06A re actions 
taken on Unit l.All commitments for Unit 1 will apply to 
Unit 2. 

STALLINGS, C. M. Virginia Electric & Power Co. 79/05/03. Ip. 


7905210275 Responds to IE Bulletin 79-06A, Revision 1. Provides re«io«sted 
info on design changes containment sump pump trip valve 
actuation & safety injection logic. 

STALLINGS, C.M. Virginia Electric tn Power Co. 79/05/17. 2pp. 


7905290032 Responds to IE Bulletin 79-09. OE Type AK-2 circuit breakers 
not in use or planned for use. 

STALLINGS. C. M. Virginia Electric It Power Co. 79/05/23. Ip. 


8. Reportable occurrences, LERs It related correspondence 
; 

7905100070 Provides info re overweight check valves used in saf«'t(t 
injection sys. Error could result in pipes being overstressed 
during design basis test. Pipes being re-evaluated. 

IRCMd.S.C. Virginia Electric It Power Co. 79/03/26. 2pp. 


7905220344 Provides final rept re potential deficiency in regenerativi 
heat exchanger support. Installation of bolt-on mod complete. 

BROWN, S.C. Virginia Electric It Power Co. 79/05/17. Ip. 


7905290404 Forwards revised one-line diagram showing changes to 
alleviate potential overload situation of electrical sys 
which supply offsite power for startup It emergency loads, 
BROWN, S.C. Virginia Electric It Power Co. 79/05/23, 3pp. 


7905300017 Reportable occurrence on 790521 : weigh t of three 12-inch 
motor operated valves greater than that used by SItW in their 
original pipe stress analysis. Reanalysis of pipe stresses It 
support loads underway. 

BROWN, S.C, Virginia Electric It Power Co. 79/05/24. 2pp. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A. Application/construction stage documents It correspondence 


7905150630 Notifies of cancellation of 790424 meeting w/util in 
Sethesda,ND to discuss OL review. 

KINTNER.L. L. Light Water Reactors Branch 1. 79/03/08. 2pp. 


7905140251 Notifies of pending two-phase environ impact study at 
cooling water intake structure. Phase I will begin when plant 
begins drawing up water from Lake Erie. Phase IX will 
commence when commercial operation begins. 

TURNEY, W.O, Michigan, State of. 79/05/03. 2pp. 



DOCKETED ITEMS 
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7^03310083 addl info t;o complmto r«vi«w 

be t»'y 790613 to comply w/rwqu I 

8T0LZ. J, F- l-iUht W«t*r Ww^itors iiranch 1 


of FSAR, Reciuwstf FSAR 
79/05/07 4pp. 


7905040356 Forw«rds IE Bulletin 79-08. "Events Relevant to Bailing 
Water Power Reactors Identified During TMI Incident. " 

KEPPLER, J. 0 . Region 3, Chicago. Office of the Director. 79/04/14. 
Ip. 


F Security. isnc y ?l< fir« p r a i ec 1 1 on plans 


7909290528 Forwards r«»yuf«t for add I ir»fo ro seruriiij plan as result of 
review of 01.. app 1 i ( at i or) Request wi Hr held (ref lOCFR 790) 

STQLZ.OF, 1 Ight W«t,#r Heartnr* Branch 1 79/04/13 2pp. 


7905010415 Forwards IE Info Notice 79-10, "None onforming Pip© Support 
Struts. " 

KEPPLER, J. 0 , 

Ip. 


Region 3, Chicago, Office of the Director. 79/04/16, 


0, Adjudicatory r or r • «ji t»nd» nc » 


7903300025 App I u ant, -s ' l n te r r og « in r i ® » wuhmitled to Citiiens for 
Eeploymdht h t,:tH*ryy Car t, l f 1 « a t;e of Uvc. artrl 

VOIQHT.li H , lamli, I w I by t. (i*sHae 79/03/2/ 9pp 


H. General cfii‘r«®p(ind»nt • 


790916044:;) ForwartH C « r i 1 f 1 1 a t » of !,lvc im) Mating !»vc of Amend 22 
amended 6 toll «t 1 t,ut«d ap p 1 i i a t, i on for to 

appropriate parties 

liATFRO . n . R Da t r o i t ) «)) » u * « ♦ " o / v O n / < >4 ; I p p 


I, Financial information 


7905030224 Forwards IE Bulletin 79-09. “Failures of ©E Type AK-2 
Circuit Breaker in Safety-Related Sy®, “ Licensee action 
required. 

KEPPLER. J. 0 . Region 3, Chicago, Office of the Director. 79/04/17 
Ip, 


7905080492 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI— Sup p I . " 

KEPPLER, 0, 0 , Region 3, Chicago, Office of the Director. 79/04/21. 
Ip 


7903240098 Forwards IE Circular 79-07, “Unexpected Speed Increase of 
Reactor Recirculation Motor Generator Set Resulted in 
Reactor Power Increase, “ 

KEPPLER. JG. Region 3, Chicago, Office of the Director. 79/05/02. 
Ip 


7903040007 forward* tV/O Annual Pepl* t» f ti nf three co-owners Enel 
aval let) le in Certtral ) ilea only 
THOM AG. r; 11 79/ 04;' 24 l p 


Q, Inspection report®, II llullatluf* I, t nr r e *p oird ern, « 


G Reportable occurrences, LERs Sc related correspondence 


7905000024 Ac k receipt of 790322 interim report, per lOCFRSO. 55( ® > , re 
handling damage to core epray pump motor, 

FIORELLI.O Region 3, Chicago, Reactor Construction fk Engineering 

Support Branch, 79/04/04. Ip. 


790S01023I) Forwards 11 Inf'u Noti«e 79'Ofu “Sires* AnalysH* «f 
Befety-ReUied Flping “ 

KEPPLER, J C Rsysun Fhiiagu. of the Director 79/03/23. 

Ip 


7905090351 Forwards final etatus rept EF2-46, 047 of 790419 deficiency 
rapt on "Torus Ring Beam Weld Indications." 

FAHRNER.W 3 Detroit Edison Co. 79/05/01. 2pp. 


7903230:;102 Forwards U Insp Rapt nt") 14J‘,'7V Of, nn /VOSOU- 09 No 
noncomp li am, e »»«i#d 

FTQRLLLI.O Region ,1. tihMayu, R«ai tor i,;i)n*ti'oc lion 6. Fivglnearing 

llupport Dram, h '/9/('F.f 2pp 


■7905090355 Deficiency rept; defects in to© of ring beam attachment weld. 
Cracks caused hydrogen cracking, characteri zed by 
intergranular fracture of course grained HAZ. Correc ted by 
grinding & now welding procedures, 
e Detroit Edison Co, 79/04/19. 3 pp, 


'•'"7903230:K)t:i U Insp Rapt 56 ',|4 Mm!'V Of, un .f9n;,IO(l ©9 No nomc omp Uanc e 

noted Major area* Iftspec iad RAiMir p roy r aou pr # «#rv l c e insp DOCKET 50-344 TROvlAN NUCLEAR PLANT, UNIT I 

work ac 1 1 w ,i ti I # a 4. nondestmr) five aiamtnatlun rapt* 

WARD. K 0 . DAM IH "itlH. i;i H liftyM'iri :i, ChMagn. tiff He of the Adjudicatory correspondence 

Director 79;o,:i;'2t'> ftpp — 


7909040030 Fiirwar'ds IF Infu Ni'i t. i * « "Ruptura uf Radwaste Tanks " 

KEPPLER. 3 0 Reglm* I># f M e rtf tH« Oirettnr /9/0:;»/26 

Ip 


7903a5026>0 Submits contentions for Phase 2 of mod proceedings. 
Certlficat© of Sve ik notice of change of address encl, 
BELL.N. Affiliation Unknown. 79/02/26, 7pp. 


790»'l904l0 forwards U Insp Rapt 50 05 on ,f 90306' 09 M notice' of 

V 1 0 1 a t i 0 r» 

FIOREli.l.O Region t,::hMa|n- Meat ft, tr r.onstriK i ion 4. Engineering 

Support Branch T970:i<"2f 2,pp 


”"*•7905 1 504 1 3 N«. tire n f v in 1 a 1 1 i> tt f r n» in* p o n '/9050f 09 

♦ Region 3 . Lhliafn. «# ih« IHreitot 79/03/27 2 pp 


—7909150419 If. tins) Rapt. 50" ::I4 1 / 79 '05 ori 790;306""09 NoncompUance noted 
density test wa* n«t per f fc prwr adores re nonconforming 
backfill wer# not followed 

HUOHf'S.j , i)A«W:rt,P A flegiun '.I, Chicago. Office of the 
Director iiAYFtL 0 W Renion 3. Chtiago, Reactor Construction S< 

Engineering Siwpport Rram h 7¥/()'3/22 S'lpp 


7905250279 Contentions of E Rosolie )k Coalition for Safe Power r® 
seismic capac i ty , cost/benef 1 1 analysis Ik insp procedures. 
Certificate of Sve encl, 

ROSOLIE, E Coalition for Safe Power. 79/02/26. 5pp. 


7905030150 Response to 790130 contentions of N 8 ® 1 1 , Conso 1 idated 
Intervenor s, E Rosolie & Coalition for 8 af® Power. Notice of 
appearance of AV Carr on behalf of Portland General Electric 
Co A. Certificate of 8 vc encl. 

JOHNSON, R.W. Portland General Electric Co, AXELRAD, M, , CARR, A. V. 
Lowenstein, Newman, Reis, Axelrad 8 < Toll. 79/03/16. 59pp. 


7905250273 Responds to 790305 interrogatories re adequacy of plant 
staff review, radioactive isotopes, core meltdowin St QA 
programs. Certificate of Sve end., 

ROSOLIE. E. Coalition for Safe Power. 79/03/19, 5pp. 


7905030029 Forward* 1C iuMelin /V-OA, “Review of Operational Errors *« 
8 ys Misalignments Nentified Durin# TMI Incident " 

KEPPLCR, J 0 Region CL Chicafi. 'Offit e of the Director 79/04/11 

tp 


7905150722 Motion for order to compel E Rosolie 8 < Coalition for Safe 
Power to respond fully to util's 790305 interrogatorit s, 

JOHNSON, R W. Portland General Electric Co. AXELRAD, M. , CARR, A. V. 
Lowenstein, Newman, Reis, Axelrad lU Toll, 79/03/23, 27pp. 


7905010506 Forwards It" itdUtlti 79-064, “Review of Operational Errors 
8 y* Muel I * i i f led DMfin® TMI Incident " 

KEPpFf R. ..J ffe.j 3 ,,, ctutafo. Off Iff of the Oirtetor 79/04/14, 


7905100067 Affirms ASLB 781221 denial of appeal by Coalition for Safe 
Power 4t Consolidated Interveners re interim operation issue, 
mjTLO, M, E. Atomic Safety and Licensing Appeal Panel. 79/03/27, 

7pp, 


7905040317 Forwards It' inllfiin 79»"06i. “Ravtaw of Operational Errors I* 
MisaUfnmant* Iden'tifiaf 0«rif»| TMI Incident •* 

KEPPLCR.J 0 Rffllpn ,3. CMtafO. 'Offic# O'# the Director 79/04/14, 


7905100208 Position on contentions of Consolidated Interveners tU E 
Rosolie on behalf of Coalition for Safe Power, dtd 790226. 
Certificate of Sve encl. 

GRAY, J. R. Branch 1. 79/03/27. 46pp. 


7905040460 r or ward* If “Seismic Stress Analys 

^fety-Rttlated PtfF'nt * Licans'## action r'#quirad 
KEPPLIR.j 0 3, Chicaf®, Qflict ©f th* Director 


if of 
79/04/14. 


7905070147 Informs of corrected address for Columbia Environ Council. 
GRAY, J R. Branch 1. 79/04/02, Ip. 
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7903250030 Offars no objection to intervener State of OR motion for 
OKtansion of time in which to file petition for review of 
790321 ASLAB dec is ion. ALAB-531. 

OHJAY, J. R. Branch 1. 79/04/05. Ip. 


7905140033 Notifies parties that time for filing petitions for ALAB-531 
review is extended until 790417. Time for NRC review is 
extended until 790430. 

CHILK, S. J. Office of the Secretary of the Commission. 79/04/06. 

Ip. 


7905250148 Requests answers to Contentions 1 St 18 of NRC 790309 
interrogatories by 790416 4t identification of any addl 
security concerns. 

ORAYt J. R. Branch 1. 79/04/09. Ip. 


7905150811 Forwards info re PWRs. Discusses NUREG-0409/ “Iodine Behavior 
in PWR Sys Following Postulated Steam Generator Tube Rupture 
Accident. “ 

GRAY,J. R. Branch 1. 79/04/10. 7pp. 


7905250357 Petitions for review of 790321 ALAB-531 decision by ASLAB. 
Commission must act strong possibility that each commercial 
reactor may become a de facto waste storage facility. 

GARRETT. S.M. Coalition for Safe Power. 79/04/10. 7pp. 


7905230550 Supplemental response to 790305 interrogatories from util. 
Certificate of Sve end. 

RQSOLIE. E. Coalition for Safe Power. 79/04/13. 7pp. 


7905230546 Response to 790309 interrogatories from NRC. Certificate of 
Sve end. 

ROSOLIE.E. Coalition for Safe Power. 79/04/17. 6pp. 


7905300104 Licensees' response to 790402 request of PA Public Util 
Commission for hearing & petition to intervene re 790313 
show cause order. Urges NRC to hold ruling in abeyance. 

CHURCHILL, B. W. Shaw. Pittman. Potts, Trowbridge. 79/04/17. 4pp. 


7905290042 Forwards revised pp 1 4<. 3 of util's answer opposing review 
of intervener Garrett's 790410 petition. 

HASTINGS, W. Portland General Electric Co. 79/04/23. 3pp. 


7905230661 Orders extension until 790303 to review ALAB-S34, dtd 
790324. 

CHILK, S.J. Office of the Secretary of the Commission. 79/04/24. 
ip- 


7903240948 Forwards list of requests for design charges re rept on 
design mods for control b Idg. Certificate of Sve end. 

JOHNSON, R.W. Portland General Electric Co. 79/04/24. 6pp. 


7905240224 Opposes 790411 motion by SM Garrett S,. Coalition for Safe 
Power for NRC review of ASLAB 790321 order re storage pool 
mod. Cer tif icate of Sve end. 

GRAY. J. R. Branch 1. 79/04/26. 12pp. 


mits info re work workers involved in control bldg 
lised in 790420 response to interveners in 
I proceeding. Requests analysis. 

*ortland General Electric Co. 79/05/02. Ip. 


’ -jn 


nual Financial Rept 1978“ from Portland General 
ter Electric Board Pacific Power & 

General Electric Co. 79/05/17. Ip. 


1978. " 

■'"/03/31. 36pp. 


tr Eugene Mater *( Electric 


55pp. 


*503 extension of Itr of 
& 


— 7905300429 Discusses financial obligations under agreement w/Eugene 
Mater St Electric Board re retrospective premiums under 
Pr ice-Anderson Act. 

HITTLE, L. 0. Energy, Dept. of. 79/05/21. 2pp. 


J. Insurance & indemnity information 


7905020388 Forwards Endorsement 30 to MAELU Policy MF-S6. 
WILSON, F.R. Portland General Electric Co. 79/04/23. 2p. 


7905070497 Confirms increased liability limit to *124,000,000 for 
policies NF-l, 25. 43, 76, 83, 100, 111, 140, 146. 151, 161, 164, 170, 

173, 174, 178. 179, ISO. 182, 185, 186. 187. 188. 189, 192, 193, 194, 195, 
197, 198, 200, 201, 204, 206, 207, 208, 210, 212, 214. 215. 35t others. 
QUATTROCHHI, J. American Nuclear Insurers. 79/05/01. Ip, 


7905070582 Confirms increase in liability limit to *36,000,000 for 
policies MF-22, 26, 29, 38, 39, 44, 46, 47, 49, 50, 51, 52, 53. 54, 55. 56, 

57, 58, 60, 61 , 64, 66, 67. 68, 69. 70, 71 , 72. 74, 76, 77, 78, 79, 80, 86, 87, 
88,90,91,92,93,94,95 96. 

ROBERTS, D. M. Mutual Atomic Energy Liability Underwriters, 79/05/0 
Ip. 


7905160187 Forwards Amend 4 to Indemnity Agreement B-78, per lOCFRHO 
changes, re liability insurance increase from *140 million to 
*160 mi 1 1 ion, effective 790501. Supporting documentation end, 
SALTZMAN. J. Antitrust & Indemnity Group. 79/05/01. 5pp, 

' 7905220070 Forwards Endorsements 37 & 38 to ANI Policy NF-225, 
increasing limit of liability & establishing premium for 
increase, respectively. 

WILSON, R.F. Portland General Electric Co. 79/05/16. 3pp. 


P. Operating license stage documents & correspondence 


7905020478 Forwards response to NRC 790126 comments on "Containment 
Structure Tendon Surveillance - One Year Surveillance," 
prepared by Bechtel Corp. Comments have been applied to 
third-year program now underway. 

GOODWIN, C. Portland General Electric Co. 79/04/25. 38pp. 


7905030361 Responds to DOE 790411 Itr. Unable to provide supplemental 
info by 790430. Response dependent upon preparation 
approval of Offsite Dose Calculation Manual. Response will be 
ready by 790531. 

GOODWIN, C. Portland General Electric Co. 79/04/27. Ip. 


7905080431 Submits info re facility design, in response to J Holman 
790418 request. 

WITHERS, D.B. Portland General Electric Co. 79/04/30. 4pp. 


7905040520 Forwards License Change Application 52. Certificate of Sve 
& *4,000 Class III end. 

BROEHL,D. J. Portland General Electric Co. 79/05/01. 2pp. 


— 7905040523 License Change Application 52 to License NPF-l.W/Tech Spec 
changes. 

* Portland General Electric Co. 79/05/01. 13pp. 


7905150387 Forwards responses to 790508 & 790510 requests for info re 
pressurizer code safety valves, main feedwater sys & 
containment isolation valve f unctionab i 1 i ty. Info needed for 
meeting on 790512., 

BROEHL, D. J. Portland General Electric Co. 79/05/11. 4pp. 


7905230492 Notifies that Offsite Dose Calculation Manual process 
control program require further review will be submitted 
by 790630, instead of 790515. 

GOODWIN, C. Portland General Electric Co. 79/05/15. Ip. 


7905230407 Forwards response to NRC 790509 request for infq re 
feedwater sys. 

GOODWIN, C. Portland General Electric Co. 79/05/18. 4pp. 


7905300208 Forwards summary of EDS Nuclear, Inc resolution/documentatian 
of elbow flexibility error which existed in versions of 
PI80L piping analysis computer program from Jan-Oct 1969. 

Review reanalysis included all work through Dec 1970. 

PORTER, F.L. EDS Nuclear, Inc. 79/05/21. 9pp. 


— 7905300263 Forwards EDS Nuclear, Inc list of BWRs & piping syi which 
could have been impacted by deficient computer program. 

GE has no record of reanalysii for Cooper piping sys. 

STEPHENS, P. W. General Electric Co. , Nuclear Energy Products Div. 
79/01/24. tSpp. 


79/05/25. 3pp. 
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;MS 


Q Inspection r*()oriii. It: Oi>U#tirt« a, <: or r p ond one «t 


7orSOl0289 F'orwardn It' In<’o Noiu,* /9 -■()/» . Analysis of 

fJrJ 

rNCllKt.N-” Dallat*. OffM,® «f th« Dlrttctor, 79/03/23. 

Ip. 

790 S 29007 B R««iuotit'a ea'i®n<si«}n nniil /VO/l'l f(jr reiaponii# to HZ BuU»t:in« 
79-12. 70" 12A ?.■ /U't-'ll 

GOODWIN. C (’(jrtland <;«tior#l Co 7V/0:j/.‘:,') Ip 

790304000/' C or !.»»*» r d *s !f Info Notl'm /V O/, "Nuptur^ of Dadinar. t« Tanks " 

FNOFI PI H»ylun "J. Iran* isto, of th« Director, 

79/03/2A 1 V 

790904C)')/iii’ l-'orwardff* H lin»p l!#(ti 'itc :(44; /V On on 7V022‘6 -O^O^! No 
none omp 1 I ant » t**) t » *1 

BOOK.H, C Reyti'in *'J. *’.ari I ran* is**., I oe I I ,-»< i 1 1 ty Materials 

Safety h /V/O ♦■'jmi 

~-79030403AA H' lns(i f^epli ‘X) 144,''."'/ (,‘n on /VO.'.v, o.'IOi' No rton t ump 1 1 anc w 
noted Ma |or areaa inti(nsiietl »»n'.i'ij'on mon i t o v i ny . r ad l a t t on 
prot**' t ion. siM»nt fuel p .hi 1 ratk installation i*.- foUownp on 
Part 21 repi 

DAIRD. 3 D ‘ NnMIlt. M C |le<yu,in * 1 , San I f«n< into. (.If flee of ttie 

Director IMltJP. . M 1 Key inri S. San Iran* itinct. I" tie I facility fc* 

Materiel* Safety llran. H 'I 1 p p 


®. Reportabl® occurrences. LERs relisted correspondence 


790S1S0062 Forwards PN0'-79”67L, 

ENOELKENt R. H. Region 5, San Francisco. Office of the Director. 
79/04/06. Ip, 


790S150168 Forwards PN0-'79-67R. 

ENOELKEN. R. H, Region S* San Francisco. Office of the Director. 
79/04/11. Ip. 


7900040120 Forwards PN0-79-67S, 

ENOELKEN. R. H, Region S. San Francisco. Office of the Director. 
79/04/12. Ip. 


7903130142 Forwards PN0""79“67T. 

ENOELKEN, R, H, Region 3, San Francisco, Office of the Director. 
79/04/13. Ip. 


7903030030 Forwards PNQ-79-67U. 

ENOELKEN, R H Region 3, San Francisco, Office of the Director. 

79/04/14 IP, 


7903020329 Forwards PN0-79-67AA. 

ENOELKEN. R, H, Region 3, San Francisco, Office of the Director. 

79/04/20. Ip, 


7903010211) f'tjrwards U Infii N*,)tl.e 79 t,)U. ** 1 n i » r * ,,»nnet H on »f 

Contaminated Sya w/Lv* Air fUjs \H*ii as ‘Jnurt'e uf »r««thiny 

FNOELKfN. R H Reytnn 3. f.an I ran* lain. Offitw of thw Director 

79 /on/ 20 M» 


7903010420 for ward SI H Infn Nnt, it# /9 '09. "Spill of lUd fua« t i v# 1 y 
Contaminated *' 

ENOLl.KfN. H (fwyittn *'f Man I rai'i, liffit,# of the Dirwctar 

79/o::)/:io ip 


790301,0027 f *'( r w,fiir d «» H l)iiU'»tlM '3* i',9<A. "Novlww nf 
8y tt M i S 4 I l y 'nm# n t *» J d *» u t, t f l «il I >n r 1 ny I M I I ti* i d ® n 1 
action i I’fud 

(‘NOLfHf N. R O Owyiiiin f)«n Iraml'sin. (.Iffi*# 
79/04/14 ip 


tip era t 1 ona 1 ( i‘r or « 

" i, 1 1 ®ntii9«i 

*if til# Director 




7903040449 Forwards LEIR 79-002/03L“0. 

WITHERS, D D, Portland General Electric Co. 79/04/20. 3pp. 


-”-7903040430 LER 79-002/03L-0 on 790322: automat ic isolation feature of 
control I’oom emergency ventilation sys on high chlorine S* 
high radiation not verified during two IS-month periods. 

Caused by personnel error. 

PERRY, J C Portland General Electric Co. 79/04/19, Ip. 


7903010422 Forwards PN0-79"'67AB. 

ENGELKEN, R H Region 3, San Francisco, Office of the Director. 

79/04/21 Ip 


7903010443 Forwards PN0-79-67AC ?< AD, 

ENOELKEN, R H Region S, San Francisco, Office of the Director. 

79/04/23 Ip, 


790304049/ f'OrwifflcH SI llnrietln ,'^9 1941. of tlperational Errors »* 

Sys Misal ld#ot,ir,l#d my 'IMl Huidwot ^ 

ENQEl Hl"N. K M 3. •,*11 I r #1 o i tj * h . (Iffn« of the Dir*nt*)i’ 

79/04/14 l() 


7903010430 Forwards PN0"79-67AE, 

ENGEl-KtZN, R H Region 3, San Francisco, Office of the Director 

79/04/24 Ip 


7903040010 liirwiard* III' IS.iHeit** '9 IMf l,*#l#wani t.i Moiling 

Water Power P'oa* tor® I *)'»•* t l # i #<1 I'Xii i oy IMl Ih< idant 
ENOLt.KE.N, R H Raymn 3, Miai'i #raoti»*<i. Off it# of the Direttor 

79/04/14 Ip 


79030/0102 ftirward* 1* PoUet, in /9 M/. "Meftimlt Stress Analysis of 
i;5«f®ty"'RwUt#d Pfpioy " I itan#*.# astio'n raynired 

ENOFfKfN,. R H MeyUin 3. Man I r ant 1 • « oi , llffi*# of tiie Director 

79/04/14 Ip 


79030:K)29:;i forwardt H tfillatin tS9, "f ,a 'i I o're s o# typa AH- 2 
Circuit Oraakar m Maf#ty Ly'S " I icen*## aitior* 

retiuired 

EN0I::IKI":n. R H Region 3. ,frantl»t, o- Of fit# of Director 

79/04/17 tp 


7903000309 forward* H »'t,iUeUn /V 0311, "'Moilear I nc ,» d,»f>t at 
TMl-Suppl " 

ENGC'LKI'N. n H Uwfiun 3, tian Era«Ml*,«o. fiffit'e «f th» Director 
79/04/21 ip 


790313OIIU «e*p'on4* to H c om.put'e*' pr«»«ram* used 

,ln seismi* »tre»« .analysis -iff safety ' fe Netted piflAg 
0'000'WIN. C Port land General fUrlrir C# /9/04/2:i Ip 


7903090039 Forwards PNO- 79-‘67AF 

ENGELKEN, R H Region 3. San Francisco, 

79/04/23, Ip. 


Office of the Director. 


7903090034 Forwards PN0'"79-”67A0. 

ENGELKEN, R H Region 3. San Francisco, 

79/04/26 Ip 


Office of the Director. 


79O3090U6 Forwards PN0-79-67AH. 

ENGLEKEN. R H. Region 3, San Francisco, 
79/04/27 Ip 


Office of the Director. 


7903100267 Forwards LER 79-003/01 T-0. 

WITHEIRS.B D Portland General Electric Co. 


79/04/27. Ip. 


-7903100270 LER 79-003/01 T-0 on 790414:09-2236 8< CV/-2276 valves failed 
to respond to manually initiated closing signal during 
periodic surveillance testing, Caused by valve packing 


binding stem, Packing adjusted,, 


//^A /O-T 




7903070028 Forwards PN0-79-67AI , AJ ft* AK per NRC 790401 Ur transmitting 

£NO€LKEn!r^H^*^ ^^Region S, San Francisco, Office of the Director. 
79/04/30 Ip 


79032409011 Respond* l« It ,/9" 06'A re TMl-2 event Deter ib'«e 7903070010 For.wards PN0-79-67AL per NRC 790401 Ur transmitting IE 

GOODWIN, C* Pe,rUa,«d G#'n#ra| ,i:|a<Mtr'»« C*> 79/'04/a4 I3pp, ENOELKEN, Region 3, San Francisco, Office of the Director. 

79/03/01 Ip. 


R. Periodic operaunf repefl* fc re,Ute«l mk r aspondenc* 


7903110167 forward* m9n%hl% ftferatinf f'epl for 
WlTWRfl, S » P«rU*«l etnaral I'LtctflC C© 79/05/04 


ip 


7903310033 Forwards PN0-79-67AM, 
ENOELKEN, R H. Region 3, San 
79/03/07 Ip 


Francisco, 


Office of the Director. 


—7903110,169 M'iwihty oferatin# rt,|pt #«r Apr 
iAlR.O 0 .fort tar,! 0#,ner»l Co 


1979 

79/'05/04 


4,pp 
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DOCKETED ITEMS 


7<»SJi7S23S For-«jrS« LER i , re 

ylTHERS'3,2. Portland General Electric Co. 


79/05/10, Ip. 


’■K5-7SI.47 .£5 79-004/03L-0 OF 79041 1 : l-h our'" ‘ ' 1*"“ 1 °h 

1 j.F.r.tor not p.rform.d 4S r.Ruir.d b9 T.oh 
b<l p’roonr.el error. P.r.onn.l 

PERHYw C Portion.! Senerel Electric Co. 79/05/10. 3pp. 


7'9'C‘522C299 Forwards LER 79-005/03L-0. _ 

W!-^HER3.B D Portland General Electric co. 


79/05/14, 2pp. 


«-79r.52202‘?3 L^R 79-005/03L-0 on 790414: feedwater isoUtion valve failed 
i^Toiirg ;Lctor trip, Backup valve closed properly so 
l.liZul line was isolated. Caused by failure of hydraulic 

Jem"' -: PortlanO S.n.r.l Electric Co. 79/05/14. Ip. 


7905220311 Forwards LER 79“00&/03L-0. 

WITMERSi B. 0. Portland General Electric Co. 


79/05/15. Ip. 


-7905220316 LER 79-006/03L-0 on 790415: leak discovered in auxiliary 
feedwater pump fuel line fitting. Caused ^ by vibration. Fitting 
replaced, Fuel line design will be 

PERRY., J.C. Portland General Electric Co. 79/05/15, 2pp. 


7905310350 ROiutil cannot assure containment ventilation sys supply 
valves will remain leak tight following postulated LOCA 
while ventilating containment. Analysis shows damage to sys 
may result. 

WITHERS. B,G. Portland General Electric Co. 79/05/21. Ip. 


7905080416 As result of commitments contained in 790427 Itri details 
addl actions to b© taken prior to startup. In order to meet 
requirements, will initiate mod to provide control room 
verification of auxiliary feedwater flow to steam 'generator. 

ROE. L. E. Toledo Edisdn Co. 79/05/04. 2pp. 


7905090353 Forwards response to G Vissing 790226 request for addl 
info re spent fuel pool capacity mod. to finalize environ 
assessment. 

ROE, L. E. Toledo fedison Co. 79/05/04. 3pp. 


7905150402 Forwards Chapters 1.2.8-10,12 S'. 13. revised by Suppl 4 of 
initial startup rept. W/instruc tions for insertion. 

GRANT, J. S. Toledo Edison Co. 79/05/09. 2pp. 


— 7905150405 Initial startup rept. Suppl 4. revising Chapters 1.2.8-10.12 St 
13. Covers testing completed 790106-0405. 

* Toledo Edison Co. 79/05/09. 80pp. 


7905190031 Forwards interim anticipatory reactor trip sys design 
(Drawing SK-E-409. Revision 1). Oversized drawing available in 
Central Files. 

ROE, L. E. Toledo Edison Co. 79/05/11. Ip. 


7905240586 In response to NRC 790424 Itr, forwards Class HI amend fee, 
ROE, L. E. Toledo Edison Co. 79/05/15. Ip. 


7905220095 Forwards Offsite Dose Calculation Manual, to aid review of 
radiological ETS. submitted 790316. 

ROE.L. E. Toledo Edison Co. 79/05/18. 67pp. 


DCKIKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


G. Adjudicatory correspondence 


7905070239 Requests denial of J Doherty's 790404 motion for 
posfeponeoent of 790418 prehearing conference. Combustible gas 
control issue was not dropped from case. 

NEWMAN. J.R. Lowenstein. Newman, Reis. Axelrad it Toll. 79/04/06. 3pp. 


7905070497 Confirms increased liability limit to *124,000,000 for 
policies NF-1,25, 43, 76,83. 100, 111, 140, 146, 151, 161. 164, 170, 

173, 174, 178. 179. 180, 182, 185, 186, 187, 188, 189, 192, 193, 194, 195, 

197, 198, 200, 201. 204, 206, 207, 208, 210, 212, 214, 215, it others. 
QilATTROCHHI, U, American Nuclear Insurers. 79/05/01. Ip. 


7905240403 Forwards addl info re auxiliary feedwater turbine dynamic 
brake installation, dual level setpoints for auxiliary 
feedwater controls i< actuation signals, pressur 1 zer level 
indication i*. water source it cross-connect requirements, 

ROE.L.E. Toledo Edison Co. 79/05/19. 7pp. 


7905290419 Forwards "Evaluation of Transient Behavior & Small Reactor 
Coolant Sys Breaks in 177 Fuel Assembly Plant, 790516, " Vol 
3, Revision 1. 

ROE, L. e. Toledo Edison Co. 79/05/22. Ip. 


— 7905290422 "Evaluation of Transient Behavior it Small Reactor Coolant 
Sys Breaks in 177 Fuel Assembly Plant, 790516. '' Uol 3, 

Revision 1. 

# Toledo Edison Co. 79/05/19. 66pp. 


7905070582 Confirms increase in liability limit to *36,000,000 for 
policies MF-22. 26, 29, 38, 39, 44, 46, 47, 49, 50, 51. 52, 53, 54, 53, 36, 

57, 58, 60, 61. 64, 66. 67, 68. 69, 70, 71, 72. 74, 76, 77, 78, 79, 80, 86, 87, 
88.90,91,92,93,94,95 it 96. 

ROBERTS, D. M. Mutual Atomic Energy Liability Underwriters. 79/05/01. 
Ip. 


7905160231 Forwards Amend 4 to Indemnity Agreement B-79, per 10CFR140 
changes, re liability insurance increase from *140 million to 
*160 million, effective 790501. Supporting documentation end. 
SALTZHAN, J, Antitrust it Indemnity Group. 79/05/01. 5pp. 


7905140361 Forwards Endorsements 28 it 29 to NELIA Policy NF-236. 
LLOYD, R.D. Marsh it McLenon, M it M Nuclear Consultants, Inc. Div. 
79/05/07. 3pp. 


7905310450 Forwards info re auxiliary feedwater flow indicators, 
surveillance test/maint mode procedures it valve alignment 
requirements. 

ROE.L.E. Toledo Edison Co. 79/05/22. 3pp. 


7905300483 Forwards info requested at NRC 790508 meeting. Info includes 
overall reliability of auxiliary feedwater sys w/regard to 
operating history it design improvements. 

ROE.L.E. Toledo Edison Co. 79/05/23. 16pp. 


7903310375 Submits matrix to cross-reference station procedures 
w/operating procedure mods re NRC 790517 order it RN Reid 
790518 Itr. 

ROE.L.E. Toledo Edison Co. 79/05/23. 4pp. 


7905300410 Forwards executed Amend 4 to Indemnity Agreement B-79. 
ROE.L.E. Toledo Edison Co. 79/05/25. 3pp. 

P. Operating license stage documents it correspondence 


7905240933 Confirms 790401 discussions. Will notify NRC prior to 
^®**P°"** meeting scheduled for 790404. 

KAPLER, U.G. Regions, Chicago, Office of the Director. 79/04/02. 

i*' "’•‘’''‘"‘"S inf” flow 

DIoSsVl ' drop..R.vUw r.duireo CUoi HI 

01008, R.H. License Fee Management Branch. 79/04/24. Ip. 

!**»!?!*•* for 790305 Itr providing util views 

on wC activities. Describes development of STS it 
radiological effluent Tech Specs. 

lOYD, R. S. Division of Project Management. 79/05/01. SPP. 


VvTVtl' NRC T.eb Sp.c r€,ulr.m.nt.. which 

! T *1* “""‘•'■PFodgctiv. «d un.e...;r,. 

RCfcfL. E. Toledo Edison Co. 79/03/05. 3PP. 


Q. Inspection reports, IE Bulletins 8i correspondence 


7905100357 Notice of deviation from insp on 771116-18 8t 30 &, 

1201 - 02 . 

* Region 3, Chicago, Reactor Operations Nuclear Support Branch. 
77/12/16. Ip. 


—7905100362 IE Insp Rept 50-346/77-34 on 771116-18 8t 30 At 1201-02. No 
noncompliance noted. Major areas inspected: lurvei 1 lance 
testing At investigation At followup associated w/loss of 
offsite power on 771129. 

TAMBLINCJ, T. N. , KNOY, R. C. Region 3, Chicago, Office of the 
Director. 77/12/16. 7pp. 


7905110097 Ack receipt of 771214 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-346/77-32. 

FIORELLI, G. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 78/01/13. Ip. 


— 7905U0099 Responds to NRC 771122 Itr re violation noted in IE Insp 
Rept 50-346/77-32. Corrective actions: Administrative 
Procedure AD 1823.00 revised At supervisors reinstructed re 
importance of filling out log sheets. 

GRANT, J.S. Toledo Edison Co. 77/12/14. 2pp. 


DOCKETED ITEIViS 
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—7905110100 For IF 50 .' lA .*./ 7 ■■ . j ;? on 770926 ■ - 30 - 1005 - 07 , 

18-21 f-’. 27. 

FIORELI-I'G RcMjion 3 < F h 1 1' .itj o , ior (.Jp (j r .a 1 1 (.H'lu Nuclwar 

Support; 1) r <* <' t* '■ 1 ^ *' 

—7905110100 Not n r <vt' viuKitlon from in‘.;ip utt 770926' ;J0, 1005-07, 18'-21 Z» 
27. 

Regi<'H\ Chicaijo. Offlt, r of tfMj Dirtn'tor 77/11/10, Ip 


—7909110111 It;' In^tp ttnpt 90 J46/;7FJ2 on / ■ 30, lOOlV 07. 10-21 27. 

Noncomp 1 i<»»t c* noird f.ulurr tu tirop«>rli/ tm|»l®m#»U, prot.inlure 

for jufl'pc’ lift;>,.Ml ut n* r 

TAMULINQ, I N > KAKI'MIMF t I , KMOP.R C t'ftfflton 3, Chicago, 

Office of t;H« Dn-ei inr 77/ 11/ Hi 19pp 


7909110009 A< 1 rrnrJpt- " 7»|0*Jlc) Ifr t n f ni'O) 1 ng NRF u f tatctpfi t,)ik»n to 

correct; vi o 1 a i i on » noitnl lt> It Innii Nept 50" '.'.1467 /fl 'O/, 

FIORELLI'O (iegJon 3. F.li » < a g o , Kcnur toi' f)p «r .n t 1 o»'t » Nucliitor Ttupport 

Branch, 7t')/'()7/ 1 .7 I jt 


~"™790Sl 1009 1 ft»?»()on«ln t.o UUC 71,104. '(> Ifr r«» v i o 1 t, 1 onts rn.»f®il in IF In«p 
Rept fK)-'"346/ /l.l"06 i:orr««t.ivr jiit,ion<» tent <) *» f i c i wnr y 
documented on 7(1011/ 6 priipsti' vwv'iwui 6 <l>«nQeiiii to dropped 
rod control le'sf oh fa iried on /(lO/il*( 

ORANT, J ‘I tolodo (diiion On 70/03/10 I j,* 


—7909110092 ( oruMird'# U litap h'«i)'f 30 34/,/ 70 0/, on ,^7120/, 'Oil '/OOriOA-OO 
6, notic# of \lnl4tlnn 

FIORFl. 1.1,0 Region Fhnayo, R'wai tor i )p wr 4 i l on « Nut Iwar 

Support I'lratn tt /( | / 04 ,.'t > ..’p(t 


7905250198 Forwarda revision to 790411 response to IE Bulletin 79-r05/' 
re auxiliary feedwater trains. 

ORANT, tJ.S. Toledo Edison Co. 79/04/16. 2pp. 


7905030245 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Saf e ty ~Re lated Sys. '* Lic«nsee action 
required, 

KEPPLER, J. 0. Region 3, Chicago, Office of th® Directur. 79/04/17. 
Ip. 


7905080509 Forwards IE Bulletin 79-09B, "Nuclear Incident at 
TMI-Suppl, " License® action required. 

KEPPLER,J, 0, Region 3, Chicago, Office of th® Director. 79/04/21. 
Ip. 


7905150113 Ack receipt of 790403 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept SO-346/79-05. 

HE ISHMaKi. R , F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch, 79/04/25. Ip. 


-7909150121 Responds to NRC 790314 Itr re violations noted in IE Insp 
Rept 50-346/79“09, Corrective ac t i one ; reemphas i i ®d importance 
of review of surveillance test data 8< personnel instructed 
on proper work method r® «af ©ty-re lated equipment. 

ORANT. J, S, Toledo Edison Co, 79/04/03, 2pp. 


7905100394 Forwards IE Inap Rept 50-346/77-34 on 771H6-10 30 «* 

1201-02. No noncompliance noted. 

FIORELLI,©. Region 3, Chicago, Reactor Operation* Nuclear Suppert 

Branch 77/12/16. 3pp 


—7903110093 No 1 1 < w of vK'ilafton from ItHjp u»t 7 7120/, 0(,J 71,1 0306"' 011 

# Region "1, Fftlcayo, ijfflt, r n f f(>e D j r wt; t. i,ir 71,1/04/19 Ip 


■7903110094 If, tnsp Rwpi 56 '14/, / 70 ' f)/, on „’7l20/> 00 ?„ 700,306 ' 01) 
Noncomp n 416, « nnf*n,J fan lure t,u pwrfurm rod drop testing 
at 407. power foliure to f' i I « 'test defii ,4#Mcy rept. 

CRESWEl.l I ?'l fU.jion ”). Fhi(,;sgn. Clff'ir® uf ih® Direefor 

LITTLE, W 3 Meytun 3, ffiHagu, tor Uperatlotis Ntu,lwai' 

Support llranrh /0,6';(4/l9 l,7p() 


R Periodic operating reports & related correspondence 


7905140233 Forwards monthly operating rept for Apr 1979, 
MURRAY, T. D Toledo Edison Co. 79/05/08. Ip. 

— 7905140235 Monthly operating rept for Apr 1979. 
CABA.E.C, Toledo Edison Co. 79/05/08. 6pp. 


7903010267 Forwards U Infu Notfi® 79 06. "Stres'si Analysts «»f 
8af ety-R® 'latffld f’tptny " 

KEF‘Pl£R,3 0 R«*yiun 3, ChUayo. Uffitw nf the J>» rector 79/03/S:.l 

Ip 


7903040039 1 nrwar<H K Infn '79 (»/, "Rupture u'f Radwaste Tanks " 

Kt:PPl,ER,J 0 R«.g,lun 3. Fhnagu, of i'h® IHr ««!«(»' 79/03/26 

ip 

7903010176 Forward? 11 Nutt.® 7'9 (,MI. " Int® rMRRie* t ion 

Ct)ntamlnai®<) Sys w/Miv« A'lr Sy* Used as fitofrt » u# Breathing 
Air " 

KEPPLER.Uti Reytn»i ,3, r;h0 u# the Dire<tur 79/03/20 

Ip 


7903010413 Forward? 11' 'Info NntLte /•/ '09, "Jlp l U of Rad t oat 1 1 ve 1 y 
Contaminated R#sirt " 

KEPPLER.3 C Rtgion 'J. i/ht«ago. D'ffit# of the inr®«'tor ;9/o:v:.IO 

Ip. 


7903030033 Forwards II" flu'I'lwtin ./9"06, "Re'vjew of Operational Errors «. 
Sys Mlsal igi'tmaitts Idenitfian Ouritrg f'Mf Ini'irtant ''' 

KEPPLER,J. 0 Region D, CHH4$t,h Q'fflt# o# t,h® Oirattor '79/04/'n 

Ip 


7903010604 Forward* IF ioUatin '/'O'-OAa. •'«#'¥ law <vf Opa'rational Errors I. 

8ys Misal ignmants I «i #nl i f i ®tl Owrjng 'TMI Incident " 

KEPPLER, 3 0 Region 3, 'Chtcafd* Of'f'H'# of Ih# 0|r'#«:tor 79/04/14, 

ip, 


7903040427 Forward** I'l iuUatin '/9 ‘0611. "Review of tlptra tional Error* 6 
8y« MisaUgnmant* loantlf'led 'Ouring TMI Incident " 

KEPPLER.J, 0 Region Ch'irago. Of'fH'e O'f th# Director 79/04/14, 

Ip 


7903(540391 Forward * ll ! SuUatin '/ 9 - 0 II . "' Eve ' nt '* Relevant to BolUof 
Water .Power Reactor * I dent i '# i #d ' Du ' r,iftf TM .1 Incident ." 

KEPPLER . J , 0 Region 3 . Chicaf ' O . Clfftce <if the Dlf'iCtar 79/04/14 

Ip. 


7903070174 Forwarde I ,|:; 'iwUetin 79 07 » " Se ' i ' tmi € © tree * Anatynte of 

Safety-Related Pip inf " ttcen«ee action required 

KEPPLERjJ 0 , Ref ion 3 * ChicafO . Office of the Dirtetor 79 / 04/14 
Ip. 

7903 a 4'0097 R « iipon 4 « to 11 iulletift 79 -' 0 :i r # defect * in pipe * lafS l»M 
Youngstown Wtldinf Cnf I ' nter in ® Co Ullratonic '#'•*« of 
containment *pray sy * pifinf r # V "« aS #4 «««»# d ' e'fec t *. wh Ich are 
being evaluated 

ORANT, J , 8 Toledo f'diton Co 79 / 04/16 3 pp 


0 Reportabl® occurr*nce«, LER* 6 related correspondence 


7905100375 PNO-77-171 as of 770926 no radioctlve releases occurred at 
Davis-Bes*# l,a» result of loss of coolant pressure due to 
.failure of prtssurixer power operated relief valve. 

KLINGER. 0, NOLAN, F,, SNIE 7.EK, J, H, Office of Inspection ii 
i:nf or cement 77/09/26 Ip 


'7905100370 -Reviews available info re reactor coolant sy* 

depressor i xation ©vent at Davia-Besse 2. No current 
indication of fuel damage or other serious problems at 
plant. 

MCDERMOTT, R 0 Ouality Assurance Branch 77/10/06. 2pp. 


7905100300 LER NP»32“77-16(8upp 1 >on 770924 : depressur i *at 1 on of primary 

sys from normal operating pressure occurred, result ing in 
steam formation, 

MURRAY. T D Toledo Edison Co, 77/11/14. 60pp, 


7903100341 Forward* LER 77-096/03L-0. 

MURRAY. T D Toledo Edison Co. 77/12/16. 2pp 


“-7905100343 LER 77«096/03L”'0 on 77U29:dles#l generator 1-1 started, but 
failed to supply power during temporary loss of power. Caused 
by diesel tripping on overspeed due to governor setting. 

Switches reset 6 diesel generator declared operable. 

BEYER, B Toledo Edison Co, 77/12/16. 3pp. 

7905020266 Notifies of reportable event on 790413: certain starters 'fer 
essential motors had overload heaters Installed which wmr# 
smaller than capacity specified on relay data sheets, causing 
possible overload heater burnout. Heater being replaced, 

MURRAY, T 0 Toledo Edison Co. 79/04/16. Ip. 


7905100206 RO on 790423: unp lanned reactivity insertion of mare than 
0 5X occurred Caused toy valve MU39 leaking demineral l xed 
water. Procedure mod rewritten to prevent valve leakage St 
increase sampling frequency. 

ffJRRAY, T.O Toledo Edison Co. 79/04/23. Ip. 


7905020303 Forwards LER 79-046/03L~0. 

MARR6Y,T. D. Toledo Edison Co. 79/04/25. Ip. 


■7905020330 LER 79~046/03L'-0 on 790330; d iesel generator declared 
inoperable after loud, unusual noises «» placed in action 
statement. Caused by bearing failure in turbocharger. 


Turbocherger replaced. 

HARTXOAN, J. P. Toledo Edison Co, 


79/04/25. 3p,p. 


7905020418 Forwards LER 79-047/03L-0. 

m/RRAY, T. 0, Toledo Edison Co. 79/04/25. ip. 


DOCKETED ITEMS 


m 


— 790S020438 LER 79-047/03L-0 on 790329: on 790331 makeup pump 1-1 taken 
out of SVC for fflaint due to increased vibration decreased 
po«p performance. Caused by failure of first stage impeller 
which cut large groove in shaft. 

HARTIOAN* J. P. Toledo Edison Co. 79/04/25. 3pp. 


7905020488 Forwards LER 79-045/03L-0. 

ni«RAY« T. D. Toledo Edison Co. 79/04/25. Ip. 


—7905020500 LER 79-045/03L-0 ON 790330: bora ted water storage tank low 
level trip setpoint in Safety Features Actuation Sys Channel 
11 discovered out of tolerance. Caused by instrument drift i-. 
analog aaplif ier. Analog amplifier recalibrated. 

NELSON. J, M. Toledo Edison Co. 79/04/25. 3PP. 


7905020427 Forwards LER 79-048/0 lT-0. 

HURRAY. T. D. Toledo Edison Co. 79/04/26. IP. 


7905230371 Forwards review of 770924 event re depressurization of 
primary sys. Similar ities to 790328 incident at TMI-2 noted. 

ROE. L. E. Toledo Edison Co. 79/05/18. 3pp. 


7905250134 Forwards LER 79-055/03L-0. 

MURRAYrT.D. Toledo Edison Co. 79/05/18. Ip. 


— 7905250142 LER 79-05S/03L-0 on 790423: low reactor coolant pressure 
block bistable BA103 did not reset automatica 1 1 y on 
increasing suveillance test s ignal . Caused by sticking of 
relay K-4. Relay replaced. 

NELSON. U. M. Toledo Edison Co. 79/05/18. 2pp. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 
A. Application/construction stage documents 5k correspondence 


— 7905020443 LER 79-048/01T-0 on 790413: starters for essential motors had 
overload heaters installed which were smaller than capacity 
specif ied. Caused by error in initial installation due to 
procedural inadeq,uacy . Chec fc of overload heaters conducted, 

HURRAY, T. D. Toledo Edison Co. 79/04/26. 3pp, 


7905040129 Forwards LER 79-049/03L-0. 

HURRAY, T.D. Toledo Edison Co. 79/04/26. Ip. 


— 7905040132 LER 79-049/03L-0 on 790331 : dur ing surveillance testing half 
of steam safety valves discovered to be out of design 
setpoint range. Caused by changing ambient cond i tions. Va Ives 
adjusted 5k retested. 

BROWN, R. A. Toledo Edison Co. 79/04/27. 3pp. 


7905090269 Forwards LER 79-050/01T-0. 

MURRAY, T.D. Toledo Edison Co. 79/05/04. Ip. 


7905140357 Notifies of potential reportable inconsistency in calculated 
DNB rations, as reported to util by Westinghouse. 

HAIRSTON, W. G. Alabama Power Co. 79/03/30. 2pp. 


F. Security, medical, emergency it fire protection plans 


7905070631 Forwards check to replace check sent 790323 w/safeguards 
security contingency plan. 

CLAYTON, F.L. Alabama Power Co. 79/05/01. 2pp. 


I. Financial information 


7905150391 Forwards “Annual Financial Rept 1978,“ unaudited financial 
statements for <iuarter ending 790331 5k cash flow projections 
for 1979. 

BOWDEN, T. J. Alabama Power Co, 79/05/10. 7pp. 


— 7905090273 LER 79-050/01T-0 on 790423: boron concentration dropped lower 
than anticipated final value, resulting in unplanned 
reactivity insertion. Caused by mechanical, personnel fti 
procedural error. Valve being repaired. 

BROWN, D.H. Toledo Edison Co. 79/05/04. 3pp. 


7905150455 Forwards LER 79-051 /03L-0. 

MURRAY, T.D. Toledo Edison Co. 79/05/09. Ip. 


— 7905150456 LER 79-051/03L-0 on 790410: fire alarm point F-056 sounded 
when no fire existed. Caused by lack of proper control room 
annunciation it procedure control. Procedure mods being 
prepared & installation of annunciator investigated. 

LINGENFELTER, J. Toledo Edison Co. 79/05/09. 3pp, 


7905160404 Forwards LER 79-052/03Lr-0. 

HURRAY, T.D. Toledo Edison Co. 79/05/11. Ip. 


— 7905150395 “Annual Financial Rept 1979. “ 
•* Alabama Power Co. 78/12/31. 47pp. 


J. Insurance indemnity information 


7905070497 Confirms increased liability limit to *124,000,000 for 
policies NF-1,25, 43, 76, 83, 100, 111, 140, 146, 151, 161, 164, 170, 

173, 174, 178, 179, 180, 182, 185, 186, 187, 188, 189, 192. 193, 194, 195, 

197, 198, 200, 201. 204, 206, 207, 208, 210, 212, 214, 215, others. 
QUATTROCHHI, J. American Nuclear Insurers. 79/05/01. Ip. 


7905070582 Confirms increase in liability limit to *36,000,000 for 
policies MF-22, 26, 29, 38, 39,. 44, 46, 47, 49, 50, 51, 52, S3, 54, 55, 56, 

57, 58, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86, 87, 
88.90.91,92,93,94.95 3k 96. 

ROBERTS, D. M. Mutual Atomic Energy Liability Underwriters, 79/05/01. 
Ip- 


■7905160409 LER 79-052/03L-0 on 790416: piece of duct tape found blocking 
inlet to containment pressure sampling 1 ine, render ing 
instruments inoperab le. Tape removed. 

NELSON, J. M. Toledo Edison Co. 79/05/11, 2pp. 


7905160224 Forwards Amend 4 to Indemnity Agreement B-81, per 10CFR140 
changes, re liability insurance increase from *140 million to 
*160 mi 1 1 ion, effect ive 790501 . Sup p or t ing documentation end. 
SALTZMAN, J. Antitrust 3k Indemnity Group, 79/05/01. 5pp. 


7905220124 Forwards LER 79-035/03L-1. 

HURRAY, T.D. Toledo Edison Co, 79/05/15. Ip. 


7905220125 LER 79— 035/03L-1 on 790228: reactor coolant pump 1—1—2 
tripped, resulting in reactor runback to 74/S. Caused by 
loosening of inservice filter cover during maint. Cover 
retightened !« addl nameplates being made. 

ROHRER.E. Toledo Edison Co. 79/03/27. 3pp, 


7905220096 Forwards LER 79-053/03L-0. 

HURRAY, T.D. Toledo Edison Co. 79/05/16. Ip. 


—7905220101 LER 79-053/03L-0 on 790417:whiU in Hods 5, position 
indication for control rod 3 became erratic. Caused by 
defective connection in penetration butt splice. Butt splice 
reconnected. Tests will be made when in Mode 3. 

NAYLOR, R.W. Toledo Edison Co. 79/05/16. 2pp. 


7905100304 Forwards Endodrsement 23 to NELIA Policy NF-238. 

DUCK, J. R, Marsh ?k McLenon, M M Nuclear Consultants, Inc. Div. 
79/05/04. 2pp. 


7905150357 Forwards signed Amend 4 to Indemnity Agreement B-81. 
BARTON, A. R. Alabama Power Co. 79/05/11. 2pp. 


7905160396 Forwards Endorsement 24 to ANI Policy NF-238. 

DUCK, J. R. Marsh McLenon, M tk M Nuclear Consultants, Inc, Div. 
79/05/11. 2pp. 


7905300468 Forwards Endorsement 25 to ANI Policy NF-23a. 

DUCK, J. R. Marsh 3k McLenon, M 3k M Nuclear Consultants, Inc. Div. 
79/05/25. 2pp. 


M. Antitrust correspondence 


7905220117 Forwards LER 79-054/03L-0. 

MURRAY. T.D. Toledo Edison Co. 79/05/16. Ip. 


room i.oUtion Ommp 

HV5311B stock open during surveillance test. Caused by 
•fcoft.Dompor r.movod I 

RUDOLPH, J.J. Toledo Edison Co. 79/05/16. 2pp. 


7905100196 AL Electric Cooperative's Response to applicant's “Memo re 
Impact of Public Regulatory Policies Act of 1978." 

Certificate of Svc S< supporting documentation end. 

BOSKEY, B. , MACGUINEA, D. B. Volpe, Boskey )k Lyons. 79/03/28. 23pp. 


DOCKETED JTEMS 


m 


•rfosiooaiy Rtsponn® of Municipal Eloctric Util Association of AL to 
applicant's m@mo r& impact of Public Util Ro§ulatory 
Policios Act of 1978. Cortif icat® of Svc ©ncl. 

®OLDBERO,R. Ooldborg. Fioldman 8« Lstham, P. C. HJELMFIELT. D. C. 
Affiliation Unknouin. 79/03/28. 10pp. 


7903240978 Notlc® of appoaranc© of DJ Evans on bthalf of NRC. 
C@rtificat@ of Svc ©ncl. 

EVANS. D.J. Anti-Trust Division. 79/03/28. 3pp. 


790S1002A9 Reply memo r« impact of "Public Util Regulatory Policies Act 
of 1978" on proceeding. Ac t neither changes legal status of 
case nor impacts on decisions of liability. Certificate of 
Svc end. 

AXELRAD. J. A. Regulations Division. EVANS. D. J. Anti-Trust 
Division. 79/03/29. 12pp. 


7905240514 Forwards IE Insp Kept 50-348/79-10 on 790313-0316 & 21-SO. 

No noncompliance noted. 

HURPHY. C.E. Region 2. Atlanta. Reactor Construction li Engineerinf 

Support Branch. 79/04/04. 2pp. 


—7905240518 IE Insp Rept 50-348/79-10 on 790313-0316 & 21-23. No 
noncompliance noted. Hajor areas inspected : inservice insp. 
welding nondestructive examination. 

CROWLEY. B.R. Region 2. Atlanta. Office of the Director. 

CCM.ON( T. E. Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch. 79/04/04. 7pp. 


7905240523 Forwards IE Insp Rept 50-348/79-12 on 790306-0309. No 
noncompliance noted- 

LEWIS. R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/04/04. 2pp. 


7905240985 Responds to applicant's memo re impact of Public Util 
Regulatory Policies Act of 1978. Certificate of Svc & 
supporting documentation end. 

WHITLER.J. D. Justice. Dept. of. 79/03/29. 22pp. 


P. Operating license stage documents & correspondence 


7905090079 Forwards Amend ll to License NPF-2. safety 
evaluation & notice of issuance 8* aval lab i I ity . 

8CHWENCER. A. Op4i)rating Reactors Branch 1. 79/04/13. 3pp. 


—7905240527 IE Insp Rept 50-348/79-12 on 790306-09. No noncoapl iance 
noted. Major areas inspected: LERs. Part 21 repts. open items, 
operations review St independent insp. 

HARDIN. A. K. Region 2. Atlanta. Office of the Director. 
CANTRELL. F. S. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/04/03. 6pp. 


7905020124 Forwards IE Bulletin 79-06. "Review of Operational Errors & 
Sys Misalignments Identified During TMI Incident. “ License® 
action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/04/11. Ip. 


— 7905090080 Amend 11 so License DPR-26. maintaining implementing all 
provisions of approved fire protection plan. 

# Operating Reactors Branch 1. 79/04/13. 2pp. 

— 7905090083 Safety evaluation supporting Amend 11 to License DPR-26. 
Office of Nuclear Reactor Regulation. 79/02/12. 30pp. 

— 7905090084 Notice of issuance fk availability of Amend 11 to License 
DPR-26. 

8CHWENCER.A. Operating Reactors Branch 1. 79/04/13. 2pp. 


7905100279 Requests extension of time until 790512 to respond to IE 
Bulletin 79-03. “Longitudinal Weld Defects in Pipe Spools Mfg 
by Youngstown Welding & Engineering Co. “ 

CLAYTON. F.L. Alabama Power Co. 79/04/11. Ip. 


7905150568 Confirms 790412 telcon to AK Hardin re IE Bulletin 79-02. 
Test program was initiated; enough failures found in anchor 
bolt installations to justify expansion of test scope 
Further details will come in 14-day followup. 

HAIRSTON. W. O. Alabama Power Co. 79/04/12. Ip. 


7905020242 Forwards proposed amends to Tech Specs for Unit 1 
incorporating radiological effluent Tech Specs into App A ti 
proposed draft radiological effluent Tech Specs for Unit 2. 
Proposed draft App B Tech Specs end. 

CLAYTON. F.L. Alabama Power Co. 79/04/16. I90pp, 


7905040267 Ack receipt of 790104 application Ik 790321 supplementary 

filing. Requests payment of Class III fee. 

MILLER. W.O. License Fee Management Branch. 79/04/16. 2pp. 


7905040148 Forwards IE Bulletin 79-06B. "Review of Operational Errors t 
Sys Misalignments Identified During TMI Incident. “ 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/04/14. 2pp. 


7905040298 Forwards IE Bulletin 79-07. “Seismic Stress Analysis of 
Safety-Related Piping." Licensee action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/04/14. 2pp. 


7905170266 Forwards proposed Tech Specs revision modifying safety 
injection logic by deleting coincident low pressuriier 
pressure/level logic actuation. 

CLAYTON. F.L. Alabama Power Co. 79/05/11. lOpp. 


905040322 Forwards IE Bulletin 79-08. "Events ft«l»vant to Boiling 
Water Power Reactors Identified During TMI . 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/04/14. Ip. 


7905230414 Requests informal facility info re TMI incident be withheld 
from public disclosure unless util conducts proprietary 
revimui. 

CLAYTON. F.L. Alabama Power Co. 79/05/16. 2pp. 


7905030137 Forwards IE Bulletin 79-09. " 
Circuit Breaker in Saf ety-Related Sys. 


'Failures of OE Type AK-2 
" Licensee action 


required. 
O'REILLY. J.P. 
79/04/17. 2pp. 


Region 2. Atlanta, Office of the Director. 


7905310376 Submits addl info re pressuriier pressure safety injection 
logic, in ref to 790523 telcon w/E I 

Pressuriier pressure transmitters 444.445.456 8* 457 have 
control or protection functions. - 

CLAYTON, F.L. Alabama Power Co. 79/05/23. 2pp. 

7TO901O141 For^rd. IE In.o Notic. 79-06, “8tr... An.ld.l. o. 

0*REIL.L.Yri!'pr'' ''*si«”<>n 2, Atlanta, Of.lca of tha Diractor. 

79/03/23. 2pp. 

7909230777 Inforoia of dolo« in Toapondlna to 

7^128 TO uold aatl. uood for oath raaotor va.oal 

boi.nd.TV f.TTltic u,.ld«.nt.W..tin«l.ou.. 1. un.bl. to pTOvld. 

needed data until 791031. i® 

CLAYTON, F.L. Alabama Power Co. 79/03/23. ip. 


7905020370 Forwards IE Bulletin 79 - 06 A. Revision 1. "Review of 
^Operational Errors 8t Sys Misalignments Identified Doting TMI 

oOeILLyI J. P. Region 2. Atlanta. Office of the Director. 

79/04/18. 2pp. 

7909240443 Ro.pond. to IE BuUotin 79-07, 

Safety-Related Piping." Methods specified by Item 1 have 
never been used. Therefore, specif Ic concerns are not 

CLAYTON? Alabama'*Power Co. 79/04/24. 3pp. 

7905300710 Forwards response to IE Bulletins J ^ 

Training program for personnel w/operational duties is being 
developed; actions required by operating procedures 
transients «i accidents have been 


7905030290 Forwards IE Info Notice 

O'REILLY. J. P. Region 2. Atlanta. Oft 
79/03/26. 2pp. 


"Rupture of Radwaste Tanks, 
ice of the Director, 


7905010093 Forwards IE Info Notice 79-08. 
Contaminated Sys w/8vc Air Sys Used es 


"Interconnection of 
Source of Breathing 


2 'SiklIu.V,J.P. P.. 19 " a- Atlanta, Offic. Q. th. BlT.ctoT, 
79/03/28. 2pp. 


•»- * M 70—09. "Soill Rad ioac t ive ly 

7905010339 Forwards IE Info Notice 79 ov. p 

Coi^taminated Resin." Office of the Director. 

O'REILLY, J. P. Region 2. Atlanta, utrxc® u 

79/03/30. 2pp. 


or will be used in future. 

CLAYTON. F.L. Alabama Power Co. 79/04/26. Ip. 

105090075 Forwards "Inservice Testing Program for Class 1. 2 8c 3 Pumps 

ti Valves. " End available ^bd 

CLAYTON. F.L. Alabama Power Co. 79/05/01. 2pp. 


168 


DOCKETED ITEMS 


7905250036 Responds to IE Bulletin 79-04 "Incorrect Weights for Swing 
Check Valves Mfg by Velan Engineering Corp. " One discrepancy 
found between weights specified in bulletin & actual weight 
of valve. 

CLAYTON. F.L. Alabama Power Co. 79/05/01. 2pp. 


H. Oeneral correspondence 


7905230711 Requests const review of fac i I ity. Express 

insufficient supply of water near plant for cooli*^0 -rm-MC. 
BUQNANNOf N. A. Affiliation Unknown. 79/04/02. Ip* 


R. Periodic operating reports 8e related correspondence 


J. Insurance St indemnity information 


7905230361 Forwards monthly operating rept for Apr 1979. 
CLAYTON, F.L. Alabama Power Co. 79/05/15. 2pp. 

— 7905230362 Monthly operating rept for Apr 1979. 

HAIRSTON, W. 0. Alabama Power Co. 79/05/01. 3pp. 


7905070497 Confirms increased liability limit to 
policies NF-1.25, 43. 76, 83. 100. 111. 140. 146. 151. 16t * 

173, 174. 178, 179, 180, 182, 185, 186. 187, 188, 189, 192, 1*93, 

197, 198. 200. 201 , 204, 206, 207, 208. 210. 212, 214. 215. o t; ® ' 
QUATTROCHHI, J. American Nuclear Insurers. 79/05/'C>*'- t.p . 


S. Reportable occurrences, LERs 4t related correspondence 


7905140368 Confirms 790328 telcon re LER 79-01 5/OlT-O. While performing 
inservice insp on 790327. five linear surface indications 
discovered on ECCS line. Currently evaluating nondestructive 
examination on similar components. 

HAIRSTON, W. 0. Alabama Power Co. 79/03/28. Ip. 


7905070582 Confirms increase in liability limit to ^ 

policies MF-22. 26, 29. 38, 39, 44, 46. 47, 49, 50. 51,52. S3, S^-, S», 

57, 58. 60. 61, 64, 66, 67. 68, 69, 70, 71, 72, 74. 76, 77, 78. 7*9, 30. O^, ©7, 
98,90.91,92,93,94,95 96. 

ROBERTS, D.M. Mutual Atomic Energy Liability Undeirux-r i 

Ip. 


Q. Inspection reports, IE Bulletins & correspondence 


7905020247 Forwards LER 79-021 /OlT-0. 

CLAYTON, F.L. Alabama Power Co. 79/04/26. Ip. 


— 7905020249 LER 79-021/01T-0 on 790412: in response to IE Bulletin 79-02, 
program initiated to randomly test anchor bolts installed 
in Seismic Category 1, safety-related. 2. 5-inch grater piping 
sys. Statistical sample too' smal 1. Program expanded. 

HAIRSTON, W. 0. Alabama Power Co. 79/04/26. 3pp. 


7905110242 Forwards LER 79-018/03L-0. 

CLAYTON.F. L. Alabama Power Co. 79/05/07. Ip. 


— 7905110247 LER 79-018/03L-0 on 790409: d iscovered outer personnel air 
lock door not operating proper ly. Caused by inadequate 
procedural controls. Fue 1 handling procedures revised to 
verify that both air lock doors are closed, 
a Alabama Power Co. 79/05/07. 3pp. 


7905140306 Forwards LER 79-021/01T-1. 

CLAYTON.F. L. Alabama Power Co. 79/05/08. Ip. 


•7905140311 LER 79-021/01T-1 on 790412; statistics 1 sampling of anchor 
bolt reliability not sufficient to provide high probability 
of greater than 95X reliability. Program expanded to include 
lOOX testing. 

HAIRSTON. W. 0. Alabama Power Co. 79/05/08. 4pp. 


7905160403 Forwards LERs 79-020/03L-0 i 79-01 5/01 T-0. 
CLAYTON.F. L. Alabama Power Co. 79/05/10. Ip. 


— 7905160414 LER’ 79-020 /03L-0 on 790411:alarm received on BIJ sequencer. 
Sequencer found in test, rendering IC dc inoperable & 
violating min requirement for one dc set. Caused by faulty 
key switch breaking internal parts. Switch replaced. 

* Alabama Power Co. 79/05/11. Ip. 


7905010134 Forwards IE Info Notice 79-06, "Stress Ar»aily«i« of 
Safety-Related Piping." 

ORIER.B.H. Region 1, Ph i ladelph ia. Office of tties Direector 

79/03/23. Ip. 

7905020077 Forwards IE Bulletin 79-06. "Review of Op t* as -t i ona I Errori j, 
Sys Misalignments Identified During TMI Incident. *' 

ORIER.B.H. Region I, Philadelphia. Office of 'thee Diractor 

79/04/11. Ip. 


7905020372 Forwards IE Bulletin 79-07. "Seismic Strasssi An.algsi'a o# 
Safety-Related Piping." Licensee action required. 

ORIER.B.H. Region 1. Philadelphia, Office of t h ® Dit'actor 
79/04/14. Ip. 


7905040083 Forwards IE Bulletin 79-06B, "Review of Op a-rai t 1 ona I Errori I 
Sys Misalignments Identified During TMI Incident. ** 

ORIER, B. H. Region I, Ph i ladelph ia. Office of t; h s» DlraectJor, 
79/04/14. Ip. 


7905040264 Forwards IE Bulletin 79-08. "Events Relmvaant to Boiling 
Water Power Reactors Identified During TMI Incidmn't. ** 

ORIER.B.H. Region 1, Philadelphia, Office of tr h Direecttir 
79/04/14. Ip. 


7905030086 Forwards IE Bulletin 79-09, "Failures o-f Oe Typ« AK'-SI 
Circuit Breaker in Safety-Related Sys." Licensee asctrion 
required. 

ORIER.B.H. Region 1, Ph i ladelph ia. Office of ttiee DireectOf* 
79/04/17. Ip. 


7905020305 Forwards IE Bulletin 79-06A. Revision 1. •■Rervlemu of 
Operational Errors & Sys Misalignments Identified OuTlnu THI 
Incident. " 

ORIER.B.H. Region 1. Ph i ladelph ia. Office of titer Diraictor 
79/04/18. Ip. 


—7905160407 LER 79-0 15/0 IT- I on 790327: 1 inear surface indications found 
on 2-inch ECCS line to Loop 1 cold leg. Loop 2 cold leg 1 
Loop 3 hot leg. Probably caused during piping mfg. Affected 
part of Loop 1 replaced. Loop 2 4k 3 indications ground out. 
a Alabama Power Co. 79/05/10. 3pp. 


7905300500 Forwards LER 79-01 9/03L-0. 

CLAYTON.F. L. Alabama Power Co. 79/05/22. Ip. 


—7905300504 LER 79-019/03L-0 on 790420; chemical analysis of reactor 
coolant revealed overconcentrations of chloride V 
fluoride. Cause undetermined. Eng ineering evaluation in 
progress. 

HAIRSTON, W. 0. Alabama Power Co. 79/05/22. Ip. 


DOCKET 50-352 LIMERICK OENERATINO STATION, UNIT 1 


A. Application/construction stage documents It correspondence 


7905040316 Summary of 790321 meeting of Nark II owners group in San 
Jose.CA re intermediate plant program tasks. 

ANDERSON, C.J. Containment Systems Branch. 79/04/13. 150pp. 


0. Adjudicatory correspondence 


7905210058 Requests plant shutdown because of threat of accident as 
severe as rupture to reactor vessel. 

ROMANO, F.R. Affiliation Unknown. 79/04/12. 5pp. 


DOCKET 50-353 LIMERICK OENERATINO STATION, UNIT 2 


A. Application/construction stage documents & corr « « p a n d OMn c 


7905210058 Requests plant shutdown because of threasi: o # aeccidwnt »t 
severe as rupture to reactor vessel. 

ROMANO, F.R. Affiliation Unknown. 79/04/12. 5pp. 


7905040316 Summary of 790321 meeting of Mark II outnerirsi greiup in i*n 
Jose,CA re intermediate plant program tasks. 

ANDERSON, C. U. Containment Systems Branch. 13. iSM&pp 


H. General correspondence 


7905230711 Requests const review of fac il ity. Express co ncerr* r« 

insufficient supply of water near plant for coolirifi rm-mcis&'r 
BUONANNO, N. A. Affiliation Unknown. 79/04/02. Ip. 


U. Insurance li indemnity information 


7905070497 Confirms increased liability limit to 000,000 

policies NF-l,25,43, 76,83, 100, 111,140, 146, 151,161, 170# 

173, 174. 178, 179, 100, 182, 185. 186, 187. 188, 189, 192, 1*93, 1*94-, IW. 
197, 198, 200, 201, 204, 206, 207, 208,210, 212, 214, 215, 
ttUATTROCHHI, J. American Nuclear Insurers. 79/0»/'Ol, Ip 
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7905070582 Confirms increase in liability limit to 1^36,000.000 for 
policies MF-22, 26. 29. 38. 39. 44, 46, 47. 49. 50. 51. 52. 53, 54, 55. 56. 

57. 58, 60, 61, 64, 66. 67. 60. 69. 70. 71, 72. 74, 76. 77. 78, 79, 80, 86. 87, 
80,90,91,92,93,94,95 Z>. 96. 

ROBERTS. D.M. Mutual Atomic Energy Liability Underwriters. 79/05 
Ip. 


Inspection reports. IE Bulletins & correspondence 


H. Oeneral correspondence 


resolution opposing storage of high 
in township. Objections should b® 
made at ASLB hearing. Expansion of storage pools is unlikely 
No independent facilities are planned. uniixeiy. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/03/29. 5pp. 


7905010134 Forwards IE Info Notice 79-06. "Stress Analysis of 
8af ety-Related Piping." 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/03/23. Ip. 


7905020077 Forwards IE Bulletin 79-06. "Review of Operational Errors to. 
Sys Misalignments Identified During TMI Incident. " 

ORIER.B.H. Region 1, Ph i ladelph ia, Office of the Director. 
79/04/11. Ip. 


7905020372 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Saf e t y — R e I a t ® d Piping. " Licensee action req,uir6d. 

ORIER.B.H. Region 1. Philadelphia, Office of the Director 
79/04/14. Ip. 


7905040083 Forwards IE Bulletin 79-06B, "Review of Operational Errors 
Sys Misalignments Identified During TMI Incident." 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/04/14. Ip. 


7905040264 Forwards IE Bulletin 79-08. "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident." 

ORIER.B.H. Region 1. Ph i ladelph ia. Office of the Director. 
79/04/14. Ip, 


7905030086 Forwards IE Bulletin 79-09, "Failures of OE Tijpe AK-2 
Circuit Breaker in Saf ety-Re lated Sys." Licensee action 
requ ired. 

ORIER.B.H. Region 1, Ph i ladelph ia. Office of the Director. 
79/04/17. Ip, 


7905140291 Responds to 790312 Itr re resolution adopted on 790216 by 
Township of Lower Alloways Creek, NJ. Resolution opposes 
storage of high level wastes. Forwards NRC response. 

OOSSICK, L. V. Office of the Executive Director for Operations. 
79/04/11. Ip. 


I. Financial information 


7905070647 Forwards "Annual Financial Rept. 1978" for Public Svc 
Electric Oas Co, Atlantic City Electric Co, Del mar va Power & 
Light Co 8,. Philadelphia Electric Co. 

FRYLINO, R. Public Service Electric ?k Oas Co. of New Jersey. 
79/04/30. 162pp. 


J. Insurance it indemnity information 


7905070582 Confirms increase in liability limit to «i36, OOOV'OOO for 
policies MF-22, 26, 29, 38, 39, 44, 46, 47. 49, 50, 51. 52. 53. 54, 55. 56, 

57, 58. 60, 61, 64. 66, 67. 68. 69. 70, 71, 72. 74, 76, 77.78, 79, 80. 86, 87, 
88.90.91,92,93.94,95 & 96. 

ROBERTS, D. M. Mutual Atomic Energy Liability Underwriters. 79/05/01. 
Ip. 


Q. Inspection reports, IE Bulletins it correspondence 


7905010140 Forwards IE Info Notice 79-06, "Stress Analysis of 
Saf ety-Related Piping. " 

GRIER, B.H. Region 1, Ph iladelph ia. Office of the Director. 
79/03/23. Ip. 


7905020305 Forwards IE Bulletin 79-06A, Revis ion 1, "Review of 
Operational Errors Sys Misalignments Identified During TMI 
Inc i d ent, " 

ORIER.B.H, Region 1, Ph i lad® Ip h ia. Office of the Director. 
79/04/ia. Ip. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION. UNIT 1 


A, Application/construction stage documents Zr. correspondence 


7905070 552 Submits revised schedule re response to NRC 's position on 
NUREO-0313. "Technical Rept on Matl Selection Processing 
Guidelines for BWR Coolant Pressure Boundary Piping." 

Response will be submitted no later than Sept 1979. 

MITTL. R. L. Public Service Electric Oas Co. of New Jersey. 
79/04/23. Ip. 


0. Adjudicatory correspondence 


7905230512 Util response to briefs opposing de minimus approach of 
Perkins proceeding. Licensees in Peach Bottom Hops Creek 
proceedings conted approach is validjno need to consider 
health effects further. W/Certificate of Svc. 

CONNER. T.B. Conner. Moore Corber. 79/04/04. 30pp. 


7905020100 Forwards IE Bulletin 79-06. "Review of Operational Errors & 
. Sys Misalignments Identified During TMI Incident. " 

ORIER.B.H. Region 1. Ph i ladelph ia, Office of the Director. 
79/04/11. Ip. 


7905020369 Forwards IE Bulletin 79-07. "Seismic Stress Analysis of 
Safety-Related Piping. " Licensee action required. 

ORIER.B.H. Region 1. Ph i ladelph ia, Office of the Director. 
79/04/14. Ip. 


7905040093 Forwards IE Bulletin 79-06B. "Review of Operational Errors & 
Sys Misalignments Identified During TMI Incident. " 

ORIER.B.H. Region 1. Philadelphia, Office of the Director. 

79/04/14. Ip. 


7905040282 Forwards IE Bulletin 79-08. "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. " 

ORIER.B.H. Region 1, Philadelphia. Office of the Director. 
79/04/14. Ip. 


7905030101 Forwards IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys. " Licensee action 
required. 

ORIER.B.H. Region 1. Ph i ladelph ia. Office of the Directorr. 
79/04/17. Ip. 


7905110410 Response to ALAB-509 re radon emissions de minimus theory 
from Perkins record. Certificate of Svc end. 

SCINTD. J.F. Hearings Division. 79/04/11. 45pp. 


7905140519 Response to 790404 brief of Philadelphia Electric Co.PSEStO 
Atlantic City <NJ> Electric Co re de minimus theory. 

Certificate of Svc end. 

KEPFORD.C.R. Citiiens for Saf® Environment. 79/04/11. 8pp. 


7905140332 Notifies of consolidation of five intervener groups re radon 
emissions issue. Parties have until 790525 in which to file 
for summary disposition. 

DUFL0#I1. E. Atomic Safety and Licensing Appeal Panel. 

13pp. 


79/04/25. 


7905240585 Memo ord 
rsconsideration of 
radon issue. 
I>UFl,Q*M. E. Atomic 


er ALAB~546. Denies applicants' petition for 
ALAB-S40. wh ich consolidates applicants re 

Safety and Licensing Appeal Panel. 79/05/08. 


3pp. 


7905020322 Forwards IE Bulletin 79-06A. Revis ion 1, "Review of 
Operational Errors & Sys Misalignments Identified During TMI 
Incident. " 

ORIER.B.H. Region I, Philadelphia. Office of the Director. 
79/04/18. Ip. 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION. UNIT 2 
A. Application/construction stage documents It correspondence 


7905070552 Submits revised schedule re response to NRC's position on 
NUREO-0313. "Technical Rept on Matl Selection «t Processing 
Guidelines for BWR Coolant Pressure Boundary Piping." 

Response will be submitted no later than Sept 1979. 

MITTL. R.L. Public Service Electric It Oas Co. of New Jersey. 
79/04/23. Ip. 
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Q. A 4 iudic*tor«| corr®s?on4®nct 

*. k* 4 «ihp oooo«ina d* minimus approach o# 

7W92305I2 Wtil raspons# to bri»# J gj^tom & Hope Creek 
Perkins |>roc®®dinf. Licensees in J ^ consider 

Broceedinfs contend ipproach 

health effects 79%4/04. 30pp. 

COWeZ.T. a. Conner, Moore i Corber. 

7,o5.i<mi8 8 ..,=n.. to 

Si;™o"‘R.°'c?i'.*.n'.^or8af.Eoviro«.nt. 79/04/U. Bp,. 

-.ris.";:;:;".::.:;-::;:';::" !::r " '•“ 

for summary disposition, Ano.ai Panel. 79/04/23. 

EHLFLOiM.E. Atomic Safety and Licensing App 

13pp. 

7903240565 Memo h order ALAB-546. Denies applicants' 

^“!n!!Lr“Ln of ALAB-540. ich consolidates applicants re 

Atomic safety and Licensing Appeal Panel. 79/05/08. 

3pp. 

H. Oeneral correspondence 

7905070430 Ack receipt of 790216 resolution opposing •*^9'' 

made at ASLB hearing. Expansion of storage pools is unli y. 

No independent facilities are planned. . 79/03/29 5pp. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/03/^29. opp 


docketed items 


79OSO30101 Forward. IE BuU.tin 79-09, of OE Tvp. AK-2 

Br°al..r in Saf.td-R.lat.d 89 .. Hen... action 

^lERrS'k R.sion I, pt.il.d.iphia. O^fic, of th. Diractor. 
79/04/17. Ip. 

wIct"*." ... HI',,*".- 

79/04/18. Ip. * 

DOCKET 30-358 WILLIAM H. ZIMMER NUCLEAR^STATION^^UNIT^l 
r~A^pUcItion/construction stage 

7905040316 Summary of 790321 meeting of Mark II owners group in San 

issiiiSN:;.i"‘"”'S-J:i!;rn*t B::n:i., 79/04/13. loo,,. 

7905100258 Summary of 790410 meeting w/Cincinnati Oas & Electric Co. 
Lono Island Lighting Co & Commonwealth Edison Co re 
vibratory loads equipment qual if ication. Presentation matl 

PELTIER. I. A. Light Water Reactors Branch 1. 79/04/19. 


13pp. 


7905230558 Notification of 790515-17 meeting w/Cincinnati Oas 8 i 
Electric Co. Long Island Lighting Co. Commonwealth Edison Co 
& OE in San Jose.CA to audit NSSS etjuipment for seismic & 
other dynamic q,ualif ication. 

PELTIER. I. A. Light Water Reactors Branch 1, 79/04/23. 


3pp. 


7905020451 Response to 790223 Itr requesting plans «< schedule f< 
re-qualification of equipment for seismic & hydrodynamic 
loads. All Category I equipment has been evaluated as 
qualified. ^ _ 

BOROMANN. E. A. Cincinnati Oas St Electric Co. 79/04/26. 3pp. 


7905140291 Resonds to 790312 Itr re resolution adopted on 790216 by 
Township of Lower Alloways Creek. NJ. Resolution opposes 
storage of high level wastes. Forwards NRC response. 

OOSSICK. L. V. Office of the Executive Director for Operations. 
79/04/11. Ip. 


I. Financial information 


7905070647 Forwards “Annual Financial Rept. 1978“ for Public Sve 
Electric S. Oas Co. Atlantic City Electric Co.Delmarva Power St 
Light Co St Philadelphia Electric Co. 

FRYLINO.R. Public Service Electric St Oas Co. of New Jersey. 
79/04/30. 162pp. 


7^05080439 Forwards requested info re seismic Category 1 equipment, 
scenario for accomplishing cold shutdown & Sargent St Lundy 
Balance of Plant equipment for Category 1, 

BOROMANN. E. A. Cincinnati Oas St Electric Co, 79/05/04. 49pp. 


e. NRC Safety Evaluation Report (SER>. suppls S< correspondence 


7905010659 Summary of 790328 meeting w/util re status of 
implementation of 8 ER issues. 

PELTIER. I. A. Light Water Reactors Branch 1. 79/04/12. 7pp. 


F. Security, medical, emergency St fire protection plans 


J. Insurance St indemnity information 


7905070582 Confirms increase in liability limit to $36,000,000 for 
policies MF-22. 26.29. 38. 39. 44. 46, 47. 49. 50. 51, 52. 53, 54, 55, 56, 

57. 58. 60. 61. 64, 66 . 67, 68 , 69. 70, 71. 72. 74, 76. 77, 78. 79. 80, 86 . 87, 
88.90,91,92,93,94,95 St 96. 

ROBERTS. D.M. Mutual Atomic Energy Liability Underwriters. 79/05/01. 
Ip. 


a. Inspection reports, IE Bulletins St correspondence 


7903010140 Forwards IE Info Notice 79-06. “Stress Analysis of 
Safety-Related Piping. “ 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/03/23. ip. 


orwards IE Bulletin 79-06. “Review of Operational Errors St 
inments Identified During TMI Incident. “ 

Region 1, Philadelphia. Office of the Director. 


Tsmic Stress Analysis of 
required. 

of the Director. 


7905240572 Summar lies progress in fire protection review. Because 
redundant electrical divisions are in same fire area. they 
are subj to identical fire exposure. Fire ratings must be 
verified prior to QL issuance. 

8T0LZ. J. F. Light Water Reactors Branch 1. 79/04/19. 3pp. 


7905140136 Forwards intervenor Miami Valley Power Project's 790223 
answers to util's second set of Interrogator ies. Quest ions 
application of lead plant Mark II acceptance criteria. 

KOSIK, L. 8 . Koiik, L. 8 . 79/02/21. Ip. 


—7903140157 Motion by intervenor Miami Valley Power Project to 
applicant's motion to dismiss. Certificate of Sve end. 

KOSIK. L. 8 . Kosik. L, 8 . 79/02/22. 2pp. 


— 7905140369 Answer by intervenor Miami Valley Power Project to 
applicant's second set of interrogatories. Supporting 
documentation Be Certificate of Sve end. 

KOSIK. L. 8 . Kosik, L. 8 . 79/02/22. 8 pp. 


7905150131 Discusses answers to Cincinnati Oas Be Electric Co^'s 
interrogator let. Propounds third set of interrogatories to 
obtain specific responses to second set of questions. 
WETTERHAHN, M. J. Conner. Moore Be Corber. 79/03/05. 2pp. 


■*-'onal Errors Be 
■tor. 


—7905150133 Applicants' third set of interrogatories to Miami Valleg 
Power Project. Certificate of Sve end. 

WETTERHAHN. M. J. Conner. Moore Be Corber. 79/03/03. 6 pp. 


7905010223 Requests to know If NRC has funds available for use by 
intervenors to obtain expert witnesses in licensing 
bearings. 

KOSIK, 8 . L. Kosik. L. 8 . 79/03/07. Ip. 



DOCKETED ITEMS 
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790S1S0144 Int@rrogator i@<s of inttrvonor D Fankhauier submittad to 
app 1 leant. Ciirtif icato of Sve end 
WOLIVER.J. D. Woliver. J. D. 79/03/08. 5pp. 


7905150757 Response in support of admission of addl contentions 3k 
time for discovery . Certificate of Sve end. 
RIGBERO.S. « MCDONALDfT. Hiami Valley Power Project. 79/04/02 

13pp. 


7905290171 Opposes D Fankhauser response to 790306 proposed timetable 
of events. Certif icate of Sve end. 

CONNER* T.B.* WETTERHAHN. M. J. Conner* Moore Corber. 79/03/08 
3pp, 


7905020334 NRC expects to 
BARTH* C. A. Branch 3. 


issue suppl to SER prior to end of Mau. 
79/04/04. Ip. 


•7905290176 Motion to order answering of fouth set of interrogatories 
directed to Miami Valley Power Pro ject. Certificate of Sve 
end. 

CONNER* T.B.« WETTER HAHN * M. J. Conner* Moore 8< Corber. 79/03/08 

3pp. 


—7905290180 Serves fourth set of interrogatories on Miami Valley Power 
Project. Certificate of Sve end. 

WETTERHAHN* M. J. Conner* Moore Corber. 79/03/08. 4pp. 


7905290464 Submits supplementary answers to applicant's second set of 
interrogatories. Affidavit end. 

KOSIKrL. S. Kosiki L. S. RIOBERO* S. Miami Valley Power Project. 
79/03/13. 6pp, 


•7905290460 Memo in opposition to applicant's motion to require response 
to fourth set of interrogatories. 

RIOBERO* 8. Miami Valley Power Project. 79/03/13. 4pp. 


■7905290520 Response to proposed prehearing conference schedule. 
Schedule reflects impatience rather than sound judgment. 
Certificate of Sve end. 

RIOBERO* 8. Miami Valley Power Project. 79/03/13. 5pp. 


7905150151 Opposition by applicant to Miami Valley Power- Project 
790307 motion to admit addl contentions 3k to extend time 
for d iscovery . Pro jec t does not satisfy requirements of 
10CFR2. 715, Certificate of Sve end. 

CONNER* T. B. * WETTERHAHN* M. J. Conner. Moore Corber. 79/03/19. 
9pp. 


7905poop Forwards summary of “Rept to Commission-Inquiry into an 
Allegation of Employee Misconduct by Restricting 
Investigation to Determine Reliability of Power Grid 
Serving St Lucie." 

BARTH. C. A. Branch 3. 79/04/04. 2pp. 


•7905220084 Discusses inquiries into charges of possible NRC employee 
misconduct by restricting investigations of power grid 
d istur banc es. Ava i lab le evidence does not support such 
allegations. 

MCTIERNAN, T. V. Office of Inspector Se Auditor. 78/06/26. 5pp. 


7905080341 NRC has recently discovered document possibly relevant to 
issue of sabotage of spent fuel. Info is classified & may 
never be published in final form. NRC assessment of info will 
follow as soon as available. 

BARTH. C. A. Branch 3. 79/04/05. 2pp. 


7905100169 Memo by Cincinnati Oas ^ Electric in support of 771031 
motion for summary judgment re certain admitted contentions. 
Affidavits of KL Rooney* JR Schott Ik OC Ficke end. 

WETTERHAHN* M. J. Conner* Moore St Corber. 79/04/06. 66pp. 


7905140083 Response to second set of interrogatories submitted by 
intervener Miami Valley Power Pro ject. Certificate of Sve 
end. 

BOROMANN.E. A. Cincinnati Oas & Electric Co. 79/04/06. 24pp. 


7905250117 Objections by util to portions of intervenor Miami Valley 
Power Project's 790319 second set of interrogator ies. Also 
seeks protective order. 

WETTERHAHN* M. J. Conner* Moore ?t Corber. 79/04/06. 3pp. 


7905100210 Responds to intervenor Miami Valley Power Project's set of 
interrogator ies. Aff idavit St Certificate of Sve end. 

BOROMANN* E. A. Cincinnati Oas St Electric Co. 79/03/21. 45pp. 


7905300062 Forwards applicant's objections to Miami Valley Power 790302 
Project first set of interrogatories St motion for protective 
order. 

WETTERHAHN* M. J. Conner* Moore St Corber. 79/03/21. Ip. 


— 7905300067 Applicant's objections to certain of Miami Valley Power 
Project's first set of interrogatories St motion for 
protective order. Certif icate of 8vc end. 

WETTERHAHN* M. J. * CONNER. T. B. Conner* Moore St Corber. 79/03/21. 
6p p . 


7905250123 Request by util that Miami Valley Power Project be dismissed 
as party for violations of discovery rules* or in the 
alternative* that util be granted extension of time to file 
motion of summary judgment re project's contentions. 

WETTERHAHN* M. J. Conner* Moore St Corber. 79/04/06. 4pp. 


7905300690 Notification of new schedule* including new dates for 
prehearing conference. 

BECHHOEFER* C. Atomic Safety and Licensing Board Panel. 79/04/06. 
4pp. 

7905250208 Notice of prehearing conference on 790521-23* to be held per 
A8LB 790406 order. 

BECHHOEFER* C. Atomic Safety and Licensing Board Panel. 79/04/09. 

2pp. 


7905010215 NRC is not 
interveners. 
8HAPAR*H. K. Office 


legally obligated to financially assist 
of the Executive Legal Director. 79/03/22. 


2pp. 


7905150227 Motion to delay OL hearings St to extend time for discovery 
re Contention 13. Certif icate of Sve end. 

KOSIK.L. S. Miami Valley Power Project. 79/04/16. 6pp. 


7905240412 Ack receipt of 790307 Itr. Informs that US Court of Appeals 
held that agencies cannot fond participants in proceedings 
w/o special grant of authority from Congress, NRC will not 
fund participants in rulemaking proceedings. - 

SHAPARt H. K. Office of the Executive Legal Director. 79/03/22. 1pp. 


7905240506 Forwards request for ASLAB decisions from C Richards 
St summary of NRC 790327 meeting w/otil to discuss fir# 
protection. 

BARTH* C. A. Branchs. 79/04/16. 5pp. 


7905080379 Opposes applicant's 790308 motion to require response by 
Intervenor Miami Valley Power Project to interrogatories 
submitted by app 1 icant. Certif icate of Sve end. 

BARTH* C, A. Branch 3, 79/03/26. 7pp. 


7905100222 Responds to interrog tor ies served by 
upon app llcant. Certif icate of Sve end. 
BOROMANN* E. A. Cincinnati Oas St Electric Co. 


intervenor D Fankhauser 
79/03/27. 23pp. 


7905170301 Forwards applicant's objections to interveonr Fankhauser s 
Interrogatories St motion for protective ^ 

WETTERHAHN* M. J. Conner. Moore St Corber. 79/03/27. Ip. 


— 7905240515 Requests copies of ALAB-444 St ALAB-462 be sent to aid in 
research re use St availability of U fool. 

RICk^ARDS.C. Affiliation Unknown. 79/04/10. Ip. 


905150218 Motion by intervenor D Fankhouser to reopen discovery St for 
continuance of hearing* pending NRC review of TMI-2 incident. 
Certificate of Sve end. 




LI.M 1 4 . . I 




7905150212 Opposes util's motion to dismiss intervenor Miami Valley 
Power Project as party. Does not oppose util's alternative 
request for extension of time. Certif icate of Sve encl. 

K08IK. L. 8. Miami Valley Power Project. 79/04/18. 4pp. 


-7905170303 Applicant's objections to intervenor D Fankhauser 's 
Interrogatories 8. motion for 

interrogatories exceed scope of proceeding. Certif icate of 
WATTCRHAHN. M. -J. Conner. Moore St Corber. 79/03/27. 6pp. 

■709300OT1 NRC o|.po.itlon t. Hl.«l 'I *" 

admit two addl contentions re adequacy of c^^le trays Sc 
control rods. Recommends denial of motion according t 
lOCFRa. 714<a>8t(b>. Certif icate of 8vc end. 

BARTH* C, A. Branch 3. 79/03/27. 5pp. 


7905150221 Third set of interrogatories to applicant. Certif icate of Sve 
KOSlk.L.S. Miami Valley Power Project. 79/04/20. llpp. 


05240092 Requests joint appearance for A Shapiro St 
hearings in Moscow* OH on 790522 St Cincinnati* OH on 
Requests notification of meeting «ch#dule. 
TORCHIA.E. U. Affiliation Unknown. 79/04/20. Ip. 


EJ Torch ia at A8LE 
790523. 
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7'90'5240104 that date of 790423 is unrealistici objections St 

protective order were filed efter receipt of discovery 
motions. 

W»IK. L.S. Kosik. L. S. 79/04/20. Ip. 


7905310093 Fifth set of interrogatories submitted by util to Miami 
Valley Power Pro ject. Certificate of Svc end. 
fcKTTERHAfW, «. J. Conner. Moore St Corber. 79/04/20. 7pp. 

7903290036 ©rants extension until 790502 for NRC to respond to util's 
790406 motion for summary disposition. 

1€CHW3EFER. C. Atomic Safety and Licensing Board Panel. 79/05/01. 

2pp. 

7905150284 Orders one-day extension until 790502 for City of Cincinnati 
to respond to util's 790406 motion for summary disposition. 

BECHHOEFER. C. Atomic Safety and Licensing Board Panel. 79/05/02. 

Ip. 

7905300749 Requests opportunity to present limited statement at 790523 
prehearing conference in Moscow. OH. 

ZITT.K. L. Affiliation Unknown. 79/05/04. Ip. 


H. ©eneral correspondence 


7905300284 Requests deletion of PH Forster of Dayton Power it Light Co 
from SVC list it replacement w/SO Smith. 

FLYNN. J.D. Cincinnati ©as it Electric Co. 79/05/25. Ip. 


J. Insurance it indemnity information 


7905160272 Forwards Amend 2 to Indemnity Agreement B-S5. per lOCFRlAO 
changes. re increase from »140 million to *160 million, 
effective 790501. Supporting documentation end. 

SALT2MAN, U. Antitrust it Indemnity Group. 79/05/01. 5pp. 


7905110148 Forwards Indemnity Agreement B-85 it Amend 1. 

BOROMAh»4, E. A. Cincinnati ©as it Electric Co, 79/05/04. I5pp. 


K. Utility Final Safety Analysis Report (FSAR) it amends 


7905290449 Forwards Amend 92 to application, consisting of Revision 57 
to FSAR. 

BOROMANN, E. A. Cincinnati Gas it Electric Co. 79/04/30, 2pp. 


—7905290456 Amend 92 to app 1 ication. FSAR Revision 57. Submitted in 
response to second round questions. 

♦ Cincinnati Gas it Electric Co. 79/04/30. 400pp. 


7905160434 Forwards Certif icate of Svc of Amend 92. in form of Revision 
57 to FSAR. 

BOROMAhW. E. A. Cincinnati Gas it Electric Co. 79/05/10. 2pp, 


©. Inspection reports. IE Bulletins it correspondence 


7905010242 Forwards IE Info Notice 79-06. "Stress Analysis of 
Safety-Related Piping. “ 

KEPPLER. J. G. Region 3, Chicago. Office of the Director. 79/03/23. 
Ip. 


7905030372 Forwards IE Info Notice 79-07. "Rupture of Radwaste Tanks. " 
KEPPLER. U. O. Region 3. Chicago. Office of the Director. 79/03/26 
Ip. 


7905240719 Forwards IE Imp Rept 50-358/79-08 on 790305-06. No 
noncomp liance noted. 

HElSkBlAN. R. F. Region 3. Chicago. Reactor Operations Nuclear 
Support Branch. 79/03/27. 2pp. 


—7905240729 IE Insp Rept 50-358/79-08 on 790305-06. No 
noncompliance noted. Major areas inspected: operational 
program it station staffing. 

HAftPSTER.T. L. . HENNING. J. E, . WARNICK, R. F. Region 
Reactor Operations Nuclear Support Branch. 79/03/15. 


QA 

3. Chicago. 

2pp. 


7905150529 Forwards IE Insp Rept 50-358/79-10 
noncompliance noted. 


on 790319-20. No 


FICHRELLIfG. Region 3. Chicago. 
Support Branch. 79/03/29. 2pp. 


Reactor Construction it Engineering 


"“‘’-“-no nonc.»pU.„c. 
dJUieLscIN, 0*8*''*^* 0..ic« of tho Diroctoi 



7905290699 Forwards IE Insp Rept 50-358/79-09 on 
790321-23 .No noncompliance noted. 

FIORELLI.G Region 3. Chicago. Reactor Construction & Engineering 
Support Branch. 79/04/09. 2PP. 


—7905290720 IE Insp Rept 50-358/79-09 on 790321-23. No noncompliance 
noted. Major areas inspected: fol lowup of previously 
identified noncompliance it unresolved matters St review of 
electrical it instrumentation activities in progress. 

VANDEL, T. E. . HUGHES. J. , KNOP.R. C. Region 3. Chicago. Office of 
the Director, 79/04/06. 8pp. 


7905030017 Forwards IE Bulletin 79-06, "Review of Operational Errors it 
Sys Misalignments Identified During TMI Incident. " 

KEPPLER.J.G, Region 3, Chicago. Office of the Director. 79/04/11, 

.IP- 

7905010574 Forwards IE Bulletin 79-06A. "Review of Operational Errors it 
Sys Misalignments Identified During TMI Incident. “ 

KEPPLER, J.G. Region 3, Chicago. Office of the Director. 79/04/14. 

Ip- 


7905040351 Forwards IE Bulletin 79-06B, "Review of Operational Errors St 
Sys Misalignments Identified During TMI Incident. " 

KEPPLER.J.G. Region 3, Chicago, Office of the Director. 79/04/14, 
Ip- 


7905040452 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Saf ety-Re lated Piping. “ Licensee action required. 

KEPPLER.J.G. Region 3, Chicago. Office of the Director. 79/04/14. 
Ip. 


7905040534 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. " 

KEPPLER.J.G. Region 3, Chicago, Office of the Director. 79/04/14. 
IP- 


7905010400 Forwards IE Info Notice 79-10. "Nonconforming Pipe Support 
Struts. “ 

KEPPLER.J.G. Region 3, Chicago. Office of the Director. 79/04/16. 
Ip- 


7905030215 Forwards IE Bulletin 79-09, “Failures of OE Type AK-2 
Circuit Breaker in Saf ety-Related Sys. " Licensee action 
required. 

KEPPLER.J.G. Region 3, Chicago, Office of the Director. 79/04/17. 
Ip. 


7905040368 Responds to 781017 phone call re Sargent 8^ Lundy control of 
stress rept documentation. NRC review discloses weakness in 
control of outdated procedures will be pursued until open 
item is adequately resolved. W/o end. 

KEPPLER.J.G. Region 3. Chicago, Office of the Director. 79/04/19. 
Ip. 


7905080397 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI-Suppl. " 

KEPPLER.J.G. Region 3, Chicago, Office of the Director. 79/04/21. 
Ip. 


7905140107 Ack receipt of 790411 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-358/79-07. 

FIORELLI,©. Region 3, Chicago. Reactor Construction <!< Engineering 
Support Branch. 79/04/25. Ip. 


—7905140111 Responds to NRC 790305 Itr re violations noted in IE Insp 
Rept 50— 358/79-07. Correct ive actions: approved calibr 
procedure implemented Jc uncontrolled rods 8i stubs removed, 

BOROMANN, E. A. Cincinnati Gas 8< Electric Co. 79/04/11. 3pp. 


7905240887 Forwards IE Circular 79-07, "Unexpected Speed Increase of 
Reactor Recirculation Motor Generator Set Resulted in 
Reactor Power Increase. " 

KpPLER.J. G. Region 3, Chicago. Office of the Director. 79/05/02. 
Ip. 


8. Reportable occurrences. LERs related correspondence 


7905070009 Ack receipt of 790313 final rept re 
interference, per 10CFR50. 35U). 

FIORELLI,©. Region 3. Chicago. Reactor C 
Support Branch. 79/04/04. Ip. 


control rod 

onstruction I* Engineering 
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J. lnfiur>anc@ %>. indemnity information 


7909160233 Forwards Amend 7 to Indemnity Agreement B-SSi per 10CFR140 
change«»re liability insurance increase from ^lAO million to 
#160 mi llion< effective 790501 . Supporting documentation end. 
SALTZMAN. J. Antitrust Indemnity Group. 79/05/01. 5pp. 


7905040619 Forwards IE Bulletin 79-08. "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. " 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/04/14. Ip. 


7909070104 Forwards IE Bulletin 79-07. “Seismic Stress Analysis of 
Safety-Related Piping. " Licensee action required. 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/04/14. Ip. 


7909300523 Forwards Amend 7 to Indemnity Agreement B~58. 

FRANSENiC.D. Battelle Memorial Institute. Pacific Northwest 
Laboratory. 79/09/24. 2pp. 


DOCKET 50-361 SAN ONQFRE NUCLEAR STATION. UNIT 2 


A. Application/construction stage documents correspondence 


7909010553 Comments on "Cultural Resource Mgt Repts for San Qnofre-to- 
Miss ion-to-Enc ino 230 kV Transmission Lines ^ Mapping & Data 
Recovery Program for Site W-1527. " Repts are suitable as 
baseline s tud ies. Identifies questions for c lar if ication. 

MELLON. K. California. State of. 79/03/20. 2pp. 


7905030296 Forwards IE Bulletin 79-09. "Failures of GE Type AK-2 
Circuit Breaker in Saf ety-Related Sys. " Licensee action 
required. 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/04/17. ip. 


7905080371 Forwards IE Bulletin 79-05B. "Nuclear Incident at 
TMI-Suppl. " 

ENOELKEN. R. H. Region 5. San Francisco, Office of the Director. 
79/04/21. Ip. 


S. Reportable occurrences. LERs St related correspondence 


7905230589 Notification of 790426 meeting w/util in Bethesda.MD to 
discuss fuel design analysis. 

ROOD. H. Light Water Reactors Branch 2. 79/04/19. 3pp. 


7905290411 Notification of 790304 meeting w/util in Bethesda.MD to 
discuss San Onofre geology. 

ROOD. H. Light Water Reactors Branch 2. 79/05/02. 3pp. 


7905210160 Forwards equipment seismic qual if icat ion summary info. in 
response to NRG 790111 request in preparation for 
site visit. Drawings available in Central Files only. 

BASKIN. K. P. Southern California Edison Co. 79/05/16. 700pp. 


I. Financial information 


7905150064 Forwards PN0-79-67L. 

ENOELKEN. R. H. Region 5. San Francisco, Office of the Director. 
79/04/06. Ip. 


7905150170 Forwards PN0-79-67R. 

ENOELKEN, R. H. Region 5, San Francisco. Office of the Director. 
79/04/11. Ip. 


7905040128 Forwards PN0-79-67S. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/12. Ip. 


7905150145 Forwards PN0-79-67T. 

ENOELKEN. R. H. Region 5. San Francisco, Office of the Director. 
79/04/13. Ip. 


7905190400 Forwards "Annual Financial Rept 1978" for Southern CA 
Edison Co »» San Diego Oas i>. Electric Co. 

DRAKE. J. H. Southern California Edison Co. 79/05/08. Ip. 


7905030024 Forwards PN0-79-67U. 

ENOELKEN, R. H. Region 5, San Francisco, 
79/04/14. IP. 


Office of the Director. 


—7905130404 "Annual Financial Rept 1978. " 

a Southern California Edison Co. 79/02/15. 31pp. 


7905020532 Forwards PN0-79-67AA. 

ENOELKEN, R. H. Region 5. San Francisco, 
79/04/20. Ip. 


Office of the Director. 


—7903130406 "Annual Financial Rept 1978." 

a San Diego Oas «< Electric Co. 79/02/20, 43pp. 


7905010434 Forwards PN0-79-67AB. 

ENOELKEN, R. H. Region 5. San Francisco, 
79/04/21. Ip. 


Office of the Director. 


J. Insurance ^ indemnity information 


7909070497 Confirms increased liability limit to *124.000.000 for 
policies NF-1. 25. 43. 76. 03, 100. 111. 140. 146, 151. 161. 164. 170. 

173, 174, 170. 179, 180. 102. 105. 186. 187. 188. 189. 192. 193. 194. 195, 
197, 190, 200, 201 , 204, 206, 207, 208. 210, 212. 214. 215. others. 
QUATTROCHHI. J. American Nuclear Insurers. 79/05/01. Ip. 


7905070382 Confirms increase in ^ ^ ^ 

policies MF-22. 26. 29. 38, 39. 44. 46. 47. 49. 90. 91, 92. 93, 54, 99. 96. 

37. 38, 60, 61, 64. 66, 67, 60. 69. 70, 71. 72. 74. 76, 77. 78. 79. 00, 86. 87. 

Stogie En.r,« Ll.biUt, Und.r^rit.r., 79/09/01, 

IP. 


M. Antitrust correspondence 


7903010449 Forwards PN0-79-67AC & AD. 

ENOELKEN. R. H. Region 9. San Francisco. 
79/04/23. Ip. 


Office of the Director. 


7903010462 Forwards PN0-79-67AE. 

ENOELKEN, R. H, Region 5, San Francisco. 
79/04/24. Ip. 


Office of the Director. 


7909090041 Forwards PN0-79-67AF. 

ENOELKEN. R. H. Region 9. San Francisco, 
79/04/25. Ip. 


Office of the Director. 


7905090057 Forwards PN0-79-67A0. 

ENOELKEN. R. H. Region 9. San Francisco. 
79/04/26. Ip. 


Office of the Director. 


7909310373 Submits request for addl info to complete antitrust review 
TOALSTaN!’A.*u*^°”Antitrust Indemnity Group. 79/03/11. 3pp. 


7903310012 Ack rece 
defects pursuant 
ENOELKEN. R. H. 
79/04/26. Ip. 


: of 790406 interim rept on Taylor Forge pipe 
(ion^sf^San^Francisco, Office of the Director. 


Q. Inspection reports. IE Bulletins & 


7908010392 Forward. IE Info Notlc. 79-Oi. “Str... Anal^.l. of 

Saf ety-ReXated Piping." 4 .Ka niractor 79/03/23. 

ENOELKEN, R. H. Region 4. Dallas, Office of the Director. 

Ip. 

7909010029 Forward. IE '' 

Sys Misalignments Identified During TMI Incident. Licensee 

R.9ion 9, San Franc l.co, Offic. of th. Dir.ctor, 

79/04/14. Ip. 

7908040812 Forward. IE S-^***" 7’7°‘%Hr!nJn.nt ^ 

8V. SJJui of th. Dir.ctor. 

ENOELKEN, R. H. Region 9, San Francisco, utticb 

79/04/14. Ip. 


7909090119 Forwards 
ENOLEKEN, R. H. 
79/04/27. Ip. 


PN0-79-67AH. 

Region 5. San Francisco, 


Office of the Director. 


15070031 Forwards PN0-79-67AI, AJ ** AK, per 
E Bulletin 79-05. 

:N0ELKEN, R. H. Region 5, San Francisco, 


NRC 790401 Itr transmitting 
Office of the Director. 


7905070012 Forwards PN0-79-67AL, per NRC 790401 Itr 

ENOELKEN, R. H. Region 5, San Francisco, Office 
79/05/01. Ip. 


transmitting IE 
of the Director. 



174 


DOCKETED ITEMS 


79/05/02. Ip. 

rpancwcc, OPPiCP pp 5P. DiPPCtc. 

79/05/07, Ip. 

7905300265 For-rdP int.ri, r.pt '*•«'“ C=«i“« '•• £==3. 

y£WC*S, California* State of. 79/05/15. Ip. 

-.-7905300270 “Int«ri« Kept of Marine Review Committee to CA Coastal 
Commission. Part I;Oeneral Summary of Findings, Predictions & 
R#co,iMn«ndations Concerning Cooling Sys. " ^ j. . 

COI^IELL. J. H. < MECHALAS, B. J. , MIHURSKY, J. A. California, State of. 

79/05/12. 22pp. 


—7905300277 “Interim Rept of Marine Review Committee to CA Coastal 
Co«<»ission,Part II:App of Technical Evidence in Support of 

C»«LL. j''H*^''fecHALAS, B. J. , MIHURSKY, J. A. California, State of. 

79/05/12. I97pp. 


7905310423 Forwards final deficiency rept, "Unders i red Saf ety-Re lated 
Heating. Ventilating it Air Conditioning Damper Actuators," 
identified in 790419 Itr. 

MDORE, J B, Southern California Edison Co. 79/05/18. Ip. 


— 7905310426 Final deficiency rept: "Undersized Safety-Related Heating, 
Ventilating k Air Conditioning Damper Actuators." 

Appropriate drawing changes will be issued for design 
changes by 790715. Fifteen actuators will require rework. 

« Southern California Edison Co. 79/05/18. 3pp. 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


A. Application/construction stage documents it correspondence 


7905010553 Comments on "Cultural Resource Mgt Repts for San Onofre-to- 
Mission-to-Encino 230 kV Transmission Lines & Mapping Z>. Data 
Recovery Program for Site W-1527. " Repts are suitable as 
baseline stud ies. Identifies questions for clarif ication. 

MELLON, K, California, State of. 79/03/20. 2pp. 


7905230589 Notification of 790426 meeting w/util in Dethesda,MD to 
discuss fuel design it analysis. 

ROOD, H, Light Water Reactors Branch 2. 79/04/19. 3pp. 


7905290411 Notification of 790504 (peeting w/util in Bethesda.MD to 
discuss San Onofre geology. 

ROOD, H. Light Water Reactors Branch 2. 79/05/02. 3pp. 


7905210160 Forwards equipment seismic qual if ication summary info, in 
response to NRC 790111 request in preparation for 
site visit. Drawings available in Central Files only. 

BASKIN, K.P. Southern California Edison Co. 79/05/16. 700pp. 


X. Financial information 


7905150400 Forwards "Annual Financial Rept 1978" for Southern CA 
Edison Co San Diego Oas & Electric Co, 

DRAKE, U.H. Southern California Edison Co. 79/05/08. Ip. 


— 7905150404 "Annual Financial Rept 1978. " 

* Southern California Edison Co, 79/02/15. 31pp. 


•7905150406 "Annual Financial Rept 1978, " • 

* San Diego Oas St Electric Co. 79/02/20. 43pp. 


J. Insurance St indemnity information 


liability limit to *124,000,000 fo 
151' 161' 164, 170, 

197 lin 200 2oT' 1’2' l'^^' 1*5^5' 

aUATT^m?' 207, 208, 210, 212, 214, 215, St others. 

QUATTROCfWI, J. American Nuclear Insurers. 79/05/01. Ip. 


i; u«lt to »36.000,000 for 

ti tot 78, 79, so, 86. 87, 

ItmraTS.D.M. Hutuol Atomic Enorgy LiobUlty Undorurltor,. ' 79/03/fl 



H, Antitrust correspondence 


7905310373 Submits req,uest for addl info to complete antitrust review 
of OL application. 

TOALSTON, A. L. Antitrust & Indemnity Group. 79/05/11. 3pp. 

0. Inspection reports, IE Bulletins St correspondence 

7905010292 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping. " 

ENOELKEN, R. H. Region 4, Dallas, Office of the Director. 79/03/23. 

7905010020 Forwards IE Bulletin 79-06A, "Review of Operational Errors & 
Sys Misalignments Identified During TMI Incident." 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/04/14. Ip. 

7905040512 Forwards IE Bulletin 79-06B, "Review of Operational Errors & 
Sys Misalignments Identified During TMI Incident. " 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/04/14. Ip. 

7905040619 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. " 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/04/14. Ip. 

7905070104 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping." Licensee action required. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/04/14. Ip. 

7905030296 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Saf ety-Related Sys. " Licensee action 
required. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/04/17. Ip. 

7905080371 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI-Suppl." 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/04/21. Ip. 

S. Reportable occurrences, LERs related correspondence 
7905150064 Forwards PN0-79-67L. 

ENOELKEN, R. H. Region 5, San Franc isc6. Office of the Director, 

79/04/06. Ip. 


7905150170 Forwards PN0-79-67R. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/11. Ip. 


7905040128 Forwards PN0-79-67S. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/04/12, Ip. 

7905150145 Forwards PN0-79-67T. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/04/13. Ip. 


7905030024 Forwards PN0-79-67U. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/04/14. IP. 

7905020532 Forwards PN0-79-67AA. 

ENOELKEN,R.H. Region 5, San Francisco, Office of the Director. 

79/04/20. Ip. 

7905010434 Forwards PN0-79-67AB. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/04/21. Ip. 

7905010449 Forwards PN0-79-67AC it AD. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 

79/04/23. Ip. 

7905010462 Forwards PN0-79-67AE. 

Region 5, San Francisco, Office of the Director. 

79/04/24. Ip. 


7905090041 Forwards PN0-79-67AF. 

79%4/25' 1 5, San Francisco, Office of the Director. 
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7909090097 Forward® PNO-7V-to7AO. 

fNOELKEN. R. H. Rofflion 9* San Franc i*co, Offic® of th« Diroctor 
79/04/26. Ip. 


7909310012 Ack r®c«ipt of 790406 Intorl® ropt on Taylor Foro® nioo 
diftct* pursuant to 10CFR90. 99<#>. » r r 

ENOELKEN, R. H. R«glon 9i San Franclscoi Offic® of th® Diroctor 
79/04/26. Ip. 


7909090119 Forward* PN0--79--67AH. 

ENOtEKENi R. H. Rogion 9# San Francisco. Offic® of th« Diroctor 
79/04/27 Ip. 


7909070031 Forwards PNO-79-67AI. AJ St AK. par NRC 790401 Itr tranomi ttino 
IE BuU®tln 79-09. 

ENOELKEN. R. H. Rogion 9. San Francisco. Offic® of th® Diractor. 
79/04/30. Ip. 


7909070012 Forward* PN0~79-67AL. par NRC 790401 Itr transmitting IE 
BoUatln 79-09. 

ENOELKEN. R. M. Rogion 9. San Francisco, Offic® of tha Diroctor. 
79/09/01. Ip. 


7909090277 Providas followup on 790108 final ropt on roportabla 
condition ra fillat wold das ign. Ravisad drawings for 
rswsin.ing 78 pipa support assamblias will b« issuad for 
contt us# by 790904. 

H(X1RE< J. B. Southarn California Edison Co. 79/09/02. Ip. 


H. Oanaral corraspondanca 


7909090144 Ack racolpt of 790206 Itr roquasting list of publications r® 
nuclaar-powarad olectric ganarating facilitias ralatad 
issuas. List .of rapts r# cooling towars. transmission linas & 
socioaconoffiic impacts and. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/04/04. 3pp. 


7909040343 Ack receipt of end 790202 Itr to President Carter 
expressing concern over proposed facility. Describes environ 
review process. Const is about 9% complete. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/04/13. 4pp. 


J. Insurance & indemnity information 


7909070497 Confirms increased liability limit to 4124,000.000 for 
policies NF-l, 29, 43.76,83, 100, 111. 140. 146. 191. 161. 164. 170. 

173. 174. 178. 179, 180. 182. 189. 186. 187. 188. 189, 192. 193, 194. 195. 
197. 198. 200. 201. 204. 206. 207. 208, 210. 212. 214, 219, otliers. 
GrtJATTROCHHI, vl, American Nuclear Insurers. 79/09/01. Ip. 


7909070982 Confirms increase in liability limit to 436.000.000 for 
policies MF-22, 26. 29, 38. 39, 44, 46, 47, 49. 90, 91, 92, 93, 94, 99. 96. 

97, 98. 60. 61. 64. 66, 67. 68. 69, 70. 7i. 72.74. 76, 77. 78. 79. 80. 86. 87. 

88, 90. 91 , 92. 93, 94, 99 St 96. 

ROBERTS. D. M. Mutual Atomic Energy Liability Underwriters. 79/09/01. 
ip. 


7W3310044 Forward* PN0-79-67AM. 

ENOELKEN. R. H. Region 9. San Francisco. Office bf the Director. 
79/09/07. Ip. 


7909300269 Forward* interim rept of Marine Review Committee re ECC8. 
MONO. 8 . California. State of. 79/09/19. Ip. 


—7903300270 "Interim Rapt of Marina Raviaw Committaa to CA Coastal 
Commission. Part I;Oan*ral Summary of Find ings. Pradlctlons ti 
Racommondations Goncornlng Cooling Sys." 

CONNELL, J. H. , MECHALA8, B. U. , MIHUR8KY. J. A. California. State of. 
79/09/12. 22pp. 


—7909300277 "Interim Rapt of Marina Raviaw Committaa to GA Coastal 
CooMnis* ion, Part II:App of Tochnical Evidence In Support of 
Osnaral Summary. " 

CONNELL, J. H. , MECHALA8, B. J. , MIHUR8KY, J. A. California. State of. 
79/09/12. 197pp. 


<1. Inspection reports. IE Bullotins St correspondence 


7909010112 Forwards IE Info Notice 79-06. "Stress Analysis of 
Safety-Related Piping. " 

DRIER. B.H. Region 1, Phi ladelphia. Office of the Director. 
79/03/23. Ip. 


7909240679 Forwards IE Insp Ropt 90-363/79-03 on 790306-07. No 
noncompliance noted. 

CARLSON. R.T. Region 1. Ph iladelph la. Reactor Construction St 

Engineering Support Branch. 79/03/23. 2pp. 


--7909240684 IE Insp Rept 90-363/79-03 on 790306-07. No noncompliance 
noted. Major areas inspected : containment concrete placement 
activities St associated quality records. 

CERNE. A. C. Region 1. Philadelphia. Office of the Director. 
MCOAUOHY. R. H. Region 1. Philadelphia. Reactor Construction St 

Engineering Support Branch. 79/03/22. 9pp. 


7909310423 Forward# final deficiency rept. "Underslied Saf ety-Rolated 
Heating, Ventilating St Air Conditioning Damper Actuators." 
identified in 790419 Itr. 

HOORE, J. B. Southern California Edison Co. 79/09/18. Ip. 


7909020049 Forwards IE Bulletin 79-06. "Review of Operational Errors St 
8ys Misalignments Identified During TMl Incident. " 

DRIER. B.H. Region 1. Phi ladelphia, Office of the Director. 
79/04/11. Ip. 


—7909310426 Final deficiency rept! "Undorslxod Saf oty-Related Heatiiig. 
Ventilating St Air Conditioning Damper Actuators." 

Appropriate drawing changes will be issued for design 
changes by 790719 Fifteen actuators will require rework, 
e Southern California Edison Co. 79/09/18. 3pp. 


DOCKET 90-343 FORKED RIVER NUCLEAR STATION, UNIT I 
A. Application/construction stag* document* St correspondence 


7909070446 Forward* "Design Inf o, Submittal 2. Structural Reorientation." 
w/current dieslgn features reflecting new licensing concerns 
ef post-CP period. ^ 

FINFROCK, u. R. Jersey Central Power St Light Co. 79/03/09. 2pp. 


—7909070470 "Design Inf o. Submittal 2, Structural Reorientation. " 

FLNFROCK. J. R. Jersey Central Power It Light Co. 79/02/23. 94pp. 


7909020393 Forward* IE Bulletin 79-07. "Seismic Stress Analysis of 
Safety-Related Piping." Licensee action recLuired. 

DRIER. B.H. Region 1. Philadelphia. Offic* of tho Diroctor. 
79/04/14. Ip. 


7909040020 Forward* IE Bulletin 79-06B. "Roviow of Oporational Error* It 
8y* Misalignmont* Idontif iod During TMI Incident. " 

DRIER. B.H. Rogion 1. Philadolphia. Office of tho Diroctor. 

79/04/14. Ip. 


7909040204 Forward* IE Bulletin 79-08. "Event* Relevant to Boiling 
Water Power Reactors Identified During THl Incident. " 

ORIER.B. H. Region 1. Philadelphia. Office of the Director. 
79/04/14. Ip. 

7909030069 Forward* IE Bulletin 79-09. "Failure* of OE Type AK-2 
Circuit Breaker In Safety-Related Sys. " Licensee action 
re(iuired. 

ORIER.B. H. Region 1. Philadelphia. Office of the Director. 
79/04/17. Ip. 


7909190287 Forwards 790307 Ibr from 8 Rush, of Sea Alliance of Ocean 
County. NJ. for placement in docket file. 

AIRAHAM.K, Region 1. Philadelphia. Office of tho Director. 
79/03/20. Ip, 


-7909190293 Retuosts that planned salt water cooling tower not be Built 
because of dlsasterous effect* on natural beauty of araa. 

RUSH.S. Sea Alliance of Ocean County. 79/03/07. Ip. 


7909010690 Forward* IE Bulletin 79-04A, Revision 1. "Roviow of 
Operational Errors St Sys Misalignments Identified During TMI 


inciaene. 

•RIER.B. H. Region 1. Philadelphia, Office of th# Director. 
79/04/18. Ip. 


-7909190298 Responds to 790307 Itr objecting to proposed cooling tower. 
Ltr forsMirded to NRC h®ad<iu*rter*, 

A8RAMAM.K, Region 1. Philadelphia. Offic® of th® Director. 

79/03/20. Ip, 


m 


DOCKETED ITEMS 


:C.::y£- 5C~3i4 « rAFLEV NUCLEAR 


nrconstructicn stage documen 


ts t' coTrespondence 


790S240985 Responds to applicant's memo Te impact o# Public Util 
Regulatory Policies Act of 1978. Certif icate of Svc & 
sooporting documentation end. 

WHITLER/U. D. Justicei Dept. of. 79/03/29. 22pp. 


7890*51432^7 Natifies of potential 
ZHS ration*. as reported to uti 
ha I PS TON. *4’ 3 Alabama Power C 


reportable inconsistency 
1 by Westinghouse. 

0 . 79/03/30. 2pp. 


in calculated 


7TOS2401C9 Notifies of 790531 P 

5-364 for Model np 1-67-0442, .Renewal must be 


MACEGNA-LD. 


Certificate 

requested. 

79/04/12. 


of Compliance 
Ip. 


Q. Inspection repprtsi IE Bulletins *« correspondence 


7905010161 Forwards IE Info Notice 79-06, "Stress Analysis of 
Saf ety-Related Piping. " 

Q'HEILLY.J.P. Region 2, Atlanta, Office of the Director. 
79/03/23. 2pp. 


7«50202« 1111=111 'fnJ^nrTl'fspan'into aJp'‘a‘s. 

'7i/o4/,6. .90,,, 


7905230414 Requests informal facility info re 
from public disclosure unless util conducts 

CLAYTON. F L Alabama Power Co. 79/05/16. 


TMI incident 
proprietary 

2pp. 


be 


withheld 


F Security. er-ergenca 9 fif* 


7905070*31 For»47d, ch.ck to repUc. check tent 790323 joards 

security contingency plan. 

CLAYTON. F L Alabama Power Co. 79/05/01. 2pp. 


I, Financial information 


7905030290 Forwards IE Info Notice 79-07, "Rupture of Radwast# Tanks." 
0 'REILLY, s/. P. Region 2. Atlanta, Office of the Director. 

79/03/26. 2pp. 


7905100279 Requests extension of time until 790512 to respond to IE 
Bulletin 79-03. "Long itudinal Weld Defects in Pip# Spools Mfg 
by Youngstown Welding )5t Engineering Co. " 

CLAYTON. F.L. Alabama Power Co. 79/04/11. Ip. 


7905150568 Confirms 790412 telcon to AK Hardin re IE Bulletin 79-02. 
Test program was initiated; enough failures found in anchor 
bolt installations to justify expansion of test scope. 

Further details will come in 14-day followup. 

HAIRSTON. W. G. Alabama Power Co. 79/04/12. Ip, 


7905040148 Forwards IE Bulletin 79-06B, "Review of Operational Errors k 
Sys Misalignments Identified During TMI Incident. '* 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
79/04/14. 2pp. 


7905150391 Forwards "Annual Financial Rept 1978, " unaudited financial 
statements for quarter ending 790331 cash flow projections 
for 1979, 

BOWDEN. T J. Alabama Power Co. 79/05/10. 7pp. 


7905040298 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping. " Licensee action required, * 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/04/14. 2pp. 


— 7905150395 "Annual Financial Rept 1978." 
* Alabama Power Co. 78/12/31. 47pp. 


J. Insurance tf. indemnity information 


7905070497 Confirms increased liability limit to *124,000.000 for 
policies NF-1,25. 43,76,83, 100, 111, 140. 146. 151, 161, 164, 170, 

173. 174. 178. 179, 180. 192. 195, 186, 187, 188, 189. 192. 193, 194, 195. 

197, 198. 200. 201. 204. 206, 207. 208, 210, 212, 214, 215. & others. 
OUATTROCIWI. J. American Nuclear Insurers. 79/05/01. Ip. 


7905070582 Confirms increase in liability limit to *36.000,000 for 
policies MF-22, 26, 29, 38, 39, 44, 46, 47, 49. 50, 51.52. 53. 54, 55, 56, 

57. 58, 60, 61. 64, 66, 67, 68, 69, 70, 71, 72, 74. 76, 77, 78, 79, 80. 86, 87, 
88.90,91,92,93,94,95 Zt 96. 

D M. Mutual Atomic Energy Liability Underwriters. 79/05/01. 


orwards Endodrsement 23 to NELIA Policy NF-238. 

Mar-ch ^ Mr( annn, M M Nuclear Consultants, Inc. Div. 


7905040322 Forwards IE Bulletin 79-00, "Events Relevant to Boiling 
Water Power Reactors; Identified During TMI Incident. " 

O'REILLY, U. P. Region 2, Atlanta, Office of the Director. 
79/04/14. Ip. 


7905010331 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/18. 2pp. 


7905030137 Forwards IE Bulletin 79-09, "Failures of OE Typo AK-2 
Circuit Breaker in Saf ety-Related Sys." Licensee action 
required. 

O'REILLY, J. P, Region 2. Atlanta, Office of the Director. 
79/04/17. 2pp. 


7905020365 Forwards IE Bulletin 79-06A, Revision 1, "Review of 
Operational Errors & Sys Misalignments Identified During TMI 
Incident. " 

O'REILLY, U. P. Region 2, Atlanta, Office of the Director. 
79/04/18. 2pp. 


lent 24 to ANI Policy NF-238. 

'’ jclear Consultants, Inc. Div. 


:y NF-238. 

tsultants, Inc. Div. 


7905240443 Responds to IE Bulletin 79-07, "Seismic Stress Analysis of 
Saf e ty-Related Piping. " Methods specified by Item 1 have 
never been used, Therefore, specif ic concerns are not 
applicable to facility, 

CLAYTON. F.L. Alabama Power Co. 79/04/24. 3pp. 

7905300710 Forwards response to IE Bulletins 79-06A if. 79-06, Re vis ton I, 
Training program for personnel w/operat tonal duties is being 
developed; actions required by operating procedures re 
transients if accidents have been reviewed, 

CLAYTON, F.L. Alabama Power Co. 79/04/24. 21pp. 


7905300554 Responds to IE Bulletin 79-03. No 8A-312 or other welded pipe 
:o applicant's "Memo re by Youngstown Welding if Engineering has been received on 

" site or will be used in future. 

* CLAYTON, F.L. Alabama Power Co. 79/04/26. Ip. 

ions, 79/03/28. 23pp. 


Association of AL to 
lulatory 

HJELMFIELT, D. C. 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 
F, Security, medical, emergency if fire protection plans 


behalf of NRC. 
3pp. 


7905150089 Responds to 790302 Itr reporting reasons for dalays on 
implementing 10CFR73. 55 requirements describing 
compensatory measures provided to meet these requirements. 
Measures are acceptable. 

IPPOLITO, T. A. Operating Reactors Branch 3. 79/04/10. 2pp. 


Regulatory Policies Act 
gal status of 
rtificate of 

J, Anti-Trust 


I. Financial information 


7905080497 Forwards "Annual Financial Rept 1970. " 

VASOUEZ, R. 0. Metropolitan Electric Authority of Georgia. 79/05/02. 
Ip. 


DOCKETED ITEMS 
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— 790S080508 "Annual Financial Rapt 1978. " 

* Metropolitan Electric Authority of Georgia. 78/12/31. 24pp. 


J. Insurance & indemnity information 


790S070497 Confirms increased liability limit to 24, 000# 000 for 
policies NF-1. 2S, 43, 76,83, 100, 111, 140, 146, 151, 161, 164, 170, 

173. 174, 178, 179, 180, 182, 185, 186, 187, 188, 189, 192, 193, 194, 195, 

197, 198, 200, 201, 204, 206. 207, 208, 210, 212, 214, 215, 3k others. 
QUATTROCHHI, J. American Nuclear Insurers. 79/05/01. Ip. 


7905070582 Confirms increase in liability limit to >136,000,000 for 
policies MF-22, 26, 29, 38, 39, 44, 46, 47, 49, 50, SI, 52, 53, 54, 55, 56, 

57, 58, 60, 61, 64, 66, 67, 68. 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86, 87, 
88,90,91,92,93,94,95 96. 

ROBERTS, D.M. Mutual Atomic Energy Liability Underwriters. 79/05/01. 
Ip- 


7905080427 Forwards Amend 10 to Indemnity Agreement B— 69. 
WHITMER.C.F. Georgia Power Co. 79/05/01. 3pp. 


7905010360 Forwards IE Info Notice 79—09, "Spill of Radioactively 
Contaminated Resin." 

O 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/03/30. 2pp. 


7905250098 R#<iuests page 6 of IE Insp Repts 50-321/79-06 & 50-366/79-07 
be replaced w/encl corrected page. 

MILLER, J.H. Georgia Power Co. 79/04/04. 2pp. 


— 7905250105 Forwards IE Insp Repts 50-321/79-06 & 50-366/79-07 on 
790214-16. No noncompliance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/03/21. 2pp. 


— 7905250110 IE Insp Repts 50-321/79-06 St 50-366/79-07 on 790214-16. No 
noncompliance noted. Major areas inspec ted ; p lant operations, 
followup of unresolved items, LERs it test witnessing. 

DANCE, H. C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. HINCKLEY, D. 0. Region 2, Atlanta, Office of the 
Director. 79/03/21. 8pp. 


7905140493 Forwards Amend 11 to Indemnity Agreement B-69 per 10CFR140 
changes, re increase in liability insurance from 4140 million 
to $160 mi 1 1 ion, ef f ec tive 790501. Supporting documentation 
end. 

SALTZMAN, J. Antitrust it Indemnity Group. 79/05/01. 6pp. 


7905080430 Forwards Endorsement 49 to NELIA Policy NF-215. 

FIELDER, J. Harsh it McLenon, M 3k M Nuclear Consultants, Inc. Div. 
79/05/03. 2pp. 


7905040216 Forwards IE Bulletin 79-06B, "Review of Operational Errors it 
Sys Misalignments Identified During TMI Incident. " 

O 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/04/14. 2pp. 


7905040304 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
8af ety-Related Piping. " Licensee action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/14. Ip. 


P. Operating license stage documents it correspondence 


7905090183 Forwards Amend 7 to License NPF-5 S>. notice of* issuance & 
ava i lab ility. 

IPPOLITO, T. A. Operating Reactors Branch 3. 79/04/03. 3pp. 


—7905090186 Amend 7 to License NPF-5, chang ing Tech Spec deadline for 
initial startup rept. 

IPPOLITO, T. A. Operating Reactors Branch 3. 79/04/03. 5pp. 


7905040413 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. " 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/04/14. Ip. 


7905100244 Responds to IE Bulletin 79-03. No evidence of Youngstown 
Welding it Engineering seam welded ASME SA-312 Type 304 
stainless steel piping is being used in safety-related sys. 

ASME 8A-358 Type 304 spool is used. 

STAFFA, R.W. Georgia Power Co. 79/04/16. Ip. 


— 7905090189 Notice of issuance i>. availability of Amend 7 to License 
NPF-5. 

IPPOLITO, T. A. Operating Reactors Branch 3. 79/04/03. 2pp. 


7905030165 Forwards IE Bulletin 79-09, "Failures of GE Type AK-2 
Circuit Breaker in Safety-Related Sys. " Licensee action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/17. 2pp. 


7905070669 Responds to 790319 Itr questioning license amend fee 
requirement for 781221 app lication. Fees paid are justified. 
MILLER, W, 0. License Fee Management Branch. 79/04/05. Ip. 


7905170234 Forwards schedule for implementation i. resolution of Mark I 
containment long-term program. Only vent header deflectors 
are necessary as major mod for conformance to long-term 
program acceptance criteria. 

WHITHER, C.F. Georgia Power Co. 79/05/14. 4pp. 

7905290184 Forwards changes to Unit 2 Tech Specs re reactor protection 
sys instrumentation, isolation actuation instrumentation it 
bases for app licab i 1 ity spec per 790201 request. 

WHITMER,C.F. Georgia Power Co. 79/05/22. 9pp. 


8. Inspection reports, IE Bulletins &>. correspondence 


7908010200 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/03/23. 2pp. 


7905020467 Forwards IE Bulletin 79-06A, Revis ion 1, "Review of 
Operational Errors & Sys Misalignments Identified During TMI 
Incident. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/18. 2pp. 


7905290029 Responds to IE Bulletin 79-08. Addresses events relevant to 
BWRs identified during TMI inc ident. Response to Item 11 will 
be forwarded in 30 days. 

WIDNER,W. A. Georgia Power Co. 79/04/25. 15pp. 


7905300309 Responds to IE Bulletin 79-04. Review of design records 
indicates there are no 3,4 or 6-inch diameter Uelan swing 
check valves used at facility. 

STAFFA, R.W. Georgia Power Co. 79/05/02. Ip. 


7905290035 Forwards revised responses to IE Bulletin 79-08, "Events 
Relevant to BWRs Identified During TMI Incident. " Replaces 
previous 790425 submittal (mentioned as 790415 in present 
Itr ). Includes response to Item 11. 

WIDNER, W. A. Georgia Power Co. 79/05/09. 16pp. 


7905020489 Forwards IE Insp Repts 50-321/79-09 it 50-366/79-11 on 
790210-0302. No noncompliance noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/03/23. 2pp. 


R. Periodic operating reports it related correspondence 


7905150344 Forwards monthly operating rept for Apr 1979. 
MANRY,M. Georgia Power Co. 79/05/09. Ip. 


— 7905020497 IE Insp Repts 50-321/79-09 it 50-366/79-11 on 790210-0302. No 
noncompliance noted. Major areas inspected ; Unit 1 plant 
operations, Uni t 2 startup testing, Tech Specs compliance, 
reportable occurrences St Unit 2 transient test witnessing. 

ROGERS, R.F. Region 2, Atlanta, Office of the Director. 

DANCE, H.C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/03/23. 4pp. 


7905030312 Forwards IE Info Notice 79-07, “Rupture of Radwaste Tanks." 
O'REILLY, U. P. Region 2, Atlanta, Office of the Director. 

79/03/26, 2pp. 


7905010107 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sys w/Svc Air Sys Used as Source of Breathing 
Air. “ 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/03/28. 2pp. 


— 7905150348 Monthly operating rept for Apr 1979. 
STANCIL.R. Georgia Power Co. 79/05/01. 11pp. 


8. Reportable occurrences, LERs St related correspondence 


7905140316 Notifies that LERs 50-366/1979-27 St 50-321/1979-16 have been 
voided. They were later determined to be not reportable. 

MANRY, M. Georgia Power Co. 79/03/13, Ip. 


7905010469 Forwards LERs 79-025/01 X-l St 79-025/01T-0. 
MANRY, M. Georgia Power Co. 79/04/19. Ip. 
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— 77050!047C LER 79-025/01 X-1 on 790223: torus insp rsvealed sev«r.al 
yj»p*r cl@vis pins of torus vsnt h«#dtr support coiomns 
d isplae®<J , Caused b!| vibration of vent header causing roll 
pins to b« sheared. Design changes issued. 

©REE!«*T. V. Cforgia Power Co. 79/04/17. 2pp. 


7905070639 Forwards LER 79-031/03L-0. 

iWIRY. M. Oeorgia Power Co. 79/05/01. 2pp. 


—7905070646 LER 79-031/03L-0 on 781129: quick start test failed. Sgs 
declared inoperab le. Quick start surveillance procedure 
rewritten 3& personnel reinstructed. 

BAXLEY, S.X. Georgia Power Co. 79/05/01. 2pp. 


7905150465 Forwards LER 79-030/03L-0. 

«AI«Y, «. Georgia Power Co. 79/05/04. Ip. 


— 7905150467 LER 79-030/03L-0 on 790418: during surveillance on water 
level instrument 2B21-N024A, 1 i«it switch failed to actuate, 
tripping rec irculation pump A on low level. Caused by fouled 
switch contacts, Contacts cleaned. 

NIXiR.T, Georgia Power Co. 79/05/04. Ip. 


7905300683 Forwards LER 79-033/03L-0. 

HAhRY, M. Georgia Power Co. 79/05/17. Ip. 


—7905300688 LER 79-033/03L-0 on 790508; air operators on 2B21-F018A & C 
were improperly installed. Caused by insufficient 
installation info. Maint procedures revised to assure proper 
installation. 

GREENE, T. V. Georgia Power Co. 79/05/17. 2pp. 


DOCKET 50-367 BAILLY GENERATING STATION 


A. Application/construction stage documents correspondence 


7905020400 Forwards NUREG-0531, "Investigation it Evaluation of Stress 
Corrosion Cracking in Piping of LWR Plants" & notice of 
issuance availability. W/o end. 

VASSALLO, D. B. Assistant Director for Light Water Reactors 
79/03/23. 2pp. 


7905040316 Summary of 790321 meeting of Mark II owners group in San 
Jose, CA re intermediate plant program tasks. 

ANDERSON, C. J. Containment Systems Branch. 79/04/13. 150pp. 


0. Adjudicatory correspondence 


7905010429 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts. " 

KEPPLER,J. G. Region 3, Chicago, Office of the Director. 79/04/16. 
Ip. 


7905030232 Forwards IE Bulletin 79-09. "Failures of GE Type AK-2 
Circuit Breaker in Saf ety-Re lated Sys. " Licensee action 
required. 

KEPPLER/J.G. Regions, Chicago, Office of the Director. 79/04/17. 
Ip- 


7905080502 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI-Suppl. " 

• KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/04/21. 
Ip. 


7905240907 Forwards IE Circular 79-07, "Unexpected Speed Increase of 
Reactor Recirculation Motor Generator Set Resulted in 
Reactor Power Increase. " 

KEPPLER. J. G. Region 3, Chicago, Office of the Director. 79/0S/02. 
Ip- 


R. Periodic operating reports & related correspondence 


7905010934 Forwards well charts for 790404-790411, well levels, Bailly 
wells w/o recorders, pond levels, pneumatic pressure 
transducers, S*. water meter readings for 790411. 

BOHN, R. J. ^Northern Indiana Public Service Co. 79/04/23. 33pp. 

7909140308 Forwards well charts for 790411-18, wel 1 levels for 790412, 
13,17 & 18, Bailly wells w/o recorders for 790418, pond 
levels for 790418, pneumatic pressure transducers for 790418 
& water meter readings for 790418. 

BOHN,R. J. Northern Indiana Public Service Co. 79/04/27. 17pp. 


7905110306 Forwards 790418-25 well charts, 790419-25 well 1 evels, 790425 
Bailly wells w/o recorders, 790425 pond levels, 790425 
pneumatic pressure transducers, 790425 water meter readings «« 
790201-0316 rainfall at Flint Lake pump station. 

BOHN, R. J. Northern Indiana Public Service Co. 79/05/04. 19pp. 


7905220207 Forwards well charts for 790425-790502, Ba i 1 ly wells w/o 
recorders, pond levels pneumatic pressure transducers, water 
meter reading it USGS wells, all for 790502. 

BOHN.R, J. Northern Indiana Public Service Co. 79/05/11. 16pp. 

7905210277 Forwards "Winter 1979 Quarterly Rept" on ecological 
monitoring program. 

SHORB,E.M. Northern Indiana Public Service Co. 79/05/15, Ip. 


Requests that NRC grant hearing on Northern IN Public Svc 
extension of • CP. Certificate of Svc end. 

ANDREWS, W., OLSZANSKI, S. M. Affiliation Unknown. 79/03/27. 3pp. 

Q. Inspection reports, IE Bulletins St correspondence 

790501^58 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping. " or 

KEPPLER, J.G. Region 3, Chicago, Office of the Director. 79/03/23. 

KAPLER, J.O. R.jion 3, ChiMjo, Offic. ,f th. Dir.ctor. 79/04/11. 

US'F- > 

Kapler. J.o. r. 51 „„ 3 , Chlc.jo, Offlc. tl,. Olr.ctor. 79/04/14. 

1=.:=:: - • 

KAPLER. J.e. R.,i„„ 3 , Cliico, Offlc. o, tK, Dir.ctor, 79 / 04 / 14 . 


Kff LER.J.O, R.,i,„ 3 , chic., 0 , Of,lc. o, the Director. 79 / 04 / 14 . 

KEPPLER, J.O. R.,i„ 3 , chic., 0 . 0,«ce J, thj Director. 79/04/14. 


-/V052 10280 


Winter 1979 Quarterly Rept" on ecological 


program for Jan-Mar 1979. 

» Northern Indiana Public Service Co. 


moni cor ing 


79/04/30. 126pp. 


7905300329 Forwards well charts for 790502-09, Bailly wells 
levels, pneumatic pressure transducers «t 
water meter readings for 790509. 

BOHN, R. J. Northern Indiana Public Service Co. 79/05/18. 31pp. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 
H. General correspondence 

"• Pl4n‘ 

near Russellvi 1 le, AR. Out I ines steps for license review 
Forwards Transportation of Nuclear Fuel tc Waste" U 
Disposal of Radioactive Waste. " W/o end 

“/Svo7'' %pp.'’‘^‘*‘'’'' 8Ri:tn‘E„v,r™.nt.l An4l..l.. 

~”R«II«t! n«l**r pUnt. .t Rotwllvi 1 1.. AR. 

I*! •449tt O, f.eUltt.ForuRrd. 

bIm^M Arun.an. ,or S.P. En.rBt. ' 

BERKY, J, A. Affiliation Unknown. 79/04/12. 2pp. 


ti indemnity information 


policies NF-l^GS *124,000,000 for 

197 198 200 S'ina ^®®' 1®*^' 1’2* 193, 194, 195. 

ROBERTS, D.M. Mutual Atomic Energy Liability Underwriters. 79/05/01. 
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7905140489 Forwards Amend 8 to Indemnitiy Agreement B~65 per 10CFR140 
changes, r® increase in liability insurance from !IH40 million 
to 4^160 mi 1 1 ion. effective 790501. Supporting documentation 
enc 1 . 

SALTZMAN. J. Antitrust & Indemnity Group. 79/05/01. 6pp. 


7905190167 Forwards executed Amend 8 to Indemnity Agreement B-65. 
TRIMBLE. D.C. Arkansas Power & Light Co. 79/05/10. 3pp. 


P. Operating license stage documents & correspondence 


7905070491 Responds to 771205 request. Forwards addl info re fracture 
toughness potential for lamellar tearing of steam 
generator Rt reactor coolant pump support matl. Oversi zed 
end available in Central Files only. 

WILLIAMS. D. H. Arkansas Power Rt Light Co. 78/12/19. 8pp. 


'7905010395 IE Insp Repts 50-'313/79-02 R. 50-368/79-02 on 790115-0211. 
Noncompliance noted : fai lure to prepare weekly rept of 

overdue maint. 

k^STERMAN. T. F. Region 4, Dallas. Reactor Operations Nuclear 

Support Branch. BOYTER.N. C. Region 4. Dallas. Office of the 
Director. , MADSEN. G.L. Region 4. Dallas. Reactor Construction it 

Engineering Support Branch. 79/03/01. 15pp. 


7905150079 Forwards IE Circular 79-04. "Loose Locking Nut on Limi torque 
Valve Operators." 

^YFRIT.R. V. Region 4. Dallas. Office of the Director. 79/03/16, 

ip. 


>905310387 Responds to IE Bulletin 78-12. "Atypical Weld Matl in 
Reactor Pressure Vessels. " Records search initiated $e final 
rept expected from GE by 790813. 

RUETER. D. A. Arkansas Power 8*. Light Co. 79/03/16. Ip. 


7905230840 Requests verification to assure adequacy of onsite 
distribution of power from offsite circuits. Also requests 
review of electric power sys to determine if potential 
exists for violation of General Design Criteria 17. 

VASSALLO. D. B. Assistant Director for Light Water Reactors. 
79/05/02. Spp. 


7905250210 Summary of 790425 meeting w/C-E re natural circulation 
capability for C-E plants. 

THADANI.A. C. Reactor Systems Branch. 79/05/02. 43pp. 


7905250049 Forwards Amends 42 R« 11 to Licenses DPR-51 Ri NPF-6. 
respectively . safety evaluation Rt notice of issuance Rt 
availability. 

8T0LZ. J. F. Light Water Reactors Branch 1. REID. R. W. 

Operating Reactors Branch 4. 79/05/03. 2pp. 


—7905250055 Amends 42 Ri 11 to Licenses DPR-51 Rt NPF-6. r'es pec tively. 
modifying App A Ri B Tech Specs re mgt organ! zat ion. 

REID. R.Wi. Operating Reactors Branch 4. 79/05/03. 14pp. 


—7905250050 Safety evaluation supporting Amends 42 & 11 to Licenses 
DPR-51 R< NPF-6, respectively. 

* Operating Reactors Branch 4. 79/05/03. 2pp. 


7905010448 Forwards IE Bulletin 78-12B. "Atypical Weld Matl in Reactor 
Pressure Vessel Welds. " 

SEYFRIT. K.. V. Region 4. Dallas. Office of the Director. 79/03/19. 

IP- 

7905020441 Forwards IE Circular 79-05. "Moisture Leakage in Stranded 
Wire Conductors. " 

SEYFRIT. K.V. Region 4. Dallas, Office of the Director. 79/03/20. 

Ip. 


7905020277 Forwards IE Info Notice 79-06. “Stress Analysis 
Saf ety-Related Piping. " 

SEYFRIT. K.V. Region 4, Dallas. Office of the Director. 
Ip- 


of 

79/03/23. 


7905020419 Forwards IE Info Notice 79-07. “Rupture of Radwaste Tanks. " 
SEYFRIT, K.V. Region 4. Dallas, Office of the Director. 79/03/26. 
Ip- 


7905020436 Forwards IE Info Notice 79-08. “Interconnection of 
Contaminated Sys w/Svc Air Sys Used as the Source of 


Breathing Air. 
SEYFRIT. K. V. 
Ip. 


Region 4. Dallas, Office of the Director. 79/03/28. 


—7905250065 Notice of issuance Rt availability of Amends 42 tx. 11 to 
Licenses DPR-Sl U NPF-6. respectively . 

REID. R. W. Operating Reactors Branch 4. 79/05/03. 2pp. 


7905230007 Forwards summary of 790501 meeting w/C-E re natural 
circulation conditions in C-E operating reactors. 

THADANI.A. C. Reactor Systems Branch. 79/05/09. Ip. 


7905170265 Forwards proposed radiological Tech Specs changes R« Class 
III amend fee. 

CAVANAUGH. W. Arkansas Power R< Light Co. 79/05/10. 2pp. 


— 7905170267 Proposed radiological Tech Spec changes covering engineered 
safety feature response time, physics tests liquid R« gaseous 
radwaste treatment sys, 

a Arkansas Power R< Light Co. 79/05/10. 56pp. 


7905300002 Forwards amend to 790417 Itr proposing change to Tech Spec 
3. 7. 11. Seeks to include addl fir# barriers in request for 
temporary relief. Plant can be operated w/o fire dampers tn 


temporary 
ventilation ducts. 

CAVANAUGH. W. Arkansas Power Rt Light Co. 


79/05/18. 4pp. 


7905300208 Forwards summary of EDS Nuclear, Inc resolution/documentation 
of elbow flexibility error which existed in 
PISOL piping analysis computer program from ^ • 

Review Ri reanalysis included all work through Dec 1970. 

PORTER. F. L. EDS Nuclear. Inc. 79/05/21. 9pp. 

— 7905300263 Forwards EDS Nuclear. Inc list of BWRs Ri piping sys which 
could have been impacted by deficient computer 

OE has no record of reanalysis for Cooper Div. 

STEPHENS. P. W. General Electric Co. .Nuclear Energy Products ui 

79/01/24. lepp. 


Q. Inspection reports, IE Bulletins ^‘^correspondence 


7905010385 Forwards IE Insp Repts 50-313/79-02 Ri 50-368/79-02 on 

790115-0211 Ri notice of violation. Nuclear Support 

MADSEN. G.L. Region. 4. Dallas. Reactor Operations Nuclear aupp 

Branch. 79/03/01. 2pp. 


7905140152 Forwards IE Bulletin 79-04. "Incorrect Weights for Swing 
Check Valves Mfg by Velan Engineering Corp. " Licensee action 

SEYFRIT^k. V. Region 4. Dallas. Office of the Director. 79/03/30. 

Ip- 


7905150045 Forwards IE Info Notice 79-09. "Spill 
Contaminated Resin. " , . 

SEYFRIT. K.V. Region 4, Dallas, Office of the 

Ip. 


of Rad ioactively 
Director. 79/03/30. 


7905020325 Responds to 790228 Itr U 
emergency relief from Tech Specs. 
MADSEN, G.L. Region 4, Dallas, 

Branch. 79/04/05. 2pp. 


forwards procedures re obtaining 
Reactor Operations Nuclear Support 


-790*020343 CHrin.. r..pon« to 781214 notlo. of viol.tion. Oootu. 
90. tins* uill be held to rovieu lto«e " 

Cocniittee'i porvioiu. Voicee concorn ro ebilltg to obtain 
emerjonc. Toch Spoc nod. in ebeondo of I""!"®- „ 


.05140088 Forwards IE Boll.tin 79-04. ^ 

8i.e Miealipnmante Idantlfied Durlnj TMI Incidant, Llcaneaa 

Ration 4, D.Uae, Office of tbe Director. 79/04/11. 


90*040606 Forward. IE Bulletin ^08, 


5070043 Forward. IE Bull.tin 79 - 07 , "Sai.aic Str.e. Analvie of 
afetu-Related Piping." Licensee action required. 

FVPRIT. K. V. Region 4. Dallas. Office of the Dxreci 




7905090096 Forward, euppl to IE Bull.tin 79-05A, "Nuclear Incident at 
reYFRIT,K.V. Ration 4, Dallae, Offlc. of th. Dir.ctor, 79/04/14. 
1P> 




ip- 
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7905030265 Farw«rd» IE Bullitin 79^09, “Fjilorfi at OE Tgp« AK''2 
Cirtult Brt^ktr in 84 f«ty-Rf l 4 ttd 8gt " Lie«n>it «ciion 
r « t r « d 

EEVTRITiK V Rtgion 4. D«U«>. Offlcfl of th« Dirtctor 79/04/17. 
Ip 


7905080348 Forwjrdi IE BulUtin 79-05B. ^Nuclo^r Incldint at 
Tfff-Suppl " Applicjblf ACRG raconAindatloni & litt of IE 
Bullitin* i*«utd in last 12 months incl 

SEYFRIT. K V Rtgion 4. Dallas. Qfflci of thi Dirtctor 79/04/21 
Ip 


7905290494 Ratpondt to lE Bulittin 79-07 rt itismic strtfS analysis 
Ccnputtr codtf iptcifltd in Ittn t not otsd in analysis of 
taf ity-ri latad piping 

TRIMSLErO C Arkansas Po«tr & Light Co 79/04/24 4pp 


7903110007 Forwards pagt 12aiO«itttd from original responses to 
IE Bulletin 79-06B 

TRIMBLE. D C Arkansas Power h Light Co 79/04/25 Ip 


•7905tl00i0 Forwards responses to IE Bulletin 79-06B re preUninary 
chronology of Tm-2 To further increase margin of safety, 
design change is being evaluated for items in Category III & 

rv 

TRIMBLE. D C Arkansas Power & Light Co 79/04/24 !9pp 


R Periodic operating reports b related correspondence 


7905150096 Foruardi PN0-79-67AF. AO. AH. AI 4< AJ.re nuclear Incident at 
TMI 

MADSENiO L Region 4. Dallaa. Reactor Operations Nuclear Qupport 

Branch 79/04/30 Ip 


7905140172 Forwards LERs 79-026/03L-0. 79-027/03L''0 U 79~028/03L“0 
TRIMBLE. D C Arkansas Power U Light Co 79/OS/Ol Spp 


—7903140176 LER 79-026/03L~0 on 790323 during review of heating^ 
ventilation 4t air conditioning Installatlonr 32 fire dampOT'e 
discovered not installed ai required Caused by initallafcldn 
OA Fire watch established Dampere to be installed 
SHIVELY. C N Arkansas Pouer t* Light Go 79/03/01. Ip 


— 79051401B2 LER 79~027/03L-0 on 790330 high preieure safetv Inject ten 
header relief valve 2P8V-5112 body leaked Cauee not 
reported Pressure setting verified, cap ti gag screw gaskets 
replaced ii ECC8 subsystem returned to svc 
EHtVELY.C K Arkansas Power Light Co 79/05/01 Ip 


— 7905140185 LER 79''02a/03L~0 on 790403 emergency feedwater pump 2PTS 
removed from svc Caused by packing leak Pump ehaft repacked 
it returned to tvc 

SHIVELY. C,N Arkansas Power Light Co 79/03/01, Ip 


7905240451 Forwards PND~79-67AK b AL 

MADSEN.-O L Region. 4. Jkal las, Fuel Facility & MiaterlaU Oafety 

Branch 79/05/02 Ip 


7905070490 Forwards "Semiannual Environ Monitoring Rept'* for Jul-Dtc 
1978 

TRIMBLE. D C Arkansas Power b Light Co 79/04/30 Ip 


■7905070494 "Semiannual Environ Monitoring Rept" for Jul-Dec 1978 
e Arkansas Power b Light Co 79/04/30 550pp 


7905170227 Forwards monthly operating rept for Apr 1979. corrected 
copy of monthly operating rept for Mar 1979 b 
LER 79-N/A/99X-0 

TRIMBLE. D C Arkansas Power b Light Co 79/05/10 2pp 


—7905170232 Monthly operating rept for Apr 1979 

GHIVELY.C N Arkansas Power b Light Co 79/05/09 5pp 

7903170239 LER 79-N/A/99X-0 on 790315 diesel generator 1 felled to 
voltage b speed Caused by blown fuse In 
alr-startlng solenoids 
LER submitted per Tech Spec 48113 
SHIVELY. C N Arkansas Power b Light Co 79/05/01 Ip 


^ hblatad correspondence 


7905040106 Forwards PNO-79-678 

MAD8EN,0 ‘jp I>.n«, 8.jctoi- O.tr.tion. Hl>cl..r Bopport 


•ncB nemo 14 unusual sequence of events 
9d voltage resulting from onsite 
conntctedr causing second to 
itribution sys 
tore 79/04/12 6pp 


■rMck" 7?/04/l"'“p" Nucl.a, Buppprt 


7905010529 Forwards PNO- 79-670. V b M 
WD8EM.0 L Region 4. Dallas, Office of the Director. 


79/04/16 


7905010530 Forwards PN0-79-67X b Y 
HADSEN.e L 4, o.„.„ 79/04/18, 


7905010554 Forwards PM0'79-67Z 
^DSEN.O L R.gion 4. D.llas4 


Office of the Director 


79/04/19 


Forward e PM0~79-67AA, / 
L Region 4. Dallai 
ip 


AC b AD, 

Office nf the Director. 


79/04/24 


PNO-79-A7AE 

Branch 79/04/25***lp '^*'1**' Reactor Operationi Nuclear Support 


7905150572 Forwards LERs 79“029/03L''04 79''030/03L-0 b 79-026/03L- 1 
TRIMBLEiD C Arkansas Power b Light Co 79/05/09, Ip 


-7905150500 LER 79-029/03L-0 on 790413 during Hade 3 aperatlnn, 
condensate storage tank A dropped below Tech Spec min of 
aox, Ceueed by Inability of makeup plants to produce 
condensate to meet high demand during blowdown titting 
SHIVELY. C N Arkansas Power b Light Co. 79/03/09 tp 


w uii wnii* inves cigaving ground 

problem In battery bank 2D02, Inverter 8-1/22 ewiUhed to 
alternate source Caused by dc supply opening uMIe 

locate 2D02 ground. Supp ly reestablished 
GHIVELY.C N Arkansas Power b Light Co 79/03/09, Ip 

—7905130601 LER 79-026/03L- 1 on 781216- 2CV-1037-2 failed U oparatl fr4K 
pump 2 P7A feed to steam generator 
Caused by solid state relay actuating 
b sealing In closed conimand 

SHIVELYiC N Arkansas Power b Light Co 79/01/13 Ip 


7905220398 Forwards LERs 79-031 /03L-0 b 79-032/03L-0 
TRIMBLE. D C. Arkansas Power b Light Co. 79/05/17 


IP 


"7905220400 LER 79-03j/03L-0 on 790418! leak found on charging puNp A 
suction pipe at S-inch coupling to 2PaV4Q34. Caused by 
vibration Leak located in heat affected lone of 2-lnch 
weld-o-let Pipe section replaced 

SHIVELY. C.N Arkansas Power b Light Co 79/09/17 Ip. 


on 790419 j«)ccesilvo vibration fuund ini 
?*“**‘^ f-uvre of forward half of 
t J i«b''lcatlon Main bearing 

caps relocated by redwelling * 

BHIVELY.C N Arkansae Power b Light Co 79/09/17 ip 


7903300509 Forwardt LER 79-033 /OlT-0. 

TRIMBLE, D.C Arkansas Power b Light Co 79/03/85 ip. 


reactor coolant pump 2P32A *.al cavity pJt.uJesSilng 

SHlVE^i C 2 pip*. 

SHIVELY. C N Arkansas Power b Light Co 79/03/25 tp 


NVCLBAR STATION. UNIT 1 

«tag.^iorum;;ntrrco^^ii;ip;ndence 


Sr"- 

FARKERfH Q Power Co, 79 / 04 / 30 . Ip, 
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9. Ad j ud 1 c«tof y corrvipanosncff 


7?090tOUS ForwarcH rtauast for Board notification ro nonaaf atv-orad« 
a i).u i piin«nt to mitigatt traniianta 

QCiNTOirJ F Hoarlrtgt Division 77/04/02 3lpp. 


““790501018A Hoard notification staff assessment re noniaf ety-grade 
aaiJipinttnt to mitigate transients 

VASSAUta.D D Assistant Director for Light Mater Reactors 
79/03/29, 2pp 


-—7703010190 Board notification recent issue on nonsaf ety-grade 
equipment to mitigate transients More info is required 
TEOeeCOiR L Assistant Director for Reactor Hafetu 79/03/lA 
3pp. 


77D929097-6 Denies motion to reopen safety phases of licensing 
procedures as sought by Carolina Environ Study Oroup in 
790123 petition &< opposed by NRG ^ DuVc Podier Co 790323 

antuers . 

CAlOi R -M Atomic Safety and Licensing Board panel 79/04/10 14pp 


7909iQ<01B<) Orders issuance of OL to app 1 Icanti contingent upon 
procedural factual conditions Orders stay of present 
inltrlel decision until further order after Issuance of 
luppl to HER re any unresolved generic safety Issues 
LUEQKEiE a f HANDi C H t LAZGi R H Atomic Safety and Licensing Board 
Penal. 77/04/10 122pp. 


7703020289 AcK receipt of 770411 Itr informing NftC of steps taken to 
correct violation noted in IE Insp Rept S0-3A7/77-11 Does 
not consider info proprietary 

HURPHYi C E Region 2i Atlentai Reactor Construction Englntering 

Support Branch 77/04/11 2pp 


—7703020301 Responds to NRC 770308 Ur re violation noted In IE Irisp 
Rept 30--3&9/77'-| I Corrective actions burnt cable was result 
0# molten metal falling on cable after wilding 
PARKER* W 0 Duke Power Co 77/04/11 Ip 


—7703020326 Forwards tE Insp Rept 50"367/79“l 1 on 770206-07 6 notice of 
violation 

MURPHY* C E Region 2* Atlanta* Reactor Construction 6 

Engineering Support Branch 77/03/08 2pp 


— 7703020337 Notice of violation from Insp on 770206-07 

* Region 2* Atlanta* Reactor Construction Engineering Support 
Branch 79/03/07 Ip, 


—7903020332 IE Insp Rept 50-367/77-11 on 790206-09 Noncomp I lance noted 
safety-related cable had 1-lnch diameter burn hole 
HARDWICK*! J * BRYANT* J C Region 2. Atlanta. Reactor 

Construction Engineering Support Branch 77/03/07 6pp 


7903270700 Ack receipt of IE Insp Rept 30-367/77-17 on 790226-28 No 
proprietary info 

PARKER* W 0. Duke Power Co 79/04/13 Ip 


J Insurance 4* Indemnity information 


790307Q38S Confirms increase In liability limit to »36< 000.000 for 
policies MF-22. 26* 29* 38. 39. 44. 46, 47*47* 90* SI. 32, S3. 34, 93.96. 

37. SB. 60, 61* 64. 66. 67. 60* 69. 70, 71, 72. 74. 76. 77* 7Q< 77. SO* 66* 67. 

BO. 90, 91, 72. 93* 94. 99 96 

ROBERTS. D.M Mutual Atomic Energy Liability Underwriters 79/03/01 

ip 


7903140530 Forwards Amend 2 to Indemnity Agreement B~B3 per 10CFR140 
chaTkgesrTf Increase In liability Insurance from 4140 million 
tfr 4160 ml LUon* effective 770901 Supporting documentation 
end 

BALT2MAN.J Antitrust t Indemnity Oroup 79/03/01. 6pp 


—7909270707 Forwards IE Insp Rept 30-369/79-17 on 790226-28 No 
noncompliance noted 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/03/21 2pp 


—7909270717 IE Insp Rept 30-369/77-17 on 790226-20 No noncomp I lance 
noted Major areas inspected hot functional testing 
activities fc followup on unresolved Items 

CANTRELL.F 8 , COTTLE. W T Region 2. Atlanta. Office of the 
Director 79/03/20 4pp 


7703040176 Forwards IE Bulletin 77-06D, “Review of Operational Errors %t 
Sys Mlsal ignmintf Identified During TMI Incident “ 

O^RElLLY. J P Region 2, Atlanta. Office of the Director 
79/04/14. Ip 


0 tnipectlon reports. IE Bulletins U correspondence 


7709230770 Informs that response to IE Bulletins 70-12 4 78-12A Is 
balnp prepared by Meetinghouse Info being gathered from C-E 
k Rot ter danif reac tor vessel manuf ac turers Utiles response 
will bt provided by 771001. 

PARKER# M O Duke Power Co 79/03/16. Ip 


7909010177 Forward* IC Info Notice 79-06* "Stress Analysis of 

BaPety’-Related Piping " . .. 

B'REILLYiJ. P Region 2* Atlanta. Office of the Director. 
77/03/23. 2pp 


7709030307 Forwards IE Info Notice 79-07. "Rupture of Radwaste Tanks 
Q'RElLLYiJ P. Raglon 2. Atlanta. Office of the Director 
79/03/26 2pp 


7909010078 Forwards IE Info Notice 79-08. '♦Interconnection of 
Cantanlnated 8ye w/8vc Air Sys Used as Source of Breathing 
Alt', " 

Q'RklULYiJ P. Region 2, Atlanta. Office of the Director 
79/03/28. 2pp 

7909010390 Forwards IE Info Notice 79-09. "Spill of Radioact ively 
OontaMlnated Resin '* 

0 ♦'REILLY. J. P. Region 2, Atlanta. Office of the Director 
79/03/30. 2pp 


7909020408 Ack receipt of J£ Insp Rept 90-369/77-13 on 790209-08. No 
proprietary info 

PARKER# M.D. Duke Power Co. 77/04/09. ip. 


7905040301 Forwards IE Bulletin 77-00. "Events Relevant to Bolling 
Mater Power Reactors Identified During TMI Incident " 

O^RElLLY. J P Region 2. Atlanta. Office of the Director 
77/04/14 Ip 


7709010335 Forwards IE Info Notice 77-10. "Nonconforming Pipe Support 
Struts. " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/04/16 2pp 

7709030160 Forwards IE Bulletin 77-09. '‘Failures of 0£ Type AK-2 
Circuit Breaker in Safety-Related 8ys " Licensee action 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
77/04/17 2pp 


7703020460 Forwards IE Bulletin 77-06A. Revision 1. "Review of 
Operational Errors k 9ys Misalignments Identified During TMI 
Incident " 

O'REILLY. J.P 

77/04/18 2f 


7705240426 Ac 
Agrees to i. 
PARKER. M. 0 


7909250173 Nt 
770420 Ur. 
90-367/77-S 
LEMIS.R C. 
Branch. 7< 


--7909020412 Forwards IE Insp 
noncQmp 1 1 ance noted, 
LCMia.R.C. Region 2. 

Buppqrt Branch. 77/03/14 


Rept 90-367/79-13 on 770209-08 No 

Atlanta, Reactor Operatione Nuclear 
2pp 


8 Reportablt 


7709110203 fii 
design del 

8CINT0. J. 


— 7909020423 IE Insp Rept 90-367/77-13 on 790203-08. No noncomp 1 lance 
natad. Major araas Inspected verification of 
bteb procedures k follow-up of thi 

i*nTTLEj u T DYER. U A Reoion 2. Atlanta, Office of the 

a, Ml.nU, R..ct<.r 

Nuclear Support Branch 79/03/13 7pp 


7709190294 F 
PARKER. M 0 



DOCKETED ITEMS 


-790315036* 0.<lcitnc« r.pt 80-369/370-79-01 .n “* 

prixurlxr poutv oppritpP r.ll.f VJlvPi.pnt vilvp .tuck In 
pirtlillij oppn poiUlPtl CpuMd 69 vplv. pluj blnPlnp In 
vj1v« bQnn#l rtc«*4 4 ri 4 Configuration uiU bi rtvliod 
* Dukf Pou*r Co 7^/04/12 2pp 


DOCKET 50-370 WlLLlArt B MCGUIRE NUCLEAR STATION/ UNIT 2 
A App I U*Uon/con»tructlon documonts It corrif ponJ one# 


7905010333 Forward! IE Info Notlca "Nonconforming Plp» Siipp^ort 

Strut* ** 

0'REILUY»J P Raglon 2> AtUntai OffUa of th* Diracior 
79/04/1 A 2pp 


79Q30301A0 Forwardi IE Bullatin 79”09i "Fallura* of OE Typo AK-2 
Circuit Braakar In Saf aty-Ralatod Sy* Llcontts action 
r«auir«d 

O'REILLVtJ P Raglon 2* Atlantoc Offlc# of tha Dlroctor 
79/04/17 2PP 


7905070481 Informi of d»lay In luhmlttlng addi Info ra atatu* of 
outstanding ravlaw mattor* It avaluation of conformance of 
plant dailgn w/NRC raqulramint* 

PARKER/ M 0 Dukf Powar Co 79/04/30 Ip 


7905020429 Forward* IE Bulletin 79-0&Ai Ravi* ion 1/ "Ravi aw of 
Qparattonal Errors U Syt Misalignments Idantlflad During TMl 
Incidant *' 

O^RElLLYiJ P Raglon 2# Atlanta# Off lea of tha Director 
79/04/10 2pp 


0 Adjudicatory corraipondanca 


7905010115 Forward* request for Board notification re nonsafatv-grade 
aqulpmant to mltlgata translants 
SCINTOi JF Hearing* Division 79/04/02 31pp 


— 790501015A Board notification staff assassnent r# nonsaf ety-grada 
equipment to mitigate transients 

VASSW.LO, D a Assistant Director for Light Water Reactors 
79/03/29 2pp 


—7905010190 Board notification racent issue on nonsaf aty-grada 
equipment to mitigate transients More info is required 
TEDESCQ.R L Assistant Director for Reactor Safety 79/03/lA 
3pp 


S Reportable occurrence*/ LERt it related correspondence 


7905110203 Board notification Seabrook refueling water storage tank 
design deficiency. 

aCINTO/J Hearings Division 79/03/29. 30pp. 


7905130234 Forward* Significant Deficiency Rept flD-369-370/79-01 
PARKER# W 0 Duka Power Co 79/04/13 Ip. 


— 7903150262 Daflciancy rapt 8D-369/370-79“01 on 790412* dur Ing test «f 
prassuriier power operatod reJilaf valvas/ona valve ituct In 
partially open position Caused by valve plug binding in 
valve bonnet recess area Configuration will be ravlied 
a Duka Power Co 79/04/12 2pp 


7905290376 Denies motion to reopen safety phases of licensing 
procedures as sought by Carolina Environ Study Group In 
79D120 petition 6 opposed by NRC It Duka Power Co 790323 
answers 

LAZQiR K Atomic Safety and Licensing Board Panel 79/04/10 14pp 


7903100106 Orders issuance of QL to 'applicant# contingent upon 
procedural & factual conditions Orders stay of present 
initial decision until further order after issuance of 
suppl to SER rt any unresolved generic safety issues 
LUEBKE, E A # HAND. C H / LAZO/ R M Atomic Safety and Licensing Board 
Panel 79/04/18 122pp 


DOCKET 30-373 LASALLE COUNTY BTATION# UNIT I 


A Application/construction stage document* ^ correspondence 


7903040316 Summary of 790321 meeting of Mark It owners group In 9ari. 
JoseiCA re Intarmadiata plant program tasks 

ANDERSON. C J Containment By its ms Branch 79/04/13 tOOpp 


7903040260 Requests addI info re soil-structure interaction affect 
based on elastic baif-spaca model Ic finite element model 
PARRiO 0 Light Water Reactors Branch 3. 79/04/16 4pp 


J Insuranci i!# Indemnity information 


7903070582 Confirms increase in liability limit to ♦36r000. 000 for 
policies KF-22/ 26/ 29, 39/ 39. 44, 46. 47# 49# 50/ 31, 32# 53# 54, 35,56# 

37, 58# 60. 61# 64# 66# 67, 68. 69# 70# 71, 72# 74, 76# 77. 70, 79# 80# 86. 87, 

0B, 90,91,92, 93,94/93 I# 96 

ROBERTSiD M. Mutual Atomic Energy Liability Underwriters 79/03/01 


7905140530 Forwards Amend 2 to Indemnity Agreamant fl-83 per lOCFRldO 
changes, re Increase In liability Insurance from 4140 mlUlon 
to 4160 million, effective 790501 Supporting rfocumentat ion 
end 

8ALTZKAN/U Antitrust L Indemnity Group 79/03/01 6pp. 


reports, IE Bulletin* k correspondence 


sponse to IE Bulletins 78-12 k 7e-12A is 
ighouse Info being gathered from C-E 
-el nenufacturers Util's response 
1001. 

r Co 79/03/16 ip 


"o Notice 79-06# "Stress Analysis of 
*/ Atlanta, Office of the Director. 


Notice 79-07, "RupturB of Radweite Tanks " 
/ Atlanta# Offlca of the Director 


Operational Errors Bt 
iad During TMI Incident " 

I Atlanta, Office of the Director 


TMI Incident”" 

# Atlanta# Office of the Director 




7903100230 Summary of 790410 meeting w/Clnclnnetl Oa* 4i Electric Co, 
Long Island Lighting Co k Commonwealth Edison Go re 
vibratory loads k equipment qualification Presentatl on matl 
end 

PELTIER#! A Light Mater Reactors Branch I 79/04/19 19pp 


7903230538 Notification of 790513-17 meeting w/Glndnnatl Oas k 
. Co# Long Island Lighting Go, Commonweal th Edison Co 

l< OE in 8an Jose.GA to audit N88B equipment for seitmie 6. 
other dynamic qualification 

PELTIER, I A Light Water Reactors Branch i. 79/04/23. 3pp 


7903070393 Bummarl I os reevaluation of equipment qual if icatlon for 
hydrodynamic loads, in response to R8 Boyd to 0 Lae 
790223 Itr Supporting info end 

DELOEOROEi L. 0 Commonwealth Edison Co. 79/04/23. 64pp 


7905040402 Notifies of intention to deve 
existing computer codes, Requests addi 
BOLBRlOiC.W Commonwealth Edison Co. 


lop safety analyiis using 
info. 

79/04/26 ip 


VT iitquuiviQn Of transmission line 
of-wey Necessary property has been acquired for first of two 
pys, Final offers have been made to acquire remaining 
parcels, * 

DELOEOROEi L, □. Commonwealth Edison Co 79/03/02 Ip 




7903290021 Notification of 7903U meeting w/util in BethfSda#HI) to 
ttft items on containment lyt 

B0URN1A,A. Light Hater Reactore Branch 3. 79/03/03, 2pp 


^'"•nd*, effective as of Amend 46 
DELGEOROE, L. Q Commonwealth Edison Co. 79/03/07 




7903300020 Application to ui# ASME Code Case N-240 to exempt carUln 
piping from hydrostatic testing 

DELOEaROE#L 0. Cdmmonuealth Edison Co. 79/05/21 3pp 


DOCKETED ITEMS 


79<iWH>36t lnfor«t NSC p# tro*ioh on po^rtlon* of vokoup ti Slowdown 
iMk«r p^polint corridor PUn tubnltkod by QdII Contorvation 
Svc will li« inpIOMonltd. 

lt£EDiC, Gflounonwaalth Edlton Co. 79/09/23 2pp, 


F. Sdcuflkyi Modicali tnarponcg It firo protoction plant 


7900010923 Fort/«rd« Ravialon 4 to phgtlcat ««cufitg plan Flan withhold 
(r#f 10CFF2. 790) 

REEDtC CoiHMonwtaUh Edlton Co 79/04/17 Ip 


tl. Jrturanct I* Indtinnltg Infornation 


7909000370 Forward* IE Info Notlc* 79-*07# "Ruptur* of Radwatt* Tank*.'* 
KEFFUERt^l 0. Rtgion 3. Chlcapot Offlc* of th* Plrtetar 79/03/34 
Ip 


7903030013 Forjward* IE BulUttn 79'06i "Rovlaw of Optratlonal Error* E 
8gt Hitalipnaant* Idantifiad During THl Incldint * 

KEPPUER.J 0 Rtgion 3t Chlcagor Off iea of tha Dtraetor 79/04/11 
Ip. 


7903240711 Forward* IE Intp Rtpt 90-373/79-14 on 790402-03 No 
noncOMp lianca noted 

FlORELLIfO Raglon 3* Chlcagoi Raactor Conitruction It Englnttring 

Support Branch. 79/04/11 2pp 


790S1001&3 Endortamtnt 99 to MAELU Policy Hr-22 

PER AS.! r. Niiclaar Entrgy Uiahlllty Inturanca A««ociation, 79/03/27 
tp- 


7909070497 Confirat Incrtated UablUty limit to tl24tOOOiOOO for 
pollclat NF-'1.29t43i74i03t 100, HI. 140, 144, 191, 141, 144, 170, 

170. 174, I7a. 179, 180, 182, 109, 184, 107, 189, 189, 192, 193, 194, 193, 
I97i 199.200,201,204,204,207,208,210,212,214,219,4 othari, 
QiMTTBOilWI, J Amarlcan Nuclaar Iniurart 79/09/01. Ip 


“~790324O714 IE Imp Rtpt 90-373/79-14 on 790402-03 No noneoapllanct 
notad. Hajor aftai Intptctad pratarvlet imp work aetlvlkltt 
li nondtitructiva eiaainatton data rapt*. 

NARD,K.t>.. DANIELSON, 0 H, Raglon 3, Chicago, Offlca of tba 
Diractor 79/04/10. 4pp. 


7909010949 Forward! IE Bullatin 79-044, "Ravlaw of Dparatlonal Error* It 
Sut Hitalignnantt Idantifiad During THI Incident ** 

KEPFL£R,J. 0. Raglon 3, Chicago, Office of the Director 79/04/14 
lp> 


7909070982 Conflrmi incraata in liability limit to »34, 000,000 for 
paliclat Kr-22, 24, 29, 38, 39, 44, 44.47.49. 90, 91,92, 93,94,99,94. 

«7r 98, 40, 41 , 44, 44, 67, 48, 49, 70, 71, 72, 74, 74, 77, 78, 79. 80, 84, 87, 

Ml 90, 91,92, 93,94,99 t, 94 

RCDERTBi 0. H. Mutual Atomic Energy Liability Undarwr Itara. 79/09/01. 
tp* 


7909J40944 Amend 1 to IndamrUty Agraamant B-84 par 10CFR140 

chpn9«t,ra incraata in liability inturanca from 4140 million 
to 4140 Million, affective 790901 Supporting documentation 
ancU 

BALTZHANiJ Antltruat Indemnity Group 79/09/01 4pp 


K, l/tUltg Final Safety Analgtlt Report (F8AR) i amandt 


7909040334 Forwardt IE Bulletin 79-04B, "Review of Opiratlonal Error* 4 
Syt Hitalignmanit Identified During TMI Incident " 

KEPPLER,%I 0. Raglon 3, Chicago, Office of the Diractor 79/04/14 

lo. 


7909040929 Forward* IE Bullatin 79-08, "Eventa Ralavant to Boiling 
Water Power Reactor* Idantifiad During TMI Incident " 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director 79/04/14 


/909010380 Forwardt IE Info Notice 79-10, "Nonconforming Pipe Support 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/14 
ip 


7909020318 Forward* Amend 49 to F8AR which reipondt to 34 tecond round 
i^uettton*. 

HpeOrC. Commonwealth Edlton Co 79/04/20. Ip. 

--79D902032O Amend 49 to FBAB Dvertlted chart* available in Central 
Fi la«. 

a Commonwealth Edltort Go. 79/04/30. 240pp< 

7909110189 Forwardt affidavit for dittrlbutlon of Amend 49 to FSAR. 
DELOCDROE I L 0. Commonwealth Edlton Co 79/09/04. 2pp. 

Q IntpMctlon raportf, le Bulletin* I, eorratpondenca 

7909D3OO94 Forwardt IE Intp Rept* 90-373/79-11 fc 90-374/79-00 on 
790221-23 U notlc# of violation. 

FlPR^LIiO. Region 3, Chicago, Reactor Conttructlon l< Englneerlni 
Bupport Branch 79/03/19. 

.-79090300^1 Notice of violation from intp on 790221-23 

a Raglan 3, Chicago, Offlca of tha Diractor. 79/03/14 2pp. 

-.,908030071 16 ,n.p R»n« 

NoncoMpUmnea noted: failura to maintain min bend ^ 

cablet ti failure to taka maaturat to attura that max cam# 
pull tinalon* war# not axcaaded. neat,-* 

flAftRETT.P.A., NEI8LER,J.H.. KNOPiR.C. Region 3, Chicago, Office 
of the Director. 79/03/14. 0pp. 

7909070020 Forward* IE Inep R#pt 90-373/79-04 on 790130-31, 0201 I, 
07-00 4 notlc# of violation. « 4. « 

HEIBHHAN.R F. Region 3, Chicago, Reactor Operation* Nuclear 

Support Branch. 79/03/19. 2pp 

—79080700*3 NilUM 0, vloUtlon ,r«i» J"*, »" ,S5Si/ls‘’^"^D 

a Region 3, Chicago, Office of the Director. 79/03/19. 3pp. 

—7908070037 16 ln», H«,t 80-373,79-04 on 7M130;3‘' * 07-08. 

KortcompHanca noted; failura to comply w/10CFR90 App B, 

HWRAypl'A^.'DeTTeiweieR.R.H "••‘"J ®J.htM«'*RtSJUT*o!IIrlt’ont 

Dl rot tor. STReereR.J.F Ro,lon 3. OhUojo. Rooctor oporot 

Nuclear Support Branch. 79/03/14. 9pp 

79O80aO«l Forooril. ro.pon.o to 16 •«“•»}"• ***«“** 

Maid Hatl In Reactor Prattura Vattal HolJJ* 

REED, Co Commonwaalth Ed lean Co. 79 / 03 / 22 . lOpp. 

7909010234 Forward* IE Info Notlc* 79-06, "8tr#** Analgti* a* 

Safatg-RaUtad Piping, - nffiea of tha Diractor. 79/03/33. 

KeFFLER, J. 0. Region 3, Chicago, offica 

tP. 


7909030204 Forward* IE Bulletin 79-09, "Failure* of CE Type AK-2 
» Circuit Breaker in Saf ety-Related By* " Llcentet action 

^PPLER, J 0 Region 3, Chicago, Office of the Director 79/04/17 
IP 


7909040142 Forward* IE Bulletin 79-098, "Nuclear Incldant at 

TMT^SUPPI *« 

K^FLERtJ. 0. Region 3, Chicago, Office of the Dlrtetor. 
Ip. 


79704/21 


—7909040198 IE Bulletin 79-09B, "Nuclear Incident at TMl-Buppl 
Bupportlno documentat ion end, 

a Region 3, Chicago, Office of the Director 79/04/21. i2pp 

— 7909040170 ACR0 recommendation* re 790328 incident at TMI. Suggeit* high 
priority be placed on d#vtlop«ont of tafety rateai^ch on 
behavior of LHR* during anomalout trantlant* 
a ACR8 - AdVltory Committi# on Reactor Safaguard* 79/04/17, 

2pp. 

—7909040201 Forward* ACR8 racommandatlon* re TMI incident, pre**nted on 

FRALEvIr.F.* ACR 8 - Advl*ory Committee on Reactor Baftguard*. 
79/04/18. Ip. 

—7909040221 In ra«pon.e to NRC 790410 Itr, ttate* all 790417 ACRB 
reeommandatlon* apply to all PWRubut «Ta not 
ra<iulr* Immadlata change*. Plant mod* should ho 
wkudy of affect* on overall **fety»TMl excluded. 

CARBON, M X. ACRB - Advl*ory Committee on Reactor Safeguard*. 
79/04/20. 2pp. 

7909240433 Forward* rotpon*** to IE Bui litin 79-07 re^iueitlng info r* 
ial«mic andly*!* of tafety-rileted piping. Rjanmjjjij 
indicata* mpthod of intramodal combination ha* little effect 
on eipe etreeee* 4 equipment tupport load*. 

REED, C. Commonwaalth Edlton Co, 79/04/24. 4pp, 

7908140408 Forward* IE Circular 79-07, JP”-* Increa** of 

Raactor Recirculation Motor Oanarator Sat Raiulted in 

3, chi..,., o„u. »h. »<...»« 79/05/02. 

ip. 

9. R.portabla occurrence*, lER* 

7909300438 Notifi#* that all *upar *trut Type hangar* which wer# 

aalvanixad prior to welding ar# tubj to tam# defect 
ppportad ln^7904l9 Itr. Complete ln«p will b# performed on 

^^DEOR^, Comatonwealth Edlion Co. 79/09/21. 8pp. 


184 


DOCKETED ITEMS 


DOCKET SO-374 LASALLE COUNTY STATlOWi UNIT 2 

A. App liC4il an/cant truction ifocunontrc & corrcipondcncA 


7?05040316 Summary of 790321 rneati-ng of Mark II ownort group in 8an 
JoasiCA rt Intermsd iata plant program tasks 

ANDERSON I C U Contolnmont 8y«t«ois Stanch 79/04/13 15-Opp. 


790904Q2&0 Re<tuatti addl info r# so i l^'St ructura intaraction offaet 
basad on elastic half-space model tc finite elenent modal 
PARRfO D Light Water ftaactort Branch 3 79/04/1& 4pp 


79OS1OOSS0 Summary of 790410 maatlng u/Clncinnatl Oas U Electric Coi 
Long Island Lighting Co & Commonvdaat th Edison Co re 
vibratory Loads V equipment qualification Presentation matl 
ere 1 

PELTIER. I A Light Mater Ptactora Branch 1 79/04/19 tSpp 


790523039B Notification of 7909L5<-17 meeting w/Clnclnnati Oas It 
Electric Co. Long Island Lighting Co. ComiTkonuta Ith Edison Co 
It OE in San JosciCA to audit NQQ6 equipment for seismic It 
other dynamic qua I if Icatlon 

PELTIER. I A Light Mater Rsactors Branch t 79/04/S3 3pp. 


7909070393 Summer 1 tes rsevaluation of equipment qualification for 
seismic li hydrodynamic loads, in response to R8 Boyd to 8 Lee 
790323 Itr Supporting info end 

DELOEOROEi L 0 Commonwealth Edison Co 79/04/29 &4pp 


7909040482 Notifies of intention to davelep safety analysis using 
esElsting computer codee Requests addl info 
SQLBRlOiC M Commonuealth Edison Co 79/04/26 ip 


K Utility Flnel Safety Analyili Report IPSARI It amends 


7»090203i2 Forwards Amend 49 to F8AR which responds to 34 second rounf 
questions 

R££0. C CommonvJealth Edison Co 79/04/20 Ip 


"-'7909020320 Amend 49 to F8AR Overs tzeo charts available in Centre! 
Files 

e Commonwealth Edison Co 79/04/30 260pp 


7909110199 Forwards affidavit for distribution of Amend 49 to FBAr 
DELOEGROE, L 0 Commonwealth Edison Co 79/09/04 2pp 


3 Inspection reports. IE Bulletins & correspondence 


7909030094 Forwards IE Insp Repts 90-373/79-U It 50-374/ 79-oa on 
790221-23 li notice of violation 

FIORELLIfO Region □. Chicago. Reactor Construction It Englheirlnn 

Support Branch 79/03/19 2pp * * 


'*7909030061 Notice of violation from Insp on 790221-23, 

* Region 3. Chicago. Office of the Director 79/03/14 




-7909030074 IE Insp Repts 90-373/79-11 It 90-374/79-00 on 790221-23 
Noncompliance noted , fal lure to maintain min bend radius for 
cables ^ failure to take measuree to assure that max cable 
pull tensions were not exceeded 

BARRETT.F A , MEISLER, J H . KNDP.R C Region 3r Chicago. OflLct 
of the Director 79/03/14 0pp 


7909080396 Clarifies status of acquisition of transmission line rights- 
of-way. Necessary property has been acquired for first of 
sys Final offers have been made to acquire remaining 
pare ell 

DELOEOROEj L, 0 Commonwealth Edison Co 79/09/02 Ip. 


7909290021 Notification of 790511 meeting w/utll In Bethesda.HO to 
discuss open Items on containment sys 

BOUftNIA.A Light Water Reactors Branch 3 79/09/03 2pp 


7909140312 Forwards IL ERA request to be removed from distribution list 
for FSAr amends, effective as of Amend 4& 

DELOEQROE. L 0 Commonwealth Edison Co 79/09/07 2pp. 


7909300020 Application tq use AENE Code Case K-240 to esempt certain 
piping from hydrostatic testing 

DELOEQROE. L □ Commonwealth Edison Co- 79/09/21 3pp 


7905310361 Informs NRC of erosion on portions of makeup blowdnun 
water pipeline corridor, F Ian submitted by Soil Conservation 
Sve will be implemented 

RECD.C Commonwealth Edison Co 79/09/23, 2p{i 


F, Bfcurlty. medical, emergency l< lire protection plans 


7905010523 Forwards Revision 4 to physical security p Ian. Plan withheld 
(Tif lOCFRS 790 J. 

REEO. C, Commonwealth Cdifon Co 79/04/17 ip 


0, Insurance It indemnity Information 


7903020421 Forwards response to IE Bulletins 78-12 li 70-l2Ai 
Weld Matl In Reactor Pressure Vessel Welds " 

REED. C Commonwealth Edison Co 79/03/22 lOpp 


"Atyplcil 


7903010236 Forwards IE Info Notice 79-06. ^Stress Analusls of 
Safety-Related Piping ^ 

KEPPLERi J 0 Region 3. Chicago. Office of the Director 79/03/B 


7905030370 Fo-rwards IE Info Notice 79-07. ^'Rupture of Radwaite Tatilt • 
KEPPLER. J 0 Region q, Chicago, Office of the Director 79/03/^1 


7905030013 Forwards IE Bulletin 79-06, "‘Review of Operational 
Sys Misalignments Identified During TMI Incident. " 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 

Ip 


Errert I 
79/04/11 


7905010569 Forwards I£ Bulletin 79-06A. "Review of Operational Erron k 
Sys Misalignments Identified During TMI Incident 
KEPPLER.J 0 Region 3. Chicago. Office of the Director. 79/04/14 


7905040334 Forwardi IE Bulletin 79-068. "Review of Operational ErporH. 
Sys Kisallgnments Identified During TMI Incident " 

KEPPLER.J 0. Region 3, Chicago. Office of the Director 79/04/14 
Ip 


7905040529 Forwards IE Bulletin 79~0B, '"Events Relevant to DoiUrg 
Water Power Reactors Identified During TMI Incident " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director. 79/'04/L4 


7905100163 Endorsement 99 to MAELJ Policy MF-22 

OERAS.T Nuclear Energy Liability Insurance Afsociattpn 79/03/27 
IP 


7905070497 Cgnflrms Increased liability limit to •124.000.000 for 
policies NF-l/a5r43. 76f B3. 100, II I, 140, t46i 151. £61, 164. 170, 

173. 174. 170. 179/ ISO. iB2, IBS. 186. 107, 180. 109. 192, 193. 194, 195, 
197, 198. 200, 201, 204. 206, 207, 208, 310, 2l2, 214, 215, 1, others 
aUATTROCHHIi J. American Nuclear Insurers. 79/05/01 Ip. 


7903070582 Confirms increase in liability limit to ♦36.000.000 fur 
pelicies HF-22.26,29,3B, 39/44, 46, 47,49,50,91. 52.53, 54,35.96, 

57, 58, 60,61.64.66.67.60, 69/70.71, 72. 74, 76,77, 70, 79. SO, 86, 87, 

88, 90, 91 . 92. 93, 94. 95 6 96. 

ROBERTS, D M Mutual Atomic Energy Liability Underturlters. 79/05/01 


7905140946 Forwarde Amend 1 to Indemnity Agreement B-B4 per 10CFR140 
changes, re increase In liability insurance from 4140 million 
to BUO million, effective 790301 Suppertlng documentat i«n 
end 

8ALTZMAN.J. Antitrust I, Indemnity Oroirp 79/09/01, 6pp, 


^*^atritf^" IE Info Notice 79-10. '"Nonconforming Pipe Bupport 

KEPPLER. J.O. Region 3. Chicago, Office of the Director 79/04/14 


7905030206 Forwards lE Bulletin 79-09, '"Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys "' Licensee action 
required 

KEPPLER, J.O. Region 3. Chicago. Office of the Dir actor. 79/04/17 


7909040142 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI-Suppl " 

KEPPLER.J Q Region 3. Chicago. Office of the Director 79/04/81 

Ip 


'‘-7905040130 IE Bulletin 79-09fl, "Nuclear Incident at TMI-Suppl " 
Supporting documentation end 

* Region 3. Chicago. Office of the Director 79/04/21 12pp 


DOCKETED ITEMS 


"7903-0^0170 ACRa rftc 1 Qn« r« 790328 incldant Mt 
priority b. Pl«*d 9n d*v.lapm*nt of 

Jluring angmalouv fcranilant#, 
*^^AC«G " Advi«ory Commltta# on Roactor Qaf«guard« 


TMI, auQg»»t« high 
on 

79/04/17 


'”??a4?7!^‘ recomm.ndatlon. r« THI Inc Id.nfc. pratanUd or, 

79/04/10 ^ Cotnmittoe on Reactor Safeguard* 


“7903040221 In reeponet to NRC 7904IQ Ur, etate* all 790417 ACRS 

U,ere not intIndeJ to 

require Immediate change* Plant mode should bo made after 

!!5«lX on overall safety, TM! excluded 

79/04/20 ^ " Advisory Committee on Reactor Safeguards 


0 Adjudicatory eorrcipondencc 


Rico concerning facility application 
AKELRADi K 1-owensteinj Neuaenr RelSr Axelrad & Toll 




79/04/30 ip 




rwr.i uu wnm^mr nvsDurCftl 

feclllty application, as of 790430 Electric Power Sys will 
Issue rept by late Hay Certificate of Svc end. 

AXELRAO,M Lowenstein# Newman, Reis, Arelrad & Toll 79/04/30 




3pp 


DOCKET 50-302 MATERPORD OENERATINO STATION, UNIT 3 
A Application/construction stage documents It correspondence 


7T09a‘l0i33 Foruirdi rxpo'niM ta IE BulUUn 79-07 r.tuttttng info ro 

•'’ !!!*; "! piping R,«n«lg.i; 

indicates method of Intramodal cembtnation has little effect 
cn pipe stresses (< equipment support loads 
HEEOfO Commonwealth Edison Co 79/04/24 4 pp, 


7903020406 porwaril* NURE0-0S31. •‘Investigation & Evaluation of Stress 
Corrosion Cracking In Piping of LWR Plants'* U notice of 
iesuance & availability W/o end 

VA68AUL0, D B Assistant Director for Light Uater Reactors 
79/03/23, 2pf 


79Ml«gao Forwrdg IE ClrcuUr 79-07. "Un.«p.ct.4 ap..d Incr.x. of 
Keactop Recirculation Hotor Oenerator Set Resulted in 
Reactor Power increase ” 

KEPPLERfJ 0 Region 3i Ghicagoi Office of the Director 79/05/02 
ip. 


0 Rsportable occurrences, LERs related correspondence 


7903140516 Forwards summary of major milestones re OL application 
safety review Review of schedule concludes 010923 is 
realistic date for issuance of QC 

BOYD, R 8 Division of Project Hanagement 79/04/19 3 pp 


7905100112 Request* addl info to complete review of F8AR Complete 
responses should be provided by 790720 in order to maintain 
review schedule 

BAERiR L Light Water Reactors Branch 4 79/04/26 70pp 


79(53300433 Notifies that all super strut Type 1202 hangers which were 
galvanlied prior to welding are subj to same defect 
reported in 790419 Ur Complete Intp will be performed, on 
Type 1S02 hangers 

DELOEOROE, L, □ Commonwealth Edison Co 79/05/21, Spp 


DOCKET 30-37S NUCLEAR EXAMINATION REACTOR 
J. Inturanco U indemnity Information 


C Utility Environmental Report (ER), amends & correspondence 


7905230055 Forwards request for addl info to complete environ review 
Answers should consist of sequentially numbered revisions 
to environ rept 

BALLARD, R L Environmental Projects Branch I 79/05/03 SBpp 


0 Adjudicatory correspondence 


7903160320 Forwards Amend 13 to Indemnity Agreement 8-13, per 10CFR140 
changes, re increase from 4140 million to 4160 million, 
effective 790301 Supporting documentation end 
BALTZHANf J. Antitrust t» Indemnity Group 79/05/01 Spp 


ft Periodic operating reports & related correspondence 


79030S0310 Forwards "L'-BS Reac.tor, Annual Operations for 1970*' 
"Energy Qgs Oroup Environ Monitoring Facility Effluent 
Annual Rapt, 1970 '* 

ERIMDLEY,UN Rockwell International Corp 79/03/04 ip. 


--7903000513 "L-83 Reactor , Annual Operations for 1978 " 

8WAMaON.V.A. Rockwell Internationa I Corp 79/02/00. 3pp. 


— 79030ao317 "Energy «yi Group Environ Monitoring ^ Facility Effluent 
Annual Kept, 1978 " 

HODREfJ 0. Rockwell Intornational Corp. E80-79~7 79/04/30 

»7pp 


DOCKET aO-376 NORTH COAST NUC PLANT 

K App 1 Icatlon/construc tlon stage document* 6 correspondence 


7903110013 Forward* "aite Bafety Evaluation Rept" for early site 
reyleSf of Islote site in Puerto Rico Bite is suitable for 
p lent, provided 0.43 g seismic design level it used & 
outstanding items in rept are resolved. 

MOORE* V A, Assistant Director for Environmental Projects, 

79/04/27. ip. 


—7903110016 "Site Safety Evaluation Rept" re determination of 
sultatiUty of Islote site for eventual const of plant by 
Puerto Rican Water Resources Authority 

s Office of Nuclear Reactor Regulation. NUREG-0341 79/04/30. 
62p|i. 


7905290300 Contention* of LA Coniumer* League Amend* original petition 
Affidavit of L 8amuel St Certificate of Svc end 
IRVING, 8 H Louisiana Consumer's Leagut, Inc 79/04/04 Spp 


7903290151 Contentions of Save Our Wetlands, Inc Sc Oystershell Alliance, 
Inc Amends original petition Affidavit* of N Haskell V B 
King St Certificate of Svc end 

FONTANTA, L Fontana, L JONES, L L Gillespie St Jones 79/04/U 
14pp 


7905250340 Notices of appearance on behalf of LA Power St Light Co 
Certificate of 8vc end 

TROWBRIDGE, G F , YU8PEH, A. R 8haw, Pittman, Potts, St Trowbridge 
79/04/13 4pp 


7903220037 Notice of appearance on behalf of LA Power St Light Co 
Certificato of Svc end. 

STEVENSON, W M. Monroe St Lemann 79/04/17 3pp 


7903290049 Buppl to petition to tntervsna. Discuses NRC position* re 
contentions of Save Our Wetlands, Inc St Dystarshell Alliance, 

Inc Certificate of 6vc end 

MCGURREN.H J, , Branch t, 79/04/25 26pp. 


7905250541 Discusses 790426 prehearing conference Intervenors' 
Contentions 2,3,4 St 6 were admitted NRG will file aubmission 
re Contention* 3 St 7 by 790801. 

WOLFE, 8 J Atomic Safety and LUan«lng Board Panel 79/05/09 3pp 


I. Financial information 


7903070166 Forward* registration otatement filed by LA Power St Light Co 
on 790321 W/o end, 

BOROCHOFF, I D. Securltle* St Exchange Gommieilon 79/03/23. Ip 


7903110260 Forward* "Annual Financial Rept 1978 " 

ASWELL, D L Louisiana Power St Light Co 79/04/30. Ip, 


7908130120 Forward* tit* safety evaluation rept review by ACRB. 

BALlSSadIr.L Environmental Project* Branch t 79/04/C7 2pp. 

--/909lQ0i32 Notice of availability of site safety evaluation rept for 
BALLARoi'R. L Environmental Project* Branch 1 79/04/27 2pp. 


—7908110262 "Annual Financial Rept 1970 " 

« Louisiana Power 6 Light Co 79/03/19 19pp 

K Utility Final Safety Analysis Report <F8AR> It amend* 


7903170220 Forward* Amend 3 to F8AR 

ASWELL, D. L Louisiana Power It Light Co. 79/03/10 2pp 


166 


DOCKETED ITEMS 


—7903 170231 AfflBnd □ to FBM 

A8W£LL« D L Loulil4n4 Poucr tt Light Cc 79/03/10 SOOpp 


7905240S90 Cortlflcati of 8vc fop Amend! 3 to FSAR 
» LouUUna Power U Llifhfe Co 79/05/17- Ip 


0 Inipectlon raportt> IE Bulletins Et correipondenc* 


7903010276 Forward* IE Info Notice 79-06# ''Stres* Anelysl* of 
Sef ttv-Related Piping “ 

SEVER ITiK V Region Aj Dal Us# Office of the Director 79/03/S3 
Ip 


790S130341 Forward* IE Imp Rept 50-382/79-03 on 790226-0309 6 notice 
of vriolation 

SElDLErVf C Region 44 Dallasi Reactor Construction & Englneerlrtg 

Support Branch 79/03/38 3pp 


—7905130344 Notice of violation from Imp on 790326-0309 

* Region 4# Dallas# Office of the Director 79/03/27 2pp 


—7903130350 l£ Imp Rept 30-382/79-03 on 790226-0309 Noncofflp Hence 
neted improper mounting of Clast IE 4160 volt switchgear St 
failure to follow approved drawings 

STENARTrR € # OILBERTrL D # MATIN# L £ Region 4# Delia* • Office 
of the Director 79/03/27 9pp 


7905010461 Forward* IE Bulletin 79-05Ar "N^icleer Incident at 
T«I " Sup pi " 

GEyFRir#K y. Region 4, Dallas* Office of the Director, 79/04/03 

Ip 


7905040496 Forwerd* IE Bulletin 79-068# "Review of Operational Error* U 
Sy* Kiial ignments Identified During TMI Incident “ 

SEypRlTiKV Region 4. Dalle*# Office of the Director 79/04/14 

ip 


7903040618 Foruiepd* IE Bulletin 79-08# "'Event* Relevant to Bolling 
Mater Power Reactors Identified During TMI Incident " 

SeVFRITrKV. Region 4# Dalla*# Office of the Director 79/04/14 
IP 


7905070066 Forwards IE Bulletin 79-07# "Seismic Stress Analysis of 
Safety-Related Piping Licensee action r«q,ulf4d- 
eEyFRlT#K V Region 4# DallaSi Office of the Director 79/04/14 
tp 


7905010433 Forwards IE Info Notice 79-10# "Non conforming Pipe Support 
Strut* '• 

BEyFRlT^K V Region 4# DalUs# Office of the Director 79/04/16 
IP 


7905090101 Forwards suppl to IE auLleiin 79-OSA# "^'NucUar Incident at 
TMI , " 

8EyFRlT»K V. Region 4» Dallas# Office of the Director 79/04/16 
Ip. 


7903030274 Forwards IE Bulletin 79“09i "Failure* of OE Tgp* AK-2 
Circuit Breaker in Safety-Related Sys *' Licaniee action 
required. 

SEVFRlTiK V, Region 4# I>alla«# Office of the Director. 79/04/17 

ip 


8 Reportable occurrences# LERe 8# related correspondence 


7905030134 Forwards PN0-79-67Hi E# J 4i K. 

SEVFRITrK V Region 4# Dallas# Office of the Director 79/04/06 
tP. 


7905030H3 Forwards PN0-79-67Li M# N P. 

SElPLEfN, c Region 4# Dallas# Reactor Construction b Engineering 
Support Branch Ip 


r Reactor Construction b Engineerlnj^ 


factor Construction U Engineering 


lactor Construction b Engineering 


lactor Construction b Engineering 


7905030066 Forwards PNa-79-67U b V 

3£1DLE#M C- Region 4# Dallasi Reactor Construction b Engineering 
Support Branch 79/04/16 IP 


7905030230 Forwards PNO-79-67M 

S-EIDLEiM G Region 4# Dallas# Reactor Construction 8# Englnitrihg 

Support Branch 79/04/17 Ip 


7903020324 Forwards PND-79-67AA 

SEIDLEfU C, Region 4# Dallas# Reactor Construction b Engineering 
Support Branch 79/04/20 ip 


7905020311 Forwards PNa-79-67AB. AC b AD 

8£IDLE#M C Region 4# Dallaii Reactor Construction b Engineering 

Support Branch 79/04/23 Ip 


7903040579 Forwards PN0-79-67AE. 

8ElDLE#tl C Region 4# Dallas# Reactor Cons tructlon b Englnttrlrg 

Support Branch 79/04/26 ip 


7903070180 Forwards PNG- 79-67 AF b AO 

8E10LE#N C Region 4# Dallas# Reactor Construction b Enginierlni 

support Branch 79/04/27 Ip 


7903310222 Forward* PNa“79-67AHf AI b AJ \ 

BEIDLEiM c Region 4# Dalla*# Reactor Construction b Englneiring 

Support Branch 79/04/30 Ip 


7905240374 Forward* PN0-79-67AK b AL 

8EIDLE#N C, Region 4i Dallas# Reactor Construction b Englntirlnp 
Support Branch 79/05/04 ip 


7903150264 Forwards Significant Deficiency Rept 11 re switchgear 
breaker position switch operator defect 
ASNELL#D L Louisiana Power b Light Go 79/05/10 ip 


— 7905130273 Significant Deficiency Rept 11 switchgear breaker poslUsp 
switch operator defect Switch may become bent due to 
Interference w/clrcuit breaker New switch operator deilgned 
to be more rigid b protected by guide 

6ARATHy#P.K # 8ANDIFQRTH#D # COSTELLO# J Louieiana Power blight 
Co 79/05/t0 Spp 


7905lSD40a Forwards Interim Rept 12 re significant const deficiency 
AdN£Lt#D L Louisiana Power b Light Go 79/DS/lO Ip 


’'-7905150415 Interim Rept 12 of significant const deficiency on 790406 
HcJunkin Gorp notified Ebasco 8vcs# Inc that pipe fitting* 
bearing lot identification M6719 were subj to matl failures. 

All Installed fittings identified b tagged 

GRN1CK#J. r HILHIBERiR J # COSTELLO# J Louisiana Power b Light Co 
79/03/10 9pp 


— 7903150417 Summer lie* 790409 discussion w/RC Stewart Elbow cracking 
identified In lot M6719 Recall program initiated Sis elbow* 
from dsfective lot found at f ac i 1 i ty. After tee ting# defec ttve 
fittings will be replaced 

OEORCE#HH Chemetron Corp # Tube Turns Dlv. 79/04/12 Spp 


T Hearing transcripts on non-anti trust matters 


7909140565 Transcript of 790426 hearing In New Orleans# LA Pp 1-Hl 
UQLFiS . JDROANiM. # FOREMAN# H Atomic Safety and Licensing Board 
Panel. 79/04/26 I 12pp. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION# UNIT I 
A. Application/construction stage documents b correspondence 


7905040316 Summary of 790321 meeting of Hark II owpers group In Sin 
JosavGA re Intirmsdlate plant program tasks. 

ANDERSON# C J Containment Systems Branch, 79/04/13 tSOpp 


7905100224 Notification of 790318-16 meeting w/utll at Susquehanna 
site in PA to discus* const schtdule. Agenda end 
MINER«8 Light Meter Reactors Branch 3. 79/04/19 4pp. 


7905240806 Informs of posslbli six month delay in dL review schedule 
from util 

MINER, 8. Light Mater Reactors Branch 3, 79/05/03 2pp. 


7905090346 Notifies «f plans to replace reactor pressure vessel 
recirculation noztli safe-end b thernel sleevee.Mod aimed at 
increasing rellablUtu b protection against interganular 
etres* corrosion cracking 

CURTIS# N.M PennsyWanim Pousr b Light Co. 79/D5/04 8pp 


DOCKETED ITEMS 
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poTuirtrds affU«vlt of *vc for Am*n<l 9 to OL application 
CiffiTIOfH M Ponrtiy 1 vania Power U, Light Co. 79/03/07 2pp 


7909110^00 Dlecu«««i 701103 deficiency rept re 8a£ «g« standby diesel 
flineratar Safety Impact to be evaluated U results 
transmitted bg 790329.^/701103 rept 

CURTlOrN H. Pennsylvania Power Light Co 79/OS/lt 2pp 

7909240a<74 Ltste EPA-approved herbicides used along transmission Unas 
to replace suspended herbicide 2j 4i S-T 

tUHriQ»N W Penniylvania Power ti Light Co. 79/05/21 Ip, 


f, Securitgi medUali emergency fire protection plans 


7905190794 Foruiards rec^uest for addl Info re physical security plan to 
coMplste review of OL application End withheld ** 

(ref 10CFR2. 7901 

PARR^D O, Light Water Reactors Dranch 3 79/04/13 2pp 


0 Adjudicatory correspondence 


7905290186 Investigation completed re allegations made at 790130 
prehearing conference by MK Creasy. Invei tlgation did not 
lubstantiate allegations, 

CURTI&iK W Pennsylvania Power Light Co 79/03/29 Ip 


7905240081 Dally transcript of hearings will be loaned to interveners 
whensvar potsibleras aid In preparation of case 
CUTCHIH. J. M Branch 3 79/04/10 2pp. 


7909020083 Forwards* IE Bulletin 79’'0&* “Review of Operational Errors ii 
flyi Misalignments Identified During TMI Incident " 

OAIER* B H Region Philadelphia* Office of the Director 
79/04/11 Ip 


7903020402 Forwards IE Bulletin 79'"07, “Seismic Stress Analysis of 
Baf ety^Related Piping “ Licensee action required 
ORlERi D H Region 1* Philadelphia! Office of the Director 
79/04/14 Ip 


7905040091 Forwards IE Bulletin 79-069* "Review of Operational Errors & 
Bys Misalignments Identified During TMI Incident “ 

ORlERiB H Region t* Ph i ladelphiai Office of the Director 
79/04/14 Ip 


7903040269 Forwards IE Bulletin 79-OBi "Events Relevant to Bolling 
Mater Power Reactors Identified During TMI Incident '* 

ORIER.B H Region i* Philadelphia! Office of the Director 
79/04/14 ip 


7903030093 Forwards IE Bulletin 79-09* “Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys " Licensee action 
reauired 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/04/17. Ip 


7903020314 Forwards IE Bulletin 79-06Ar Revision 1. “Review of 
Operational Errors & Sys Misalignments Identified During TMI 
Incident *' 

GRlERrB.H Region 1. Phi ladelphla. Office of the Director 
79/04/18 Ip 


(U4.u«sti info ra procedure to mak^ limited appearance at 

haari ng 

NEMeTH7*E Affiliation Unknown 79/04/13 Ip 
K Utility Final Safety Analysis Report <F0ARI U amends 


R Periodic operating reports & related correspondence 

7905040504 Forwards annual environ rept. “Sound Level Measurements Near 
Plant Site Const 1970" prepared by Bolt Beranek b Newman 
Inc 

CURTIB.N M Pennsylvania Power Light Co 79/03/01 Ip 


7909020262 Forwards Amend 9 to application for OL. submitted as Revision 
7 to FBAR 

CURTlSrN H Pennsylvania Power 6 Light Co 79/04/30 124pp 


7905150224 Forwards Amend 10 to OL application containing Revision 8 to 
FEAR Amend withheld (ref 10CFR2. 790) 

CURTIBiN. If Pennsylvania Power U Light Co 79/03/11 2pp 


Q Inspectlou reportsi IE Bulletins U correspondence 


7909100428 Forwards IE Insp Rept 30-387/79-07 on 790222 No 

noncomp 1 lance noted ^ • 
CARUeONtR T Region PhUadelphU* Reactor Construction U 
Eng (fleer iltg Bupport Branch 79/03/19 2pp. 


—7903100433 IE Insp Rept 30-307/79-07 on 790222 No noncomp Uance noted 
liajOT areas inspected power generator control compleit 
«r«as containing electr ical/lnstrumentatlon equipment 

KPUTAyIp.'^b'*” Region l« Philadelphia. Office of the Director 
EDHETER. 8 D Region li Ph lladelph ia. Reactor Construction 

Engineering Support Branch 79/03/16. 3pp, 


7905010136 Forwards IE Info Notice 79-06. “fitress Analysis of 

oS!cB?0!'H^**'*'^Reglon*'ti Philadelphia. Office of the Director 
79/03/23. Ip 

7903040140 Act receipt of 790319 Ur 

correct violations noted in IE Imp Rept x,. . 

CAMLSONrR. r Region it Philadelphia! Reactor Construction h 

Engineering Support Branch 79/04/06. Ip 

-790S010W6 F.».(i®nJ. to NRC 790220 Itr r. ''lolotlon. not.O In IE In.p 
R«|.t 80-337/79-03. Cofrootlvf octlonj. roylood 
field touch-ups it relnspected structural steel members for 

SaBdIJa^R** PenniyWenla Power V Light Co. 79/03/19. 3pp 

"—7905040149 Forwards IE Insp Rept 30-307/79-03 on 790130 0202 6 notlc 
Region U PHUadelphia* R-ector Construction . 
Engineering Support Branch. 79/02/20 2pp. 


—7905040153 Notice of violation from insp 
* Region it Philadelphia. Office of 
Ip 


on 790130-0202 
the Director. 


79/02/20 


-7938043.86 IE ln*p «.pt 

Construction k Engineering Support Branch. 79/02/» 


—7903040306 "Sound Level Measurements Near Plant Site Const 1978." 
annual environ rept. const noise prograsi rept prepared by 
Bolt Beranek ir Newman Inc 

DARNEBiJ D . WOOD. E F Pennsylvania Power it Light Co 79/03/31 
28pp 


8 Reportable occurrences. LERs i related correspondence 

7903030129 Ack receipt of 790323 interim deficiency rept re J-69B 
solenoid valves. 

CARLSON. R T Region 1. Philadelphia. Reactor Construction It 

Engineering Bupport Branch, 79/04/10 ip 


— 7903030149 Confirms info re potentially reportable deficiency in 
circle seal Model J-69B solenoid valves w/dofeetive diodes 
Vulvas have been removed from installed locations l< art in 
jobsite warehouse awaiting return to vendor 
CURTIS. N M Pennsylvania Power It Light Co 79/03/23 2pp 


7903160424 Forwards corrected page I of PLA-332 which includes missing 
BARTO.M C Pennsylvania Power V Light Co 79/05/lt 2pp 


03230421 Updates deficiency rept re Circle Beal Model J-69B solenoid 
valves Defective valves presently controlled per Bechtel 
orocedure. Final rept to be submitted by 790701, 


DOCKET 30-308 SUSQUEHANNA STEAM ELECTRIC STATION^ 
A™ppllcation/construetlon stage documents It 


7903040316 Summary of 790321 meeting of Mark II owners group In San 
Jo^.CA re intermediate plant program tasks i^iOon 

ANDERSON, C J. Containment Systems Branch. 79/04/13 150pp 


903100224 Notification of 790315-16 meeting w/utU at Buiquehanna 
site in PA to discuss const schedule. Agenda 
niNER.a. Lilht H»t*r R»*ctor« BrxncK 3. 79/04/19 4p* 

908240804 Infor*. », ‘I. """th "‘I** 

from util. 










>8090344 Notifi.. O* H«. to ripioc. r.octor P””"];* 

• •circulation nosile eafe-end It thermal sleeves Mod aimed at 
increasing reliability li protection against Interganolar 

itress corrosion cracking. ,i.L4.r« 'rQ/na/04 2 dd. 

JUBTIS.N, M. Pennsylvania power It Light Co. 79/03/04. i<pp. 
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DOCKETED ITEMS 


Forw«r<i affidavit of ivc for Amand f to OL application 
CURTIS, N U P«nn»ylvjnlJ Pow»r «, Light Co 7«?/orf/07. 2pp 


7909110300 Diacuinai 781103 i}«flci«ncg r«pt tc SSC syt itandhy diatal 
gtnfrator Safaty Impact to b§ avaluitad & rotulti 
trantnittad by 79052S W/7B1103 rapt 

CURTIS, R M Pannivlvanla Powar I Light Co 79/09/11 2pp 


7903Z40374 Listi £PA''«p proved harbtcldia used along tran-tmlaa Ion llnaa 
to raplaci lutpandad harblcida 

CURTIS, N U PfnnsyWanla Pouiar L Light Co 79/05/21 Ip 


F Stcuritg, mtdlcal- efaerganeg L firt protection plans 


7905190794 Forwards r»<ivast for addl Info r« physical security plan to 
complete review of QL application End withheld 
iref I0CFR2 790) 

PARRiO D Light Water Reactors Branch 3 79/04/13 2pp 


R. Periodic operating reports & related correspondence 


790S040S04 Forwaj^ds . annual environ ropt# '‘Sound Level Htasurements U*»r 
Plant Site Const 1978^' prepared by Dtrlt Beraneir & Neuman 
Inc 

CURTtSiN U Pennsylvania Power Light Co 79/05/01 Ip 


— 7905040506 "Sound Level Meai urentents Near Plant Site Const 1976,* 
annual environ rept, const noise progress rept prepared bg 
Bolt Beranet U Newman Inc 

BARNES, J D j WOOD, E F Pennsylvania Power & Light Co, 79/03/31 
2Bpp 


8 Reportable occurrences, LERs ^ related correspondence 


7905160424 Forwards corrected page i of PLA-33a which includes mistina 
date of 790S07 * 

BARTOrH C Pennsylvania Power Light Co 79/OS/ll, 2p.p, 


0 Ad judicatory correspondence 


7905250186 Investigation completed re allegations made at 790130 
prehearing conference by HK Creasy Investigation did not 
substantiate allegations 

CURTIS, N W Pennsylvania Power ^ Light Co 79/03/29 Ip 


7905240081 Daily transcript of hearings will be loaned to Intervenors 
whenever possible, as aid In preparation of case 
CUTCHIN,J M Branch 3 79/04/10 2pp 


7905240623 Req^uests Info re procedure to make limited appearance at 
hearing 

NEMETHY, E Affiliation Unknown 79/04/19 Ip 


7903290421 Updates deficiency rept re Circle Seat Model J^69Q solinflid 
valves. Defective valves presently controlled per Bechtel 
procedure Final rept to be submitted by 790701 
CURTI8,N M Pennsylvania Power I, Light Co 79/05/22 2pp, 


DOCKET 30''3a9 ST LUCIE PLANT, UNIT 2 
D Adjudicatory correspondence 


7903240207 Response by util to 790301 A8LAB memo U order re radon 
release rates, concentrat Ions it healthe effects Certlllcate 
of 6vc end 

BAUSER,H A Lowensteln, Newman, Reis, Aselrad i( Toll 79/04/03 9fp 


K Utility Final Safety Analysis Report IFSARI 6 amends 

7909020262 Forwards Amend 9 to application for OL, submitted as Revision 
7 to F5AR 

CURTIS, N W Pennsylvania Power i, Light Co 79/04/30 i24pp 


7909150224 Forwards Amend 10 to OL application containing Revision 0 to 
F8AR Amend withheld Cref 10CFR2 7901 

CURTIS, N W Pennsylvania Power fc Light Co 79/09/11 2pp 


0 Insfiction reports, IE Bulletins ^ correspondence 


7 903100402 Notifies new Info re fuel blockage model for ECC8 i« 
presently being evaluated Review will be forwarded upon 
completion 

PATON,W D. Branch 4 79/04/11 ip 


7903110418 Response to ALAB-909 re radon emissions it 
from Perkins record Certificate of 8vc end. 
aCINTO, J F Kearingt Division 79/04/U. 43pp 


da minimus 


th sory 


Atlantic City (NUJ Electric Go re d« minimus theory, 
Certificate of Sve end 

KEPFORDfC R Clttiens for Safe Environment 79/04/tl, 


Bpp, 


7905010136 Forwards IE Info Notice 79-06. "Stress Analysis of 
Safety-Related Piping •' ^ 

PhiUdilphia, Office of the Director 

7tfv 3/23 ip 


7905190125 Forwards NRC rept "Inquiry Into Allegation of Employee 
Misconduct by Restricting Investigation to Determine ^ ^ 


Power Grid Serving 0t Lucie 
SOHINKI.a, M Branch 3 79/04/11. Ip, 


7909020089 Forwards IE Bulletin 79-06, "Review of Operational Errors U 
8yi Hlial ignments Identified During TMI Incident " 

?5)q4/!i” IP Office oj the Director 


^ ^ Employee Misconduct by 

Restricting Investigation to Determine ReUabllltv 
of Power Grid Serving Bt Lucie. •' 

HCTIERNAN, T J Office of Inspector b Auditor. 70/06/30. Q9pp 


7909020402 Forwards IE Bulletin 79-07, "Seismic Stress Analysts of 
'' action required 

79/04/14^ Rifflon I, Philadelphia, Office of the Director 


79-06B, "Review of aperational Errors 
M p 2 TMI Incident " 

79/Sm ip, ® »’*’il-delphia, Office of the Director 


T£:T'“rr r"-®.; ™ 

W/04/U Ip ' 0**lc. o, th, 01r«ct„ 


7909030093 Forwards IE Bulletin 79-09, 
Circuit Breaker in 8«f ety-Related 8( 
required / ^ 

W/M/w!' ip 


"Failures of OE Type AK-2 
" Licensee action 

Office «f the Director. 


7903020314 Forwards 
Operational Errori 
Incident " 

ORIER.B H. Regj 
79/04/lB Ip 


Bulletin 79-06A, Revision I, "Review of 
Sys Kisalignments Identified During THI 

I, Philadelphia, Office of the Director 


ALAB-33?*'itl!; preparation el Info 

re ALAH 337 vital witness i« currently assigned to TMI-2, 

TQURTELLOTTE, U Branch 4. 79/04/12 2pp 

reconsideration of 790409 ALA8-537 er 
B«ls o5 c«nforente. Eicplains V espoees 

Sittir ^ ^ -l^tslon re manner of proceeding In captioned 

REI8,H F Lowensfrfin, Newman, R#l*,AKelred l<Toll 79/04/13 3pp 


Moves for reconsideration of 790405 ALAB-537 or sehiduHr. 

eccompenylng memo contelnkng 
justifications Certificate of ©vc and 

REI8,H F. Lowensteln. Newman. Reis* Axelred b TpU. 79/04/13 2pp 


conference. Certificate of Sve end 
F Lowensteln, Newman, Rele, Axelred b Toll. 79/04/13 




7909240154 Forwards draft Rag Guide 1, XXX, 
Nuclear Power Plants *' H/o and, 

PATON,W D, Branch 4, 79/04/17, ip. 


"Lightning Protection for 


DOCKETED ITEMS 


7t09290SQ9 Motion bv intarvonon for Initiation of dl«covaru 
It lubnlttal of tntarrogatorla* to utU re otH'i alactrlcil 
jrld itabillty amergoncv pooraT’ vga Certiflcata of Svc 
• nc I 

HOODER.HH HoddoriHH 79/04/17 9pp 


procoduraf 


7909010233 Fotwardi tE Imp Rapt 50-389/79-03 on 790213-to Ho 
nonconpHanca notad 

HORPHYi C E Ragion 2r Atlantor Raactor Comtructlon t* Englnaarlnv 

Support Branch 79/03/16 Spp 


7909230-033 Notlflaa that talcon to ABUAB from MH Hoddar, counaal for 
Intarvanot'i. had llttla ralatlonihlp to racantlu ralaasad 
ALAD-337 

WrtOi M E Atomic Bafatg and Licanalng Appaal Panal 79/04/10 


790924OQ3Q danlal of Intarvanora' 790417 motion to permit 

dltcQvarv Cartlflcato of 8vc and 
COLLi M A Btaalr Hector tt Davl* 79/04/19, Spp 


770SL4O332 Notlflaa of consolidation of five Intarvanor groups re radon 
aoliatona li«ua Partial have until 790929 in uhlch to file 
for- icrmmarg dltpoiltlan 

DUPLOi H E Atomic Qafatg and Licaming Appaal panel 79/04/25 

npp, 


7909230203 Extendi until 790917 time for Gommiiiion review of portion 
of ALAB-337 re liaam generator tubai 

CIIILKtS J Office of the Bacratarg of the Commliilon 79/03/08 
If 


J Iniuranca ht Indamnltg information 


—79050 10243 IE Imp Rapt 50-389/79-03 on 790213-15 No noncompUanci 
noted, Major areas inspected raactor vasial Internal* 
procadurai. work observation quality records, equipment 
itoraga, 8t QA records storage 

ANO, H P t BRVANTtJ C Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch 79/03/15 3pp 


7909230137 Forward* IE Insp Rapt 90-389/79-04 on 790227-0302 No 
noncompliance noted 

MURPHVtC E Region 2« Atlanta, Reactor Construction 6 Engineering 

Support Branch 79/03/21 2pp 


—7909230133 IE Insp Rapt 50-389/79-04 on 790227-0302 No none onp 1 lance 
noted Major areas inspected concrete lab, intake structure, 
concrete placement, weld repair to containment vessel k site 
GA audit 

URI0HT,R Hi OOUGEiH J Region 2. Atlanta, Office of the 

Director HEROTiA R Region 2, Atlanta, Reactor Construction k 

Engineering Support Branch 79/03/20 Bpp 


7903010199 Forwards IE Info Notice 79-06, “Stres* Analysis of 
Safety-Related Piping '* 

Q^REiCLY, J P Region 2, Atlanta, Office of the Director 
79/03/23 2pp 


7905D7O4'97 Confirm* increased liability limit to »124.000,000 for 
potlc (e« Nr-1.29,43, 76,83, 100, 111, 140, 146, 131, 161, 164, 170. 

173. 174. 170, 179, IGO, 182, 103. 186. 187, 188, 189, 192, 193, 194, 193, 
197, t9Bi 200,201,204, 206, 207, 208,210, 212, 214, 213, k others 
aUATmaCHHl, J American Nuclear Insurers 79/03/01 ip 


7909070382 Confirms Increase In liability limit to 436,000,000 for 
pel Ides HF-22.26,29, 38.39, 44, 46, 47. 49,30, 31,92. 33, 54, 99.36, 

97. 33, 60. 61. 64.66.67, 68.69, 70, 7li 72,74,76,77,70, 79, 80,86,87, 
08,90,71,92.93.94,93 k 96. 

nOGERTB, 0 M Mutual Atomic Energy Liability Underwriter* 79/05/01 
If 


7909100309 Forwards Endor*ament 31 to NEHA Policy NF-227 
FlELOEfl, J Harsh k Mclenon, M k M Nuclear Consultants, Inc, 
79/03/04, 2RP 


7909100311 Forwards Endorsement 32 to NELIA Policy NP-237 
FIELOE'RrJ. Harsh k HeUenon. H k M Nuclear Consultants. Inc 
79/05/04 2pp 


H Antitrust correspondence 


7909030310 Forwards IE Info Notice 79-07, "Rupture of Radweste Tanks " 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/26 2pp 


7903040212 Forward* IE Bulletin 79-06B, "Review of OpeTatlonal Errors k 
8ys Misalignments Identified During THl Incident " 

O'REILLY, J P Region 2, Atlenta, Office of the Director 
79/04/14 2pp 


7903040308 Forwards IE Bulletin 79-07, "Seismic Stress Analysli of 
Safety-Related Piping " Licensee action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


7909040404 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Water Power Reactors Identified During TMI Incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14. Ip 


7903010337 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts " . 

O'RBILLYfJ.P Region 2, Atlanta, Office of the Director 
79/04/18 2pp. 


7909130332 Forwards addl Info re testimony preparation W/o end 
EVANS, DJ Aiitl«Tru*t Division 79/03/27 Ip 


7909240100 Supplements discovery ruling* as result of parties' memo* 
responding to 790209 memo k order partlee may negotiate mod 
of prakearing schedule First Interim rept re progress of 

dUtovarg will be due 790301 

GrtlTM, 1 W Atomic Safety and Llctnelng Board Panel 79/03/28 
13pp 


7909230632 Responds to 790320 k 790402 motion* filed by FL Cities to 
Inltimte enllkrust hearing, in response to NRC 780727 order 
Certificate of 8vc end. 

DEN^ViL. Anti-Trust Division. 79/04/17 3pp. 


7909240833 Joint motion of utU k FL Cities for suspension of 
dltcovary pro-cedure* to permit settlement discusiions 
to ba pursued Certificate of eve end. 

JAflUOH. II. A. . OUTTMANrD. Spiegel k McDIarmld aaUKNIOHT,J A 
Lowe n« te 1 n, Newman, Re is, Axel rad k Toll 79/04/20. 4pp. 


79091SO796 Oranti 790420 joint motion by applicant k FL Cities seeking 
dalmg in discovery until 790001. f*-! ia 

SMITH# l.W, Atomic Safety and Licensing Board Panel 79/04/23 ip 


fl. Inspactlort reports, IE Bulletins k correspondence 


7903070392 Forwards IE Insp Rept 90-309/79-02 on 790131 - 0202 . No 
noncoenp liance noted. ^ 

MimPHYiC E. Region 2, Atlanta, Reactor Construction k Engineering 


Support Branch, 79/03/13 2pp. 


7903030164 Forward* IE Bulletin 79-09, "Failure* of OE Type AK-2 
Circuit Breaker In 8af ety-R*lated 8ys " Licensee action 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


7903020463 Forwards IE Bulletin 79-06A, Revision 1, "Review of 
Operational Error* k 8y* Misalignment* Identlfiad During TMl 

O^REILLY, J, P Region 2, Atlanta, Office of the Director 
79/04/18 2pp 


6 Reportable odcurrencee, LER* k related correspondence 


7903110203 Board notlf Icat ion- Seabrook refueling water storage tank 
design deficiency 

SC INTO, J Hearing* Division. 79/03/29 30pp 


DOCKET 30-390 WATTS BAR NUCLEAR PLANT, UNIT 1 
Ar^Application/conitructlon stage document* k 


7903100220 Notification of 790301-02 meeting w/utll in Spring Clty,TN 
to review status of plant const in order to make 
independent estimate of fuel loading date 

6TAHLE, C R. Light Water Reactors Branch 4. 79/04/25 2pp 

7903040348 Requests completion date* specified in CPs be extended to 
Jul 1980 for Unit I k Mar 1981 for Unit 2 Factor* 
contributing to delay include Ice condenser embedments fc 
installation of large cable tray ,o/ne >97 

OILLELAND, JE Tennessee Valley Authority 79/04/27, 2pp 


-790307 0390 IE Insp Rept 90-309/79-02 on 790131-0202 No noncomp I lance 
nottd^ Major areas inspseted: concrete procedures, spec* k 
records k concrete placement k beckflll operation*. 

HARflie.J.R . BRYANT, J.C. Region 2, . 

Ceftetruction k Englnesring Support Branch 79/03/13. 4pp. 


7903110229 Approval of Tefxel 200 as snubber metl requiring 
surveillance interval no more stringent than that required 
for ethylene propylene equipped *nwbbers. 

OILLELAND, J. E. Tennessee Valley Authority. 79/03/04. 21pp. 


DOCKFTED ITEMS 
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79092903?0 Rfipondi to NRC (luiitlont rt plant eontainmant aump. Forward! 
'NPSH CaUi#Iatlons for RHR It Contalnmont Spray Pi/np* 

Optratlnp In Rt circulation Hod#** U “Hodtl Study of Plant RHR 

OTLLELANOi J E T«nna«iti Vallay Authority. 79/05/23 ip 


7905290393 “WPSH Calculation* for RHR l< Contalnaiant Spray Puaipi 

Optratinp in Racirculation Kodfi ” Apr 1979 
* Ttnna**** ValUy Authority 79/04/30 iOpp 


— 7905290399 "Modal Study of RHR Surtp " 

FAlHiT 0 T*nn!f»** Vallay Authority UM2a-l«89-iOt 

a9pp 


79/03/31 


J Iniuranca i indamnlty information 


7905070497 Confirm* Incraatad liability limit to ♦ta4»000,000 for 
poHcltt NF-1,25M3. 76. B3i 100. ill. I40i 146.151,161. 164. 170. 

173. 174, 178. 179. 180. 182. 185. 186. 187. 188, 169. 192, 193. 194. 195. 

197, 198,200.201,204. 206. 207,208.210,212. 214.213,6 othar* 
QUATTROCHHI. J A/a*rican Nuclaar Inturar* 79/05/01 ip 


7903070582 Confirm* Incraaia In liability limit to 436.000.000 for 
po 1 1 c 1 a* MF-22, 26. 29. 38. 39. 44, 46, 47, 49. SO. 51, 52. 53, 54, 55. 56, 

57, 58, 60. 61 . 64, 66. 67, 68, 69. 70, 71 , 72, 74. 76. 77. 78. 79. 80. 86. 87, 
88,90,91,92.93,94.93 6 96 

ROBERTS, DM Mutual Atomic Enarpy Liability Undarwritars 79/05/01 
1J» 


7905150802 Forward* IE rn*p Rapt 50-390/79-08 6 50-591 /79-05 an 
790129-0223. Ho noncomplianet notad 

MURPHY, C E Ragion 2, Atlanta, Raactor Con*truction 6 Enginaarlng 

Support Branch 79/03/22 2pp 


—7905150805 IE ln*p Rapt 50-590/79-08 6 50-591/79-05 on 790129-0223 Ma 
roncompl lane# notad. Major ariai Inipactad. walding of 
praiiurliar «pray plpa.RHR p Ip ing. contalnmant ipray piping 
6 work on raactor inttrnal* 

COCHRAN, 8 xj Raglan 3, Chicago, Of flea of the Director 
HEROT, A R Region 3, Chicago, Reactor Convtruction 6 

Englnaarlng Support Branch 79/03/21 7pp 


7905010211 Fomrard* IE Info Notice 79-06. ”8tre»* Analysl* of 
Safety-Related Piping “ 

O'REILLY, J P Region 2, Atlanta. Office «f the Director 
79/03/23 2pp 


7905010113 Forward* IE Info Notice 79-08, "Interconnection of 
Contaminated 8y* w/8vc Air 8yi Uied a* Source of Breathing 
Air " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/03/28 2pp 


7905010363 Forward* IE Info Notice 79-09. "Spill of Rad loactively 
Contaminated Reeln ** 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 
79/03/30 2pp 


7905030368 Forward* IE Bulletin 79-07, "Seiimlc Stree* Anelycls of 
Saf atV'Relatad Piping " Llcenaee action required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/04/14 3pp 


7905040233 Forwerd* IE Bulletin 79-06B. "Review of Operational Error* 6 
8y* Mliallgnmint* Identified During TMI Incident " 

O'REILLY. J P Region 2, Atlanta. Office of the Director. 

^4/14 3pp. 

» Forward* IE Bulletin 79-08, "Event* Relevant to Boiling 
war Reactor* Identified During TMI Incident " 

.J P Region 2. Atlanta, Office of the Director 

Ip. 


79-10, "Nonconfornlng Pipe Support 
Office of the Director 


lure* of OE type AK~2 
'■ceneae action 

.he Director 


790502P479 Forward* IE Bulletin 79-06Ar Revl* Ion l. 
Operational Error* 6 8y« Hiealignment* Identified 
incident " 


"Review of 
During THI 


79/04/10”^ 2pp Atlanta, Office of the Director 


^^rP^gr^rsi-J a'Iqu'" PT.eervlce Ba.eline 6 Inetrvlce 

DILLELANO, J, E, Tenne««ee Valley Authority. 79/04/24, ip. 


— 7905010567 'Surveillance Inetruction. 81-4, 4. 10 l,Preiervlce In*p 6 
Ineervice Inip Program " 

BELEWrO L , ENNIS, E R Tennoiie# Valley Authority 73/10/25 
30pp 


7905300253 Submit* lupplcmantal re«pon*e to IE Bulletin 77-07. Original 
reeponie eubmltted 780120 Provide* eddl Info received from 
Manufacturer 6 de«crlbe« plan* in area of electrical 
penetration* 

OXLLELAND, J E Thnneisee Valley Authority 79/04/27 Dpp 


e. Reportable occurrences, LER* 6 related correipondenci 


7905140490 Forward* first interim deficiency rept re defective PhilUpi 
lelf-drill concrete anchors 

OILLELAND. J E Tennessee Valley Authority 79/04/16 Ip 


— 7905140491 First Interim deficiency rept. defective Phillips stfcf-ftlll 
concrete anchor* Deficiency reported by manufacturer ITT 
Phillips Drill Div, Search initiated to locate alt anchors 
supplied In defective lot 

# Tennessee Valley Authority 79/04/10 tp 


7905140503 Forwards first Interim rept re Incorrect analysis of piping 
sy« over total temp range 

OILLELAND. J. E Tenneiiea Valley Authority 79/04/19 Ip 


— 7905140504 First interim rept, Incorrect anelyil* of piping sys over 
operating temp range. Util 1* reanalysing stressing of all 
tyi. iubj to tsmp below ambient. 

# Tennessee Valley Authority 79/04/19 Ip 


7905010481 Fourth interim rapt of status of review of possible 
unconservativc pressurlier relief It safety line blowdown 
analysis Next rept to be submitted by 790531 Awaiting 
Uettinghoute review of noiiie loads 

OILLELAND, J £ Tennessee Valley Authority. 79/04/23 Ip. 


7905010518 Forwards final ropt on deficiency re omitted heating 6 
ventilating ductwork hangars. 

OILLELAND, JE Tennessee Valley Authority 79/04/23. Ip 


— 7905010519 Final rept re omitted heating U ventilating ductwork 
hangers falling to provide seismic Category 1 Integrity 
Design drawings being ravlsed Required addl hangers will be 
added 

* Tennessee Valley Authority 79/04/23 Ip. 


7905040562 Forwards final deficiency rept r# diesel generator relay 
tachometer failures reported 790130 All overheated diodes 
replaced 6 tachomettrs closely monitored. 

OILLELAND. J E. Tennessee Valley Authority, 79/04/30 3pp 


7905110228 Forwards first Interim deficiency rept re QA program 
implementation breakdown 

OILLELAND, J E Tennessee Valley Authority, 79/05/04, Ip. 


--7905110236 First interim deficiency rept on 790804 OA program breildm 
re structural integrity of high density spent fuel storage 
racks Qbjactiva documentary evidence will be obtained from 
supplier. 

• Tennessee Valley Authority, 79/05/04, 2pp 


7905160317 Foruarde first deficiency rept re failure of power operalil 
relief valves to meet frequency requirement* 

OILLELAND, J E Tennessee Valley Authority. 79/05/08. Ip. 


—7905160331 First interim deficiency ropf power operated rtllif valvii 
{31A80RO> do not meet frequency requirement* Westlnghevsi Is 
developing math model to consider valve frequency , wh ich will 
be incorporated in piping analysis. 

♦ Tennessee Valley Authority 79/05/00 Ip 


7905l902p Forwards final deficiency rept re failure of control loop 
blftables, 

OILLELAND, J E. Tennessee Velley Authority. 79/05/10. Ip 


7905190220 Final deficiency repfcnntrol loop blstables 

fall in undesirable position on toss of control power Caused 
by error In wiring of b Istabl e. Dlstab It wiring corrected so 
th^v wliv#bl99 will optn on lotv of powor* 

* Tennessee Valley Authority. 79/05/10, Ip 


7905230301 Provides second interlim rapt re deficiency in tensile anche* 
capacities lower than design al lowab les, Testing of stud 
anchors still in progress. Next rept to be submitted by 
790806 

OILLELAND, J. E Tennessee Valley Authority. 79/08/17 Ip 


DOCKEtED ITEMS 
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DOCKGT 50-371 WATTS BAR NUCLEAR PLANTr UNIT 2 
A Apptlcatton/CQnstruction »t«g» docuM«ntfl U corrsi pondcnci 


7Va51OO220 Natlficxtlan of 790901-02 maotlng ur/util in Spring CiturTN 
to r*vl«u of plant con«t in ordor to malto 

tndtpondont ottlmato of fuel loading data, 

STAHLE^C.R Light Watar Reactor* Branch 4 79/04/29 2pp. 


7909040340 Raquatt* complatton data* *paclfl8d in CP* ba aitandad to 
Jul 1960 for Unit 1 & Mar 1961 for Unit 2, Factor* 
contrltiuting to dalay include lea condanier enbadmant* (t 
Initallatlon of large cable tray aupport*. 

OILLELANOi J. E. Tanna*«a* Valley Authority 79/04/27 2pp, 


7905110225 Approval of Tafial 200 a* tnufobar matl requiring 
• urval 1 lanca interval n^tnora stringent than that required 
for athylana propylana equipped snubber* 

Oil UELANOf J. E, Tanneiiae Vallay Authority 79/05/04 21pp 


7909290390 Reipond* to NRC quettion* re plant containment *«<np Forc^ards 
"NPaH Calculations for RHR Containment Spray Pump* 
aparatii)g In Recirculation Mode*' "Model Study of Plant RHR 
Bunp. ** 

0ILLELANI)4 J E Tennessee Valley Authority 79/03/23. Ip 


7909030368 Forwards IE Bulletin 79“07i "Seismic Stress Analysis of 
ttaf ety-Related Piping " Licensee action required 
O'REILLY, J.P. Region 2, Atlanta, Office of the Director 
79/04/14 3pp 


7909040233 Forward* IE Bulletin 79-06B, "Review of Operational Errors 1* 
8ye Htiallgnotents Identified During TMI Incident " 

O'REILLYjJ P Region 2, Atlanta, Office of the Director 
79/04/14 app 


7909110365 Forwards IE Bulletin 79-O0i "Events Relevant to Bolling 
Water Power Reactors Identified During THI Incident ** 

O'REILLY, J P Region 2i Atlanta, Office of the Director 
79/04/14 ip 


7909010341 Forwards lE Info Notice 79-10, "Nonconforming Pipe Support 
Struts " 

O'REILLY, J P Region 2, Atlanta, Off lea of the Director 
79/04/18 Ip 


7909030172 Forward* IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker In Safety-Related Syt " Licensee action 
required 

0'RE1LLY,U P Region 2, Atlanta. Office of the Director 
79/04/17 2pp 


--7905290393 "NPSH Calculation* for RHR Containment Spray Pumps 
Operating in Recirculation Mode," Apr 1979 
e Tennetsee Valley Authority 79/04/30 lOpp 


— 790929Q399 "Model Study of RHR Sump " 

FAIN.T.O Tennessee Valley Authority WH28-1-89-101 79/03/31 

29pp. 


J Insurance 4, Indemnity information 


770S070497 Confirm* Increated liability limit to 9124,000,000 for 
policie* NF-1,29, 43,76, S3, 100, 111, 140, 146, 191, 161, 164, 170, 

173, 174, 17Sr 179, ISO, 1S2, 109, 186, 187, 188, 189, 192, 193, 194, 199, 
197, 196, 200,201,204, 206, 207, 208,210,212,214, 219, other*. 
QUATTRaCHHI, U. American Nuclear Insurer*. 79/09/01. Ip 


7909070982 Confirms increase In liability limit to 436.000,000 for 
pal (cles MF-2R,26,29,3a, 39, 44,46, 47,49,90, 91,92, 93, 94,99,96. 
a?, 96,60, 61, 64,66,67,68,69, 70, 71, 72,74, 76,77,78, 79,80, 86, 87, 
00.90,91,92,93,94,99 96, 

ROnERTerO. M. Mutual Atomic Energy Liability Underwriters 79/09/01 

Ip 


7909020479 Forwards IE Bulletin 79-06A, Revision 1, "Review of 
Operational Error* 1 8y« Misalignments Identified During TMI 
Incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/18 2pp 


7909010964 Forwards Revisions 2 6 3 to Pretervlct Baseline & Inservlce 
In«p Program 81-4 4 LO 1 

OILLELAND, J, E Tennetsee Valley Authority 79/04/24 Ip 


— 7909010967 ''Surveillance Instruction, 81-4. 4. 10. I, Prestrvlc* ln*p 6 
Inservice Intp Program “ 

BELEM, 0 L , ENNIS, E R Tennessee Valley Authority 78/ 10/29 
30pp 


7909300293 Submits supplemental response to IE Bulletin 77-07 Original 
response submitted 760120 Provides addl info received from 
manufacturer 6 describes plans In area of electrical 
penetrations 

OILLELAND, J E Tennessee Valley Authority, 79/04/27 9pp 


8 Reportable occurrences, LERs U related correspondence 


Q Inepectlon reports, IE Bulletin* 8, correspondence 


7703150Q02 Forward* IE Insp Rept 90-390/79-08 4< 90-991/79-09 on 
790129-0223. No noncompllance noted. 

MURPHY, C.E Region 2, Atlanta, Reactor Construction 6 Engineering 

Support Branch 79/03/22. 2pp. 


— 7909190009 IE Insp Rapt 90-990/79-08 6 90-991/79-09 on 790129-0223 No 
nonconpliance noted. Major areas inspected' welding of 
pressurlxer spray pipe, RHR p Ip Ing, containment spray piping 
4t work on reactor Internale. 

COCHRAN, 8 J Region 3, Chicago, Office of the Director. 

HEfiDT, A.R. Region 3, Chicago, Reactor Construction & 
Engineering Support Branch. 79/03/21 7pp. 


7909010211 Forward* IE Info Notice 79-06, "Stress Analysis of 
Ba I e ty-Re lated Piping " 

O'RErLLY.O. P Region 2, Atlanta, Office of the Director, 
79/03/23. 2pp. 


7909020074 Ack receipt of 790402 Ur Informing NRC of step* taken to 
cerrect violations noted In IE Insp Rept 90-391/79-04. 

I1URFHY,C.E. Region 2, Atlanta, Reactor Construction 4, Englntoring 

Bopport Branch. 79/04/12 2pp. 


7909140490 Forwards first Interim deficiency rept re defective Phillips 
self-drill concrete anchors 

OILLELAND, J. E Tennessee Valley Authority 79/04/iB. Ip 


—7909140491 First interim deficiency rept defective Phillip* self-drill 
concrete anchor* Deficiency reported by manufacturer ITT 
Phillips Drill Div. Search initiated to locate all anchors 
supplied In defective lot 

* Tennessee Valley Authority 79/04/18 Ip 

7909140903 Forward* first Interim r*pt re incorrect analyil* of piping 
sy* over total temp range 

OILLELAND, J E Tenneeiee Valley Authority, 79/04/19 Ip 

— 7909140904 Flret Interim rept Incorrect analysi* of piping sys over 
operating temp range Otll I* reanalyilng stressing of all 
sys, sub J to temp below ambient 

* Tennessee Valley Authority 79/04/19 Ip. 


7909010481 Fourth interim rept 
unconservatlve pressurizer re 
analysis Nezt rept to be subn 
Wtfstinghouse review of nozzl 
OILLELAND, J, E Tennessee Ve 


— 7909020097 Forward* IE Insp Rapt 90-391/79-04 on 790130-0202 6 notice 
of violation . 

MURPHViC.E Region 2, Atlanta, Reactor Construction 6 

Engineer Ing Bupporl Branch. 79/03/09 2pp 


— 7909020102 Notice of violation from Insp on 790130-0202 

* Region 2, Atlante, Office of the Director, 79/03/08. 




7909010518 Forwards final repl 
ventilating ductwork hangers 
OILLELAND, J E. Tennessee Vj 


—7909010919 Final rept re omi 
hangers failing to providi 
Design drawings being reyl 
added 

e Tenneeeee Valley Authoi 


—7909020117 IE Insp Rept 90-391/79-04 on 790130-0202 Noncompllance 

noted:fallure to follow reactor vessel Intornels P^'o^*'**^^**' ,« 

ANOiW. P. Region 2, Atlente, Office of th# Director BRYANT, J.C 
Region 2, Atlante, Reector Conetructlon 6 Engineering Support 
Branch. 79/03/08. 4pp. 


7909040962 Forwards final defi 
tachometer failures reportei 
replaced t, tachometers cloi, 
OILLELAND, J. £. Tennessee Vi 
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DOCKETED ITEMS 


7909110320 Forwards lint Inttrlm d*flcl»ncg rtpt r« QA progriin 


l«pli«tnt4tlDn l}r*iVdoun 

OILLELAND. J E T*nn**itf V*llig Authority 


79/09/04 


Ip 


— 7909110234 FIr»t Interim diflcltncy npt on 790904 OA program broakdown 
TO structural Intogrltg of high dtnsltg tpant fool otorogo 
rocks Objfcttve documontorg tvldonco will bo obtained from 
supplier 

♦ Tonnestoe Vallog Authority 79/09/04 2pp 


0 Adjudicatory corraipondonce 


7909290993 Oismioooo intervonor B Buriey'i Contentions A4 ATigrar^le 
NRC 781003 motion for summary deepest tlon 

LiNENBEROERf 0 A* HOOPER i F F t SMiTHf I,W Atomic Bafity and Hcenilrj 
Board Panel 79/04/09 Upp 


J Insurance & Indemnity Informetlon 


7909160317 Foruards first de/icleney rept re failure of power operated 
relief valves to meet frequency requirements 
OILLELAMD. JE Tennessee Valley Authority 79/09/08 ip 


— 7909160331 First Interim deficiency rept power operated relief valves 
<31A88R0) do not meet frequency requirements Westinghouse Is 
developing math model to consider valve frequencyj wh Ich ulll 
be incorporated in piping analysis 
• Tennissee Valley Authority 79/09/00 Ip 


7909190317 Forwards final deficlancy rept re failure of control loop 
bistables 

OILLELAHD, JE Tennessee Valley Authority 79/OS/lO Ip 


—•7909190320 Final deficiency rept control loop blstablee 

fell In undesirable position on loss of control power. Caused 
by error In wiring of bistable Bistable wiring correpted eo 
that blstablee will fall open on lost of power 
e Tennessee Valley Authority 79/09/tO Ip 


7909160193 Forwards Amend t to Indemnity Agreement B-06* per 10CFRL40 
changcsire liability Insuranca Increase from *140 million 
to *160 mill lon« affective 790S01 Supporting documentation 
end 

8ALTZMAN/J Antitrust U Indemnity Group, 79/09/01. 9pp 


M Antitrust correspondence 


7905030214 Motion by SC Electric it Oas to strike Central Clectrfc !■ Oai 
790322 brief ori in alternatl ve» f or leave to file reply. 

Certificate of Svc end, 

CONNERita,. RADERrR M Conner, Moore Gorber. 79/03/33 Gp> 


7903030368 Opposition to 790323 SC Electric it Oat motion to etrltf 
Requests right to answer as due process of law or as mattar 
of right from 8C move far summary disposition In two 7903S7 
pleadings Certificate of 9vc end 

BRAMDiW E # HAtL«E E Central Electric Rower Cooperativa, Inc 
79/03/27 app 


7909330381 Provides second Interim rept re deficiency in tensile anchor 
cepacltles lower than design allowables Testing of stud 
anchors still in progress Mejit rept to be submitted by 
790806 

OILLELAMD, JE Tennessee Valley Authority 79/08/17 Ip. 


7909140137 Response of 80 Electric Qt Oat Go in opposition to Cenkeil 
Electric Power Caoparatlvti Inc raply brief, Urges denial 
of latter's request for further antitrust review 
Certificate of 8vc it supporting documentation end 
CONMERj T. B » RADERtR M Connarr Moore Corber 79/04/1? 39pp 


DOCKET 90-394 CALIFORNIA STATE POLYTECH COLLEGE RES REACTOR 
J Insurance it Indemnity Information 


7909190216 Responds to reply brief of Central Electric Pouer 
Cooperative NRC should deny petit ion. Certlf Icate of 8vc 
end 

CHANAN1A,F 0 Anti-Trust Division. 79/04/24 7pp 


7909160222 Forwards Amend 7 to Indemnity Agreement E-59»per 10CFR140 
changes! re liability insurance increase from *140 million to 
*160 «i 1 Llonr effect! ve 790901 Supporting documentation end 
SALTZMANiV Antitrust k Indemnity Group 79/05/01. 9pp 


7909230743 Forwards corrected page to NRC 79031? response to aminded 
petition of Central Electric Power Co-oparatlve 
CHANANIA.F, D Anti-Trust Divlflon 79/04/24. 2pp 


7909190498 Forwards Amend 7 to Indemnity Agreement £-99. 

PATTERSON, K P Celifornie Poly tech Stele Unlv 79/05/00 2pp 

DOCKET 90-395 VIRGIL C SUMMER NUCLEAR STATION. UNIT t 


Q Inspection reports, IE Dulletlne St correspondence 


7909010466 Forwards IE Insp Rept 90-399/79-07 on 790227-0301 Mo 
noncompliance noted. 

LEUlSfR C Region 2. AtUntar Reactor Operations Nuclear Gueperl 
Branch 79/03/16. 2pp 


A App 1 icatien/censtructian stage documents 6 correspondence 


7909030414 Forwards NUREG-093ti “Invat tigetlon 6 Evaluation of Straes 
Corrosion Cracking In Piping of Ll^ Plants" 6 notice of 
issuance St availability W/o end 

VASSALLO, 0 8 Assistant Director for Light Water Reactors. 
79/03/23 3pp 


7909240340 Buemarg of 790327 meeting w/utll, Gilbert Ateoclatesj Inc It 
Nestlnghause In Bethesde,MD re second round requests for 
info on Section 7 0 of FSAR 

TIBBITT0, D L Light Water Reectori Branch 2 79/04/27, 7pp. 


79C93G0692 Forwards Tochnical Rept 79-8, "Ott-Dec 1978 Seismicity Near 
Plantr " S« TecMcal Rept 79-1, "8eismlc Activity Near Plant 
for Van-Kar 1979 *• 

CREWS, E.H South Carolina Electric Si Gas Co. 79/09/29 Ip. 


—7909300696 Technical rept 79-0, "Oct-Dee 1970 Seismicity Near Plant. " 
• South Carolina Electric Si Gat Co 79/09/01 66p|i 


—7909010467 IE Imp Rept 90-399/79-07 on 790227-0301 No nancoap Lijnci 
noted Major areas Inspected; otgt intervlewr preoperatlona I 
test procedure review St plant tour. 

DONATiT. J I MARTIMiR 0, Region 2i Atlanta, Reactor Optretieni 
Nuclear Support Branch 79/03/16. 2pp 


7909010209 Forwards IE Info Notice 79-06, ''Stress Analusii of 
Safety-Related Piping " 

a- AtUfttei Office of the Director 

77/03/23 2pp 


Forwards IE Info Notice 79-07, "Rupture of Radwatte Tent*. ■ 
^ Region 2, Atlanta, Office of the Director 
79/03/26 Ip, 


I' Yuozqoeae Forwards IE Insp Rept 90-399/79-08 on 790312-19 Mo 
noncomp Hancf noted 

Riactor Construction Si Englnssrlhf 
Support Branch. 79/04/02. 2pp. ' 


—7905300700 Technical rept 79-1, "Seismic Activity Near Plant, Jan-Mar 
1979, " , 

TALWANIrP. South Carolina, UnlV. of 79/09/0t 26pp, 

F Security, medical, emergency Si fire protection plans 


7909240468 IE Insp Rept 90-399/79-08 on 790312-18 No noncOApU |fic» 
noted, Major areas inspected’ licensee action on previous Insp 
findings, re bulletins S, c IrcuUrs, const activities Si 
laplemintetton of 10CFR21 

.. Region 2, Atlanta; Office of the Director, 

WRDT, A. R. Region 2, Atlanta, Reactor Constpuctlon S« 
Engineering Support Branch, 79/03/30 9pp 


7909230686 Notification of 790430,0901-03 matting w/utll, 
Oilbert/Comnonweatth Companies Si Oaga-Babcock In Fairfield 
CountyiSC to vteit meterolog leal monitoring installations Si 
ravlew fire protection program 

TlBBlTTSi D L Light Water Reactors Branch 2. 79/04/11, 3 pp. 


Act receipt of IE Insp Rept SH>-39S/7?-0A on 790212-14 N* 
propriety info 

^HN0DNrM,C. South Carolina Electric Si Gas Co. 79/04/11 Ip. 


" i/ 90-399/79-06 on 790212-14. Mo 

noncompliance noted, 

- Region 2, Atlanta, Reactor Construction fc 
Engtntering Support Branch 79/03/22 2pp. 
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— 790S0«?0426 IE Imp R#pt 30'-393/79-06 on 790212-14 No noncompl t«nca 
not*«l Major area* Infpcctad Clai« A & B storagor containmant 
prail^rait Ing QA/IIC can<:rolflf ((ual It^ record* it const statu* 
tEMAHANiJ J. Ration 2/ Atlanta* Office of the Director 

SRYANTf J C Region 2* Atlanta* Reactor Constroctlon U 

E:ii 9 lne*r Ing Support Branch. 79/03/22 App 


7905200A03 Retpond* to IE Bulletin 79-04 "Incorrect Uelght* for Suing 
Check Valves Hfg by Velan Engineering Corp " No 3*4 or 
A-lnch valves are Installed or scheduled to be Installed 
CREUa.E H South Carolina Electric Qas Go 79/04/11 Ip 


7903030193 Forwards IE Bulletin 79-07. "Seismic Stress Analysis of 
8af ety-Ralated Piping " Licensee action required 
O'REILLV. J P Region 2* Atlanta, Office of the Director 
79/04/14 IP 


DOCKET SO-397 UPPSS NUCLEAR PROJECT. UNIT 2 


A Appl Icatlon/cons tructlon stage documents & correspondence 


7903070319 "Air Products t Chemicals* Inc Post LOcw Recombiner Test 
Summary " 

« Washington Public Power Supply System APCI-78-a 78/07/31 
175pp 


7909040316 Summary of 790321 meeting of Mark II owners group In San 
JoserCA re intermediate plant program tasks 

ANDERSON* C J Containment Syitoms Branch 79/04/13 190pp 


7903190607 Notification of 79D4I9 meeting w/utll in Sethesda.MD to 
discuss Chapter 7 of FSAR 

LYNCH* K D Light Water Reactors Branch 4 79/04/13 2pp 


7703040229 Forwards IE Bulletin 79-06B* "Reviow of Operational Errors h 
Q-ys Misalignments Identified During TMI Incident " 

O'ReiLLYfJ P Region 2* Atlanta* Office of the Director 
77/04/14 2pp, 


7903040424 Forward* IE Bulletin 79-00* "Events Relevant to Boiling 
Hater Power Reactors Identified During TMI Incident " 

Q*^REILLV«J P Region 2* Atlanta* Office of the Director 
79/04/14 Ip 


7903010374 Forward* IE Info Notice 79-10* "Nanconforming Pipe Support 
Struts " 

O'REILLY, J P Region 2* Atlanta* Office of the Director 
79/04/16 Ip 


7903030169 Forward* IE Bulletin 79-09* "Failure* of QE Type AK-S 
Circuit Breaker in Sifaty-Related Sys " Licensee action 
required 

□ 'REILLY* J P Region 2* Atlanta* Office of the Director 
79/04/17 2pp 


7909020473 Forwards IE Bulletin 79**06A« Revis Ion t* "Review of 
aperatlonak Error* ^ 8y* Misalignments Identified During TMI 
Incident " 

O'^neiULYi J. P. Region 2i Atlanta* Office of the Director 
79/04/tB. 2pp 


7909020479 Forwards IE Bulletin 79-06A* Revl* Ion l* "Review of 
□ parational Errors U Sys Ml sal ignment* Identified During TMI 
Incident.*' 

O'REILLY* 0 P. Region 2* Atlanta* Office of the Director. 
79/04/10. 2pp 


7903290109 Ack receipt of IE Insp Rept 90-399/79-09 on 790320-23 No 
propristary Info. 

JDHNSONrM C South Carolina, Elec tr Ic Oat Co 79/04/29 Ip 


7903010486 Kept* on geological studies' status Oeneric rept expected in 
Fall 1979 Requests meeting to discuss plans for submitting 
repts of studies.as well as mechanism for identification Ic 
review of studies In Hanford area 

REN9ER0ER, D L Washington Public Power Supply System 79/04/27 

2pp 


7909240411 Forwards NRC positions on WPP&S-QA-004. "Operational QA 
Program Description " Response to positions should be 
submitted by 790601 as amend to original rept 
HAASSiW P Duality Assurance Branch 79/09/01 2pp 


7909110232 Forwards util responses to round one* set four questions from 
Accident Analysis Branch lEmergency Planning) re OL 
appl ication 

RENBEROER.D L Washington Public Power Supply System 79/09/07 

2pp 


—7909110237 Responses by util to round one* set four questions from 
Accident Analysis Branch iEmergency Planning) ra OL 
appl ication 

a Washington Public Power Supply System 79/05/04 53pp 


7903190117 Proposes course of action to facilitate round two review 
auttines most efficient utlllcatlon of manpower 
tc resources at NRC* util Ic contractors Request* NRC to 
provide generic concerns for similarly-designed plants 
RENBEROERrO L Washington Public Power Supply System 79/09/U 
4pp 


7909290937 Forward* util responses to round one* set three questtoni 
from Auxiliary 8y* Branch Responses will he Incorporated 
into FSAR. ^ 

RENBEROER.D L Washington Public Power Supply System 79 / 09/16 
S3pp 


— 7909890112 Forward* IE Insp Rapt 90-399/79-09 on 790320-23 No 
none omp I lance noted. . *. 

MORPHYrC E. Region 2* Atlanta, Office of the Director 
79/04/03. 2pp 


— 7905890117 IE Insp Rapt 90-399/79-09 on 790320-23 No noncompl lance 
noted. Major area* inspected ■ Instrumentat ion of QA 
proteduTfSrWork actlvlt lat* qual i ty records, electrical 
cables It termination* work. 

OIHBONSrT D, * BRYANT* J C. Region 2r Atlanta, Office of the 
Director 79/04/04 9pp 


S. Reportable occurrences, LERa It related correspondence 

7905100107 Informs that Injection pumps have been removed from engines, 
returned to factory, Inspec ted per newly establisnea 
criteria returned to site fc reinstalled engines. All 
injection pump* in good condition 

MORIARTYrJ M. Colt Industries, Inc 79/03/23. Ip 


79090104B>3 Interim rept updating status of previously 
Identified items re full penetration butt weld spli 


In electrical support mambers. 
vKJHNSON. M C South Carolina Electric U Oas Co. 


ices 


79/04/23 3pp 


DOCKET 90-396 UNIV. OF VIRGINIA CAVALIER 
O. Inspection reports, IE Bulletins It correspondence 

7903070140 Forwards IE Bulletins 79-09* 79-09A V 79-06 re nuclear 

O^REILLYioVy”* Region 2, Atlanta* Office of the Director. 
79/04/13. Ip 


F Security* medical, emargency & fire protection plans 


7903230799 Forwards request for add! Info re physical security plen 
complete review of application for OL End withheld (ref 


I0CFR2 790) 
VAR0A,8 A 


Light Water Reactors Branch 4 79/04/03 2pp 


to 


7909080968 F»r»«*di pr.llmin.r9 *lr» pr.t.cttoB prior to .It. 

SaRNEB.R 0 0 .,o-B.bc.c» A..o.l.t... Inc 79/09/02 20pp 

7909090601 For«.r*. ..,.pu.r*« continjoneg pi.n Pl.n (.ithh.H 

RENBEROERRO U “'H.ohinjton Public Pom.r Supplg S^.t.. 79/09/03 

2pp. 


H Oeneral correspondence 






O im.poetlon r.porti^ »E 9uw .tln . *■ corr..ponil.n ct 

7909010299 For«rd. IE iufo Nolle. 79-06. «Btr... An.U.I. 

"Kljlun 4, 8.11... 0„ic. tb. Oir.ot.r. 79/03/23 

ipr 


>09070493 Forwards U%owir8Spply%y*t*»^ N^/OO/aS 

RENBEROER, D.L. Washington Public rower 'i 

2pp. 


109070436 "Preservice Insp 


, i It 2 " 
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T'^OSOIOOIS ForwaTcfi tE Sullttln 79-OiA. ""Revitw of Oparational Errori U 
Bu* Idanfct^Ud During TMI Intldant " 

EN0ELKEN»R H Rag ion 9 j San Franc l*car Office of tha Diractor 
79/04/'14 Ip 


7‘?05040516 Forward* IE aifllatin “Raviaw of Oparatlonal Errari & 

S(|« Kif atlonmantf ldanl:lfl«(f During THI Incidant ** 

ENOELHEWiR H Region 5* San Franclicoi Ofllca of tha Dlrsctor 
79/04/14 ip 


7905040i?5 Forwarda IE Bo Ua tin 79-0B< *'Evanfc« Ralavant to Bolling 
ifatar Rouar Raactari Idantlfiad During THI Incident 
CHOELKEN, R.H Region Si San Franclaco* Office of the Oiractor 
79/04/14 Ip 


7905070110 Forward# IE Bwllatln 79-07. ♦*Salj«tc Btreea Analyala of 
Bafatv-Ralatad Piping " iLlceixsao action ratulrad 
ENOELXEH. R H Raglqfi 5» Ban Fraitciaco* Office of tfra Dlractor 
79/04/14 Ip 


790S09012I Forwardi PN0-79-i7AK 

EHOLEKENi R H Region S« San Franciico. Office of the Director 
79/04/27. Ip 


7905070034 Foruarde PNO-79-67AI, aJ b AK per HRC 790401 Itr traniaittl^J 
tE Bullatln 79-OS 

ENOELKEW.R H Region Si Ban Franciaco, Office of the Dlrecker 
79/04/30 Ip 


7909090069 Forwardi rapt on dgflclant bailc Inflow valvai uiid In 
itandby ga« treatment lyi, 

RENBEROERcD i. Uaihlngton Public Power Supply Bye tarn 79/04/30 
ip 


>—7903090073 Deficlancy rapt’ poet tb le fallura of basic Inflow tutlirfh 
valves u/1 imltoryua motor it manual operator! Valve may 
become inoperable due to vibration All 19 velvet are being 
repaired per manufacturer recommendation 
# Washington Public Pouter Supply Syttem 79/04/30 Ip 


790S03030S Forwards IE Bulletin 79-09* •'FalJurea of OE Type AK-2 790S07001S forwardi PNO-79-67AL per NRG 790401 Itr tranimlttlri IE 

Circuit Braater in Saf aty-Related Byt " Licensee action Bulletin 79-03 

required CNOELKEN/R H Region 3. San Franciecor Office of the Director 

ENOELKENiR H Ragion 9i San FranciscOi Office of the Director 79/05/01 Ip 

79/04/17 tp 


7903080378 Forwardi IE Bulletin 79-03 Bj "Huclaar Incident at 
TMI -Sup pi " 

EHOELKENfR H Ragion 3. San Francisco. Office of the Director 
79/04/21. Ip 


7903190076 Responds to NRC 790417 Itf ra violations noted in IE Imp on 
790227-20*0301-02 14-16 Corrective act i oni* process 

instrument pipe other parts of reactor vessel noirle were 
taped 

RENBEfiOER. D L Washington Public Power Supply System 79/03/10, 

6pp 


S Raportabla occurrences* LERt St related correspondence 


7903130069 Forwards PNa-79-67L 

eWQELKENiR H Region 3* San Francisco, Office of the Director 
79/04/06 ip 


7908130173 Forwards PN0-79-67R 

ENOELK^HiR H Region 3* Sen Pranciscoi Office of the Director. 
79/04/11 ip 


790804 01 34 Forwards PNO-79-678 

ENOELKENrR H Region 3« San Francisco, Office of the Director, 
79/04/12 ip 


or wards PM0-79-67T. 

H Region 3i Ban Francisco, Qffics of the Director. 

Ip 


1-79-67U. 

on 3, Ban Francitco, Office of the Director. 


7903310037 Forwards PN0-79-67AM 

ENdELKENrR H Region 5, San Francisco, Office of the Director 
79/03/07, Ip. 


DOCKET 30-400 SHEAROH HARRIS NUCLEAR POWER PLANT, UNIT 1 


A Appl Icatlon/cdnstructlon stage documents & correspondenci 


7905240439 Notification of 79030B meeting w/utll in 8tthsida,M0 to 
discuss preparation of environ rapt. 

BAUWAi e S. Environmental Projects Branch 2 79/04/27, Ip 


7903000433 Forwards oversized maps U photo attachments to util 7anB9 
rept on main dam core trench features W/o drauingt 
FLQYOrB D Carolina Power ^ Light Co 79/03/08 8pp 


7903090349 Informs of design change notices re moisture cohtint ef 
backfill against Category 1 structures It of central core 
matl for main 6 auilllary dam St separating dike Reiolution 
of problem will be documented in F8AR 

MCDUFFIE, M A Carolina Power 6 Light Co 79/03/09 2pp 


7903290380 Responds to Region 11 790304 request for criteria uitd to 
approve previously placed backfill. 

HCOUFFlEiM A Carolina Power if Light Co 79/03/19 7pp. 


0 Adjudicatory correspo-ndenct 


7903230360 Response to intaryenors Conservation Council of NC b Mats 
Environ, Inc 790226 motion to remand to ASLB for further 
hearings i(/or petition to reopen record Certificate of Bvc 
end 

BARTH. C. A. Branch 3 79/03/16. 6pp. 


t of the Director. 


ie Director 


7903300690 Responds to 790313 request of Kudtu Alliance U W Eddlsaia ri 
790213 ALAB-326 affirming 790110 order denying series of 
petitions filed by intervinors Supporting documentation U 
Certlficet* of Sve encl, 

TROWBRIDOEiO F. Shaw. Pittman. Potts, Trowbridge. 79/03/21. 
tipp 


7903230829 NRG motion to accept exhibits into evidence re mgt 
capability of applicant to const operate proposed 
facility Certificate of Sve encl. 

BARTH, C. A Branch 3 79/03/30. 4pp 


7903010113 Forwardi request for Board notification re nonsefety-f r Mt 
' deficiency equipment to mitigate transients 

T SGINTOiJF Hearing* Division. 79/04/02 3tpp 


/04/23, —7903010136 Board notlf ication* staff assessment re noniaf ety-jMf • 

equipment to mitigate transients. 

VASSALLOi D. B. Assistant Director for Light Water Reactori 
79/03/29. 2pp. 

rector 

— 7903010198 Board notlf Ication- recant Issue on nonsaf ety-gradi 
equipment to mitigate transient*. More Info 1* required. 

TEDE8C0, R U. A«s latent Director for Reactor Safety. 79/00/16 

rector 


79O3OS0232 Applicant has no objection to NRG 790330 motion U iceipt 
into evidence Exhibits 12, 13i 14i 15i 19 l> 20 from recent 
procecd'lng*. Certlf Icata of Sve end. 

TROWBRIDGE, 0, F, Shaw, Pittman, Potts, It Trowbridge. 79/04/04. 
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79^05230093 F«rw«rd« 790119 Pr««i RRlftAis 79~19 re lifuence of NRC 
policy on Roector Safety Study* its revlaio by taoil* 

p«n«l tc WASH-1400 u«« turvay 
&ARTH*C A, Branch 3 79/04/04 Ip, 


7905070216 Inform* ASLB of revleu of natl tocurlty info ra aabotage of 
epont nuclear fuel Torward* tran*mlttal memo WRC aeiasiment 
of iiyniflc«nce of info to be foruiarded uihen available 
iARTH.C A Drench 3 79/04/03 2pp 


7905220443 Forward* draft memo dltcuesing aspect* of accumulator 
dellvtri| Identified in NRC studies of EGGS performance 
characteristics NRC does not consider issue relevant to 
proceed Inp 

»ARTH,C A Branch 3 79/04/03 3pp 


7903240703 Forwards memo re behavior of iodine during postulated steam 
generator tube rupture accidents 
BATtTH*C A Branch 3 79/04/03 Ip 


7903040163 Forwards IE Bulletin 79^06B» “Review of Dptratloml Errors It 
Sys Hiialignments Identified During THI Incident * 

O'REIULY.J P Region 2« Atlantai Office of the Director 
79/04/14 2pp 


7903040281 Forwards IE Bulletin 79-07* “Seismic Stress Analyusls of 
Safety-Related Piping “ Licensee action required 
O'REILLYtJ P Region 2i Atlanta* Office of the Director 
79/04/14 ip 


7905040329 Forwards IE Bulletin 79-08* "Events Relevant to Boiling 
Water Power Reactors Identified During THI Incident " 

O'REILLYjJ P Region 2* Atlanta* Office of the Director 
79/04/14 Ip 


7903010324 Forwards IE Info Notice 79-10* "Nonconforming Pip* Support 
Struts " 

O^REILLY.J P. Region 2, Atlanta* Office of the Director 
79/04/18 2pp 


7903030132 Forward* NRC 781211 survey re use of WASH-1400 In licensing 
process 

BARTUiC A Branch 3. 79/04/10 90pp 

7909110418 Reeponse to AUAB-S09 re radon emissions ds minimus theory 
from Perklne record Certificate of 9vc end 
SCINra, J, F Hearing* Division 79/04/11 43pp. 


7903140319 floapons# to 790404 brie# of Philadelphia Electric CotPSEliO U 
Atlentic City <NJ) Electric Co re de minimus theory 
Certificate of Bvc end. 

KFPFORO*C.R Cltliens for Safe Environment 79/04/11 Qpp. 


7905130362 Forward* 790330 motion All reciuested exhibits mentioned 
in motion, were submitted during Ralelgh*NC hearing* wh Lch 
respondent attended W/o end 
REISiE J Branch 3 79/04/13 Ip 


7909140221 Forward* applicant^* transcript correction* 6 applicant's 
proposed finding* of fact 6 conclusions of law In the form 
of supp ladienta 1 initial decision Certificate of 8vc end 
TflaWPniDOe* 0 F Shaw* Plttman* Potts* 6 Trowbridge 79/04/17 3pp 


--790914029S List* correction* to be made In transcripts of evidentiary 
hearing conducted on 790227-0302 6 790306-08 in Raleigh* NC 
D'NElLLi J H Qhaut Pittman* Potts* Trowbridge 79/04/17. 3pp 


7903010324 Forwards IE Info Notice 79-10* "Nonconforming Pipe Support 
Strut* '* 

0'RE1LLY«J P Region 2* Atlanta* Office of the Director 
79/04/16 2pp 


7905030141 Forward* IE Bulletin 79-09* "Failures of CE Type AK-2 
Circuit Breaker In Saf ety-Related Sys " Licensee action 
required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/04/17 2pp 


79030B0323 Ack receipt of 790406 Ur Informing NRC of step* taken to 
cerrec-fc-vLalatlon* noted ln_IE Insp Repts 50-400/79-02. 

50-401/79-02. 30-402/79-01 L 30-403/79-01“ 

MURPHY.C e Region 2* Atlanta* Reactor Construction t* Engineering 

Support Branch 79/04/17 Ip 


— 79030B0330 Responds to NRC 790227 itr re violation* noted In IE Insp 
Repts 50-400/79-02*50-401/79-02.30-402/79-01 6 50-403/79-01 
Corrective action* appropriate personnel Instructed In 
document close-out procedures 

HOWE*P W Carolina Power 6 Light Co 79/04/06 3pp 


7905020373 Forward* IE Bulletin 79-06Ai Revision 1* "Review of 
Operational Error* & Sys Misalignment* Identified During TMI 
Incident " . . 

O'REILLY* J P. Region 2* Atlanta. Office of the Director 
79/04/18 2pp 


— 7709140261 Proposed findings of 
f WPP 1 omental Initial decision 

rnawBRiDOErO. p. * o'neill.jh 

79/04/17. 34pp 


fact conclusion of law In form of 
(CP). List of exhibits end 
Shaui Pittman* Potts* 6 Trowbridge 


7905250013 Ack receipt of IE Insp Repts 30-400/79-06*50-401/79-06* 
50-402/79-05 6 50-403/79-03 on 790402-05 No proprietary 

HOWE.P, M Carolina Power 6 Light Co 79/04/26 2pp 


7903290090 Cite* evident error in proposed findings of fact of Carolina 
Power Light Co coonsel;no statement allowed by Kudzu 
Alliance or other parties Requests more partlc Ipatlon be 
a 1 lowed 

EDDLEHANrW. Kodiu Alliance 79/04/21. Ip 


—7905230017 Forwards IE Insp Repts 50-400/79-06* 50-401/79-06* 
30-402/79-05 50-403/79-05 on 790402-05 No noncomp 1 lance 

mSrPHV.C E Region 2* Atlanta* Reactor Construction 6 

Engineering Support Branch 79/04/19. 2pp 


7909140332 Kotlfle* of consol idatlon of flv# Intervenor group* re radon 
emlselans Istut. Parties have until 790325 In which to file 
for eummaTg disposition , „ . 

DUFLO* ri E Atomic Safety and Licensing Appeal Panel 
I3pp, 


79/04/85. 


7903240021 Cammenti on ASLB findings re util operating record Suggests 
Board condition facility OLs In light of util operating 
probleme. 

EODLEMANtU. Affiliation Unknown, 79/04/27. 2pp. 


7908250169 Summary of 790302 Affirmation Session 79-10 in Wash Ington* DC 
ra aECY“A''79-20 motion to reopen hearings In Harris 

proceeding it SECY-79-16A* Kraniih FOI A Appeal 7a-A-20. 

GHILKj e. J. Office of the Secretary of the Commleslon. 79/05/04 

Ip. 


—7903250020 IE Insp Repts 30-400/79-06*50-401/79-06*30-402/79-05 6 
30-403/79-05 on 790402-05 No noncomp I lance noted M- 
areas Inspected project status# const contract re'^' 
llcanse# action on previous Insp finding* 

SRADLEYfR D Region 2* Atlanta* Office * 

HERDTfA R. Region 2* Atlanta# Reactor ( 

Engineering Support Branch 79/04/19 3pi 


R Periodic operating report* t# related cDrre*pon< 


7905070475 Forward* "Seismic Monitoring Program*Fl 
770930-790331. 

MCDUFFIE* M A Caroline Power k Light Co 79/0^ 


— 7905070480 "Seismic Monitoring 
a Carolina Power & Light Co. 


Program* First Da* 
79/04/30. 8pp. 


7908250362 Informs parties of Sust^be* 

t«*t for vlscqelty. Objection* to ASLB '^’^ •*)!*** .jj. -_i.- 

fllfd within ten day*. Supporting documentation 6 Certificate 

SHlTHil.M' Atomic Safety and Ulcanelng Board Panel 79/05/10, 3pp. 


79C8010166 Forward* IE Info Notice 79-06* "Stress Analysis of 

O^REILLYri^P*** ^^Reglon 2* Atlanta* Offica of the Director 
79/03/23 2PP. 


noS030a<*4 ror^rd, IE info N=tU. ' 

0 'ftElLLYi J. P. Region 2* Atlanta* Office or 
79/03/24. 2pp. 


8. Reportable occurrences* LERs it related corresp' 


>5140419 Informs that during 781027 site audit > 
Inepectori notified of potential reportable itei 
;ontalnment water proofing membrene 
lot yet determined, Final decision by 781201. 


7903110203 Board notification Seabrook refueling ' 
8 CINtS#U. Hearings Division 79/03/29 30pp 
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DOCKETED ITEMS 


DOCKET 9D-40t SHETARON HAflUlS NUCLEAR POWER PLANT. UNIT 2 


A Appl l€4t 1 ori/coriiitruc tion «tag«- docunenti it corrtipondenctf 


7909240439 Notification of 79030ff meeting u(/uti| in Bsth«sda.lND to 
dlicuee preparation of environ rppt 

BAJWa, 8 a Envlronmontal Prnjecti Branch & 79/04/27 Ip 


790306045G Forwards overs i ted maps 4* photo attachments to otll 781129 
rept an main dam core trench features. W/o draviiings 
FLOYDiS D Carolina Po^iier I* LUht Ca 79/09/08 3pp 


7909090348 informs of design change notices re moistura content of 
bactflll against Category 1 str^ictures it of central Care 
matl for main & auKlliartj dam it separating diW Resolution 
of problem vjlll he documented in FSAR 

MCDUPFIErH A Carolina Power it Light Co 79/05/0? 2pp 


79052903SO Responds to Region 11 790504 reRuest fur criteria ifsed to 
approve prevlousLg placed bacicfill 

MCDUFFIE. M A Carolina Power 4. Light Co 79/05/18 7pp 


0 Adjudicator^ correspondence 


79092503^9 Response to intervenors Conservation Council of NC & Wake 
Envlronrlnc 790226 motion to remand to aSLD for further 
hearings h/or petition to reopen record Certificate of Sve 
enc 1 

BARTH, C A Branch 3 79/03/16 6pp 


7905300A98 Responds to 798313 request of Hudiu Alliance U H EddlemaQ re 
790213 ALAB^526 affirming 790110 order denying series of 
petitions filed by intervenore Supporting documentatl on ti 
Certificate of Sve end 

TRaMBRlDCErO F 8hatJ. Plfctrftan. Potte, U Trowbridge 79/03/21. 
llpp 


7905230829 NRC motion to accept ethitlts into evidence re mgt 
capability of applicant to const it operate proposed 
facility Certificate of Sve encl 
BARTH, C A Branch □ 79/03/30 4pp 

7905010119 Forwards request for Board n-otlf Icatl an re nonsafety-^gradt 
equipment to mltigete transients 
SCINTOrJ F Hearings Division 79/04/02 31pp, 


79O9J40519 Response to 790404 brief of PhlladBiphia electric Co, f 3E8.0 t 
Atlantic City (NJ> Electric Co re de minimus theory 
Certificate of 8vt end 

KEPFORD/C R Gitiiens for Safe Environment 79/04/11 Spp, 


7909150562 Forwards 790330 (notion All requested anhibits mentionirf 
in oiotion ware submitted during Raleigh, NC hearing, wh ich 
respoiidenfc attended W/o end 
RElSiE J Branch 3 79/04/13 Ip 


7905140221 Forwards applicant's transcript corrections it appMcant's 
proposed findings of fact it conclusions of lew in the form 
if supplemental initial decision Certificate of Sve end 
rR0WBRlDCE,0 F Bhau, Pittman. Potts, it Trowbridge 79/04/17 3 pp 


7905140255 Lists corrections to be made in transcripts of ovldsntiard 
hearing conducted on 790227-0302 it 790306-09 In Ralelgh,KC 
O'NEILL, JH Bhaia, Pittman, Potts, & Trcjwbrldge 79/04/17 3pp 


‘7905140261 Proposed findings of fact 4 ( conclusion of law tn fora 
supplemental initial decision (CP) List of exhibits end 
TROMBRjDOEiO F , O'NEILL. JH Shaw, Pittman, Potts, ft Trowbrldji 
79/04/17 54pp ' 


7905M0332 Notifies of consol idation of five Intarvenor groups et rafion 
•missions issue Parties have until 790925 In which to file 
for summary disposition 

DUPL0,ME Atomic Safety and Licensing Appeal Panel 79/04/29 

lapp 


7905240821 Comments on A8LB findings re util Operating record Svgiiils 
Board condition facility qLs in light of util operating 
problems 

CDDLEMAN.H Afflllatloh Unknown 79/04/27 2pp 


7905250169 Summary of 790502 Affirmation Sassion 79-10 In HashlngtaprDC 
re 8ECY-A-79-20 motion to reopen hearings in Shaaron Harris 
proceeding ft SECV-79-16A, Kranlsh FOIA Appeal 70-A-aO 
CHILK.8 J, Office of the Secretary of the Commission 79/05/01 


7909290362 Informs parties of possibility of taking official notice r# 
test for viscosity Objections to A9LB procedure must be 
filed within ten days Supporting documentation & Certificate 
of Svr and 

SlilTHiI W Atomic Safety and Licensing Board Panel 79/05/10 3pp 


-7905010156 Board notification staff assessment re notitaf ety-grade 
equipment to mitigate transients 

VA8BAU0, 0 S Aesiitant Director for Light Water Reactors, 
79/03/29 2pp 


■7909010190 Board Motif icabton recent itiue on nonsefety-grede 
equipment to mitigate tpanelent* More info is required 
T£DE8C0,R L Aselstant Director for Reactor Safety 79/03/16 
3pp, 


7905000232 Applicant has no objection to NRC 790330 motion to accept 
into evidence Exhibits 12,13.14,15,1? ft 20 from recent 
proceedings. Certificate of 8vc end 

TRQWHRIDOE, o F. Shaw, Plttmafu Potts, ft Trowbridge 79/04/04. 3p 


7905290093 Forwards 790119 Press Release 79-19 re issuance of NRC 
policy statement on Reactor Safety Study. its review bu Lewis 
panel ft NASH-1400 use survey. 

BARTH, C A Branch □. 79/04/04. If 


7905070216 Informs A3LB of review of netl security info re lebotage of 
spent nuclear fuei Forwards feransmi tte 1 memo. NRC assessment 
of significance of info to be forwarded when available 
BARTH, C, A Branch 3. 79/04/05 2pp 


7905220443 Forwards draft memo discussing aspects of accumulator 
delivery identified in NRC itudUs of ECCB performance 
character if tics NRC dots not consider Issue relevant ta 
proceeding, 

BARTH, C. A. Branch 3. 79/04/05 . 5pp. 


7905240703 Forwards memo re behavior of iodine during postulated steam 
generator tube rupture accidents 
BARTH, C, A. Branch a. 79/04/05. Ip. 


7905030152 Forwards NRC 78t2ll survey re use of WA8H“t400 In licensing 
process 

BARTH, C A Branch 3. 79/04/10 90pp 


,^905110418 Response to ALAB-S09 r* radon enifsloris ft de minimus thaoru 
frem Perkins record Certlflcat* of 8vc end, 

8CIHT0, J, F. Hearings Dlvisiaft 79/04/11 43pp. 


Q Jnspactlon reports, IE Bulletins ft Correspondence 


790S01016B Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping ” 

O'REILLY, J p Region 2, Atlanta, Office of the Director 
79/03/23. 2PP 


Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks • 
0 REILLY, J P Region 2, Atlanta, Office of the Director 
79/D3/26 2pp 


7905040163 Forwards IE Bulletin 79-06B 
8yff Misalignments Identified During 
0''REILLY, J P Region S, Atlanta, 
79/04/14, app 


, "Review of Operational Errors ft 
TMI Incident " 

Office of the Director. 




Safety-Reutad Piping " Licensee action required 
79/04/14*'^ Ip Atlanta, Office of the Director. 




7905040329 Forwards IE Bullet in 79-08, "Events Relevant to Bolling 
Identified During TMI Incident " 
79/04/14*'^'^ 2, Atlente, Office of the Director 


N^^^ice 79-10, "Nonconforming Pipe Suppark 

E Region 2, Atlanta, Office of the Director. 
79/04/16 2pp 


— ,2 ,. 7 /r-vT, -'raiiures or oe ryp# fi 

Circuit Breaker in Safety-Related Bye." Licensee action 
required 

79/04/lf7* I p Atlanta, Office of the Director 


7905080325 Act receipt of 790406 Itr informing NRC of steps taken to 
^noted in IE Insp Repte 50-400/79-02, 
30-401/79-02,50-402/79^01 ft 3O-403/79-O1. 

MURPHViC.E, Region 2, Atlanta, Reactor Construction ft Englneerlni 
Bupport Branch. 79/04/17. Ip, 
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7»«aoa(>373 Forwards lE BuUotln 79-0&Ai Revision 1, “RavUw of 
Oporatlonal Efron U 8gt Mlsal ignotonts Idsntifiod During TKI 
Incidant ■' “ 

E Region a, Atlantai Office of the Director 
79/04/IB app 


— 790S0M330 "••Pon<ii t« NRC 790337 Itr r. vioUtlont notfd In IE ln<p 
Repti SO~400/79~OSp 50-401 /y^-Oa, 50-402/79-01 t, 50-403/79-01 
Corrective actione appropriate personnel Initructed In 
document clote-out procedures 

HOWE, P W Carolina Power t» Light Co 79/04/06 3pp 


7903250015 Ac It 
30-402/79-05 
1 nfo 


receipt of IE In«p Repti 50-400/79-06,50-401/79-06* 
tf 50-403/79-05 on 790402-05. No proprietary 


HOHEi P U Carolina Power & Light Co 79/0<^/2i> 2pp 


7905010115 Fdruaroi request for Boerd notification re 
equipment to mitigate transients 
aClNTO, J F Hearings Division 79/04/02 3ipp 


nonca^ety-gr^dc 


■7903230017 Forward* IE Imp Repti 50-400/79-06,30-401/79-06, 
giO“402/79“05 h 50-403/79-03 on 790402-05 No noncompliance 
noted 

fll/PtPHY, C E Region 2, Atlanta, Reactor Construction it 

Engineering Support Branch 79/04/19 2pp 


7903230020 IE Insp Repti 30-400/79-06,50-401/79-06,30-402/79-03 6 
50-403/79-03 on 790402-05 No noncomp 1 iance noted Major 
area* inspected project statue, const contract review 6 
license* action on previous Insp findings 
BRADLEY, R D Region 2, Atlanta, Office of the Director 
liERDTiiA R Region 2# Atlanta, Reactor Construction 6 

Englndering Support Branch 79/04/19 3pp 


E Periodic operating reports 6 related correspondence 


7905D70475 Forwards "Seismic Monitoring Program, First Data Rapt," 
770930-790331 

MODDFFlEiM A Carolina Power 6 Light Co. 79/04/30 Ip 


7903010156 Board notification staff assessment re nonsaf ety-gratfe 
equipment to mitigate transients 

® Assistant Director for Light Hater Reactors 
79/03/29 2p p 


7905010198 Board notification recant Issue on nonsaf ety-gred* 
equipment to mitigate transients More Info is required 
TEDE8C0, R. L Assistant Director for Reactor Safety 79/03/16 
3pp 


7905080232 Applicant has no objection to NftC 790330 motion to accept 
Into evidence EKhlbits 12,13,14,15,19 6 20 from recent 
proceedings Certificate of Bvc end 

TROWBRIDGE, 0 F Shaw, Pittman, Potts, 6 Trowbridge 79/04/04 3pp 


7903250093 Forwards 790119 Press Release 79-19 re Issuance of NRC 
policy statement on Reactor Safety Study, its review by Lewis 
panel 6 WASH- 1400 use survey 
BARTH, C A. Branch 3 79/04/04 Ip 


— 7905070480 '‘Seismic Monitoring Program, F Irst Data Rspt, " 770930-790331 
* Carolina Power 6 Light Co. 79/04/30 Spp 


7905070216 Informs A8LB of review of natl security Info re sabotage of 
spent nuclear fuel Forwards transmittal memo NRC assessment 
of significance of info to be forwarded when available 
BARTH, C, A, Branch 3 79/04/03 2pp 


S Rtportah I a, oc currencee, LERe 6 related correspondence' 


7903140419 Informs that during 781027 site audit of const activities, 
inspactors notified of potential reportable item re 
contailnment water proofing membrane leakage Reportability 
not vet daiarmlnad Final decision by 781201 
CMTANOIiK J. Carolina Power Light Co 78/11/22. Ip 


7903110203 Board notification Gaabrook refueling water storage tank 
datlgn deflcl ancy 

serNTO. 0 Hearings Division. 79/03/29. SOpp 


DOCKET 50-402 ©HEARQN HARRIS NUCLEAR POWER PLANT, UNIT 3 
A App lica tlon/consiruc tion stage documents 6 correspondence 


7903240459 Notification of 790306 meeting w/utll in Bethesda,MD to 
dlecuff preparation of environ rapt 

BAJHA, a a. Environmental Projects Branch 2 79/04/27. Ip 


7903080453 Forwards overiliad maps 6 photo attachments to util 781129 
rapt on main dam core trench features W/o drawings 
FtOVD, 0 D, OaroUna Power 6 Light Co. 79/03/08 Spp 


7903090348 Informs of design change notices re moisture content of 
backfill against Category I structuree 6 of central core 
aiatl for main auxiliary dam 6 scparatl-ng dike Resolution 
of problem will be documented in F8AR 

MCDUFFIE) M. A. Carolina Power 6 Light Co 79/05/09 2pp 


7903290380 Responds to Region II 790304 request for criteria used to 
approve prevleuely placed backfill 

MCDUFFIE, M A. Carolina Power 6 Light Co. 79/05/18. 7pp. 


■D, Adjudicatory correipondanee 


7903330368 Rasponse to Intervenore Conservation Council of NC 6 Wake 
Environ, Inc 790226 motion to remand to ASLB for further 
hearings fc/or petition to reopen racord. Certificate of 8vc 
and. 

BARTH, C A Branch 3. 79/03/16 6pp. 


7905300698 Reeponds to 790313 request of Kwdiw Alliance 6 W Eddleman re 
790213 ALAa-326 affirming 790110 order denying series of 
petitions filed by Interveners. Supporting documentation 6 
Certificate of Sve end. 

TROWDRIDOEr O. Fi Bhawr Pittman, Potts, 6 Trowbridge. 79/03/21. 
tipp- 


7903330829 NRC motion to accept exhibits Into evidsnee re mgt 
capability of applicant to const 6 operate proposed 
fad 11 ty. Cert if icate of Sve end. 

BARTH, C. A. Branch 3, 79/03/30 App. 


7903220443 Forwards draft memo discussing aspects of accumulator 
delivery identified In NRC studies of ECC8 performance 
characteristics NRC does not consider issue relevant to 
proceeding 

BARTH. C A Branch 3 79/04/05 Spp 


7903240703 Forwards memo re behavior of iodine during postulated steam 
generator tube rupture accidents 
BARTH, C A Branch 3 79/04/03 Ip. 


7905030152 Forwards NRC 761211 survey re use of WA8H-1400 in licensing 
process 

BARTH, C, A Branch 3 79/04/10 90pp 


7903110418 Response to ALAB-509 re radon emissions b de minimus theory 
from Perkins record Certificate of Sve end 
aCINTO.J F Hearings Division 79/04/11 45pp 


7905140519 Response to 790404 brief of PMladelphie Electric Co, PBEbO U 
Atlantic City (NJ) Electric Co re de minimus theory 
Certificate of 8vc end 

KBPFORDiC.R Cltliens for Safe Environment. 79/04/11 8pp 


7905150562 Forwards 790330 motion All requested exhibits mentioned 
In motion were submitted during Raleigh, NC hearing, which 
respondent attended W/o end. 

REI8,E J Branch 3 79/04/13 Ip 


7905140221 Forwards applicant^! transcript corrections S, applicant's 
proposed findings of fact b conclutlons of law in the form 
ef supplemental initial decision Certificete of Bvc end. 

TROWBRIDOF, O, F. Shaw, Pittman, Potts, Ic Trowbridge 79/04/17. 3pp 


— 79031 4025S 
hearing 
O'NEILL, 


—7905140261 

supplemi 

TROWBRIi: 

79/04/17 


7905X40332 h 
emisi tons 
for lummar 
OOFLO, M. E, 
I3pp. 


7905240821 C 
Board cons 
problams, 
EDDLEMAN, k 



DOCKETED ITEMS 


7905250165 Qummarg of 790502 Affirmation Satilon 77-tO In Waihlngjont DC 
r« SECy'A-79-20 motion tfl rao^an haaring-s In Bhaaron Harria 
procatdlng ti 8ECV-*79"lfiA/ Kran 1 ih FQIA Apptal 7e-A-20 
CHILKjS <J Offica of tfi* aecratarg of tha Coamiiilon 79/03704 
Ip 

7905250362 Informs partlsa of pots Lh 1 1 i tgj of taking official notica r* 
t««t for viscQsitii Qbjoctlons to ABLB procaduta <nu»t 6t 
fllad o;lthln ten dags Supporting documentation & Certificate 

8MITH< t W Atomic Safety and Licensing Board PaneL 79/OS/iO 3pp 

O Inspection reports. IE ewlletlns 6 correspondence 

7905010160 Forwards IE Info Notice 79-06» "Streie Analyele of 
8af etg^Rela ted Piping ’* 

O^REILLYiJ P Region Atlanta# Office of the Director 
79/03/23 2PP 

7905030294 Forwards IE Info Mo.tice 79-07# "Rupture of Radwaste Tanks." 
O'REILLYrJ.P Region S. Atlanta# Office of the Director 
79/03/26 3pp 

7905040163 Forwards IE Bulletin 79-068. "Review of Operational Errors ht 
Sg* MlsaUgnmants Identified During THl tnci-dent ” 

0'REILLY#J P Rogton 3# Atlanta# Office of the Director 
79/04/14 2pp 

7905040261 Forwards lE Bulletin 79-07# "8eiimlc Stress Analgutlt of 
Saf etg-Related Piping " Licensee action required 
O^ReiLLY#J P Region 2# Atlanta- Office of the Direcfcar 
79/04/14 Ip 

7905040329 Forwards IE Dullatln 79-OB# "Event* Relevant to Bolling 
Mater Power Reactors Identified During TMI Incident " 

0'RE1LLY#J P Ragion 2> Atlanta* Office of the Dlrectoi 
79/04/14 Ip 

7905010324 Forwards IE Info Notice 79~i0. "Nonconforming Pipe Support 
Struts " 

O'REILLY# J P Region 3# Atlanta* Office of the Director 
79/04/16 Spp 

7905030141 Forwards IE Bulletin 79-09# "Failures of OE Type AK-2 
Circuit Breaker in 8af ety-Related Sgs " Licensee action 
required 

O'REILLY# J P Region S# Atlanta. Office of the Director 
79/04/17 Ip 

79050B0325 Ac k receipt of 790406 Itr informing NRC of steps taken to 
correct violations noted in IE Inip Repts 50-400/79-03* 

50-401/79-02# 50-402/79-01 U 30-403/79-01 

HURPHY#C E Region 3. Atlanta# Reactor Construction U Engineering 

Support Branch 79/04/17 Ip. 

'--7903080330 Responds to NRC 790227 Itr re violations noted in IE Insp 
Repts 50-400/7‘?-02» 50-401/79-02, 30-402/79-01 It 50-403/79-01 
Corrective actlone appropriate personnel instructed in 
document close-out procedures 

HOHErP H Carolina Power &t Light Co. 79/04/06 3pp 

790S020373 Forwards IE Bulletin 79-06A# Revls ion 1. "Revleu of 
Operational Error* 8( Sgs hlval 1 gnmonts Identified During THI 
Incident " 

O'REILLY# J P Region 2* Atlanta# Office of the Director 
77/04/10 2pp 

7905250015 Ack receipt of IE Insp Repts 50-400/79-06# 30-401/79-06# 
30-402/79-05 & 50-403/79-08 on 790403-05 No proprietary 
Info. 

HQME#P N. Carolina Power L Light Co. 79/04/36 Spp. 

— 790S250017 Forward* !E Inep Repts 90-400/79-06.30-401/79-06# 
50-402/79-03 it 90-403/79-03 on 790402-05 No noncompliance 
noted 

HURPKViC. E Region 2i Atlanta# Reactor Construction 6 

Engineering Support Branch 79/04/19 Spp. 

—7903250020 IE Insp Repts 90-400/79-06. 50-401/79-06# 30-402/79-05 
30-403/79-05 on 790402-03. Mo noncompliance noted Major 
areas Inspected, project etatus# const contract rtvliw 6 
licensee action on previous Insp findings. 

BAADLEY.R. D. Region 2. Atlanta# Office of the Director. 
HERDT.A.R. Region 2# Atlenta# Reactor Construction 4 
Engineering Support Branch 79/04/19 5pp. 


R. Periodic operating reports I*, related correepondence 


7903070473 Forwards "Seismic Monitoring Pr ogram* Pint Deta Rapt# 
770930-790331. 

MdlHlFFlEiM A. Cara Lina Power L Light Co 79/04/30. Ip 


>—7903070480 "Seismic Monitoring Program# First Data Rept# " 770930^790331 
« Carolina Power b Light Co 79/04/30 Qpp 


8 Reportable occurrences# LERt L related correspondence 


7903140419 Informs that during 781027 site audit of const actlvltlis# 
inspector* notified of potential reportable Item re 
containment wator proofing membrane leakage Reportab 1 1 1 ty 
not yet determined Final decision by 7B1201 
CHlANOt.N J Carolina Power tt Light Co 78/11/22 Ip 


7905110203 Board notification Seabrook refueling water storage tank 
design deficiency 

BCINTO.J Hearing* Division 79/03/29 30pp 


DOCKET 30-403 8HEAR0N HARRIS NUCLEAR POMER PLANT# UNIT 4 


A App 1 icatl on/con«tructlon stage documents h correspondence 


7905240459 Notification of 790500 meeting w/utll In BethesdarMD kd 
discus* preparation of environ rept 

BAJUA# 8 8 Environmental Projects Branch 2 79/04/27 Ip 


7905080453 paruards oversized maps (t photo attachments to util 701129 
rept on main dam core trench features. N/o drawings 
FUOYD, S D Carolina Power L Light Co 79/03/0B Spp 


7903090348 Informs of design change notices re moisture content of 
backfill against Category I structures S< of central core 
mPtl for main U auiillary dam I# separating dike Resolution 
of problem will be documented In F8AR. 

MCOUFFIE.K A Carolina Power U Light Co 79/05/09 2pp 

7905290360 Responds to Region 11 790304 request for criteria used to 
approve previously placed backfill 

MCDUFFIE# M A Carolina Power U Light Co 79/05/18 7pp 


O Adjudicatory correspondence 


7965230368 Response to Intervetiors Gonsarvatlon Council of NC t# Meki 
Environ* tnc 790226 motion to remand to A8LD for further 
hearings 6/or petition to reopen record Certificate of Svc 
encl 

BARTH. C A Branch 3 79/03/16 6pp 


7905300696 Responds to 790313 request of Kudtu Alliance Y kf Eddlieiri ri 
790213 ALAB-526 declelon affirming 790110 order denying 
series of petition* filed by Intervenors Supporting 
documentation U Certificate of 0yc encl 

TROMBRlDOErO F Shaw, Pittman# Potts# ?# Trowbridge. 79/03/21 
npp 


7905230829 NRC motion to accept exhibit* Into evidence re ngt 
capability of applicant to const 6 operate proposed 
ficlllty Certificate of Svc encl 
BARTH# C A Branch 3. 79/03/30 4pp 


7903010113 Forwards raque«t for Board notification re non«af aty-graf# 
equipment to mitigato tranilent* 

SCIMTO.JF Hearings Division. 79/04/02 31pp. 


—7905010136 Board notification staff a**esim«nt re nonsafety-gradl 
equipment to mitigate translants 

VASaALLOf D. B Assistant Director for Light Mater Reactor*. 
79/03/29. 2pp. 


—7905010198 Board notificati on: recent Issue on nontaf ety-grad* 
equipment to mitigate trans lent*. More info is required. 

TEOEaCO.R L Assistant Director for Reactor Safety 79/03/14 

3pp. 


7905080232 Applicant ha* no objection to NRC 790330 motion to acc*|t 
into evidence Exhibit* 12# 13, 14# 15# 19 L 20 from T*c*nt 
proceeding* Certlflcat* of Svc encl, * , « 

TROMBRIDOE# 0 F 8haw# Pittman# Potts# L Trowbridge. 79/04/04, ufP 


7905250093 Forward* 790119 Pree* Release 79-19 re issuance of NRC 
policy etatement on Reactor Bafety Study# its review by Lewis 
panel I# MA9H-L400 use survey, 

BARTH# C, A Branch 3. 79/04/04. Ip. 


7905070216 Informs A8LB of revlsw of natl security info re sahotags Pl 
spent nuclear fuel Forward* transmittal memo NRC ******ment 
ef significance of info to be forwarded when available 
BARTH# G. A Branch 3, 79/04/03 2pp 


DOCKETED ITEMS, 


790^9-220443 ForuArdt drift; mitno diicufflng lipict* of iccumulator 
dtlfvarv Idontifittd in NRG «tudi«« of EGGS pirforminoe 
chanctorlftics NRG do«« not contldir i<«uo rolovint to 
proc««d ins 

BAfiTH»C A Branch 3 7<?/04/09 9pp 


79052:40703 Farurardi mcnto r* bohavior of iodine during poitulatad fttan 
ginorator tub« ruptun accident* 

BARTH, C A Branch 3 79/04/03 Ip 


7909030132 Foruard* 761211 NRG lurveg ro use of WASH-1400 in licensing 
process. 

BARTH, C. A Branch 3 79/04/10. 90pp 


7909110418 Rsiponsa to ALAB-S09 re radon emissions de minimus theory 
from Parkins record Certificate of Sve end 
aCTMTa, J F Hearing* Division 79/04/11 4Spp 


7909140S19 Response to 790404 brief of Philadelphia Electric Co, PSEltO & 
Atlarstic City (NJ> Electric Co re de minimus theory 
CertlflcaVe of Sve end 

KEPFQRDtC R Cltliens for Safe Environment 79/04/11 8pp 


7909130362 Forwards 790330 motion All requested exhibits mentioned in 
motion were submitted during RalelghiNC hearing# wh id) 
respondent attended W/o end 
REIS. E J Branch 3 79/04/13 Ip 


7903140231 Forwards applicant^* transcript corrections V applicant^! 
proposed findings of fact ^ conclusions of law in the form 
of supplemental initial decision Certificate of Sve end 
TRDW8RIDOE#0 F Shaw# Pittman# Potts# St Trowbridge 79/04/17. Ip 


-^7909140299 Lists corrtetloni to be made In transcripts of evidentiary 
hearing conducted on 790227-0302 U 790306-08 in Raleigh, NC 
0'KEILL#J H Shaw. Pittman# Potts# Trowbridge 79/04/17 3pp 


— 7909140261 Proposed findings of fact conclusion of law In form of 
supplemental initial decision (CP) List of exhibits end 
TROMBRIDOErO F. Shaw# Pittman# Potts# t< Trowbridge 79/04/17 
&4pp 


790S290O9S Cites evident error in proposed findings of fact of Carolina 
Power ^ Light Co counsel no statement allowed by Kudiu 
Alliance or other parties Requests more partlc Ipation be 
allowed 

ED1H.EHAN. U Kudzu Alliance 79/04/31 ip 


79-09140332 Notifies of consolidation of five intarvenor groups re radon 
emissions issue Parties have untir790933 in which to file 
for summary disposition 

DUFLQ.M. E Atomic Safety and Licensing Appeal Panel. 79/04/29 

lapp 


79-09340821 Cammenti on ASLB findings re util operating record Suggests 
Board condition facility QLs in light of util operating 
prob lems 

CDDLEMANrW Affiliation Unknown 79/04/27. 2pp. 


7909250169 Summary of 790902 Affirmation Session 79-10 in Mashlngton# DC 
re 6EC V''A-77-S0 motion to reopen hearings in Shearon Harris 
proceeding 4# 8ECY"79-16Ai Kranlsh FOIA Appeal 78-A-20 
CHILK# 8 J, Office of the Secretary of the Commission. 79/09/04 
Ip 


7909290362 Informs parties of possibility of taking official notice re 
test far viscosity Objections to ASLB procedure must be 
filed within 10 days. Supporting documentation Certificate 
Sve end 

SMITH, { hi. Atomic Safety and Licensing Board Panel 79/09/10 Opp 


O Inspection reports, IE Bulletins correspondence 


7909010168 Forwards IE Info Notice 79-06# ^'Stress Analysis of 
Safety-Related Piping 

0'REIi.LYi J. P. Region 3# Atlanta# Office of the Director. 
79/03/23. 2PP 


7903030294 Forward* IE Info Notice 79-07, “Rupture ct Radwaete Tanks. « 
O^REIULV, J. P Region 2# Atlanta# Office of the Director. 

79/03/26 3pp. 


7903040163 Forwards IE Bulletin 79-06B# “Review of aperatlonel Errors ti 
8ys Hleallgnments Identified During THX Incident, '* 

0'REIU.Y, J. P. Region 2# Atlanta# Office of the Director, 

79/04/14. 3pp 


7903040:281 Forward* IE Bulletin 79-07# “Seismic Stree* Analyusli of 
Baf ety-Related Piping.'* Llceniea action required 
O^REIU-V, J, P. Region 2# Atlanta# Offico of tho Diractor. 
79/04/14 Ip, 


199 


7909040327 Forwards IE Bulletin 79-00# ’^Events Relevant to Bolling 
Mater Power Reactors Identified During THl IncLdent “ 

Q 'REILLY# J P Region 2# Atlanta, Office of the Director, 
79/04/14 Ip. 


790S010324 Forwards IE Info Notice 79—10, "Nonconforming Pipe Support 
Strut*. " 

O'REILLY, JP Region 2, Atlanta# Office of the Director. 
79/04/10 2pp 


7909030141 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys “ Licensee action 
required 

O'REILLY# JP. Region 2# Atlanta# Office of the Director. 
79/04/17 ip 


79090S0325 Ack receipt of 790406 Itr informing NRC of step* taken to 
correct violation* noted In IE Insp Rept* 50-400/79-02, 

90-401/79-02# 50-402/79-01 L 90-403/79-01 

MURPHY*C.E Region 2« Atlanta# Reactor Construction L Enginiering 

Support Branch 79/04/17 Ip 


— 7909090330 Respond* to NRC 790227 Itr re violation* noted in IE Incp 
Rept* 30-400/79-02, 30-401/79-02# 90-402/79-01 M 90-403/79-01. 
Corrective act ion*' appropriate per«onnal Instructed in 
document doie-out procedurei 

HQWE.P W Carolina Power 6 Light Co, 79/04/06 3pp 


7909020373 Forwards IE Bulletin 79-06Ar Revle Ion 1, “Review of 
Operational Error* & Sys Hi*at i gnmente Identified During THl 
Incident " 

0'RE1LLY#J P Region 2, Atlanta# Office of the Director. 
79/04/18. 2pp 


7909230019 Ack receipt of IE Imp Repti 30-400/79-06,30-401/79-06, 
90-402/79-03 6 90-403/79-09 on 790402-09. No proprietary 
info 

HaME,P,M Carolina Power Light Co 79/04/26 2pp 


—7903230017 Forwerd* IE Insp Rept* 30-400/79-06,50-401/79-06, 
80-402/79-09 «# 90-403/79-03 on 790402-05 No noncompliance 
noted 

MURPHYiC E Region 2, Atlanta# Reactor Conitr uct ion St 

Engineering Support Branch. 79/04/19 2pp 


— 7905290020 IE Insp Rept* 90-400/79-06# 50-401 /79-06 j 30-40G/7 9-03 fc 
90-403/79-09 on 790402-03 No noncompliance noted. Major 
area* inspected project statu*# conet contract review 1< 
licensee action on prevlout Insp findings. 

BRADLEY, R D Region 2, Atlanta, Office of the Director. 
79/04/19 5pp 


R. Periodic operating reports & related correspondence 


7903070473 Forward* '■'Seismic Monitoring Program# Fin t Data Rept," 
770930-790331 

MCDUFF1C«M. A. Carolina Powar Light Co 79/04/30. Ip 


— 7909070480 “Seismic Monitoring Program# Fir* t Data Repti'* 770930-790331, 
e Carolina Power L Light Co, 79/04/30, Gpp 


8, Reportable occurrences, LER* M related correspondence 


7903140419 Inform* that during 701027 elte audit of const actlvltlae. 
Inspectors notified of potential reportable item re 
containment water proofing membrane leakage. Reportabl 1 i ty 
not yet determined Final decision by 701201, 

CHlAl^lfN J Carolina Powar b Light Co 78/11/22. ip 


7903110203 Board noti f icatlon: Beabrook refueling water storage tank 
design deficiency 

BCiNTDiJ. Hearings Divlelon 79/03/29, aOpp. 


DOCKET 30-404 NORTH ANNA PQHER STATION, UNIT 3 


A, Application/construction stage documents L correepondence 


7903090303 Forwards info re calculating fluK at various Location* In 
reactor vessel. Flux values provided at core edge at inside 
radius of reactor vessat & at outside radius of reactor 
vessel 

BOYER, R.L. Babcock bWlUox Co 79/03/03. 3pp. 

7903110297 Advises that util position 1* not in accorda-pce u/Reg Ouide 
1.1, *'Net Positive Suction Head for EGC0 b Containment Heat 
Removal Sys Pumps *' 

BROMNiB. C. Virginia Electric Power Co. 79/05/08 Ip. 



DOCKETED ITEMS 


790S220U1 Dtffin** n^hconf arminu petition on Reg Oulrf# 1 aSf 

**Concrit» Pltcoment In C*tt(}orv I Structurti " 

BROWN; 8 C Virglnl* Electric & Potoor Co 7?/05/l7 2pp 


I Finenci^l infornetion 


7903020459 Dlicuatas SEC 790321 Ur L r#aittrjfclon itetoment Util ulll 
file anotHier whlcli NRC will b# able to review 

DRONERlCKiA M Light Hater Rtactor* Branch 3 79/04/09 Ip 


—7 90 5020 4 66 Forward* SEC 790316 registration statement filed bg otil 
Requests comments bg 790330jutll wishes statement to become 
effective bq 790402 

MORIN, H F Securities Ecchango Commlisloh 79/03/21 60pp 


J Insurance & indemnity information 


DOCKET 30-405 NORTH ANNA POWER STATION; UNIT 4 


A Appl Icat ian/construct ion stage documents & correipondenci 


7909090383 Forwards Info re calculating flux at various locitloni In 
reactor vessel Plus values provided at core edge at Inside 
radius of reactor vessel St at outside radius of reactor 

vessel 

BOYER* R L Babcock U Hllcox Co 79/05/03 Spp 


7909110297 Advises that util position Is not in accordance u/Rig Ould* 
i li ‘*Net Positive Suction Head for ECC8 St Containment Meat 
Removal Oys Pumps '* 

BRPWNiS C Virginia Electric ^ Power Co 79/O9/0Q Ip, 


79092S0111 Defines util's nonconforming position on Reg Ouldi I SJ, 
"Concrete Placement In Category I Structures *' 

BROWN; 8 C Virginia Electric St Power Co 79/05/17 2pp 


7905110107 Amend to Endorsement 51 to NELIA Policy NF-186 Constitutes 
Endorsement 94 

« Nuclear Energy Liability Insurance Association 79/04/27 Ip 


7905070497 Confirm* increased liability limit to 4124,000.000 for 
policies NF-tf 25, 43. 76, 83* 100, 111, 140, 146, 191, 161,164, 170, 

173, 174, 178, 179, ISO, 182, 105, 1B6, 107, tSB, 189, 192, 193, 194, 195, 

197, 190,200,201. 204,206, 207. 20B. 210,212, 214, 215,6 others 
QUATTROCHHl, J American Nuclear Insurer* 79/05/01 Ip 


7905070582 Confirm* Increase In liability limit to 436,000,000 for 
policies MF-22,26, 29,38, 39, 44,46* 47. 49,50, 91,52, 53,54. 93,56, 

57, 50, 60. 6li 64, 66, 67, 60, 69* 70, 71 , 72, 74, 76, 77, 70, 79, BO. 06, 07, 
00,90,91.92,93,94,93 6 96 

RaBERTS, 0 M Mutual Atomic Energy Liability Underwriters 79/05/01 
IP 


790S110090 Endorsement* 16,30,36 6 47 to NELIA Policy NF'-196 
8ARDE6,C R Nuclear Energy Liability Insurance Asioclatlon 
79/05/01 Ip 


7903300334 Forward* gndorsetnsnts 17,20 U 21 to NELIA Policy NF-240 
KELLEY, P J Johnson 6 Higgins Insurance 79/05/23 4pp 


I Financial information 


790S020459 Discusses 9EC 790321 1 tr 6 registration statement LPtll will 
file another statement which NRC will be able to review 
DROHERlCK, A W Light Water Reactors Branch 3, 79/04/09 If 


— 7905020466 Forwardi 790316 SEC registration statement, Requests 
by 790330, as util wishes statement to become affective by 
790402 

MORIN, H F. Securities 6 Exchange Commission 79/03/21 4Cpp 


J Insurance 6 Indemnity Informetlon 


7905110107 Amend to Endorsement 51 to NELIA Policy NF-186 Conitltuies 


Endorsement 54 

a Nuclear Energy Liability Insurance Association 


79/04/27 Ip 


7905070497 Confirms increased liability limit to 4124,000,000 for 
policies NF-l,25, 43, 76, 03, lOO, 111, 140, 146, 151, 161, 164t, 170, 

173, 174, 170, 179, 180, 102, IBS, 106, 187, IBS. 109, 192, 193, 194, 195, 
197, 190, 200,201. 204,206, 207,208, 210, 212,214, 215,6 others, 
OUATTROCHHIi J American Nuclear Insurers 79/05/01 Ip 


0 Inspection reports, IE Bulletin* & correspondence 


7905010224 Forward* IE Info Notice 79-06, “Stress Analysis of 
Safety-Related Piping " 

O'REILLY, J F Region 2, Atlanta* Office of the Director 
79/03/23 2pp 


7905030319 Forwards IE Info Notice 79-07, “Rupture of Radwaste Tank* 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/26 Spp 


7905020133 Forward* IE Bulletin 79-06, "Review of Operational Error* 6 
Gy* Ml«al ignment* Identified During THI Incident " 

O'REILLY, J F Region 2, Atlanta, Office of the Director 
79/04/U ip 


7905040254 Forward* IE Bulletin 79-06B, "Review of Operational Errors 6 
By* Misalignment* Identified During TNI Incident " 

O'REILLY, J P Region 2. Atlanta. Office of the Director 
79/04/14 2pp 


7905040271 Forward* IE Bulletin 79-07. “Seismic Stress Analygsls of 
Bafety-Rsleted Piping “ Licensee action required 
O'REILLY, J P. Region 2, Atlanta, Office of th* Director, 
79/04/14 ip. 


7905070502 Confirm* increase In liability limit to ♦36,000,000 fer 
pa 11c lee «F-22,26, 29, 38,39,44, 46, 47, 49, 50, SI, 52, 53* 54, 55* 36; 

57. 50, 60, 61, 64, 66, 67, 60, 69, 70, 71, 72, 74, 76, 77, 78, 79, SO, 06* B7, 
08,90*91,92,93,94,95 6 96 

ROaERTB, D M Mutual Atomic Energy Liability Underwriter* 79/05/01 
Ip 


7905300334 Forwardi En forte me nts 17,20621 to NELIA Policy NF-240 
KELLEY, P J Johnson 6 Higgins Insurance 79/05/23 4pp 


7905110090 Endorsement* 16,30,36 6 47 to NELIA Policy NT- 106 
BARDEa,C,R Nuclear Energy Liability Insurance Association 
79/05/01. Ip. 


O Inspection reports, IE Bulletins 6 correspondence 


7905010224 Forwards IE Info Notice 79-06, "Stress Anaiyiii of 
aefety-Related Piping “ 

O'REILLY* J P Region 2, Atlanta, Office of the Director. 
79/03/23 2pp 


7905030319 Forwards IE Info Notice 79-07, "Rupture of Redwaste Tihll * 
O'REILLY. J P Region 2, Atlanta, Office of the Director. 

79/03/26. 2pp * 


7905040440 Forwards lE Bulletin 79-08, “Event* Relevant to Bolling 
Water Power Reactors Identified During TNI Incident, " 

O'REILLY, J P Region 2, Atlanta, Office of the Oireefcor, 
79/04/14 ip 


7905010317 Forward* lE Info Notice 79-10, "Nonconforming Pipe Support 
Struts, " 

O'REILLY, J P. Region 2, Atlanta, Office of the Director 
79/04/16 2pp 


7905030191 Forward* IE Bulletin 77-09, “Fai lures of OE Type AK-2 
Circuit Breaker in Saf ety-Rela ted 8yi *' Licensee action 
required. 

O'REILLY, u p. Region 2r Atlanta, Office of the Director. 
79/04/17. 2pp 


7905020502 Forwards IE Bulletin 79-06A,Revit ion 1« “Revlqia of 
Operetlonel Error* 6 0y« Htsaligtimint* Identified During TMl 
Incident. “ 

O'REILLY, J P. Region 2, Atlanta, Of flea of the Director 
79/04/10. 2pp 


7905020133 Forward* IE BulleVln 79-06, "Review of Operational Errpri 6 
8yi Mltallgnments Identified During TMI Incident." 

O'REILLY, JP Region 2, Atlanta, Office of the Director. 

79/04/11. Ip 


7905040254 Forward* lE Bulletin 79-06B, “Review of Operational Errors 6 
Sys Mliallgnments Identified During THI Incident " 

O'RCILLYi J P Region 2, Atlanta, Office of the Director 
79/04/14 2pp 


7905040371 Forward* IE Bulletin 79-07, "0elimic Stress Analysis of 
Gefety-Ralated Piping '* License* action requlrad 
O'REILLY, J.P. Region 2, Atlanta, Office of the Director 
79/04/14. Ip, 


7905040448 Forward* IE Bulletin 79-08, "Events Relevant to Boiling 
Niter Power Reactors Identified During TMI Incident " 

O'REILLY, J P, Region 2, Atlanta, Office of the Director 
79/04/14. Ip 


DOCKETED ITEMS 
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7*?05OtO317 Forward* IE Info Notice 79-101 "Nonconforming Pipe Support 
Strut* " 

Q'SElLLViJ P Region 3i Atlanta* Office of the Director 
79/04/16 2pp 


71^03.030191 Forwardti IE Bulletin 79'’0‘?i "Failures of GE Type AK-a 
Circuit Breaker in Saf ety-Related Sys " Licensee action 
r « 'q.v 1 r e d 

D'REILLViJ P Region 2# Atlanta* Office of the Director 
79/04/17 2pp 


7905020502 Forwards IE Bulletin 79-06 A* Re vis ion li "Review of 
Operational Errors 8ys Misalignments Identified During TMl 
Incidant " 

Q'^REtCLYf J P Region 2* Atlanta* Office of the Director 
79/04/ia Zpp 


DOCKET 50-406 TUSKEOEE INST RESEARCH REACTOR 


Iniwranct & indemnity information 


790916^0254 Forwards Amend 5 bo Indemnity Agreement E-57*per 10CFR140 
changesrre increase from 4140 million to 4160 million* 
effective 790501 Supporting documentation end 
eACTZI1AN*J Antitrust Indemnity Group 79/03/01. 3pp 


790524-0679 Amend 5 to Indemnity Agreement E-37 Increasing amount 
o-f coverage to 4160*000*000 

0ALTZMAM. J Antitrust ^ Indemnity Group « Tusltegee Inst 
79/05/19 Ip 


0 Inspection reports* IE Bulletins &t correspondence 


7909070152 Forwards IE Bulletins 79-09* 79’'09A & 79-06* re nuclear 
Inc Hent at TMI 

Q'REILLY*J P Region 2. Atlanta* Office of the Director 
79/04/13 Ip 


DOCKET 50-407 UN IV OF UTAH RESEARCH REACTOR 


J Insurance indemnity Information 


7909300034 Forwards Afliend 10 to Indemnit^f Agreement E-31, ref loctlng 
chartgei in lOCFRldO* Increasing primary layer of liability 
from *140 million to 4160 mi 1 1 ion* effective 790501 
Supporting documentation end 

0M_TZMANiJ Antitrust 6 Indemnity Group 79/05/01 6pp. 


7905140201 Amend 10 to Indemnity Agreement E-31 

SALTZMAN.J Antitrust Indemnity Group 79/05/07 Ip 


DOCKET 50-409 LA CR038E BOILING WATER REACTOR 


J Insurance & indemnity information 


7909I601S7 Forward* Amend 9 to Indemnity Agreement 0-62* per 10CFR140 
cfianige**re liability insurance increase from 4140 mililon to 
4160 willlon* effective 790SOI Supporting documontatlan end 
SALTZHAMiJ Antitrust U Indemnity Group. 79/OS/Ol 5pp. 


7903110303 Forwards Amend 9 to Indemnity Agreement 0-62, 
LlNDEfi^F. Duke Power Go 79/05/07 2pp 


7903310357 Forwards Endorsements 31 6 32 to ANI Policy NF-2t7 
DEVIK£*H F Dairyland Power Cooperative 79/05/22 3pp 


P. uperatlng iicenis -cage documents correspondence 

7905000332 Forwards draft rept "Review of Liquefaction Potent lei * LACBWR 
near Oenoai Vernon County* WI " 

OtQH.iH, * NATARAJAiM Dames 6 Moore 79/03/12 Ip 

7909100174 Notification of 790424 meeting W/utll in Bethasda*MD to 
discuss LACBWR Cycle 5 fuel performance U reload Cycle 6 
ZIEMANNfD L, Operating Reactors Branch 2 79/04/18. Ip 


7905100324 Notification of 790426 meeting w/utll in Silver Spring* MD to 
discuss Cycle 5 fuel performance It reload Cycle 6. Meeting 
no-tes new date, 

HETI10RE*J, 8 Operating Reactors Branch 2 79/04/18 Ip 


7905230399 Requests info on HPC8 discharge Una for systematic 
evaluation program review, Requests response within 13 days 
ZIEI1ANN.D L Operating Reactors Branch 2 79/04/18 3pp 


7905100132 Forwards draft evaluation of systematic evaluation program 
Topic IV— 1 A Requests review ?*< response within 30 days 
ZIEMANNi D L Operating Reactors Branch 2 79/04/19 7pp 


7903290074 Forwards list of topics deleted front syatcmatic evaluation 
program review for facility 

ZIEMANNfD I Operating Reactors Branch 2 79/04/19 6pp 


7905040373 Forwards "Structural Analysis Design Rept for LACBWR 
Replacement Peripheral Shroud " 

LINDER* F Dairyland Power Cooperative 79/04/30 Spp 


— 7905040375 "Structural Analysis Design Rept for LACBWR Replacement 
peripheral Shroud " 

□BLlOADOfA r MILOS* R * VALE* A H Nuclear Energy Service, Inc 
78/11/17 60pp 


7905090043 Responds to NRG 790108 Itr re ATW3 requirements D 
recirculation pump trip designs ATW8 procedures added to 
operating manual* op erator training accamp I ishad t 
recirculation pump trip design effort is in progress 
LINDER* r Dairyland Power Cooperative 79/04/30 2pp 


79O516042S Forwards "Cycle 5 Fuel Performance Finalized Refueling 
Plan far Cycle 6," Apr 1979 Includes responses to NRC 
790424 request for addl info re rod withdrawal eri or 6 other 
transient analyses 

LINDER, F Dairyland Power -Coaperative 79/05/09 2lpp 


— 790516G427 "Cycle 3 Fuel Performance U Final iied Refueling Plan for 
Cyc lo 6* " Apr 1979 

RAFFETY*8 <J Dairyland Power Cooperative DUCKfP Nuclear Energy 
Service, Inc 79/04/30 2Spp 


7905220401 Requests amend to License DPR-45i chang ing Tech Specs re 
Inservice Insp program* wh ic h is in conflict w/l974 edition 
of A8ME Section Xt Supporting documen tat ion enci 
LINDER* F Dairyland Power Cooperative 79/05/11 6pp 


7905290086 Ac k receipt of NRC 790430 Itr re Cycle 5 fuel perf oramanc e 
Applies for amend to provisional OL Submits proposed Tech 
Spec change ' 

LINDER* F Dairyland Power Cooporatlvo 79/05/23 6pp 


7905300012 Submits application to amend provisional License DPR-45 by 
proposing changes to Tech Specs re off gas activity U/repLy 
to NRC 790522 query re verification of core configuration 
for Cycle 6 operation 

LINDER* F Dairyland Power Cooperative 79/05/23 6pp 


7905300314 Requests amend to provisional DL Proposes change* re 
isolation of forced circulation loops ^ increase of 
operational condition for reactor vessel water level safety 
I imits 

LINDERrF Dairyland Power Cooperative 79/05/25 4pp. 


7905090173 Forwards IE Insp Rept 50-409/79-03 on 790221-23 No 
noncomp I iance noted 

HEISKMANi R F Region 3, Chicago* Reactor Operations Nuclear 

Support Branch 79/03/22 app 


— 7905090175 IE Insp Ropt 30-409/79-03 on 790221-23 No noncomp 1 iance 
noted Major areas inspected cor* thermal power evaluation, 
control rod scram time tes t* compar i son of calculated power 
shape u/incore monitor tt determination of shutdown margin 
CHQWi E, T * STREETER* J F Region □» Chicago* Reactor Operations 

Nuclear Support Branch CREaWELLi J B Region 3, Chicago* Office 
of the Director 79/03/16 App 


7905010251 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping " 

KEPPLERiJG Regions. Chicago* Office of the Director 79/03/23. 

Ip 


7905090153 Requests immediate action re imp 1 erne nta t Ion of 10CFR73 55 as 
result of 790312-16 Insp 6 790321 meeting. Ant Ic i pated 
actions withheld (ref 10CFR2 7901 

KEPPLERfJO Regions. Chicago* Office of the Director 79/03/23 
IP 


7909040027 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks '• 
KEPPLER* J G Regions* Chicago, Office of the Director 79/03/26 
IP 


7903010165 Forwards IE Info Notice 79-00. "Interconnection of 
Contaminated Sys w/Svc Air Sys Used as Source of Breathing 
Air " 

KEPPLER* J G Region 3* Chicago* Office ef the Director 79/03/20. 

Ip 



202 


DOCKEtUD ITEMS 


7905010394 Forw*rdi IE ln#o Motlc* 79"09i gf ft«dl o«ctlv#lv 

Cank«atlnat«d Rt-* In ” 

KEPPLER.JhO Region 3« Chlcjgoi OfPlcO of thi Dine tor 79/03/30 
ip 


— 7903010910 UCR 79-008/01T-0 on 790409. during refuel Ingr Intp c# 
Imdlatid fuel «««tAblg 2‘-ld r«v«#l»d abnornal degrodetlon 
In ffrelnUee «t««l fuel cleddlng of fuel rod. Cauiod by 
P«lL«t/cl 4 d Interaction Atiembig ulll not b« reiieed 
PAPUORTHiU 0 Delrglend Power Caoperetive, 79/04/19 Ip 


7909290336 Reipondt to I£ Bulletin 79-04 No cKtet velvei aenuf ecture d 
bg Velen Engineer Ing Corp ere In u«e at fecllltg 
^ LlNDERrF Delrglend Power Cooperettve 79/04/10 Ip 


7905030026 Forward i lE Bulletin 79-*06 j "Rev'lew of Operational Error* it 
8gi Niiatignmente Identified During TNI Incident " 

KEPPLERiJ.O Region 3* Chlcago-i Office of the Director 79/04/11, 
IP 


7909010909 Forwerdt IE Bulletin 79-06Ar "Review of Operational Errori 6 
8g« Kl«al ignmente Identified during TNI Incident “ 

KEPPLERiJ. 0 Region 3i Chlcago< Office of the Director 79/04/14 

ip 


— 7909010920 LER 79-0 06/0 lT-0 on 790410 during refuel Ing r Inep of 
irradiated fuel aittAblg 2-13 revealed ebnoretel degradation 
in etalnlett eteel fuel cladding of fuel rad Ceuied tg 
pellet/clad interaction Aeeemblg ulll not be rtueed. 
PAPlfORTHil. 0 Delrglend Power Cooperative 79/04/19. Ip. 


7909020243 RO 79-07 on 790429. abnormal degradation dtecovered In 
prlnarg reactor containment during tgpe B St G lurveillance 
leetage rata taeting Electrical penetration rapalre itartad. 
LINDER* F Dalrgiand Power Cooperative 79/04/26 2pp 


7903130917 Forward* LER 79-007 /OlT-0. 

LINDER* F Dalrgiand Power Cooperative. 79/09/09 4pp. 


7909040304 Forward* IE Bulletin 79-06B* "Review of Operational Errore 6 
Sga Hifal ignmente Identified During TNI Incident " 

KEPPLERiJ O Region 3* Cblcagor Office of the Director 79/04/14 
IP 


7909040440 Forwardi IE Bulletin 79-07* "Qeltmlc Htreii Analgile of 
6af etg-Related Piping Llceneee action required 

KEPPLERiJ 0 Region 3* Chicago, Office of the Director 79/04/14 
Ip. 


—7905190930 LER 79-007/0 1 T-0 on 790429 electrical ptnetration irniti 3 L 
4 did not meet Tgpe B teet criteria during periodic leakage 
rate teetlng Cauted fcg cracked individual penetration 
gland* Penetration* replaced Ic sealing compound applied 
PAPWORTHrL 0 Dalrgiand Power Cooperative 79/0S/09 Icp 


7909290404 Forward* LER 79-009/01 T-1 

LINDERjF Dalrgiand Power Cooperative 79/09/09. ip. 


7909040993 Forward* IE Bulletin 79-08j ^‘Events Relevant to Bolling 
Water Power Reactor* Identified During TNI Incident 
KEPPLER*J 0 Region 3* Chicago* Office of the Director 79/04/14 
Ip 


7908030222 Forward* IE Bulletin 79-09, "Fat lore* of QE Tgpe AK-2 
Circuit Breaker in 8*f otg-Related 8ge '' Liceniee action 
req^uired 

KEPPLER* J O Region 3* Chicago* Office of the Director 79/04/17. 
Ip 


7909030490 Forwerdt IE Bulletin 79-090* "Nuclear Incident at 
THI-Suppl ■' 

KEPPLER, J.O. Region 3* Chlcage* Office of the Director. 79/04/21 
Ip. 


7909240916 Requa*te extenilon until 790902 to retpond to IE Bulletin 
79-00 re THI effect* on BWR*. 

LINDER* F Dalrgiand Power Cooperative. 79/04/27 Ip 


7905240698 Respond* to lE Bulletin 79-OS, "Event* Relevant to Boiling 
Water Power Reactor* Identified During TNI Incident " 

Penannel have participated in review of TMl incident 
LINDER* F. Dalrgiand Power Cooperative, 79/03/02. 19pp 


7909240876 Forward* IE Circular 79-07, "Unexpected Speed Increase of 
Rcector Rec 1 rculation Motor Generator Set Resulted In 
Reactor Power Increait " 

KEPPLERrJ 0, Region 3* Chicago* Office of the Director 79/05/02. 
lp‘ 


7909290417 Retpond* to IE Bulletin 79-07. For we rd* Info re seismic 
«tr«t* anelgsii of safetg-reiated piping. 

LINDER, F, Dalrgiand Power Cooperetive 79/09/23 i^pp. 


R. Periodic operetlng report* W related correspondence 


7909090352 Forward* "Radioactive Effluent Rept fc Environ Monitoring 
Rept" for 1970 

UNDER, F Dalrgiand Power Cooperative. 79/04/30 Ip. 


—7909090336 "Radioactive Effluent Rept It Environ Non liar ing Rept" for 
1978. 

e Dalrgiand Power Cooperative. 70/12/31 37pp 


7909140231 Forward* nonthlv operating rept for Apr 1977. 
LINDER, F. Delryland Power Cooperative. 79/09/OS, ip, 


—7909140234 Monthly, opireting rept for Apr 1979. 

PARWORTH, L 0. Delr gland Power Cooperative. 79/05/07. lOpp, I 


— 7909230407 LER 79-009/OIT-I on 790409 during ref uel Ing, imp of 
irradiated fuel astemblg 2-33 revealed abnormal degradation 
in fuel cladding of fuel rod Caused by pellet/clad 
interaction w/oxggen-a**!* ting stresf corroilon, 

SH1H3HAK, R E Dalrgiand Power Cooperative. 79/04/19 ip 


DCKKET 90-410 NINE MILE POINT NUCLEAR STATION* UNIT 2 
A. Applicatlon/conttruction stage document* It correipondtnce 


7903040316 Summary of 790321 meeting of Mirk II owner* group In Ben 
Jq*«*CA re intermediate plant program task*. 

ANDERSON* C.J Containment aystem* Branch 79/04/13 i90pp 


J Ineurence li indemnity information 


7909070497 Confirm* increased liability limit to 4124*000,000 for 
paliele* NF-l,29i 43* 76*03* 100, 111* 140* 146, 191, 161* 164* 170* 

173, 174* 170, 179* ISO, 182* 109, 186* 107, 100, 107* 192, 193, 194, 199, 
197, 190, 200* 20i*204r 206, 207,200* 210* 212* 214, 219*6 other* 
aUATTROCHHI* J American Nuclear Ineurcr*. 79/09/01 Ip 


7909070982 Confirm* Increaie in liability limit to 436,000*000 for 
p o I ic i • « MF-22, 26* 29, 30, 39* 44, 46, 47, 49* 90, 51 , 92* 93* 94, B9, 96* 

97, 90, 60, 61* 64, 66* 67* 60* 69, 70, 71 , 72* 74, 76, 77* 78, 79, 00, 86, 07, 
60.90,91,92,93,94,99 6 96. 

ROBERTS, D N. Mutual Atomic Energy Liability Underwriter* 79/D9/CI 

Ip 


0 Enepectlon reports, lE Bulletin* 6 correspondence 


7909010129 Forward* IE Info Notice 79-06, "9tre»» Analtfti* of 
Safety-Related Piping. 

ORIER, B H Region 1, Phi ladelph la. Office of the Director. 
79/03/23 Ip 


7909020071 Forward* IE Bulletin 79“06, "Review of Operations 1 Errori b 
Sgi Hi«allgnmente Identified During TMI Incident " 

ORIERfB.H. Region 1* Philadelphia* Office of the Director 
79/04/11. Ip 


.7909020329 Forward* IE Bulletin 79-07, "eelamlc 8tr#** Analg*i# af 
Safety-Related Piping, " Licensee action required. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/04/14. Ip. 


7909040068 Forward* IE Bulletin 79-060, "Review of Operational Errer* t 
Syi HieallgnMint* tdonttf led During TMl Incident. " 

ORlERfB. H. Raglan 1* Philedelphla, Office of the Director. 
79/04/14. ip 


B. Rpportable occurrence*, LER* U related correspondence 


7909020236 Notifies of 790410 RO 79-06: fuel a*«c«blg 2-13 contein* fuel 
rod w/degraded cladding. 

LINDER, F. Dalrgiand Power Cooperative 79/04/10. Ip 


7909040239 Forward* IE Bulletin 79-08, "Event* Relevant to Bolling 
Water Power Reactor* Identified During THI Incident." 

DRIER, B.H Region 1, Phlladelph la, Office of the Director. 
,79/04/14. Ip. 


7909010904 Forwards LERi 79-009/01 T-0 It 79-006/017-0. 
LtND€R,F. Oairglend Power Cooperative. 79/04/19. 7pp 


DOCKEfED ITEMB 


m 


79030300^1 Forofardt IE BuUatln 79-0?i <'Falluv'ti a# OE Tvp« 
Circuit BraakiP In Saf atV'-Rclatad Sv*, “ Ltcanies action 
ri^vlrad 

ORIER 4 B H Roffion Ir Fhlladalphla. 0 ##ico of tho Diroctor 
79/04/17 tp 


7909020292 Foruarda 1C OuUatin 79‘‘06Ai Ravi s ion 1« **11^1 ttn o# 
Oltrational Errort & 8yi Mi«al tgnmanta tdantillod During THI 
Inctdant " 

ORI£R*B H Region i> Philadelphia, Office of the Director. 
79/04/10 Ip 


7903010941 Foruardi 790329 initial interim rept on Significant 
Oeflctcncg 77-01 re Blrghan-tit llamette Co etop vart 
directive Poseibility of significant deficiency reported on 
790330 Final rapt to be Issuid by 770604. 

UOOLEVERfE J Duquesne Light Co 79/04/23 Ip 


— 77030100B1 Interim rept on Significant Deficiency 79~0i re 
Birgham-Vlil tamatte Co stop Wort directive for quench epray, 
recirculation, spray 4< auiiilary feeduater pumps Describes 
QA problem U corrective action, 

» Duquesne Light Co 79/04/29 2pp 


POWER^aTATlONi UNIT 2 DOCKET 30-413 CATAW&A NUCLEAR STATlQNi UNIT 1 

«tago documents It correspondence ^ Ap pllcat lon/construc t Ion stag# documents correspondence 


790321OO5G Requests plant shutdown bscause of threat of accident ae 
severe as rupture to reactor vessel 
HOHANQ>F R Affiliation Unknown 79/04/12 9pp. 


7909100439 Aek receipt of 790321 Itr forwarding OL application 
Acceptance review to determine completeness has begun 
VAROA.& A. Light Hater Reactors Branch 4. 79/04/29 3pp. 


O Adjudicatory correspondence 


7909190267 Foruiards CP amend request for extension of expiration date 
to 041231 

DUNM. C N Duquesne Light Co 79/09/09 2pp 


— 790-9150269 Application for amend of CPPR-109 to extend const completion 
date to 041231 

DUNN.C. N Duquesne Light Co 79/09/09 4pp 


J Insurance li indemnity Information 


7909190100 Forwards Info in responee to request for approval of 
fletlble hoses in const of Class tl & III piping 
DAILiL C Duke Power Co 79/09/lQ 9pp. 


•>-7909190101 ^'Documentation of Compliance of Hital Bellows Carp Part 
76863 to Requirements of A3NE Section III N D3649 for Use 
1ft Claes II ii Class lit Piping. 

* Dube Power Co. 79/02/26 Bpp 


— 7909J90103 ‘'Documentation of Compliance of Metal Bellows Corp Part 
76864 to Requirements of ASHE Section III N D3649 for Use In 
Class II It Clast 111 Piping ** 

» Duke Power Co, 79/02/26 Spp 


7905070497 Confirms Increased liability limit to $124,0001000 for 
policies NF-1,29, 43,76. 83, 100, 111, 140, 146, 191, 161, 164, 170, 

173, 174, 178, 179, 180, 182, 189, 186, 107, 188, 189, 192, 193, 194, 199, 
197r 198, 200. 201, 204 , 206, 207, 208. 210, 212, 214, 219, 1, others 
QUATTROCHHI, J American Nuclear Insurers 79/09/01 Ip, 


— 7909190104 '‘Documentation of Compliance of Natal Bellows Corp Part 
76865 to Requirements of A8ME Beet ion IM N C3649 for Use 
in Class II ti Class HI Piping “ 
a Duke Power Co 79/02/26 Spp. 


7909070582 Confirms Increase in liability limit to $36,000,000 for 
policies HF-22,26r29,30,39, 44, 46, 47,49, 30. 91, 92, 83,94,99,96, 

87, 50, 60, 61 , 64, 66, 67, 68, 69, 70, 71 , 72, 74, 76, 77, 70, 79, 80, 86, 87, 
ea, 90, 91 r 92, 93, 94, 95 U 96. 

no BERTS, D tt Mutual Atomic Energy Liability Underwriters. 79/09/01 


0. Inspection reports, IE Bulletins V correepondence 


7909010106 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping " 

ORtEH, B.H Region I, Philadelphia, Office of the Director, 
79/03/23 ip. 

7909020043 Forwards IE Bulletin 79-06, "Review of Operational Errors 6 
Sys Misalignments Identified During TMI Incident." 

-DRIER, 8 H Region 1, Ph i ladelph ia. Office of the Director 
7^/04/11. ip 


7909020398 Forwards IE Bulletin 79-07, "aeismlc Stress Analysis of 
8af ety-Related Piping " Lieensta action required. 

ORlERrB.H. Region 1, Philadelphia, Office of the Director, 
79/04/14 Ip. 


7909040014 Forwerds IE Bulletin 79-068, "Review of aperatUnal Errore 1< 
eys Mleallgnments Identified During TMI Incident " 

4RIER,B.H. Region 1, Philadelphia, Office of the Director. 

79/04/14 Ip. 


7909O4QSO0 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Mater Power Reactors Identified During TNI Incident. " 

ORIEFtr&.H Region 1, Philadelphia, Office of the Director 
79/04/14 Ip. 


?909030063 Forward 1 IE Bulletin 79-09, "Failures of OE Type AK-S 
Circuit Breaker in Baf ety-Related Dye," Licenete action 
roqulre d, 

ORIERfB H Region 1, Philadelphia, Office of the Director 
79/04/17. Ip 


7909010649 Forwards t£ Builatin 79-06A, Revision 1, "Review of 
Operational Errors 6 9ye Mi sallgnmants Identified During TMI 
Incident *' 

OfilER.B. H. Region 1, Philadelphia, Office of the Director. 
79/04/18. ip. 


8, Reportable occurrences, LERs 6 related correepondence 

7909100103 Informs that Injection pumps hev# been removed from engines, 
inspected per newly estebllshed criteria & reinstalled on 
engines. All injection pumps in good condition. 

HQRlAftry,J M. Colt Industries, Inc. 79/03/23 Ip. 


— 79091901-06 "Oeiign Rept for House As samb Ig, Flex i h ke Ketel, " prepartd by 
Metal Dtllo-wt Corp# par A3ME Boiler It Pressure Vessel Code 
Ssctlon II I, Subsection NC/ND, CLes see II b III 
e Duke Power Co 79/02/23, 90pp. 


•J, Insurance to indemnity information 


7903070497 Confirms increased liability limit to $124,000,000 for 
policies NF-k,29, 43,76,83. 100, ill, 140, 146, 191, 161, 164, 170, 

173, 174, 176, 179. 180, 182, 189, 186. 187, 188. 199, 192, 193, 194, 199, 

197, 190,200, 201,204, 206,207,208,210, 212, 214. 219, & others 
QVATTROGHHI, J American Nuclear tneursre. 79/05/01, Ip. 


7909070982 Conlirme Increase In liability limit to $36,000,000 for 
policies HF-22,26,29, 38,39, 44, 46, 47i 49, 50, 91, 52, 53, 94, 58, 96, 

97, 58, 60. 61, 64, 66, 67, 68, 69. 70, 71, 72, 74, 76, 77. 7Br 79, 80, 86, 07, 

88, 90, 91 , 92, 93, 94, 93 6 96. 

ROBERTS, D H Mutual Atomic Energy Liability Vnderwr liars. 79/05/01. 

ip 


Q Inspection reports, IE Bulletins 6 c orrespondene s 


7905010183 Forwerds IE Info Notice 79-06. "Btress Analysis of 
Safsty-Relatsd Piping." 

O'REILLY, J P. Region 2,* Atlanta, Office of the Director. 
79/03/23 2pp 


7905030301 forwards IE Info Notice 79-07, "Rupture of Radwa 
O'RElLLV, J. P. Region 2, Atlanta, Office of the Directo 
79/03/26. 2pp. 


7905040189 Forwards IE Bulletin 79-06B. "Review of aperatloni 
6ys Kleallgnmants Identified During THI Incident " 

O'REtLLY, J P Region 2, Atlanta, Office of the Director. 
79/04/14 2pp. 


7909040266 Forwards XE Bulletin 79-07. "aeismic Stress Analy 
Safety-Related Piping." Licensee action required. 

O'REILLV, J.P. Region 2, Atlenta. Office of the Director 
79/04/14. 2pp. 


7909040346 Forwards l£ Bulletin 79-08, "Events Relsvant to B 
Hater Power Rsactore Identified During TMI incident.'* 
O'REILLY, J.P Region 2, Atlanta, Office of the Director 
79/04/14. !p. 


7909010356 Forwards IE Info Notice 79-10, "Nonconforming Pipe 
Struts, •• 

Q'REILLY, J, P Region 2, Atlanta, Office of the Director 
79/04/16. Ip. 
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DOCKETED ITEMS 


7905030133 Ftfr«*rd< IE Builstln 79-09- *F#llur*i of OE Typ# AK-2 
Circuit Br«akfl-r In Sgt ** Licvitftoi action 

rii^oirod 

D'REILLY»J P Rtjioti 2- Atlanta. OfMca of ttia Dirtctor, 
79/04/17, 2pp 


7903020453 Forwardfi IE Bui let ia 79-0&Ar Ravi tion !• *'R*vU« of 
Operational Errore & 8ga Ulia 1 Ignaiantt lilantlfiad During Tftl 
Incident " 

Q'REtLLV..; P Region 2i Atlanta- Office of the Director 
79/04/lB 2pp 


7903140162 Act receipt of 790419 Itr informing NRC of etept taken to 
correct violet i ant noted In lET Ifiep Repti 30''4lP/79“04 i 
50--4 1 4/79-04 

MURPHY- C E Region 2i Atlanta* Reactor Conitruction tt Engineering 

Support Branch, 79/04/30 Ip 

— 7905140167 Retpond* to MRC 790322 Itr re violation* noted In IE Imp 
Reptf 90-413/79-04 U SO-4U/79-04. Corrective action* weld 
Idtntif icatlone on both matl* ti tag* were corrected Piping 
etored correctly 

DAIU. L C Duke Power Co 79/04/19 3pp 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


A Appllcation/con«truc t i on ftage docuaentt & correipondence 


7903190100 Farwerd* info in retponce to requett for approval of 
flexible hoeei In conet of Ciaee II St HI piping 
DAIL-L C Duke Power Co 79/09/18 9pp 


7903040266 Ferward* IE Bulletin 79-07- "Seiemic Stre«« Analgeit of 
9af f tg-R«lated Piping.'* Llceniee action rctiulred 
0*RCtLLV-J P Region 2- Atlanta- Office of the Director 
79/04/14 2pp 


7905040346 Forward* IE Bulletin 79-08- "Event* Relevant to Bolt trig 
Water Power Reactor* Identified During TMI Incldtnt ** 
O'REILLY,^ P Region 2- Atlanta- Office of the Director 
79/04/14. tp 


7905010396 Forward* IE Info Notice 79-10- "None onf arming Pipe Support 
Strut* 

O'REILLVrO P Region 2- Atlanta- Office of the Director 
79/04/16 Ip 


7905030193 Forward* IE Bulletin 79-09- "Failure* of OE Type AK-a 
Circuit Breaker in Safety-Related Sye *' Llceniee action 
required 

Q^REILLYrJ P Region 2- Atlanta# Office of the Director 
79/04/17 2pp 


7905020453 Forward* IE Bulletin 79-06A- Revision 1- "Review of 
Operational Error* & Sy* Misalignments Identified During THI 
Incident ** 

0 ^REILLY- J P Region 2. Atlanta- Office of the Director 

79/04/ iS 2pp 


7909140162 Act receipt of 790419 Itr informing NRC of step* tikin tft 
correct violation* noted in IE In*p Rept* 50-4l3/79“04 & 
30-414/79-04 

Hl^PHY.C E Region 2- Atlanta- Reactor Construction St Englneerlni 

Support Branch, 79/04/30 Ip 


—7903190101 "Documentation of Compliance of Metal Bellow* Corp Part 
76863 to Retiuirement* of ASME Section III N D3649 for Use 
In Clei* n U Class 111 Piping ^ 

« Duke Power Co 79/02/26 Bpp 


—7905190103 "Documentation of Compliance of Metal Bellow* Carp Part 
76B64 to Requirements of ASKE Section IH N D3649 for Uie in 
Clasi II Claes HI Piping " 

* Duke Power Co 79/02/26 Spp 


—7909140167 Responds to NRC 790322 Itr re violations noted in ll Inil 
Rept* 30-413/79-04 50-414/79-04 Corrective action* • we Id 

tdentlf tcation* on both matl* It tag* were corrected Piping 
stored correctly 

DAIL-L. C Duke Power Co 79/04/19 3pp. 


DOCKET 30-416 GRAND OULF NUCLEAR STATION- UNIT 1 


A. - Appl teat ion/constructien stage document* 6 correcpotidence 


— 7909190104 "Documentation of Compliance of Metal Bellows Corp Part 
76865 to Requiremanti of ASME Section HI N C3649 for Use 
in Clan II k Class III Piping •* 

* Duke Power Co, 79/Q2/2(i, Spp, 


7903100431 Forwards first round re<iuist for addl info re «ys anilytls 
for FBAR review. 

8T0LZ.J F Light Nater Reactor* Branch 1. 79/04/25, 4pp 


—7905190106 "Design Rept for House Ass emblyi FI exible Metal-" prepared by 
Metal Bellows Corp- per ASME Boiler 6 Pressure Uessel Cede 
Biction IH- Subsection NO/NDi C lasses H k HI 
» Duke Power Co 79/02/23 90pp. 


7909100439 Ack receipt of 790321 Itr forwarding OL application. 
Acceptance review to determine eonpletarkes* has begun, 

VAROA-8 A. Light Water Reactor* Branch 4 79/04/25 3pp 


J. Insurance k indemnity information 


7903070497 Confirm* increased liability limit to 4124-000-000 for 
policies NF-l-29« 43-76,83- 100- 111 - 140- 146- 191, 161- 164- 170- 
173- 174- 178. 179- ISO, 182- 1S8- IB6- 1B7, ISB, 109. 192- 193, 194- 195- 
197- 198- 200- 201- S04- 206, 207-208- 210- 212, 214- 213. k others, 
OUATTRDCHHI- J. American Nuclear insurers 79/03/01. ip. 


7909070582 Confirm* increase in i lab 11 tty limit to 436,000-000 for 
policies MF’-22- 26- 29. 38, 39- 44-46- 47« 49- 50, 51- 92, 53. 94. 55.96, 

57. 98. 60. 61, 64, 66- 67- 69, 69- 70- 71 , 72- 74- 76, 77, 70, 79. SO- 86. 87- 
88-90,91,92-93-94-93 li 96. 

ROBERTS- D M Mutual Atomic Energy Liability Underwriter* 79/05/01 

Ip. 


Q Inspection report*, IE Bulletin* 9< correspondence 


7909010183 Forward* IE Info Ndtlce 79“06- "Stres* Analysis of 
Safety-Related Piping.'* 

O'REILLY, U.P Region 2, Atlanta- Office of the Director. 
79/03/23 2pp, 


7903030301 Forwards IE Info Notice 79-07, ''Rupture of Radwaste Tents '* 
O'REILLY- J P. Region 2- Atlanta- Office of the Director, 

79/03/26. Spp 


7905040189 Forwards IE Bulletin 79-060- “Review of Operational Errors k. 
By* Klsallgnmant* Identified During TMI Incident." 

O'REILLY, J. P. Region 2- Atlanta, Office of the Director. 

79/04/14. 2pp 


H General correspondence 


7905080450 Forwards affidavit of sve re distribution of Amend fi9-pfr 
end to NRC 780627 Itr 

DALE-L F. Mississippi Power k Light Co 79/04/30 Spp 


K Utility Final Safety Analysis Report (F8AR1 It amends 


7903300439 Forward* Amand 30 to P8AR k schedule for completing 
outstanding first round questions 

8TAMPLEY, N L Mississippi Power k Light Co 79/05/23. 4pp 


—7905300441 Amend 30 to FSAR Copies of plant area drainage drawing, 
equipment test plans It response spectra curvet available in 
Central Filti 

• Hisaissippl Power It Light Co 79/09/25, 2000pp 


Q. [nspeetion reports- IE Bulletin* 6 correepondence 


7909010204 Forwards IE Info Notice 79-06- "Stress Analysis of 
Safety-Related Piping " 

O'REILLY, J. P. Region 2- Atlanta- Office of the Director 
79/03/23 2pp. 


7909030314 Forwerdi IE Info Notice 79-07- "Rupture of Radwaite Tiiill. " 
O'REILLY, J.P. Region 2- Atlanta- Office of the Director. 
79/03/26. ip. 


7905040223 Forward* IE Bulletin 79-06B, "Review of Operational ErrM* i 
8ys Mlsa 1 ignmenti Identified During TMI Incident." 

O'REILLY, J.P Region 2, Atlanta, Office of the Diractor. 

79/04/14. Ip. 


7905040312 Forward* IE Bulletin 79-07, "Seismic Stress Analysl* *f 
aafity-Related Piping " Licenses action req.ulred, 

O'REILLY- J. P. Region 2- Atlanta, Office of the Director, 
79/04/14. Ip. 


DOCKETED ITEMS 


206 


7W30404«ZO Forw^r-da IE Bullatln 7*7-001 "Evanta Ralavant to Bolltno 
H«t*r -Pouar Raactor* tdantlftad During TMI Incldant ” 

O'REltUY^ J P Raglan Sr /^tlantai Office of tha Dlractor 
79/04/14, Ip 


7909O1OG71 ForwArda IE Info Notica /“f-lO# "Nonconforming Pipa Support 
Strut a. " 

O'nEILLYr J P Region Sr Atlantoi Gffica of tha Dlractor 

79/04/16 ip 


7903000167 Forward a IE Dullatln 79-09r “Fallurai of OE Tgpa AK-2 
Circuit Braatar In 8af atg-Ralatad Bya Ulcanaaa action 
rtqu Ir «d 

Q'PEILLVi J P Region Sr Atlanta* Of flea of tha Dlractor 
79/04/17 Spp 


7905020 472 Forward a IE Bullatln 79-06A* Ravlalon 1* "Raviau of 
Oparatlanal Errora h ayi Hl«a 1 Ignmanti Idantlfiad During THI 
Ineldent. " 

O'REILLY* J.P Region 2* Atlantar Of flea af tha Dlractor. 

79/D4/10 Spp 


—790530044* A««nd 30 to F8AR Coplii of plant arta drilnaga drawing/ 
aqulpeant ta«t plant b ratponta ipictra curvit avallabla In 
Cantral FUa« 

* HiitUaippi Powtr 4c Light Co 79/09/25 SOOOpp 


0 Impaction raportti IE Bullatlnt 4c corr a ipondanct 


7909010S04 Forwardi IE Info NotUa 79-06/ "8tr««« Analgtli of 
Baf aty-Ralatad Piping ** 

O'REILLY/ J P Ragion Si Atlanta. Off lea of tha Dlractor 
79/03/83 Spp 


7909030314 Forward! IE Info Notica 79-07. "Ruptura of Radwatta Tankt - 
O'RElLLYrJ P Ragion Sr Atlanta. Offlca of tha Dlractor 
79/03/26 Ip 


790S040323 Forward! IE Bullatln 79-06Q> *'Raviaw of Qparatlonal Errort t. 
Syt Hiialignmantf Idantlfiad During THI Incldant " 

O'REILLY.J P Ragion 2. Atlantar Offica of tha Dlractor 
79/04/14 tp 


7909290061 Act roc a Ip t of lE Imp Rapti 30-416/79-01 & 30-417/79-01 
90 790123-S6 No proprlatarg Info 

MOAUOHV, J P. Mleelttlppl Powtr 4- Light Co 79/04/18. ip 


7?09040636 Raiponds to NRC 790322 1 tr ro vialatlom noted in IE tn«p 
Rapl4 SO‘-4l6/79'Oa U 90-417/79-02 Gorroctlva actlona Bachtal 
4uallttf action roqueat laauod on waldlng alactrodat found In 
frvuall araa 4t t wp ervliori Inttructad in rod control dutlai 
HCOAUOHY«J,P Nieoltilppl Power 4< Light Co. 79/04/23 Spp 


7903040312 Forward! IE Bullatln 79-07. "Qaliolc Strec! Analyclf of 
Bafatg-Ralatad Piping " Licamea action Taq.uirid 
O'REILLY.J P Region 2. Atlanta. Offlca of tha Dlractor 
79/04/14 ip 


790S0404S0 Forward! IE Bullatln 79-00. "Event! Ralavant to Bolling 
Uatar Power Reactor! Idantlfiad During THI Incldant " 

O'REILLYiJ P Ragion 2. Atlanta. Offlca of the Director 
79/04/14 tp 


9 Raportabla occ urr ertca«/ LERa 4c related corriapondenca 


7409140339 Forwarda final daflclancg rapt for weld laparatlon on atrut 
Igpa hanger matl 

HCOAUOHYrt/ P Mieil!!lppl Power 4. Light Co. 79/03/82 Ip. 


-7909140340 Final rept on potentially Raportatla Daflclancg 70/03 
invae t igatlon by Dachtel revealed factory weld laparation on 
llhletrut Pari PlDOi matl.All ipat welder except one lotrinaet 
riqulred lafetg factor! Unacceptable lot laoiatad 
• Hltslftippl Power U Light Co 79/03/22. Ip, 


7409020433 Interim rapt on potentlellg reportable deficiency 
re circuit eeparatlon dltcrepanciee in power generation 
control complaxee Final ropt will be eubmlttad by 790680 
HCqAUOHV. J P Mleeieelppi Power 4c Light Co 79/03/23 Ip 


7403140394 Informe of potential Reportable Deficiency 79/09 improper 
drawlnge euppllad by OE, Reportabl U ty If being deternlnedi 
final rapt will be letued by 790931 

HCOAUOHYi J P Hleeliilppl Power 4* Light Co 79/03/27 Ip. 


7403290373 Inforfhf of pofflble defective metl ehlpment purehaeed from 
Tube Turof It fhlppad to Bechtel Power. Menufectorer recall 
notica encl. ^ 

REILUYiH K Liberty Equipment 4( Supply Co 79/04/04 Spp 


7499040910 Infortpf that deficiency reported on 790323 re fellur# of 
lot id ftale trip device! ues cauted by inadequate or 
incompiate older joint* on printed circuit board# Board* 
returned to vendor for enalyfii 

HCOAIiOHY.J P. Hleelffippl Power V Light Co 79/04/23. Ip 


7409040631 Interim Ropt 1 for potentially reportable Deficiency 79-07 
re cirewlt eeparatlon detcrepenc let, Final rept will be 

KCOAthOHY? J*^P ^*^Hleel«!lppl Power 4. Light Co N 79/04/23 Ip 


DOCKET 30-417 OB AND OULF NUCLEAR BTATIONj UNIT 2 
4. Appl icatlan/conefrroctlon etegc document! V 

7409100431 Forward# flrit round requeit for eddl info re *y* analyfie 

lor FSAR review. ^ . -jo/na/oa 4 do 

BTOLZfJ. r. Uiflht Water Reactor* Branch 1 79/04/29. pp 


7903010371 Forward! IE Info Notice 79-10. "Nonconforming Pipe Support 
Strut! " 

D'REILLYrJ P Region 2. Atlanta. Office of the Director 
79/04/16 tp 


7909030167 Forward! IE Bulletin 79-09. "Failure! of OE Type AK-2 
Circuit Breaker in 8af e ty-R#lated By! " Ltcemee action 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Dlractor 
79/04/17 Spp 


7909020472 Forward! IE Bulletin 79-06Ar Revli ion 1. "Rtvlew of 
Operational Errort U Sy* Hi»aUgnmint! Identified During TMl 
Incident " ...... 

O'REILLY. U P Region 2* Atlanta. Office of the Director 
79/04 /tfl Spp 


7909290061 Ack receipt of IE Intp Rapt! 90-416/79-Ot 6 90-417/79-01 
on 790123-26 No proprietary info 




7909040636 Raipondi to NRC 790328 Itr re vloletlom noted In IE In*P 
Rapt! 90-416/79-02 Se 90-417/79-08 Corrective action! Bechtel 
quality action requett i«futd on welding electrodai found In 
drywell area 4. tupervlfori 


8. Reportable occurraneei. LERf L 


7909140339 Forward! final deflcltncy rapt for weld eeparation on ftrut 
HCOAUOHY?J P Hl!»i«*lppl Power 4i Light Co 79/03/22 Ip 


7909140340 Final rapt on potentUilg Reportable Deficiency 70/03 
^ inveetlgatlon by Bechtel revealed factory weld *"P*^*J*®" J” 
UnUtrut Part PlOOl metl. All *7®^ “‘^f*** * 

«.aauired *afttu factor* Unacceptable lot l*olated 


7903020433 Interim rapt on potentUlly reportable 
re circuit leperatlon diecrepanc le. in power 
J^ntrolcomplixe*. Final rept '*'”1 be eubmlttad by ^20 
MCOAUOHYi J. P Hie* I** Ip pi Power 4t Light Co 79/03/23 p 

7903140334 Inform* of potential Reportable 

drawing* eopplieJ by OE Raportebllity 1* being detarmlnedj 

« • .y‘ c. 7,/o3«7. .. 


H General correep ondence 

7409080490 Forward i affidavit of *vc re dlatrlbutlon of Amend 29. per 

t tl.ht c. 79/04/ao S.P. 


K Utllttv Final Bmfety Analyel* Report 

7903300439 FoTwarde Amend 30 to FBAft fc echedule for completing 
outfttanding flreb round que*tion«. 79/03/29. 4pp 

BTAMPLEV, N. L «ie#i**ippl Power It Light Co. 79/oo^wo. ipi' 


rt*i9<!0379 Inform* of po**lbU defective metl ehlpment purcheeed from 

flLS./So B.cht.I P,«r,M.nu..ck.r.r', r.c.ll 

notice end 


e *4.^-.^.. f a!^Anl- 






09040910 Infori.. ..flcl.nc* 

^Xiid mtata trip device# we* caueed by Inadequay or 
on .rlnt.4 clrcoi. b..r/., 

returned to vender •”*^^**** . , ca 79/04/23 Ip 

HCOAUOHY, J P, Mi**l**lppl P®wtr b Light Co 7Y/oe/rfiJ xy 
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DUCKFTED ITEMS, 


7909040631 InttrU R*pt 1 far pafrmtiiUv rfjiortJbla 0*flci#ncy 79-07 
f* circuit i*p«r«tlan daicrffp^nc i«M. Flttal ript hilll 
fUbAlttfd by 790620 

MCOAWKY, ^ P Hli4l«ilppl Pow4r S< Light Co H 79/04/23, Ip* 


DOCKET 90-423 HILL9T0f« NUCLEAR POWER STATION* UNIT 3 
A App I lc«tl an/con<troc tion itogo dacuNOtit-jt & corraopondonco 


79051S0439 Forward* draft application for »Et»n*ion of CPPR-il3 to 
Nov 1969 

FOSTER* E.R Northaatt Utilltlai 79/09/09 9pp 


J. Iniuranca U indaotnltv Information 


7905140422 Forward* Amar»d 14 to Indamnity Agratmtnt B-39 par 10CFRI40 
changofjr* Incraata in liability Iniuranc* from 4140 Million 
to 4160 mil I ion* aff ac 1 1 VO 790901. Ovppprtlng dacumantat 1 on 
and 

SALTZMAN*J Antltrutt & Indamnltif Ortup 79/03/01 6pp 


7909190079 Forward* axacutad Aaand 14 to Indamnltv Apraamant 9^39 
O'CONNOR* L, A Northaait Utilltlai 79/09/19 dPP. 


a, !n«paction rtports* lE Bullattna 1* corraapondanc* 


7905010121 Forward* IE Info Notice 79-06* *8trtai Analyal* of 
Baf aty-Ralatad Piping." 

ORIERrB H Raglon l« PKltadalph la* Offic* of th* Dlractor 
79/03/23 Ip 


7909010093 Forward* IE Info Notice 79-00* "tntarconnac t£an of 
Contaminated 8y* w/6vc Air Eye Uiad ai Source of Breathing. 
Air 

ORZERi B H Region 1* Ph 1 Lade Iphla* Office of the Director 
79/03/20 tp 


7905010304 Forward* IE Info Notice 79-09* "Spill of Rad loac tively 
Contaminated Retin ** 

0R1ER*8. H Region 1* Ph 1 lade I phla* Office of the Director. 
79/03/30 2pp, 


7905020066 Forward* IE Bulletin 79-06* "Review of Operational Errcr* U 
By* Hi ealignnent* Identified During TNI Incident " 

QRIER*&.H Region 1* Ph 1 ladelph la* Office of the Director. 

79/04/11 Ip 


7905020300 Forward* IE Bulletin 79-07* ''8*i*mic Strea* Analy*l* of 
Safety-Related Piping " Licenaee action required 
0R1ER*B,H Region 1* Philadelphia* Office of the Director. 
79/04/14 Ip. 


7905040099 Forward* IE Bui let In 79-06B( "Review of Operational Error* E 
Sg* filial Ignnents Identified During THI Incident.” 

DRIER* B,H Region 1* Philadelphia* Office of the Director 
79/04/14, Ip 


790-9040214 Forward* IE Bulletin 79-08* "Eventf RelavanI to Boiling 
Water Power Reactor* Identified During Tfll Incident, " 

QRIERiB H. Region I4 Philadelphia* Office of the Dirtcter. 
79/04/14. Ip 


7909030077 Forward* IE Bulletin 79-09* "Failure* of OE Type AK-2 
Circuit Brealter in Safety-Related By*." Lieeniee action 
required 

DRIER* B.H. Region i« Philadelphia* Office of the Director. 
79/04/17. tp. 


7909020SS4 Forward* IE Bulletin 79-06ArReyl*ion U "Review of 
Operational Error* E By* Hieal ignmente Identified During THI 
Incidant, " 

OfitERrB.H. Region Ir Philadelphia* Office of the Director, 
79/04/18 Ip. 


8. Reportable occurrancee* LERe 4 related carr evpondence 


7905100099 Inforae of eemplebian of anelyei* of injection pueip 
failure*. Fal lure* were reeult of eurface Irregular i tio* on 
barrel b/or plunger* Incorrect matl* b/er new pump* Pu«pe 
ranoved from facility. 

HORIARTT.JH, Colt Induftrleir Inc. 


DOCKET 90-424 ALVIN M VOOTLE NUCLEAR PLANT* UNiTT 

Pk, App 1 Icat ion/conetruction etage document* b correepondance 


7909020241 Inforate that tpare multiport dlccharge diffuter will net It 
Inetalled Evaluation at ether operating plant* indicates no 
need for addl diffueer, 

EHRENSPEROERrN Oeorgie Power Co, 79/04/29 2pp 


790923039S Submit* clarification of u«* of 71-day compreteiv* itreji^tk 
concrete ipeclfied In corift epee ver*ue 28-day comprteilyi 
etrength concrete referenced in PSAR Section 3 B ftequaeti 
prompt concurrence. 

EHRENSPEROERrI/ Georgia Power Co 79/09/11 Bpp 


-0 Adjudicatory correipondenct 


7909190030 Danli* 7S1031 rpqueet by Georgian* Againit Nuclear Pow*r li 
cuepend CP, 

BOVD*R 8 Office of Nuclear Reactor Regulation 79/04/13. 2pp 

7909240201 Forward* denial of euepeneion of facility CP, Supper tln^ 
documentation end. 

DENTON* H R. Office of Nuclear Reactor Regulation, 79/04/13 Ipp 


— 79092402LI Director'* denial of tOCFR2, 206 requeet 

b0YD*R 8. Offic* of Nuclear Reactor Regulatien. 79/04/13, Bpp 


— 7909240219 Analyal* of need for facility 

e Diviiion of Site Safety & Environmental Analysi*. 79/04/13 
9pp. 


— 7909240227 Re«pond« to RW Froelich 7S1207 request Forward* aiU en 
Georgian* Against Nucltar Energy request to euspend facility 
CP 

NHITrieR*G F Otorgla Power Go. 78/12/19. |3pp 


— 7909240232 TX PXRO'i motion for admission of 781101 addl ContintUii I 
SCOTT* J H, Texas Public Interest Research Group, 79/03/32 3j| 


7909300392 Dani** 761031 request of Georgian* Against Nucltff PPwir 
to *(/spand GP issued to GA Power Co b to hold hearings ri 
alleged new evidence 

80YD*R,S. Division of Project Management 79/04/13. Spp 


7909190079 Forward* 790413 Itr denying Georgian* Against Kuelter CtiPTH 
request to suspend CP. Also forward* FR notice of denial, 

DENTON* H R. Office of Nuclear Reactor Regulation. 79/04/19 2pg. 


7909240918 Order* extension of time for NRC to ravleu Ofe of Nuelcir 
Reactor Regulation 790409 denial of request for anforctmenC 
action 

CHlLKi B, J, Office of the Sscretarg of the Commission 79/04/.M 

Ip. 


t. fltianclal Information 


7909080497 Forward* "Annuel Financial Rapt 1978. " 

VASOllEZiR.a Hetropolitan Electric Authority of Georgia, 79/09/W 

Ip 


—7909080908 "Annual Financial Rept 1978," 

a Metropolitan Electric Authority of Georgia. 79/12/31. 


vl. Insurance V Indemnity information 


7909070497 GonflTAt increased liability limit to 9124*000*000 for 
policias NF-1*29. 43* 76*83* 100* 111* 140* 146* 191* 161* 164*170* 
t73i 174* 178* 179* 180, 192* 189* 186* 197* 189* 199* 192* 193* 194* t99i 
197« 198* 200* 201* 204* 206* 207* 208* 210* 212* 214* 219* b other*. 
GUATTROCHHl* J. American Nuclear Insurers. 79/09/01. Ip 


7909070992 Confirm* increase in liability limit to 436*000*000 ffrr 
pandas KF-22* 26* 29* 38* 39* 44* 46* 47* 49* 80* 91. 92* 83*94* &81 96. 

87, 98* 6Q« Al * 64^ 66* 67, 68* 69, 70, 71 , 72, 74* 76* 77, 78* 79* 90* Q61 87* 

96* 90* 9i« 92* 93* 94* 99 b 96. 

ROBERTS* D.N Mutual Atomic Energy Liability IMdarwrltirs . 79/05/0] 

If. 


79/03/22 Ip, 


DOCKETED ITEMS 


207 


<1 )n«ptcttan roportff t£ Builttiny 8i corrsipondcnc* 


mSOlO^OO rqrw*rd» IE Info Notic* 79“0&i ‘'Bfer**! An^lyiU of 
8«#«ty-R*lat«d Piping *' 

□ ■^REItLYrJ P. RiQlon 2f Atlantai Offlco of irht DlrHCtor 
79/03/23 2pp 


7903000312 Forwarrfi IE Info Notice 79-'07> '^Rupture of Radwafta Tank* ♦' I 
Q'RElLLYiJ P Rtglon 2. Atlanta< Office of the Director ' 

79/00/ 2&. 2pp 


— 7903240219 Anelyit* of noed for factlltv 

» Dlvleion of Bite Safety U Environmental Anelgtle 79/04/13 
3pp. 


>7909240227 Reepondt to RU proaHch 781207 requeet, Poruerdi matl on 
Oforgleni Agalnet NucLeer Energy re<iife*t to euipend facility 
CP 

MHITMERrC F, Oeorgia Power Co. 70/12/19 13pp. 


— 7909240232 TX PlRO'* motion for a d mi « lion of 7B1101 addl Cantantian I 
6CQTT« J M Texaf Public Intareet Retearch Group 79/03/22 3pp. 


7903O4021i6 Forwerdi IE Bulletin 79-06Bf “Review of Operational Errore t* 
QV» Hleallgnmentf Identified During TMI Incident “ 

□ *RElLXYiJ P Region 2, Atlanta, Office of the Director 
79/04/14. 2pp 


79030403'04 Forward* IE Bulletin 79-07, "‘Qeiamit Street Analgti* of 
Safety .‘Related Piping “ Licen*ee action required 
O'REILtYiJ. p Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


7903040413 Forward* IE Bulletin 79-00, “Event* Relevant to Bolling 
Watar Power Reactor* Identified During TMI Incident '* 

O'RElLLYrJ P Region 2, Atlante, Office of the Director 
79/04/14 Ip. 


790501 0346 Forward* IE Info Notica 79-10, ‘'Nonconforming Pipe Support 
Strut*. " 

O'RElLUYrJ P Region 2, Atlante, Office of the Director 
79/04/16 Ip. 


7909030163 Forward* IE Bulletin 79-09, “Pal lure* of OE Type AK-2 
Circuit Breaker In 8af ety-Related By* “ Licentee action 
required 

0‘^REILUYrJ P Region 2, Atlanta, Office of the Dire’etor. 
79/04/17 2pp 


7903020467 Forward* IE Bulletin 79-06Ar Revie ion 1, "Review of 
Operational Error* li By* Hiiallgnment* Identified During TMI 
Inc Ident. “ 

Q'REILLYrJ P Region 2, Atlanta, Office of the Director. 
79/04/ie 2 pp 


7909240469 Ack receipt of IE In*p Rept* 30-424/79-09 li 50-423/79-09 on 
790326-29, No proprietary info, 

STAFFA.R H Georgia Power Co 79/09/03 ip. 


—7903240500 Forward* IE Inep Rapte 30-424/79-03 30-423/79-03 on 

790326-29 No noncomp I ianca noted. 

HURPHYrC E Region 2, Atlanta, Reactor Construction 8( 

Engineering Support Branch 79/04/10 2pp 


—7903240509 lE Intp Repte 30-424/79-03 6 30-423/79-03 on 790326-29. No 
none omp 1 lance noted Ma^or area* inepectid; const etatue, 
concrete procedura* tpece, concrete placement V record# 4 
action on prcvlouily identified iteme 
HARRIS, J R Region 2, Atlanta, Office of the Director. 

BRYANTi 0 C. Region 2, Atlanta, Reactor Conetructlon 4t 
Engineering Support Branch. 79/04/10. 4pp, 


DOCKET 30-429 ALVIN W. VOOTLE NUCLEAR PLANT, UNIT S 
A App Itcat 1 on/conetruction etage document# It corraepondence 


790903.0241 Inform# that epare multiport dlecharge dlffueer will not he 
Installed. Evaluation at other operating plant* indlcatee no 
need lor addl dlffuaer. 

EHRENSPEROER, M, Georgia Power Co. 79/04/23. 2pp 


7909230390 Submit* clarification of u*# of 91-djy GO«pre**iva «trength 
concrete epeclfled in conit «pec vtr«ue 20-day compree«ive 
etrangth concrete referenced In P8AR Section 3. B. Requeet* 
prompt concurrence, 

EHRENSPEROER.VI. Georgia Power Go. 79/03/11, 8pp. 


G Adjudicatory correepondence 


7908130060 Denlee 781031 requeet by Georgian* Against Nuclear Power to 
suspend CP. 

aoVDiR.S Office of Nuclear Reactor Regulation, 79/04/13. 2pp. 

Wo3S40aoi Forward* denial of euepeneion of facility CP. Support ing 
d acumentatlon oncl 

DENTONiH. R. Office of fiuclear Reactor Regulation. 79/04/13 1pp. 


—7903840211 Director's denial of 10CPR2.206 request. 

BOYDrR. B, Office of Nuclear Reactor Regulation. 79/04/13. Spp. 


7903300392 Denies 701031 requeet of Georgian# Against Nuclear Power 
to suspend CP Issued to OA Power Co 4* to hold hearing* ra 
alleged new evldenco 

BOYD, R. 0 Division of Project Management. 79/04/13, 2pp. 


7903130073 Forwards 790413 Itr denying Georgiatte Against Nuclear Energy 
requeet to suspend CP Alio forward* PR notice of denial, 

DENTQNfH, R dfflce of Nuclear Reactor Regulation 79/04/19 3pp. 


7903240918 Order* extension of time for NRC to reviiw Ofc of Nuclear 
Reactor Regulation 790403 denial of raqueet for enforcement 
action 

CHlLKfS J Office of the Secretary of the Cammiseion 79/04/30. 
If 


I, Financial inforfflitlon 


7905000497 Forward* "Annual Financial Rept 1978." 

VASQUEZ,R. 0. Metropoliten Electric Authority of Georgia. 79/03/02, 
Ip, 


—7905000308 "Annual Financial Rept 1970." 

» Metropolitan Electric Authority of Oeorylh 78/12/31 24pp. 


I si. Insurance It indemnity Informatlan 


7903070497 Gonflrme Increased llahlllty limit to 9124,000,000 for 
* policlee NF-l,25i4a^76,83il00, 11 140^146, 181, 161,164, 170, 

173, 174. 170, 179, 180, 182, 105, 1B6, 167, IQS, 109, 192, 193, 194, 193, 

197, 19S, 800, 201,204, 206,207,208,210, 212, 214, 218, t others. 
OUATTROCHHI, J American Nuclear Ineurere. 79/03/01 Ip. 


7903070382 Confirms increatt in liability limit to 436, 000, 000 for 
policlee MF-22,26r29, 30,39,44,46, 47,49, 50, 31, 52,33, 34, 85,36, 

37, 30, 60, 61, 64, 66, 47, 68, 69, 70, 71 , 78, 74, 76, 77, 78, 79, 80, 86, 87, 

Sfl, 90, 91, 92. 93, 94, 98 Ic 94. 

ROBERTS, DM. Mutual Atomic Energy Llehllity Underwriters. 79/03/01 
Ip. 


O Inspection reporti, IE Bulletins 6 correepondence 


7903010200 Forward* IE Info Notice 79-06, ''Street Anelytle of 
Safety-Related Piping. 

O^REILLY, d P, Region 2, Atlanta, Office of the Director 
79/03/23. 8pp. 


7903030312 Forward* IE Info Notice 79'-07, "Rupture of Radwaete Tanks. " 
O'REILLY, J.F. Region 8, Atlanta, Office of the Director. 

79/03/24 8pp 


7903040816 Forward* lE Bulletin 79-060, "Review of 0|iera t letial Error* ti 
Sy* HlMallgnminte ld«ntlfled During TMI Incident " 

O'REILLY, J.F Region 2, Atlante, Qffice of the Director 
79/04/14, 2pp 


7905040<304 Forwards IE Bulletin 79-07, "aelemlc Stress Anelypl* of 
Safety-Related Piping." Licensee action required 
Q'REILLViJ. P Region 2, Atlanta, Offlc* of the Director. 
79/04/14 Ip. 


7905040413 Forward* IE Bulletin 79-00, "Event# Relevant to Belling 
Water Power Reaetore Identified During TMl Incident." 

Q'RElLLVfU. P Region 2, Atlanta, Office of the Director. 
79/04/14, Ip. 


7905010344 Forward# IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts. " 

O'REILLY, U.P, Region 8, Atlanta, Offico of the Director. 
79/04/14. ip. 


7903030143 Forward* IE Bulletin 79-09, "Failures of OC Type AK-a 
' Circuit Breeker in Safetu-Releted 8y«. " Licensee action 
raqulred. 

O'REILLY, J. P. Region 8, Atlanta, Office of the Director. 
79/04/17. 2pp. 
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DOCKETED ITEMS 


7905020467 Forward* IE Bulletin 79-d6ft» Ravi * Ion 1. "RbvUw o 4 
Dparationil Errorj Syi Ml«a I Ignutanti Idsntffivd During TMf 
Inc idtnt ” 

O'RFiLLVrJP Rfglon 2. Atlanta^ Offlca af Dirsctor. 
79/04/18, Spp 


7905240409 Ack raceilpt at IE Imp Rapt* 30-424/79-03 «t 30-423/79-03 oft 
790326-29 No propr 1 in#o 

STAFFAiR U GforgU Power Co 79/C 3/03 Ip 


--7903240500 Forward* IE In«p Rapt* 30-424/79-03 Si 30-425/79-03 on 
790326—29 No noncomp 1 iartc* na6ad 

NURFHYr C £ Roglon 8i Atlan44< Reactor Construction &« 

Enplneorlng Support Branch, 79/04/10 2pp 


—7905240309 IE ln«p Rept* 30-424/79-05 «< SO-423/79-03 on 790326-29 No 
nancontpllancs noted Major area* inspected convi status* 
c-oncrete procedure* & apacsi concrete placement Si records Si 
action on pravlouslg identified items 

HARRIS* J.R Region 2* Atlanta* Office of the Director 
BRVANTf J C Region 2* Atlanta* Reactor Construction & 

Engineering Support Branch, 79/04/10 4pp 


DOCKET 50-426 ALVIM N VOQTLE NUCLEAR PLANFr UNIT 3 


I Financial information 


7905080497 Forwards "Annual Financial 
VA5QUEZ*R □ Metropolitan Electric 
IP 

Rept 107G " 
Authority of 

Georgia 

79/05/02 

—7903030508 "Annual Financial Rept 1978 " 

e Metropolitan Electric Authority of Georgia 

78/12/31 

24pp 

DOCKET 50-427 ALVIN H VOOTLE NUCLEAR 

PLANT* UNIT 

4 


I Financial information 




7903080497 Forwards "Annual Financial 
VASOUEZ*R 0 Hetropol itan Electric 
Ip. 

Rept 1970 « 
Authority of 

Georgia 

79/05/02 

—7905080508 "Annual Financial Rept 1970 " 

* Metropoiltan Electric Authority of Georgia 

78/12/31 

24pp 

DOCKET 30-430 A8C0* UNIT 1 





T, Hearing transcript* on nor**antitrii*t matters 


7905140086 Statement flf C Hal ft e* Pres ident* Atomic Industrial Forum* Inc 
before Subcommittee on Nucltar Regulatlan of Senate 
Committee on Environ fc Public Work*, 

HAL8KE*C. Atomic Industrial Forum 79/04/23 Spp 


DOCKET 50-433 UC-SANTA BARBARA RESEARCH REACTOR 
J insurance U indemnity information 


790S16D219 Forwards Amend 4 to Intfomfiity Agreement £-58* per ICCFftlAO 
changes*rs Mablllty insurance increase front 9140 mil U on to 
ei60 mi 11 i on* effect i v« 79D30I Supporting documentatton end 
SALTZMANrJ Anti trust 4c IndeAtilty Group 79/03/01. Spp 


'0-437 floating NUCLEAR PLANT 


in/cons true t i on stage document* Si correspondence 


'REG-0331* "'Investigation 8t Evaluation of Btree* 


— 7903030034 Requests rept* "Buckling Criteria 6 Application of CrLIirl* 
to Design of Steel Containment Shell" & "Review of OPS Rept 
7270-RP-16A51 " 

GDtBMANiA Z Natural Resource* Defense Council 79/03/27 Ip 


—7,905030042 "Ravieui of OPS Rept 7270-RP-l6A5t*- BuctU ng Criteria I 
Application of Criteria to Preliminarg Design of Steel 
Containment Shell for Floating Nuclear Power Plant* " 

Revision B. 7Q0SO1 

* International Structural Engineers* Inc NRC-03-77-131 
79/03/31 32pp 


--7903030051 "Buckling Criteria Si Application of Criteria to Design 
Stael Containment Shall " 

HASRiiSF , BEIDE.P , WE INOAR TEN* V I Interna tiona 1 Structural 
EngiPeeri. Inc NRC-03-77“13t 79/03/31 i06pp 


7905240100 Notification of 790507-08 meetings w/Herb Ison-Wal ker 
Refractories* OPS 4i NRC consultant to discuss 
Harbison-Wa 1 ker "t eKperience u/magn*slum oxide refractories 
it OPS" floating nuclear plant core ladle 

BlRKELrR A Light Water Reactors Branch 2 79/04/20 4pp 


7905030339 Forwards list of Items to be addressed by Har bison & 
Walker Refractories it OPS at 790S07-OB meeting in 
Jacksanvllle*FL. 

BNANSON* D G Aerospace Corp 79/04/24 Spp 


7905040133 Forwards Amend 27 to plant design rept re cancellation of 
PSEL G contrac bi incorporation of refractory ladle U 
recommendations of NRC consultant re containment shell 
buckling analysis 

HAOA*P B Offshore Power Systems (subs of Westinghouse Elsctrlc 
Corp 1 79/04/30 i21pp 


7903190112 Otecusso* current activities of product assurance 
orgenliation rsvieu 8i approval of drawings & specs Sseks to 
obtain mfg license 4t customers as soon as possible 
6 approve drawings 4i spec if ications 

HAOA«P B Offshore Power Systems (subs of WestlngHause Elictric 
Corp 1. 79/05/11 2pp 


7935220022 Forward* errata shset to correct error* in Amend 27 to 
790430 plant design rept 

HAOA*P P Offshore Power Systems (sobs of Westinghouse Electric 
Corp.) 79/05/14, 7pp 


7903310455 Forwards “Buckling Criteria it Application of Criteria to 
Preliminary Design of Stoel Containment Shell for Floating 
Nuclear Power Plant*" Revision B. 

HAGAiP S Offshore Power Systems (subs of Wettinghouse Elsdrk 
Corp. ) 79/05/23. Ip 


—7905310438 '"Buckling Critsrla U Application of Criteria to Prelialairf 
Design of Steel Containment Shell for Floating Nuclear 
Plant* " Revii ion B 

e Offshore Power Systems (subs of Weitlnghouse Electric Corp 1 
7270-RP-16A31 79/05/31. 330pp 


O Ad judicatory corraipondancc 


7905250313 Statement of matl facts which are not In di spute. Appllcanl 
not able to build eight plants by 1985. Statement filed In 
opposition to NRDC statement of matl facte 

HAGAfP.B r NUTANTrJ. A. Offshora Power Systems (subs of Uestlnghouit 
Electric Corp ), 79/03/00 7pp 


7905250290 Identif ication of evidence for 790404 hearl ng* submittsd In 
response to A8LS 790312 order. Prof ess ional i^ual if ications of 
TW Phtibin end. 

COHANfB. Z.i DOUGHERTY* T.M * KENDRICK* J. R. Offshore Power Byitiai 
(subs of Mestlnghpus# Electric Corp. ). 79/03/23 6pp 


n ripxng or uwk riants" it notice of 7903250177 Respond* to A8L0 790315 Itr r* applicant's plans for 

Ity W/o end, conveyance of reactor pressure vessel to site Applicant will 

Istant Director for Light Hater Reactors. not channellie either Bratos River or San Bernard River. 

Willing to begin responding to discovery motions. 

COPELAND* JO. Baker 4* Botts. 79/03/27. Spp 

chnical staff be informeif chat longer holdup 

po should be required to avoid 79G5010115 Forwarde requcit for Board notification re noneaf ety-trif* 

to ocean i^ air. equipment to otlllyate transient*. 

I Resources Defense Council 79/04/09. Ip 8C INTO* J.F, Hearing* Division. 79/04/02. 3tpp 


aview of OPS Rept 7270-RP-I6A51* Buck I Ing 
Ing Nuclear Plant**' draft Revision B<4i 
Application of Criteria to Deilgn of 
• 11 , " 

n# Nuclear Reactor Regulation. 79/04/17, tp 


DOCKETED ITEMS 


■"•7903010156 D04rd notif Icatlon' itaf f A<i«««tnint re none eletU'-gr«de 
• i^ulpment to mitlgote tr«nelente 

® ® Director for Light Water Reactori 


•790S01019B Board notification recent l««ue on noneaf etg-grade 
• qulpwet^t to mitigate traneienti Hore Info ii retiuired 
TEDEQCO.R L AeeUtant Director for Reactor Safetu 79/03/16 
3PP 


7905030133 Forward t IE Bulletin 79-09i 
Circuit Breaker in 8af etg-ReUted 6u 
req.uire(i 

G'REILLYtJ P Region Si Atlanta* 
79/04/17 Ip 


"Fallurei of CE Type AK-a 
I ** Licaniee action 

Office of the Director 


7903140095 Forwardi IE Bulletin 79-06Ar ‘•Review of Operational Errori 1 
Sge Mteallgneiente Identified During TMl Incident " 

O'REILLYiJ P Region 2, Atlanta* Office of the Director 
79/04/10 Ip 


7905160039 Dlecueeet effecti of TMl on hearing echeduleei Lietf 
ppocaeding* echedulad from Apr through June Forwards 
q.ueitionf to be answered at 790404 hearing 
REIQ.E:. J, Branch 3 79/04/03 Spp 


—7903160045 Lists questions to be answered at 790404 hearing re liquid 
pathbiatj generic studg U FEQ 

WOLFE, B Atomic aafetg and Licensing Board Panel 79/03/29 2pp 


7905080104 Replies to applicant & NRG opposition to motion for summarg 
disposition Opposes applicant motion for summarg 
disposition Certificate of Svc end 

ROI QKANi A X Natural Resources Defense Council 79/04/06 14pp 


"“7903000202 Statement of matl facts In dispute to applicant motion for 
suRim4r'9 d 1 tpos i tion. Support Ing affidavit 4, resume of TB 
Cochran end 

RQIShANrA Z Natural Resources Defense Council 79/04/06 lOpp 


8 Reportable occurrences* LERs k related correspondence 


7903110203 Board notification Seabrook refueling weter storage tank 
design deficiency 

BCINTO. J Hearings Division 79/03/29 30pp 


DOCKET 50-430 BEULEFOMTE NUCLEAR PLANT, UNIT I 


A App lication/constructton stage documents flt correspondence 


7903300376 Notifies that radiological safety review schedule has been 
reevaluated k revised New schedule end 

PARRrO 0 Light Water Reactors Branch 3 79/04/30 3pp 


7903310461 Forwards request for Info re initial test program 
PARRiO D Light Water Reactors Branch 3 79/05/01 t6pp 


7909250292 No comment on proposed schedule submitted by applicant, If 
all proposed findings of fact & conclusions of law re NRDC 
cantentian are filed after completion of Boardl action & 
haairinqi on contention. 

HOIQ-KAN, A Z Natural Resources Defense Council I 79/04/09 3pp 


7903110223 Approval of Teftel 200 as snubber matt requiring 
surveillance interval no more stringent than that required 
for ethylene propylene equipped snubbers 

QILLELANDf J E Tennessee Valley Authority 79/09/04 21pp 


7905150129 Forwards NRC rept "Inquiry into Allegation of Employee 
hleconduct by Restricting Investigation to Determine 
Reliabtlilty of Power Orld Serving 0t Luclt " 
aOMTNKlrB.M Branch 3 79/04/11. Ip 


“"7905190130 ^'Inquiry into Allegation of Employee Misconduct by 
Res tr* Ic ting investigation to Determine Reliability 
■of Fouer Orid Serving 9t Lucie •' 

HC TIER NAN* T. J Office of Inspector k Auditor 70/06/30 05pp 


7903190677 Ack receipt of 790411 Itr transmitting rept of Investigation 
In connection w/8t Lucie proceeding Requests Board be 
advisod of any relevance to proceeding. 

HDLFEi 0, J Atomic Safety and Licensing Board Panel 79/04/12. Ip 


J Insurance It indemnity information 


7909070497 Confirms Increased liability limit to 4124,000,000 for 
policies NF"lf 29, 43, 76,83, 100, Hi, 140, 146, 151, 161, 164, 170, 

173, 174, 170, 179, ISO, 162, 109, 106, 107, 168, 109, t92, 193, 194, 199, 
197, 190. 200,201,204,206,207,200, 210, 212.214,219, St others 
OUATTRQCHH I , J American Nuclear Insurers 79/05/01 ip 


7909070902 Confirms Increase in liability limit to 436,000,000 for 
00 1 ides MF*'22,26,29r38,39, 44, 46,47, 49, 90, 91,52, 53. 94,95, 96, 

37, 38, 60, 61, 64, 66. 67, 6B, 69, 70, 71 , 72. 74, 76, 77, 70, 79, 80, 86, 87, 


88,90,91,92,93,94,99 k 96 

ROBERTS, D M Mutual Atomic Energy Liability Underwriters 
Ip 


79/05/01 


7105100122 Informs that written responses to ASLB 790329 Itr are being 
dtlaycdjNRC staff origlnaUy assigned to work on response 
are presently invoWsd at Tlir--2 
OOHlHKl.a M Branch 3 79/04/17 Ip 


H Otneral correspondence 


Q Inspection reports, lE Bulletins k correspondence 


7909010211 Forwards IE Info Notice 79-06, “Skrets Analysis of 
Safety-Related Piping ** . 

O^RElLLY, JP Region 2, Atlanta, Office of the Diractor 
79/03/23 2pp 


7905330628 Espresses concern about safaty of floating nuclear power 
plants, due to unpredictability of weather k oceanic 
cckrtdi Vlons 

TOOHERrJ L Affiliation Unknown. 79/04/08. Ip 


^909030360 Forwards IE Bulletin 79-07, “Seismic Stress Analysis of 
Safety-Related Piping " License# action required 
O^REILLY, J. P Region 2, Atlanta, Office of the Director 
79/04/14. 3pp 


0. Inspwction reports, IE Bulletins k correspondence 


7903010150 Forwards IE Info Notice 79-06. "Stress Analysis of 
0af etg-Related Piping. 

O^REfLLY, J P. Region 2, Atlanta, Office of the Director. 
79/03/23 Ip 


7905030323 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks," 
O'ReiLLYr J. P. Region 2, Atlanta, Office of the Director 
79/03/26. Ip 


7905030106 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Oafety-ReUted Piping " Licensee action required, 

O'RElLLYr J. P. Region 2, Atlanta, Office of the Director 
79/04/14. IP. 


7905040145 Forwards IE Bulletin 79-06fl, "Review of Operational Errors It 
Qys ttleallgnments Identified During TMl Incident. •' 

O^REILLV, J P Region 2, Atlanta, Office of the Director. 

79/04/14. Ip 


>»O804O«7 Foru«r,. IE #uU. tin 79-08, "Evjnt. R«l»v«n‘ “> O®!!*", 
Mater Power Reactors Identified During TMl 
a'RESLLYrti P. Region 2, Atlanta, Office of the Director. 
79/04/14. tp 


?03040a33 Forwards IE Bulletin 79-06B, "Rivliui of Operational Errors t. 
8yf Misalignments Identified During TMl Incident.* 

0‘REILLV, J. P Region 2, Atlanta, Office of the Diractor 


7909110365 
Water Po 
□^REILLY 
79/04/14 


79050 i034i 
Struts " 
0^REILL\ 
79/04/ IS 


790503017: 

Circuit 

require' 

q^RElLL 

79/04/1 


790502047 
Operati 
Inciden 
0 'RE ILL 
79/04/1 



210, 


DOCKEtlDTrewlS 


77OS300293 Submit* supp l« Mental rtt»parit« to 1C Bull«tln 77’-07. Orifllniml 
rtiponfi fubalttad 780120, Pro vld«t oildl Info r«€«lvpd from 
flinufocturer & d«*crlbm« pLi-n« in of oltctrtcol 

ptnitrmblo-nt 

01ttELAND,JE Tmnnofim* VmlUii Ai/thorltv 79/04/27 5pp 


8, Roportabl* occurranci** LER« U rilmtmd cor rispondonct 


790SS3094B Forward* atcond Intarln rapt of tamll* anchor capmcltiaa 
lawar than df«lqn allowablai. 

OlLLEUANDr J E Tannafiaa Vallaq Authoritv 79/09/17 tp 


*-’•7909300997 Saeond lntar*ln rapt tanalta anchor capacltiaa lawar than 
ataOAtd In datlgn allowablaa Tilting of «tud anchora atlll 
in prograii Final raaulta acpactad 790001, 
a Tannaitaa Vallag Authority, 79/09/17 Ip. 


DOCKET 90-439 BEtLEFONTC NUCLEAR PLANT/ OKET 3 


A, Appl leatlon/canatructlan alagi docuaanti t corraipondanct 


7909300076 Notlflai that radiological tafaty ravlaw ichtdula Nat baan 
raavaluatad It raviaad Nau achadula and 

PARR.O D Light Uatfr Raactori Branch 3 77/04/30 3pp 


7909310461 Forwardt Ta«n;aat for Info ra Initial tait program 
PARR/O D Light Watar Raactort Branch 3 77/09/Ot 16pp. 


7909110233 Approval of Taf »al 300 at inubbar mat I ril^ulTlng 
turvaiUanca Intafval no atari ttrlngant than raqulrad for 
athylani propglana a^uippad inuNbart 

OILLELAND. JE Tarniftaa ValUg Authority 79/09/04 2ipp, 


J. Inturanca h indamnity Information 


7909070477 Confirm! incraatad liability llnii to 4134(000/000 fo-r 
polleiat KF-l/39r 43/76183/ 100/ 111. 140/ 146< 151i 161/ 164/ 170/ 
i73r 174/ 178/ 179, 100/ 192/ 105. 186/ 187/ lOS/ 109. 193/ 193/ 194/ 193/ 

197/ 190/200/301/304.206/ 207/ 208/ 310/313/314/ 219/ It othart 
QIMTTROCHH t j J Amarlcan Nuclaar Iniurrr*. 79/03/01 Ip 


7909070982 Confirmt Incraata in liability limit to *36/000/000 for 
po Lie lit MF-22/26/39/3e/39/ 44. 46.47/ 49. 90/51/ 32/ 93/34/39.96/ 

97/ 98, 60/ 61/ 64/ 66, 67. 68. 69. 70, 71 / 72. 74. 76, 77. 70. 79, 00/ 86. B7r 
08/90/91/93/93.94/99 ti 96. 

R0BERT8/D H ftutval Atomic Enargy Liability i^ndarmritart 79/09/01 
Ip. 


0. Impaction riportc. lE Bullatlnt 4< corratpondanca 


7909010311 Forward! IE Info Notlca 79*-06i “Strai! Analyiit of 
8af aty^Ralatad Piping.'* 

D'REILLV/U, P Raylon 2i Atlanta# Off lea of tha Olractor 
79/03/23 3pp. 


7909030368 Forward! IE Bullatln 79’*07i *'0al!nlc Strap! Analyplc of 
8af aty^Ralatid Piping,'* Licaniaa action ra^uirad, 

O'RElLLV.v/, P Raglon 3. Atlanta/ Offlca of tha Olractor. 
79/04/14 3pp. 


7903040233 Forward! lE Bullotln 79-068/ '*Ravl*w of Oparatlonal Ertar* !« 
Syt Mlial Ignminti Idantlflad During THl Incldant, ** 

O'REILLV/J P. Raglon 3/ Atlanta/ Of flea of tha Olractor. 

79/04/14. 3pp 


7909110369 Forward! IE Sullatln 79-00. "Evanti Ralavant to Boiling 
3a tar Power Raactort idtntiflad During THl Incidant. ** 

Q'REILLViJ P. Region 2r AtUnta, Office of tha Director 
79/04/14. Ip 


7909010341 Foriyard! IE info Notice 79-10/ "Nonconforming Flpa Support 
Strut! ** 

O'REILLV/ U. P, Raglon 3< Atlanta/ Office mf tha Olractor, 
79/04/10. Ip. 


7909030172 Forward! IE BuUat in 79-09. Vailurat of Q£ Tyf# AK-3 
Circuit Bfiatar in Safatg-Ra latad 8ya. " Llcanita action 
rayulrad. 

O'REILLV/ J, P, Raglon 2/ Atlanta# Office of the Director. 
79/04/17. 3pp. 


7903020479 Forwarda IE Bulletin 79-06A/ Ra vlt ion 1/ "Rtvlaw of 
Oparatlonal Error! It 8ya HliaUgnMinta Identified During THl 
Incident 

O'REILLV/ J. P. Region 3. Atlanta# Office pf tha Director, 
79/04/18. Spp. 


7909C^0233 Bubailt! iupplamantal ratponta to IE Bullatin 77-07,Qrlgloi I 
ratponia tubmittad 78130 Provldai addl Info raealvad from 
nanufacturar h detcribat plan* in area of alactrlcal 
panalratloni 

OZLLELAND/J E Tannaaiat Vallay Authority 79/04/37. 8pp, 


|S Reportable oceurrancea. LERi It related corratpondanca 


7909330348 Forward! tacond Intarlm rapt of tana lit anchor capacltli-i 
lowar than daalgn allouablat 

OILLELAND#J E Tannattai Valley Authority. 79/03/17, Ip. 


— 7903230937 Second interim rapt tentlla anchor capacitlaa lower than 
aeeumad In daeign allouablt! Tatting of itud anchor! *1111 
In prograti Final reaulti acpected 790601 
a Tinnatiaa Vallay Authority 79/05/17 Ip 


DOCKET 30-440 PERRT NUCLEAR POWER PLANT/ UNIT 1 


A Application/conttruction ataga documanti l< corratpondence 


7909020424 Forward! NUREO-0931/ "Invattigatlon It Evaluation of Strcia 
Corroiion Cracking in Piping of LWR Planti" h notice of 
itauanea & availability W/o and 

VA88ALL0. D B Aaaiatant Diractor for Light Matar Raactori 
79/03/33 2pp 


&, Impaction raporta. IE Bullatin* It corratpondanca 


7909010246 Forward* IE Info Notice 79-06/ ''Street Analyiit of 
Bafaty-Ratatad Piping. ** 

KEPFLER/ J 0. Raglon 3/ Chicago. Of flea of tha Director 79/03/33 
Ip 

7903040021 Forward* IE Info Notice 79-07/ "Rupture of Radwatti TanH ■ 
KEPPLER.U 0 Raglon 3. Chicago. Off lea of tha Director. 79/63/86 
ip 


7905030019 Forward! IE Bulletin 79-06. "Review of Operational Error* 6 
8y* Hltallgnmenti Identified During TMI Incident." 

KEPPLERiJ 0, Region 3/ Chicago. Office of the Diractor. 79/01/11 
Ip, 


7903010976 Forward* IE Bulletin 79-06A/ "Review of Operational Errori li 
Syi Hi! alignmanta Identified During THl Incident," 

KEPPLER/J. 0 Region 3/ Chicago. Office of tha Director 79/04/14 

Ip. 


7909040382 Forward! IE Bulletin 79-06B. "Review of OperJtlonal Errori k 
Syt Hitallgnmant! Identified During THl Incident " 

KAPLER. J, 0. Region 3« Chicago. Office of the Director. 79/04/14, 
IP 


7903040937 Forward* IE Bulletin 79-08. "Event* Relevant to BolKng 
Water Power Reectort Identified During TKI Incident, " 

KEPPLERrU 0 Region 3. Chicago. Offica of the Director 79/04/U 

4. 


7905070170 Forwerd* IE Bulletin 79-07. "Baltmlc Btret* Anaiyeli of 
Safety-Related Piping " Llcentee action required 

KEPPLER.U O, Region 3. Chicago. Office of the Director. 79/04/14 
tp* 


7903010396 Forward* IE Info Notice 79-tO/ "Nonconforming Pipe Supptrl 
Strut*. *' 

KEFPLER. li, O, Region 3/ Chicago. Office of the Director 79/04/16 
Ip. 


7908030217 Forward! IE Bulletin 79-09. "Failure* of OE Type AK-2 
Circuit Breaker In Sef ety-ReUted Syt " Liceniaa action 
required. 

KEPPLERfJ. 3. Raglon 3. Chicago, Offica of the Diractor. 79/04/17 

tp. 


7909080400 Forward* IE Bulletin 79-05Bi "Nuclear Incident at 
THI-8uppl. " 

^KEPPLERtU. 0 Region 3. Chicago. Office of the Director. 79/04/91. 
tp* 


7909240893 Forward! IE Circular 79-07. "Unexpected Speed incTi**# of 
Reactor Recirculation Hotor Oanarator Bet Rytulted in 
Reactor Power Increete, " 

KEPPLER.U.D, Region 3, Chicago. Office of the Director. 79/05/02 
tp- 


iDOCKETED ITEMS 


311 


DOCKET BO-441 PERRV NUCLEAR PCMER PLANT* UNIT 2 
A App I le«|;t(}n/con«truction ft^ga doeiim«ntt S* corrsttpondanct 


790B020424 Foruardit NUREO-OBSl. "Invaatigation St Evaluation of Strata 
Corrotlon Cracking In Piping of LMR Planti** b notica of 
lituanct fc availability H/o and, 

VASSALLOtD B Attlftant Dltactor for Light Matar Raactort 
79/03/23 2p p 


Q Inipactlon raportti IE Bullatlni V corravpondanca 


79090t024& Forward* IE Info Not lea 79-OA* *'8tra«a AnaLvtii of 
Saf aty-Ralatad Piping " 

KEPPLERt J 0 Rag ion 3< Chicago* Qffica of tha Dlractor 79/03/23, 

Ip 


7905040021 Forward* IE Info Notica 79-07i "Ruptur# of RadwaaU Tankt, ** 
KEPPLERf J 0 Raglon 3« Chicagot Off lea of tha Diractor 79/03/2& 
tp 


7905030019 Forward* IE Bui Latin 79**OA, *‘Raviaw of Oparatlonal Error* St 
Syt Kiaallgnatantf Idantlfiad During TKI Incident 

KEPPLERrU.O. Raglon 3i Chicago* Office of tha Director 79/04/11 
Ip- 


7905010576 Forward* IE Bui Latin 79-06A* '*RevlaM of Oparatlonal Error* Si 
Sy* Mlfallgnmanta Identlflad During THI Incident.” 

KEPPLER*J. 0. Region 3* Chlcagoi Office of th# Director 79/04/14 
lp< 


7909040382 Forwardf IE BuUatln 79''06B» "Review of Operational Error* St 
a^f Mltallgnieont* Idantlfiad During TMl Incidant '• 

KEPPLER*J 0. Raglon 3, Chlcagoi office of tha Director. 79/04/14. 
Ip 


7909040537 Forward* IE Bullatin 79-00* ^Events ReLavant to Dolling 
Water Powir Reactor* Identified During TMl Incident '» 

KEPPLERtJ 0 Region 3* Chicago* Office of tha Diractor. 79/04/14. 

ip. 


7909070170 Forward* IE Bullatin 79-07* "Saltmlc Etrae* Analyst * of 
&a,f ity-Ralatad Piping,*' Licanoaa action rtgulrad 

KEPPLER*J, 0 Region 3* Chicago* Qffica of tha Diractor. 79/04/14 

»-p. ' 


7905010396 Forward* IE Info Notice 79-10* *'Noncanforinlng Pipe Support 
Strut* " 

KEf>PLER*J 0 Region 3* Chicago* Office of the Director 79/04/16 
Ip. 


7905030217 Forward* IE Bullottn 79-09* 'Tallurei of OE Typa AK-S 
Circuit Breaker In Safety-Related Syt, ” Llcaneee action 
raiiulred. 

KEPPLERfJ a. Rtglon 3* Chicago* Office of the Director. 79/04/17, 

ip. 


7909000400 Forward* IE Bulletin 79-05B* “Nuclear Incident et 
THI-Suppl, “ 

KEPPLER*J.O, Raglon 3* Chicago* Off ice of th* Diractor. 79/04/21. 

Ip. 


7909240692 Forward* IE Glreuler 79-07* “Unaipectad Spead tnerea** of 
Reactor Rec Ireulatlqn Notor Oenerator Sat Ratulted in 
Raactor Power Increase. “ 

KEPPLER* g. 0. Region 3* Ghicagoi Office of tha Diractor, 79/05/02 

ip. 


DOCKET 50-443 8EABR00K NUCLEAR STATION* UNIT 1 
A. Applicatlon/con*truction stag* docunent* V corraa pondenc* 


7909080398 Raiie* guastlon* by Seacoaet Anti-Pollution League ra 
financing plan proposad in Public 8vc Go 790321 6 790427 
1 tr*. 

DAGKU8*R,A. O^Nelli Backua* Spielauin. 79/05/04. 4pp. 


7909170245 Forward* Anend 40 to lictne* app Heat ion, Gartlflcata of Sve* 
a«and fa* Si supporting docuiaantation and, 

RlTaNER*g A. Rope* i Orag, 79/05/16. Ip. 


-.-7905170251 AppointMont of agent 6 elgnature of applicant. 
CLEARY* J.V. Oraen Mountain Power Corp. 79/04/30, 2pp. 


— 7905170253 Forward* Aaiend 40 to' 790330 llcanta application* ra^vest fat^ 
partial transfer of ownar«hlp of CPPR-135 6 CPPR-’136 ti 
■vpportlng financial info of owner*. 

MERRILL* D.N* Of eon Mountain Power Corp. 79/09/14. 315pp. 


F, Security* laedlcaL* energeney 6 flra protection plane 


7905240343 Forward* Ofe of Nuclear Reactor Rogulatlon 730929 «naao to 
CooMlaelonari ra raeulta of fire protection raaearch teat 
Hill provide all generic board notification* in all 
procoadlng* involving focilittai 
BRENNER* L Branch 3 79/04/05. 2pp 


0 Adjudicatory corraipondanca 


7905010323 Forward* raq,uatt for order to show cause why CP ahould not 
toe vuapandod or ravokad.NftC poeitlon an not reviewing 
contaquenca* of Claa* 9 facility aecldant should be 
retvaluatad in light of BECY-73-137. 

DAGKUBrR.A O'Nalli Backusr eplelnan 79/03/12 2pp 


— 7905010329 Requeat* order to show causa why CP should not be lutpendad 
or ravQfcad for lack of financial qualification* of l«ad 
applicant Si other par tlcipa ting coapanlaa Gartlflcata of 
Sve and 

BACKUSrR A O'Nall* Backus* Spialaan 79/03/12 7pp 


7905070026 Ra«pond« to Seacoaat Anti-Pollution League raquast for order 
to show caute why CP ahould not be auepanded or revoked 
Galls for invastlgation Into util's financial 
qualification* Certificate of Sve and 
BURT*L Ka**aehu««ttt. State of 79/03/26. 5pp 


7905020410 Forward! 790312 order to ahow causa Sc re^usst for order to 
show cause 

DENTON* H R. Of flea of Nuclear Reactor Regulation 79/03/29. 3pp 


— 7905020416 Forward* request for order to shuu causa why CP ahouLd not 
be suspended or revoked 

a G'NalL* Backu** Bplalman 79/03/12 Ip 


'7905020422 Raqueit for order to show causa why CP for proposed nuclear 
power plants should not be suspended or ravoksd. 

BACKUS* R A O'Neil* Backus* Splalman 79/03/12 5pp 


--7905020430 Request for order to show cause* filsd by Saacaait 
Anti pollution League. 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/12 Ip. 


7905300336 Requests NRC lamediately stop const until design ebanga* are 
wado. 

NE1NH0LD*E H. Affiliation Unknown. 79/04/01. Spp 


7905110418 Responte to 41^8-809 ra radon amissions 6 da nslnlnui theory 
froM Parkin* rac ord. Csrtl f Icats of Sve end 

8CINTO*U. F. Hearings D1 vision, 79/04/11. 45pp, * 


7905140519 Rtsponsa to 790404 brief of Philadelphia Electric Cd*P 6E60 h 
Atlantic City <NJ) Electric Go rt de minimus theory. 

Certtflcata of Sve and. 

KEPFQRD, G.R. Citissns for Safa Envlronaent. 79/04/1 L. 8pp. 


7905240251 Urges swift conclusion to seismic Issue for facilities in 
light of closing of five nuclear plants 

LENtSrR. Seacoast Anti-Pollution League, 79/04/18. Ip. 


7905290353 Opposes EH Welnhold 790401 request for ttismlc design 
changes U for halt in const until Implementation of such 
changes. EH Welnhold should be permitted to file brief amicus 
curiae. 

BREMNERxL. Branch 3 79/04/23. 9pp. 


7905140332 Notifies of con* ol Ideti on of five intervenor group* re radon 
emissions issue, Parties have until 790525 In which to file 
for summary disposition. 

OUFLOfh. E. Atomic Balety and Licensing Appeal Panel. 79/04/25. 

I3pp. 


1 Financial information 


7905010477 Responds to NRC 790319 request for addl info re design* 
etialylsili, fabrication for proposed mod of storing reactor 
cavity annular seal plats during operation. Info will be 
provided by 790731. 

^DRIDOErU. C. Sacraipento Hunlclpal Utility District. 79/04/26. 
Ipp. 


7905010447 Forward* util 790626 preliminary prospectus* of faring 
If 000*000 shares of preferred stock at 425 par value. 

RITBHERf J.A. Ropes t» Oray 79/04/27. Olpp. 


7905210129 Forwards 790515 final prospaebus re sinking fund stock, 
lt.24X dividend series. 

RIT8HER. JA. Repis ti Oray. 79/05/16. 53gp. 
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Q Inipcctlon rctmrlrsr tE Bullstlnt Ik c«rrai{i«ndonci 


77O&01OI43 Fflru*ril« IE Info Notice 79-OAi “Strtu An«luit« of 
Piping “ 

OftlERfB Hh Region It Ph 1 lad* I phlai Offlc* of th* Dlractor, 

79/03/23 ip 

7905020103 Foruarda IE Bullitln 79-Ofri “RavUui of Oparallohal Eppor* 
Bifi Kliall gnmcnta Idantiflod During TMl Incldant " 

ORlERiB H Raglon 1. PhiladtlpMar Of Me* of tht Dlroctor. 

79/04/11 ip. 


79090203A4 Foruardf IE flulletin 79-07r "^Sslimlc Strcii AnalgaU of 
Saf •tV'Ralatvd Piping " Liconsie action naulrad 
ORlERiB.H Region li PhiladtlpMar OfMce of tha Diractor. 
79/04/14 Ip 


7909040100 Foruardi IE BullaMn 79-0&Br '*R*v1bw of Opsratlonal Errort h 
6|jt Hltalignmantt Idantlfiad During THI Incldant " 

ORlERrB K Raglan li PhiladtlpMar Offlct of tht Dtractop 
79/04/14 Ip 


7909040284 Foruardt IE BulUtin 79-OB. *>Evtni;i Raltvant to Bolling 
Vlatir Pouor Rtactort Idantlfitd During T-KI Incldtnt “ 

ORlERrB H Rtglon Ir Philad tlph lar Offlct of tha Director. 
79/04/14 ip 


7909030109 Fopwardi IE Bulla tin 79~09r “Fallurti of OE Typt AK-2 
Circuit Sraaler In 8af ttU'-Ralatad Sgt *' Lictnitt action 
rt(|ulrtd 

ORlERrS H Region Ir Phi ladtlphlai Office of the Director 
79/04/17 Ip 


7909020324 Foruardi lE Bulletin 79-OiAr Revli Ion 1. “Rt view of 
Operational Errort & 8yi Mlta i Ignntnt* Idantlfiad During THI 
Incident *' 

OAlERiB H Region Ir Phi ladalptilar Office of the Director 
79/04/10 Ip 


7909290003 Retpondt to IE Bulletin 79-09, OE type AK-2 circuit bptaktrt 
not planned for uit 

SHEPARD, A M Public Barvlct Co of New Hanpehlrt 79/04/23 Ip 


DOCKET 90-444 SEABROOK NlfCLEAR BTATlOMr UNIT 2 


7909010447 Forwarde util 790626 prellMinarg protp actuej of faring 
IrOOOrOOO shartt of preferred ttock at $25 par value 
RlTSHERrJ. A Roptt l( Gray 79/04/27 91 pp 


A AppUcation/conatruetton etagt docuatcnti eorrttpondtnct 


79O9OBO390 Raiiti quattione bg Saacoact Anti-Pollution League re 
financing plan propoiad in Public 8vc Go 790321 It 79042> 

Itri, 

BACKUSrR.A. O'Nelh BactutK Splelnan 79/09/04 4pp 


7909170249 Forwarde Attend 40 to llcanea application. Certificate of Bvc« 
aaend fee & lupporting documantat Ion end 
RITSHERrJ. A Ropii It Gray. 79/09/16 Ip 


—7909170291 Appointment of agent L elgnature of applicant. 
CLEARY, J. V. Oreen Mountain Power Corp 79/04/30 2pp, 


—7909170293 Forwardf Amend 40 to 790330 llcenee application, requeet for 
partial trantfer of ounerthlp of CPPR-i39 S, CPPR-136 k 
ewpportlng financial info of ownere. 

HERRILLrD. N. Oreen Mountain Power Corp. 79/09/14, 3igpp. 


F. Security, medical, emergency U fire protection plane 


7909240343 Forward* Qfc of Nuclear Reactor Regulation 700929 memo to 
ComAletionen re reeulti of fire protection reeearch teet. 

Kill provide all generic board notification* In all 
procetdlng* involving facllitie*, 

BRENNER, L Branch 3. 79/04/09. 2pp. 


0 Adjudicatory come pondence 


7909010323 Forward* requeit for order to ehou cauit why CP ihould net 
be fuepended or revoked, MRC poeition on not reviewing 
eoneequtncei of Olaef 9 facility accident ehould be 
reevaluated In light of aECY-7a-137, 

BACKUS, R. A. O'Neil, Backu«» Spielrean. 


■7903010329 Requeeti order to fhow cauto why CP ehould not be tuipenan 
or revoked for lack of financial qualifications of lead 
applicant L other participating companies Certificate of 
Sve end 

BACKUS, R A O'Neil, Backus, Splelman 79/03/12 7pp, 


7905070026 Responds to Seacoait Anti-Pollution Laague request for order 
to- show cause why CP should not be suspended or revoked 
Calls for Investigation into util'* financial 
qualifications Cartiflcata of Bve end, 

BURTiL Hassachusetts, State of 79/03/26 Spp 


7909020410 Forward! 790312 order to thou causa t, request for ordir ta 
show cause 

DENTON, H R. Office of Nuclear Reactor Regulation 79/03/29 9gp 


—7905020416 Forwards requeit for order to shou cause why CP should ho| 
bft suspended or revoked 

» O'Neil, BaduSi Splelman 79/03/12 Ip 


— 7909020422 Request for order to thou caus* why CP for propostd tiuclnr 
pouer plants should not he suspended or revoked, 

BACKUS, R A O'Neil, Backus, Spialman 79/03/12 Spp 


— 7909020430 Request for ord«r to show cause, filed by Seacoast 
Anti pollution League 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/12 jp. 


7909300336 Requests NRC immediately stop const until design chanjii an 

made 

a£INHOLD,E H Affi 1 la tlon Unknown. 79/04/01 3pp 


790SI1041B Raspahis to AUAB-909 ra radon emissions L da nlntmui Ui-iory 
from Psrkint record. Certificate of Sve end 
QCXNTQiJF Msarlngs Division 79/04/11 49pp 


79091409S9 Response to 790404 brief of Philadelphia Electric C4,PBEi4 % 
Atlantic City (NJ> Electric Co re de minimus theory. 

Certificate of Sve end 

KCPFORDtC. R. Citiians for Safe Environment 79/04/11. Opp 


7905240291 Urges swift cancluslon to seismic issue for facilitlit in- 
light of closing of live nuclear plants 
LEWt8,R. Seacoast Anti-Pollution League, 79/04/18. ip 


790529D393 Opposes EH He inhold 790401 request for seismic deiigh 
changes L for halt in const until implementation of such 
changes. EH Neinhold ehould be permitted to file brief amicus 
curiae. 

BRENMER4L Branch 3 79/04/23. 9pp. 


7909140332 Notifies 0# consolidation of flva intervsnor groups ri rAl«K 
eailstloni issue. Parties have until 790929 in which to file 
for summery disposition 

DUFUQtN.E Atomic Safety and Licensing Appeal Pantl, 79/04/S9 
13pp 


1. Financial information 


7905010477 Responds to NRC 790319 request for addl Info ft deiiin, 
analyisiL fabrication for proposed mod of storing reactor 
cavity annular teal plate during opsration Info will be 
provided by 790731. 

UALBRIDGErN.C. Sacramento Municipal Utility District. 7?/04/2i 
tpp. 


7905210129 Forwards 790919 final prospectus rs finking fund SlQ(k, 
11.24)1 dividend series 

RrT6HCR,J A Ropes k Gray, 79/09/16 93pp 


0 Cnspection reports* IE Bullitlns k correspondence 


7903010143 Forwards IE Info Notice 79-06, ‘'Stress Analysis of 
Safety-Related Piping. " 

ORlERiS.H. Region 1* Phi ladelph ia. Office of the Director. 
79/03/23 Ip. 


7909020103 Forwards IE Bulletin 79-06, '‘Review of Operational Errsri b 
Sye Kisallgnmints Identified During THI Incident.* 

■ORlERfB.H. Region 1, Pbiudoiphia, Office of the Director 
79/04/11. Ip. 


79/03/12, 
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77D:^02(>364 Forwards IE Bulletin 79-07, “8aiimlc 8tros« Analueii of 
64f atg-Ra 1 ated Piping Licensea action rec^ulred 
ORIERrB H, Region i, Phi ladetphioi Office of the Director 
79/04/14 ip 


7903040100 Forward* IE Bulletin 79-06B, ''Review of Operational Error* & 
Hlia 1 Ignmonti Identified During THI Incident *' 

ORiERiQ H Region Ir Philadelphia, Office of the Director 
79/04/14 Ip 


7903240113 Raqueit bg joint intervener* that tl«* for filing of 
contention* it fir«t prehearing conference be continued 
Notice of appearance of ON 0«g on behalf of intervenor*, 
request of »vc of document* tc Certificate of 8vc end 
OAVi 0 N Meet Tcia* Legal Service* 79/04/06 llpp 

7903230143 Confirm* scheduled 790417 meeting L request* draft of 
proposed contentions 

CHANDLER, L J Branch 1 79/04/06 Ip 


7903040284 Forward* IE Bulletin 79-08, "Event* Relevant to Boiling 
Haber Power Reactors Identified During TMI Incident " 

ORlERtB H. Region 1, Ph 1 ladelphia, Office of the Director 
79/04/14 ip 


7903230B33 Orders conference on 790522 to consider petitions to 
intervene 

BOWERS, E 8 Atomic Safety and Licensing Board Panal 79/04/09 
2pp 


7903030103 Forward* IE Bulletin 79-09, "Failura* of OE Tgpe AK-2 
Circuit Breaker In 8af etg-Related 8g* " Licensee action 
required 

QRIER) B M Region 1# Ph 1 ladelphia, Office of the Dlrectar 
79/04/17 ip 


7903020324 Forward* IE Bui lot In 79'‘06A« Rev! * ion 1, "Review of 
Opermtlanal Error* h 8g* Misalignments Identified During TMI 
Incident " 

CRIERrB H Region li Philadelphia, Office of the Director. 
79/04/10 Ip 


7903270083 Responde to IE Bulletin 79-09 OE tgpe AK-3 circuit breakers 
not planned for u*e 

OHEPARD, A M Public Service Co of New Hampshire 79/04/23 Ip 


DOCKET 80-443 COMANCKC PEAK BTEAM ELECTRIC BTA , UNIT i 
A App 1 i catlon/conitruct Ion *tage document* 4- correipondence 


7903140040 Swmmarg of 790320-0321 meeting u/TX Utils Generating Co, 
Brown U Root/Oibb* h Mill U TX Util* 8vc, Inc in Olen 
RosiiTX re testing schedule, const progress & gathering of 
info td permit Independent estimate of fuel loading date 
DURUELLi 8 n. Light Water Reactors Branch 2 79/04/06 Spp 


790S030363 Forwards environ qoal i f Icatlon plan* 01 k oversiied ends 
available In Central Files 

OARYi R J, Texas Utilities Generating Co 79/04/23 2pp 


7903100193 Answer bg applicant, in opposition to 790329 first amtndsd 
petition to Intervene 1c request for hearing filed bg TX 
Association of Comraunltg Organl xat ion* for Reform Now & West 
TX Legal Sves Certificate of 6vc end 
REYNOLDS, N 8 Debevoiie it Lleberman 79/04/13 24pp 

7903220033 Corrects ABLB 790409 order re location of 790522 prehearing 
conferance 

BOWERS, E 6 Atomic Safetg and Licensing Board Panel 79/04/17 tp 

7903300362 Recommends granting joint petition to intervene from TX 
Association of Communitg Organ! zations for Reform Now it 
West TX Legal 6vc*,*«bj to clarification of interest L 
authorl lation Certificate of Sve end 
CHANDLER, L J Branch 1 J 79/04/19 12pp 


7903230639 Applicant's response to 790406 motion for continuance filed 
bg Association of Communitg Organ! latlons for Reform Now it 
West TX Legal 8vcs Certificate of 8vc end 
REYNOLDS, N 8 Debevolse 8, Lleberman 79/04/25 4pp 


7903240929 Motion to suppl contention* Certificate of Sve end 
ELLIS, J Cltliens Association for Sound Energy 79/05/07 3pp 


I Financial Information 


7903030134 Forward* financial analysis supporting Amend 1 to CPPR-126 it 
127 

8ALTZMAN, J Antitrust it Indemnity Group 79/04/13 6pp 


7903090313 Informs that response to 790406 request for addl second 
round info will be submitted bg Jul 1979 
e Texas Utilities Generating Co 79/04/30 Ip 


7903140204 Forwards initial responses to GA Branch pound one questions 
<0423.7-0423 201 which will ‘be retraniml tted to NftC as F8AR 
Amentf 6. 

DACKa,D.8 Texas Utilities Co 79/04/30 I23pp 


7909140322 Forwards "Chlorine Mlnimiiatlon Plan" 
RequNiti comment by 790601 

EULIUTT, n. B. Environmental Protection Agency. 


submitted bg util 
79/05/08 Jp 


M Antitrust correspondence 


7903130343 Forwards TX Utils Co it subs Idlarlei ' answer to NRC Initial 
Interrogatories 8, requests for production of documents 
Reserves right* to file objection* 8, protective order before 
790303. Certificate of Sve end 

SLiCKEYiF K Horsham, Forsythe it Sampels 79/03/01. ip 


7905020232 Grants 790317 motion by Public Utils Board of Brownsville, TX 
seeking extensions, until 790330 8* 790405, in which to compel 
fuller response* to Board's interrogatories 

MARSHALL, E M Atomic Safety and Licensing Board Panel 79/03/22 


—7909140224 Forwards "Chlorine Minimliatlon Plan," Requests comment 
within 60 days. ^ 

FIKARrL F Texas Utilities Generating Co. 79/04/12 Ip 

—7903140226 "Chlorine Minimliatlon PUn " -tp/oa/29 ISao 

RlCEiJ K Taxas Utilities Generating Co. 79/03/29 IBpp. 

0 Adjudicatory correspondence 

ywoioosaa An.u.r U cm«*n. ,ar Sound Enorgjj 

Intervene re application for OL Seeks denial as matter ot 
right discretion. Notice of appearance of N8 Reynolds on 
behalf of ut 1 1 * . Cert l f I ca to of Sve encl To/m/is 12*0 

BEYNOLOa, N S. , KNOTTS, J. 8 Debevoise It Lleberman 79/03/13 PP 

7903190821 Answer to Cltlxens for Fair 

petition to intervene re d 8% eSd 

as matter of right it discretion ^•^^l^iVtlboLan 79/03/19 Upp 

REVHOLDaiN 8 , KNOTTB, J. B. Debevolse & Lleberman /y/uj/xv 

7903230271 Answer to Cltlxen# for Sound petition 

llV.rv.^ re application for OL r.Jumate of 

intervention if petitioner refines request. Certificate 

CHANDLErIl j. Branch 1. 79/03/19. Bpp. 

7909090134 Request for hearing g tjJJjJ^JpnSavitl of 

QAV.O H W..‘ T.,.. L.,dl e.rv„... 

79/03/29. I7pp. 


7903240127 Notifies that location of deposition of LC 

Monsanto Co has been changed from Holiday Inn, Alvin, TX to 
ButlenBlnlon, Rice, Cook h Knapp law ofc* in Houston, TX. 

RYANiT. 0 Isham, Lincoln 8, Beale. 79/03/22 Spp 

7905020480 Ord.r p,0,.ctln, ""'‘"•''“•‘‘t'' 

Lighting l« Power from Central Power 8t LightiWest TX Utils, 

Public SVC of OK h Southeastern Electric Power Co ytyf 03 /D 3 

MILLER, M.e Atomic Safetg and Licensing Board Panel. 79/03/23 

3pp 

7903310020 Response by util to second set of Interrogetorle s fc request 
for production of documents, submitted to Central Power b 
Light. Alio moves for protective order Certificate of Bve 

BARNETT, E W Baker 8t Bott* 79/03/28 25pp 

7903070040 Advises that deposition of Edward f ^ 

Chemicals Co, Allentown, PA, or iginally Jot 790406, 

has bean changed to 790419 at ofc of Air Products it 

RYANrT, 0 Ilham, Lincoln 8, Beale. 79/03/30 Ip 

-7903070043 RL Wright, AD Cypher* 8, L Peeler were 

Central Power 8» Light filed answer* b objection* to Houston 

RYANrT 0. Isham, Lincoln 8« Beale. 79/03/30. 2pp 
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7?0530005a Rept on prajrai* «idi Ln K«r l?79 in conplvting 
dlocoviryt lubiilttvil p*r A8CB 7fl062l ordfT -Cortiflcot# of 8vc 
tncl 

HARRlSiJL * aEROERiW 0 i CLARK* R H Dtpt «# 79/03/31 

7pp. 


790S030S75 Dfttcrtl}«« difcoviry 4ctlvitlvf of Public Uill* Board of 
BrowoivlUo-m for Mar IW Carblficata of Bvc and 
POIRER.MR Splaflol t* McDlarmld, 79/04/03 6pp 


790S09003& Ro(iu«tt by TX Uillf Otnarating C« for WC to dloalaa Ctntral 
Powir i Light South Uatt Corp at Intarvmort Iti altirnativoi 
iiatt luamarv ditpotitlon or Invoking of coLlataral 
• ttopptl. Cartlf 1 cata of 8vc and 

KNOTTSi J, 8 Otbavolta Habirwan 79/04/03 5pp, 


-‘*7909090042 R«<itiait by TX Util Oantrating Co for ordir barring Cantral 
IPawtr E Light from ttaklng raliaf inconilctant u/Oittrlct 
Court dtcHlon for favorably dacltlon ri tuamarg 
ditpotition 

KNOTTS* J B Dobavotta It Llibarioan 79/04/03 2pp 


7909290488 Status rapt ork dltcovarg for Mar 1979 Dlicovarg raouiiti 
wart nalthar Inltlatad nor ractlvad Cartlflcata of 8vc anel 
JOMWjD F Akin* Ouap, Hautr U paid 79/04/09 Spp, 


7908230&91 Antwar by Kouiton Powtr & Lighting to NRC 790323 nsponii 
to util notion for protactlvi ordarrNRC notion to compat 
furthar answari to intarrogatorlai & NRC raciuaat for 
production of documanti Cartlflcata of 6vc tncL 

BARNCrr.E U Bakar 4t Botti BDUKNIOHT.J A Louantta In, Nawaan. ftili, 
Atairad t Toll 79/04/11 12pp 


7909030260 Forward! ravltad paga 28-1 attachad to Cantral Powar 1, Llihi 
Co^t antuars It objtcfcloni to Houiton Lighting U Pouar Co'i 
ftrtt lat of urlttan intarrogatorlai to Cantral Powar It 
Light Go Cartlflcata of Svc anct 

STAHL, 8 H Ilham, Lincoln It Baala 79/04/12 6pp 


7909240332 Advliai no dlicovary raquaiti hava baan Inltlatad or 
ractlvad by Taic-La Elactrlc Cooparatlvt, Inc Cartlflcata of 
Svc and 

SURCTiEtTC, W H Northcutt Ely. 79/04/12 4pp 


*"^7909090090 Kamo by TX Utlla Oanaratlng Co re point* li authorltlai 
aupportlng motion to dlsmlsi Cantral Pouar It Light South 
Matt Corp at intarvanari or for fummary diipoiltlon 
KNOTTS I ti B Dabavolsa It Llabarman. 79/04/03 42pp 


7909190663 Orantt motloni for aKtantlon of tlma for partial to rtipon.d 
to diicovary raquaiti 

MILLER, K.E Atomic Safaty and Licensing Board Pantl 79/04/13 
3pp 


79091002SS Rasponia to lacond tat of Intarrogator las I, raquasts for 
production of documanti dlractad to OQJ by Houston Lighting 
l( Powar Qualif Icaticni of axport wltnatsai HE Scott li OTC 
Taylor l< Cartlflcata of Svc and 

HARR IS, UL . BERGER, H 0., CLARK, R H Just lea, Dipt of 79/04/03 
23pp 


7909230448 South TX Elactrrlc Cooparatlvt, Inc It Madina Electric 
Cooparattva, Inc 'i oppo-iltion to Public Utlli Board of 
Grownivitl a, TX 790409 motion for fullar rtiponifi to 
Intarrogator las, Cartlflcata of Svc tncL 

HUNT£Z,M. KcOlnnlfi Lochrldga It Kllgort. JQHNtD F Akin, Ouap. 
Hauar St Fa Id 79/04/13. llpp 


7909100288 Ratponsa to lacond lat of intarrogatorlai It raquaiti for 
proifuctlon of documanti dlractad to Dapt of -Justlca by 
Houiton Lighting li Powar Qua Ilf 1 cations of aeport wltnaiias 
HE Scott It OTC Taylor It Cartlflcata of Svc and 

HARR18,JL. r BERGER, K.-O, CLARKrR.H Justica. Dapt of 79/04/03. 
23pp 


7909240967 Advlsai that during Mar 1979 NRC fllad motiont to coapil 
agalnet Houiton Lighting It Powar It TX l/tili Oanaratlng Co 
NRC if praparlng rasponits to TX l/tll'i first l< Houiton''! 
lacond aat of intarrogatorlai, 

LES8Y, R. P. Anti-Trust Division 79/04/13 Ip, 


7909140070 Ratponsa to flrat tat of intarrogatorlai It raquast for 
production of documanti autmlttad by TX Util Oanaratlng Co 
Cartlflcata of Svc end. 

KARRIS, J L. Justica, Dapt of 79/04/03 Itpp 


7909290361 Raquast by Central Powar 6 Light that ASL8 iiiua protactlva 
ordir ra Intarrogatorlai It requait for production of 
documents from Houston Lighting It Power. Certificate of Svc 
end 

STAHL, D.H Ilham, Lincoln 6 Beale, 79/04/03 7pp, 


7909100273 Raiponsa to TX UtlU Generating Co's objectioni to It motion 
for protactlva orders I, motlOTi to compel furthar answeri to 
Intarrogatorlai l< request for production of documents 
Cartlflcata of Svc and 

BLUNE,K B, Anti-Truit Division. 79/04/04 34pp 


7909140119 Motion by Public Utils Board of Browns vl 1 la, TX to compal 
furthar production of documanti from South TX Eiactrlc 
Cooparatlva 6 Hadlnia Electric Cooparativa Supporting 
documentation 6 Cartlflcata of Svc ancl. 

POIRIER, M R. Spiegel It McDlarmid, 79/04/09. 17pp. 


7909140130 Raquast by Central Power It Light for iKtenilon of time to 
reepond to 790328 responses by Houston Lighting 6 Power It TX 
Utllt Ginaratlng Co to former's interrogatories It document 
requests, Certificate of Svc and. 

STAHL, D tsham, Lincoln St Beale. 79/04/09, 6pp 


7909290129 Ack receipt of response to Mar 1979 motion to compit t 
•valuation In progress 

LESBYiR.P, Anti-Trust Divlilon 79/04/13. Ip. 


7909140126 Raquast by Public Utils Board of Brounsvi 11a, TX far 
axtanslon of time to answer first set of Interrogatories & 
requests for production of documanti from Cintral Power U 
Light S( Houiton Lighting 6 Power. Cartlficats of Bvc and 
HCDIARMID, R,C. Splagal 6 HcDiarmid 79/04/16, 7pp 


7909240241 Corracti raviiad page 28-1 of Cantral Powar It Light Co 
aniwari 6 objections In 790412 proeatdlng from ''axpandl tura 
other than OKpanditura** to "axpandlturi other than 
advertising.” Certificate of Svc and 
STAHL. OH, liham, Lincoln 6 Beale, 79/04/f7 4pp 


7909190780 Directs TX Utils Generating Co <TUGCO) to pfoducf docuaanli 
or fiata full raspontet to 790119 Interrogatories Dtnies 
TUOCO'e order for protectiva ordar. 

MILLER, M,E Atomic Safaty and Licensing Board Panel. 79/04/IB, 

2pp. 


7909230624 Responsa by util to Central Powar li Light 'e 790326 
objections 6 790403 motion for protactlva order ra util's 
first sat of interrogator las. Includes motion to compel 
answars. H/notlcf of epptarance in Cartlflcata of Svc 
BARNETT.E H. Bakar 6 Sotts. BDUKNIOHT,J A , FRANKLIN, H J 
Lowanstain,Nawfflan, Rais, Axalrad I, Toll, 79/04/19. ISpp. 


79091003S6 Hovei that rasponsas to motions for summary disposition 
filed by' Houston Lighting It Powar It TX Utils Oanaratlng Co 
faa govarnad by tOCFRS. 790<a ). Certificate of Svc and 
LESSYiR, P. Anti-Trust Divieian 79/04/06. 9pp, 


79G9190190 Nation by Houston Lighting h. Power for protactlvi order ra 
public diedoiura of Info raquaetad by Public Utils Board of 
BrownsvUlarTX, Cartlflcata of Svc anel. 

BARNETTiE, W Bakar 6 Sotts. BOUKNIGHT# J, A. Lowanste InrHiwmaitf Ralai 
Axelrad It Tall. 79/04/06. 9pp. 


7909230793 Status of discovery It production during Nar 1979. Cartlflcata 
of Bvc enel, 

BALOUOHiR. C Austin, TX 79/04/06. 3pp, 


7909100418 Appllee restrictions on confidential documents to be 
produced by Houston Lighting It Pawar Co in ratponsa to 
raquast for production of documanti by Public Utils Hoard of 
Brownsville, TX. 

MILLER, M.E. Atomic Safety and Licensing Board Panal, 79/04/09. 
9pp, 


7909230677 Grants axtanston of time to anewar intarrogator las by Pukllc 
Utils Board of Brownsvl lie, TX, in rasponia to 790416 motion, 

MILLER, H.E Atomic Safaty and Licensing Board Panal 79/04/19. Ip 


7909100118 Notion by Central Powtf It Light to compel Houttan Llghtlnj 6 
Powar to answer second sat of Intarrogator its submitted 
790223. Supporting documantatlon 6 Certificate of Svc ancl. 

BTAHL, D, Ilham. Lincoln 6 Bsala. 79/04/80 20pp. 


—7909100123 Notion by Cantral Power It Light to compel TX Utils 
Oanaratlng Co to answer first sat of Intarrogatorlai 
svbAlttad 790223. 

STAHL, D. Ilham, Lincoln I. Baala, 79/04/20. 12pp. 


7909100271 Answer by Cantral Powar It Light 6 Cantral It South Uesl Cetp 
■eating contlnuanca of NRC antitrust revltws,w/no party 
banned qn grounds of rat judicata of collateral astoppal. 

Supporting documentation 6 Cartlflcata of Svc ancl, 

POHELL.R, E. I MILLER, M. I. , STAHL, D, M. Ishan, Lincoln l( Baala. 
79/04/20. USpp. 


DOCKETED ITEMS 


7901100106 app«<«< OitlJ of Auitln'l 790389 brt«« «< 790403 motion, far 
liill av partial mummirv judgwant fiUi bg Houitort Llohtinfl 
li PflWdir TX Utlli Oanbratlng Go, Qtsltf danial of * 

^ intorlocotorg oppaali W/C*rtI#icato of 8vc 
i-^QQVfR.P, 1 BLUMErM, fl. Antl-Truft Division 79/04/23 S4pp, 


Forward* IE Info Notlci 79-lOx -Nonconf or «ln« Plpt Support 
SEYFRITfK V Raglon 4f DaUa«f Gfftc* of th« Dirtctor 79/04/16 


79091401st Roiponat of Public Utll« Board of Browntvl 1 la. TX oppotlng 
Houston Lighting V Powar motion for lummarg doeitlon & 

City of Auftln brlaf In aopport of rai judicata aopporting 
doeumantatlon lU Cariificato of 0vc and 

HCDlARMlOfR C,, JABLONrR A » POlRlERiH R Spiagal V McDlarmld. 
79/04/23 G4pp 


7903230466 WRC anawar to motion* of Oulf Btata* UtU for protactlva 
ordar Ic ordar autting condition* for compllanca w/790226 
itibpaana, Uti 1 thould produca documant* a* raquaitad 
Cartlflcata of Bvc and, 

BLUMEi H D, Antl-Truit Dlvlalon 79/05/04 14pp 


0, Inapactlon raportii IE Duilatln* It corraspondanca 


7909240196 Raapondi to IE Bullatln 79--01, No action to ba tatan at tbt* 

tima 

OARY* R J Ttxa* Utllltlo* Oanaratlng Co 79/02/19 2pp 


7909300761 Datall* action* tatan in raiponca to IE Bullatln 7B-067 
Gurvag praparad bg Uattinghouia tndlcata* nona of 
Cut lar**Haminar Typa M ralag* u/coll ar# in u*a In 
-laf atg-ralatad a^ulpmant 

OARY' ft ^ Ta*a* UtiUtla* Oanaratlng Co 79/02/19 2pp 


7909070191 Forward* Info moating rapt ra 790213 mooting u/IE It 
local public official* In OranburgtTX to dlicuts 
aiilgninant of ra«idant Inipactor 

SElDLEfH. C. Region 4r Ddllatr Raactor Conctruction 6 Englnaarlng 

Support Branch 79/03/02, 2pp. 


■7903070209 Bumfflarg of 790213 Info maatlng w/local official* of 
OranburgiTX ra a**lgnm*nt of ratldant ln«pactorf 1 Inat of 
communicatlonr fad llty itatu* community conctrn* 

TAVLOR«R,0.f HIBNERiC.E.f CRQBBMANf N A Raglan 4r Oallaif Gfftca 
of tba Olractor 79/03/02 3pp 


7909010369 Forward* IE In«p Rapt* 90-449/79-03 «< 90-446/79-03 on 
79020a«2Q Not lea of violation alraady forwardad u/NRC 790220 
Itr. 

8EIDi.EfN Cm Raglon 4i Dalla*i Raactor Conitructlon Englnaarlng 

Suppo-vt Brariich. 79/03/14. 2pp 


-7903010370 IE Io*p Rapt* 90-449/79-03 80-446/79-03 on 790202-23 

Noncompl 1 anca notad* fal lur a to follow concrata placamant 
procadura*. 

TAVLOtt*fl.O. Raglon 4r Dallati Office of the Director 79/03/13 

Gpp 


*0 IE Bulletin 79-05A. ‘Nuclear Incident at 
MVFRIT. K V Region 4^ DjUa«» Of flea of the Director 79/04/16 


7909030283 Forward* IE Bullatln 79-09. "Failure* of 0€ Tup* AK-2 
Circuit Braatar In Safaty-Ralatad 8gi " Licania* action 
ra^ulrad 

8EYFRIT, K V Raglon 4. Dallas. Office of th* Director 79/04/17 


7909290631 Act receipt of 790320 I* 0412 Itri informing NRC of *t*pt 
taken to correct violation* notad in IE rn«p Rapt 
90-449/79-04 6 90-446/79-04 

8EIDLE.U C Region 4. Dalla*. Raactor Construction 6 Engineering 

Support Branch 79/04/26 Ip 


— 7903290648 Raspond* to NRC 790320 Itr ra violations noted In IE Insp 
Rapti 90-443/79-04 6 30-446/79-04 Corrective actions 
aqulpmant malnt record for ventilation fan motor 
r*vi«ad 

OARYtR J Taxai Utilities Oanaratlng Co 79/04/12 3pp 


8 Reportable occurrence*. LER* & related corraipondinc* 


7903030140 Forward* PN0-79-67H. I. J t K 

6EYFRIT.K V Raglon 4. Delia*. Office of th* Director 79/04/06 
IP 


7903030083 Forward* PNa-79-67U. M. N It P 

8EIDLE.W C Region 4. Dalle*. Raactor Conitruction 6 Engineering 

Support Branch 79/04/09. IP 


7909030107 Forward* PNO-79-670 

BEIDLEtU G Region 4. Dalle*. Raactor Conttructlon It Englnaarlng 

Support Branch 79/04/10 Ip 


7909030191 Forward* PN0-79-67R I. 79-77 

SEIDLE.N C Region 4. Dll la*. Raactor Conttructlon It Englnaarlng 

Support Branch 79/04/11 Ip 


7909030124 Forward* PNG- 79-678, 

8GIDLE.W C Raglon 4. Dalle*. Reactor Conttructlon It Engineering 

Support Branch 79/04/12 Ip 


7903030201 Forward* PK0-79-67T 

BElOtErN C. Raglon 4. Dalle*. Reactor Conttructlon It Engineering 
Support Branch 79/04/13 Ip 


7903010381 Forward* IE Info Notice 79-06. •'8tr*** Analyel* of 
eafaty-Relatad Piping. ** 

BEVFRITiK. V. Region 4. Dalle*, Office of th* Director 


79/03/23 


Ip. 


7909030076 Forward* PN0-79-67U It V. 

8EtDLE,U G Region 4, Dallat, Raactor Conitruetton V Engineering 

Support Branch 79/04/16 IP. 


790319 0 9 86 Forward* IE Imp Rapt* 90-449/79-07 It 30-446/79-07 on 
790300.12 k 13, No noncomplUnca notad. ^ ^ 

SeilVLErN. C Raglon 4, Dalla*. Raactor Construction It Englnaarlng 

Support Branch. 79/03/33. 2pp 


—7909190961 IE ln«p Rapt* 90-443/79-07 It 90-446/79-07 on 790308,12 It 13, 
No noncompl lanca noted. Hajor araa Inspected const 
activities . - 1 ., . 

ROBENBERO. A. B, Region 4, Dallas, Reactor Construction It 

Enjlnaarlng Support Branch, BARNES,!., ELLERBHAW, L E. Region 4, 
DalUs, Offlc# of the Dlractor 79/03/23. 8pp. 


7909030294 Forwards PM0-79-67H 

SEIDLE.U C Region 4, Dallat. Reactor Construction 6 Englnaarlng 

Support Branch 79/04/17 Ip 


7909020314 Forward* PN0-79-67AA „ . . 

SEIDLEiM.C Raglon 4, Dallas, Raactor Construction fc Englnaarlng 

Support Drapeh ■»«/«., ynrt 


7909020908 Forward* PN0-79-67AB, AC It AD. . - . 

SEIDLEiM. C. Raglon Delia*. Raactor Construction li Englnaarlng 

Support Branch. 79/04/23. ip. 


7909010464 Forwards IE Bullatln 79-09A, **Nocl*ar Incident at 

BEVFRItI^K^^v! Raglon 4, Dallas. Offlc* of the Director. 79/04/09. 
IP- 

7989040901 Forwards IE Bulletin 79-06B, '‘Review of Operational Errors It 
By* Hleallgnmanlit Identified During TMI , i. 70 /na/i 4 

BEYfftlTiK V Region 4, OaUai, Offlc# of th# Dlractor 79/04/14 

. - - - 

7909040629 Forward* IE Bullatln 79-00, Boiling 

I, 

7W90700M F.T«r,. 16 BuU.Vin "* 


BGYFR 

Ip^ 


7909040900 Forward* PM0-79-67AE, 
SEIDLE.W. C Raglon 4. Dallas. 

Support Branch. 79/04/26 Ip 


Raactor Construction fc Englnaarlng 


7909070193 Forward* PN0-79-67AF It AO . . - - * < 

9EIDLE.U. C. Raglon 4. DglU*. Raactor Construction It Englnaarlng 

Support Branch. 79/04/27. Ip. 

C,n..rucU.n I 

^pport Branch 79/04/30, tp 

d.„.trucu.n A En,.m..r.n, 

Support Branch, 79/03/04, Ip. 


216 


DOCKETED ITEMS 


7909210192 Confirm* jn»t«ntl«llv RQ r* roactor v*i**l notil* iif*ild 
d#f tct«< or ig Ifially roportod In 790126 t*lcon. lnv*ifcifl»Hon 
continuing 

OARYfR J T#k«* Utllltl** Osnerotlna Co 79/03/14. Ip 


7903300362 RtcQfltminO* granting joint pvtltlon to Intervan* froc TX 
AttocUtion of Communltg Organlxatloni for Roform Now tt 
Wtit TX Ltgai Svcirsubj to clarification of Intersst it 
authorliatlon Ctrtlflcate of 8vc ancl 
CKANDLERiL J Branch 1 J 79/04/19 ISpp 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC BTA ■ UNIT 2 


A Appllcation/conitruct ton itage documanta U carracponlRncc 


7903140040 Summarv of 790320-0321 nt sting w/TX Util* Oansratlng Co» 
Broun L RootiOlbt* L Hilt L TX Util* Sycrlnc In Olan 
RottfTX rt tasting «ch sduls^ conit progrst* L gathering of 
Info to ptrmlt tndopendsnt sitlmata of fu*l loading dat* 

BURNELLr S S Light Uattr Roactor* Branch 2 79/04/06. 8pp 


7905030363 Forward* tnviron (lual 1 f lea tlon plan* Sii overslcsd sncl* 
avallahls in Csntral Fils* 

QARY«R J TtKas Util It lea Osnoratlng Go 79/04/22 2pp. 


7905090313 Inform* that re*poti«e to 790406 raquaat for addl second 
round info will be tubmltted bg J«/l L979 
♦ Texae Util I tie* Osneratlng Co 79/04/30 ip 


79081'102a4 Forward* Initial r««pon««f to QA Branch round one questions 
<0423 7-0423 20) uhleh ulll be retranimltted to NRC es F8AR 
Amend 6 

DACKQrBS Tera* Utllltlei Co 79/04/30 12Spp 


7903230639 Applicant'* response to 790406 motion for continuance fill! 
bg Association of Community Organl xatloni for Reform Now It 
Nest TX Legal Svea Certificate of Sve end, 

REYNOLDBiN 8. Debevolie it Lieberman 79/04/23 4p p 


7903240929 Motion to tuppl contentions Certificate of Sve end 
ELLlSiJ Cltiien* Association for Sound Enargg 79/0S/07 Cpp 


I Financial Information 


7903030134 Forwards financial analgsl* supporting Amend 1 to CPFR-126 4 
CFPR''127 

SALTZMANi J Antitrust b Indemnity Group 79/04/13 6pp 


M Antitrust correspondence 


7903130543 Forwards TX Util* Co & tub* Idlari es ' answer to WflC initlfl 
Interrogatories L req^uests for production of document* 

Reserve* right* to file objections L protective order befori 
790303, Certificate of Sve end 

SLICKEY.F K Worsham. Forsgthe L Sampel* 79/03/01. Ip 


7903140222 Forwards ^'Chlorine Mlnimiiatlon Plan** submlttad bg util 
Requests comment by 790601. 

ELLIOTTjR B Environmental Protection Agencg 79/03/08 tp 


— 7903140224 Forwards '*Chlorlne Hlnimi lation Flan " Requests comment 
within 60 dag* 

FIKARjL.F Texas Utilities Generating Co 79/04/12 Ip 


—7903140226 "Chlorine Minimliatlon Plan " 

RICE.J K Texas Utllitle* Generating Co 79/03/89 IBpp 


0 Adjudicatory correspondence 


7905100228 Answer to Citizens for Sound Energy 79022B petition to 
Intervene re application for OL Seats denial as matter of 
right L discretion Notice of appearance of NS Reynolds on 
behalf of utils Certificate of Sve end 

REYNOLDSr N. S . KNOTTSi J B Debevoise tt Lleberman 79/03/13 12pp 


7903150321 Answer to Citizens far Fair Utility Regulation 790323 
petition to intervene re application far QL Seeks denial 
as matter of right it d iscretion. Certl f icate of Sve end 
REYNOLDS* N. 8, . KNOTTS. J B Debevoiie it Lleberman 79/03/19 llpp. 


7903230271 Answer to Citizens for Bound Energy 790288 petition to 
Intervene re application for OL Recommends granting 
intervention if petitioner refine* request Certificate of 
Sve end. 

GHANDLERtL J Branch 1 79/03/19 8pp 


7903090154 Request for hearing 4 firit amended petition to intervene by 
TX Association for Communitg Organl zatlons. Affidavits of T 
ThomptoOfR Martin, h Bl*hop»C Slihopr WA Wood it 0 Wood L 
Certificate of Bve end. 

GARRETT.VI.f KAUTMORNEi 8 r OAY.O K Weft Texas Legal Services. 
79/03/29. 1 7pp. 


7903240113 Request by joint intirvenors that time for filing of 
contentions L flnt prehearing conference be continued. 

Notice of appearance of OM Gay on behalf of Intervenorsi 
request of sve of documents & Certificate of Sve end. 

OAYiO.M. West Texas Legal Service*. 79/04/06 llpp. 


7903020232 Grants 790317 motion by Foblle Util* Board of Brovniivill Zi TX 
seeking extensions, until 790330 It 790403t in uhleh to compel 
fuller responses to Board's Interrogator l«s 

MARSHALL. E M Atomic Safety and Licensing Board Panel. 79/00/22 

tp 

7903240127 Notifies that location of deposition of LC Feeler of 
Monsanto Co has bean changed from Holiday Inn. Alvin. TX to 
Butler. Sinlon. Rice. Cook It Knapp law ofes in Houston. TX 
RYAN. T.O. Isham. Lincoln It Beale 79/03/22 Spp. 


7903020480 Order protecting confidentiality of info sought by Houslon r 
fighting It Power from Central Power It Light.Hest TX Utils. 

Public Sve of OK It Southeastern Electric Power Co 

MILLER. rr E, Atomic Safety and Licensing Board Panel. 79/03/23 

5pp 


7903310020 Response by utli to second set of interrogator 1 is 4 riquzik 
lor production of documents, submitted to Central Power t< 

Light Also moves for protective order. Certificate of 8vc 
end. 

BARNETT. E W Baker It Botts. 79/03/2S. aSpp. 


7903070040 Advlsas that dapositlon of Edward Bhtrry*Alr Products b 
Chemicals Co. Allentown. PA. orlg inal ly scheduled for 790406. 
has been changed to 790419 at ofc of Air Products It 
ChcmicaLi Co 

RYAH.T 0. Isham. Lincoln It Beals. 79/03/30. Ip 


— 790S07G04S RL Wright# AD Cypher* It L Peeler were deposed during Mer, 
Central Powar It Light filed answers 4 objections to Houston 
Lighting It Power Co first sat of written interrogator 1 es, 

RVANtT G Isham. Lincoln It Beale. 79/03/30 Spp 


7903300038 Rept on progress made In Har 1979 in completing 
d Iscovery. submitted per ASLB 780621 order. Certificate of 8vc 
and. 

HARRIS. J. L . BERGER.MO. . CLARK. R. H. Justice. Dipt, of 79/03/31 
7pp 


7903030179 Describee discovery activities of Public Utils Board of 
Brawnsvl lla. TX for Mar 1979. Certificate of Sve end, 

POIRER. M R Spiegel It McOiarmld 79/04/03 6pp 


7903250143 Confirm! scheduled 790417 meeting It reque*ts draft of 
proposed contentions. 

CHANDLER# L J Branch 1 79/04/06 Ip 


7903230853 Orders conference on 7909S2 to canfldir petitions to 
intervene 

BQNERS.E.B. Atomic Safety and Licensing Board Panel 79/04/09, 

8pp 


7905100193 Answer by applicantfln opposition to 790329 first amended 
petition to intervene St request for hearing ftlsd bg TX 
Association of Communitg Organ 1 rations for Reform Now It Nest 
TX Legal Byes, Certificate of 8vt end, 

REYNOLDS. N. 8. Debivoise It Lleberman. 79/04/13 24pp 


7903090036 Request by TX Utils Generating Co for NRC to dlsmlii Centra] 
Power It Light South West Carp as Intervenors* In alternative, 
seeke summary disposition or invoking of collateral 
estoppel Gertlllcat* of Bve end 

KNOTTS. J B. Dtbtvois* It Lleberman. 79/04/03 8pp. 


****7906090042 Request by TX Util Generating Co for order barring Czntril 
Poutr It Light from seeking relief inconsistent w/Dlstrict 
Court decision for favorable decision re summary 
diepoiltlon. 

KNOTTS. J B Dcbevolse It Lleberman 79/04/03, Spp 


— 7905090030 Memo by TX Utils Generating Co re points It authorllies 
supporting motion to dismiss Central Power It Light South 
Nest Corp es Intervenors or for summary disposition. 

KNQTTSiJ. B. Debevolse li Lleberman 79/04/03 42pp 


*^903220053 Correct* ASL8 790409 order re location of 790822 prehearing 
conference. 

BONERS. E 8 Atomic Safety and Licensing Board Panel. 79/04/17 tp 


DOCKETED ITEMS 
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7'909-100aQ8 Riipani* to f«cond «*t a# intttrrogat<irl«« ti t«quost« for 
production o# dacum«nt« dlroctod to DOd bg Houoton Ulgliting 
k Poupv Qu4l tfic^tlani a/ srport hfitn»s<«« We Scott OTC 
Taylor b Certificate of 8vc encl 

HARRISf J L t &EROER 4 M 0 * GLARKi R. H. duttice4 Dapt of 79/04/03 
23pp 


7905240967 Advlias that during Mar 
againet Houston Lighting h Power 
NRC If praparlno r#«poneas to TX 
second met of int«rr«gatariei 
LE68Y»R P Anti-Trust Division 


1979 NRC fllad (nas.»^a« to compel 
& TX Utils Osnorsting Co> 

Util-'s flret & Htoufton'i 

79/04/13 Ipv 


79051-0{>20a Response to second set of Interrogator las raqussti for 
production of docuinenti directed to Dept of Justice bg 
Houitoh Lighting U. Power Qua lif Uatlons of export ultnaisas 
ME 9cott it OTC Taylor 8« Certificate of five encl. 

KARRt8i-J L / DEROER, M 0 1 CLARKiR H duitlcti Dapt. 0 # 79/04/03, 

23pp 


7909a'9O361 Request by Central Power it Light that ASLD Issue protective 
ardor re Interrogatories ^ request for production of 
docunanti from Houston Lighting 6 Power Csrtlflcate of Sve 
and. 

QTAHL^D M Ishamr Lincoln St Deale, 79/04/03 7pp. 


7905100273 Response to TX Utils Oenereting Co*s ohjactlons to Ic motion 
for protective orders & motion to compel further Answers to 
Interrogatoriai U request for production of documanti 
Certificate of Sve end. 

BLUMEjM B Anti-Trust Division 79/04/04 34pp. 


7909140119 Motion by Public UfelU Board of Brownsvl 1 Ist TX to compel 
further production of documents from South TX Electric 
Cooperative 4c Medina Electric Cooperative. Sup port Ing 
docwmentetlon U Certificate of Sve end 
POlRlERcM R Spiegel b McDlarmld 79/04/09 I7pp 


7909140133 Request by Central Power b Light for extension of time to 
respond to 790320 responses by Houston Lighting b Power b TX 
Utils Oeneratlng Co to former's Interrogatories b document 
requests Csrtlflcate of 8vc tnd. 

STAHLiD tshamr Lincoln b Beale 79/04/09 6pp 


79D910O3S6 Moves that responses to motions for summery disposition 
filed ty Houston Lighting b Power b TX Utils Generating Co 
he governed bg 10CFR2 790<a) Gertlflcete of 8vc end. 

LESSYiR, P. Anti-Trust Division. 79/04/06. &pp 


7903130190 Motion hg Houston Lighting b Power for protective order re 
public disclosure of info requested bg Public Utils Board of 
arownsvllle* TX Certificate of Bve end. 

DARHElTtE. W. Baker b Botts BQUKNIGHTiJ A Louenste ln» Mewmin* Rel sr 
Axelrad b Toll 79/04/06. 9pp 


7903230793 Status of discovery b production during Mar 1979 Certificate 
of eve end. 

aALOUOHiR C Austin* TX, 79/04/06 3pp. 


7903100412 Applies restrictions on confidential dacuments to be 
produced by Houston Lighting b Power Co in response to 
request for production of documents by Public Utils Board of 
Brownsvllls* TX 

HlLLERfM E. Atomic Safety and Licensing Board Panel 79/04/09 
3pp. 


7903230408 Status rept on dlscovarg for Mar 1979. Oiecoverg requests 
ware neither initiated nor received, Certificate of Sve end. 

OOHMi D F Akin/ Gump* Hauer b Feld 79/04/09. Spp 


7903230691 Answer by Houston Power b Lighting to NRC 790323 response 
to util motion for protective orderiNRC motion to compel 
further answers to interrogatories b NRC request for 
production of documents. Certificate of Sve end. 

BARNETT* E.M. Baker b Botts. flQUKNlOHT/J A Lowsnstelm Newment Reis* 
Ajcelred b Toll 79/04/11, 12pp. 


7903030260 Forwards revised page 20-1 attached to Central Power b Light 
Co's answers b abjections to Houston Lighting b Powsr Co's 
first set of written interrogatories to Central Power b 
Light Co.Ccrtif icate of Sve end. 

BTAHL/D.M Isham* Lincoln b Beale. 79/04/12 6pp 


7903240332 Advises ho discovery request! hays been initiated or, 
received by Tex-’La Electric Gooperativer Inc Certificate of 
8vc end. 

BWCHETTE* H. H. Northeutt Ely. 79/04/12. 4pp 


7909290129 Act receipt' of response to Her 1979 motion so compel b 
evaluation in progreee 

LE&8Y, R p. Anti-Trust Division 79/04/13. Ip 


7909140126 Request Public Utils Board of Brownivillei TX for 
extension of time to answer first set of interrogatories b 
requests for production of documents from Central Power b 
Light b Houston Lighting b Power Certificate o# Bve encl 
MCDlARMiDrR C Splagel b McDlarmld 79/04/16 7pp. 


7909240241 Corrects ravieed page 28-1 of Central Power b Light Co 
answers b objections in 790412 proceeding from “expenditure 
other than expend 1 ture“ to “expenditure other than 
advertising " Certificate of Bve end 
STAHL. D M Isham* Lincoln b Beale, 79/04/17. 4pp 


7909190760 Direct* TX Utils Oeneratlng Co ITUOCO) to produce documents 
or make full responses to 790119 Interroga tor 1 es. Denies 
TUOCO's order for protective order 

KILLER. M E Atonic Qafety and Licensing Board Panel 79/04/18. 

2pp 


7909230624 Response t>V util to Central Power b Light's 790326 
objactions b 790403 motion for protective order re util's 
first set of interrogatories Includes motion to compel 
answers M/notlce of appearance b Certificate of 8vc 
BARHETTrE, W Baker b Botts. BOUKNIOHT. J A * FRANKLIN* W J 
Lowtnstelix* Newman/ Re le. Aie Irad b Toll 79/04/19 IRpp 


7909230677 Grant* extension of time to answer interrogatories by Public 
Utils Board of Rrounsvi 1 le. TX* in response to 790416 motion 
MILLER*ME Atomic Safety and Licensing Board Panel. 79/04/19 ip 


790910011S Motion by Central Power b Light to compel Houston Lighting b 
Powtr to answer second eet of interrogatories submitted 
790223. Supporting dacumentation b Certificate of Sve end 
8TAKL*D Ishatn* Lincoln b Beale 79/04/20 20pp 


—7909100123 Motion bg Central Power b Light to compel TX Utils 
Generating Co to answer flret set 0 # interrogatories 
submitted 790223, 

STAHL* D Ishamt Lincoln b Beale 79/04/20. i2pp 


7909100271 Answer by Central Power b Light b Central b South Nest Corp 
seeking continuance of NRC antitrust reviews* w/tio party 
banned on grounds of res judicata of collateral estoppel 
Supporting deeumen tat ion b Certificate of Sve end. 

POMELL.R.E * MILLER/ H I./ STAHL* D H Isham* Lincoln b Beale 
79/04/20 I 13pp. 


7909100106 Opposes City of Austin's 790329 brief b 790403 motion* for 
full or partial summary judgment filed by Houston Lighting 
b Power b TX Util* Generating Co Seeks denial o# 
certification b interlocutory app eals. M/Csrbi f icate of 0vc, 

LEBSYiR P. , BLUmE/M. B, Antl-Tpust Division. 79/04/23 24pp. 


7909140191 Respof\«e of Public Utils Board of Brownsville* TX opposing 
Houston Lighting b Power motion for summary decision b 
City of Austin brief In support of res jud Icata. Suppor ting 
documentation b Certificate of Sve end 

MCDIARMID.R C , JABLON.R A / POIRIER* M.R Spiegel b McDlarmld 
79/04/23. B4pp, 


7909230466 NRC answer to notions of Gulf Stetei Util for protective 
order b order vetting conditions for compliance u/790226 
subpoena util thould produce doeuments a* requested. 

Cert if ice te of Qvc end. 

BLUME.M 8. Anti-T>ust Division. 79/09/04. 14pp. 


0 Inspection reports* IE Bulietine b correspondence 


R«»P<>ntle to IE Bulletin 79-01 No action to be taken at this 
OARYtR. J Texas Utilities Oemrating Co 79/02/19. 2pp 


7903130663 Grants motion* for sktention of time for partis* to retponf 
to discovery request*. 

MILLERxM E. Atomic Safety and Llcdnslng Board Pansl. 79/04/13 

3pp. 


790-3330448 South TX Electric Cooperative* Inc b Medlne Elsctric 
Caaperatlve* Inc's opposition to Public Utils Board of 
Brownsvl lie* TX 790409 motion for fuller response* to 
interrogator ies, Certlficats of 8vc encl 

HUNTEltK. HcOlnntf* Lochridge k Kilgore. JOHN* D F. Akin* Gump* 
Hauer k Feld 79/04/13, llpp 


7909300761 Oc toil* actions taken in reeponse to IE Bui lei in 78-067. 
Survey prepared by Westinghouse indicates none of 
Cutler-Hammer Type H relay, w/coi 1 are in use in 
safoty-reiated equipment. 

QARYrR J. Tesas Utilities Generating Co. 79/02/19. 2pp. 


jseting rept rs 790213 meeting w/lE b 

‘’•iip" «• eogir..rJn* 
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—7909070209 8u«in*rv of 790213 info Hitting w/Idc« 1 official! of 
OranburvrTX ra aiiignnant of ri8i<l*nt Iniptctorr 1 Int! of 
coAnunlcatloni fae 1 1 itg atatui U c6«nunitg concirnf 
TAYL0R<R 0 i UlSNERiG £ , CROSSMAHi U A. Rfflon 4i J)alla!« Offlca 
of ihB Dirac tor 79/03^02 3pp 


7909010369 Forward* IE Imp Ripti SO-449/79'03 k 90-446/79-03 on 
790202-28. Not lea of srlolatlon alrdady forwardad w/NRC 790220 
Itr, 

SEIOLEiW C Ragion 4f Oalla«i Raactor Corta truetlon 6 Englnaaring 

Support Branch 79/03/14 Spp 


“7909010370 IE Incp Rapt* 90-443/79-03 U 90-446/79-03 on 790202-20 
Noncomp 1 lanci notfd fallur* to follow cencrat* placamant 
procidurtf 

TAYLOR<R 0 Rag Ion 4i Dailaii Offlca of th* Dlractor 79/03/13 
Spp 


79090102S1 Forward! IE Info Notlca 79-06i ^Stra** AnaLgal* of 
Safaty-Ralatad Piping " 

BEYFRIT.K.V Ragion 4. [>alla!i Offlca of tKa Dlractor 79/03/23. 


790S190556 Forward* IE Imp Rapti 90-449/79-07 6 90-446/79-07 on 
790308r 12 it 13. No noncaokpllanci notatf 

BEIDLErW.C Raglon 4r Dallas* Raaclor Canttruction 4i Engintarlns 

Support Branch, 79/03/23 2pp 


—7909130961 IE Intp Rapt* 90-449/79-07 6 90-446/79-07 on 790300.12 It 13j 
No noncamp 1 lanca notad Major araa inipactad' const I 

activltl a* 

RDGEMBEROtA B Raglon 4i Dallat. Raactor Conitructlon l« 

Englnatrlng Support Branch BARMESi I » ELLERSHAM.L E Raglan 4r 
Dailair Offica of tha Dlractor 79/03/23 9pp 


7909010464 Forward* lE Bullitin 79"09A< "Nuclaar Ificldant at. 

TMl - SuppI ” 

SEYFRlTtK V Raglan 4i Dalla*. Offlca of the Dlractor 79/04/09 

Ip. 


' 7909040901 Forward* IE Bullatin 79-OABi **R*vl*w of Oparatlonal Error* It 
Sgt Mlial Ignmant* Idantlflad During TMI Incldant 
SEVFRITtK V Rag Ion 4. Dalla*. Off let of tha Dlractor 79/04/14 
Ip- 


7909040629 Forward* IE Bullatin 79-08* ^'Evanti Relavant to Bolling 
Watar Powar Raactor* Idantifiad During TMJ Incldant '• 

BEVFRITrKV Raglon 4* OaUat. Offlca of tha Dlractor 79/04/14 

Ip 


7903070080 Forward* IE Bullatin 79-07* "Saiomlc Strasi Analgtlft of 
Saf atg-Rf la tad Piping. " Licaniat action raiiulrad 
SEYFfttT.K V Raglon 4, Dallait Offlca of tha Dlractor 79/04/14 
Ip 


7903010440 Forward* IE Info Nutlet 79-tO. “Nonconforming Pip# Support 
Strut!. “ 

SEYFRlTiK, V Raglon 4* Dallati Offlc* of tho Dlractor 79/04/16 

4 


7909090108 Forward! *upp 1 to IE Bullatin 79-09A. "Nuclaar Inddant at 
TMt « 

BEYFRIT.KV Rag Ion 4* Oallatr Offlca of tha Dlractor. 79/04/16 
tP 


7909030283 Forward* lE Bullatin 79-09. "FalLura* of OE Typ* AK-2 
Circuit Braatar In Saf atg-Ra latatf By* “ Licanaaa action 
raq.olr#d 

8EYFR1T.K V Raglon 4. Dallas* Offlca of tha Dlractor. 79/04/17 

Ip 


7909290631 Act racalpt of 790320 I. 0412 itr* Informing NRC of *tap* 
takan to corract vlalatlon* natad In IE ln«p Rapt 
90-449/79-04 I* 50-446/79-04. 

SEIDLErU C. Raglon 4. Dallas* Raactor Cofittructlon 1. Enginaaring 
Support Branch. 79/04/26, Ip 


—7909290648 Rtapond* to KRC 790^20 Itr r* violations notad In IE In«p 
Rapt* 90-443/79-04 l( 30-446/79-04. Corrac tiv* actions: 
aquipmant malnt racord far vantl lafeion fan motor 
ravlsad, 

OARY.R. J. Taaaa Utllltla* Oanarattng Co 79/04/12 3pp 


8. Raportabla oeeurranca*. LERi l( rftlatad corraapondanca 


7903030107 Forward* PNO-79-670 

SElDLE.W C Raglon 4* Dalla*. Raactor Construction U EnginaarlTi* 
Support Branch 79/04/10 Ip 


7905030131 Forward* PN0-79-67R U 79-77 

BEIDLE*!! C Raglon 4. Dallas. Raactor Construction t Englnaarlni 

Support Branch 79/04/11. Ip 


7903030124 Forward* PN0-79-67a 

B£IDL£*W C Raglon 4. Dallasi Raactor Construction tt CngliT«frln| 

Support Branch, 79/04/12, tp 


7909030201 Forwards PN0-79-67T 

8E[DLE*N. C Raglon 4i Dalla*. Raactor Conitructlon 8i Englniirlnf 

Support Branch 77/04/13 Ip 


7909030076 Forward* PNO-79-67U h V. 

6ElDLE.il C Raglon 4. Dalla*. Raactor Construction It Cnginiirtni 

Support Branch 79/04/16 IP. 


7909030294 Forward* PNO-79-67U 

SElDLEtW C Riglon 4. Dalla*. Raactor Conitructlon & EngCniirlni 

Support Branch 79/04/17 Ip 


7903020314 Forward* PNa-79-67AA 

8EIDLE.II. C Rtgian 4. Dalla*. Raactor Construction & EngCniirlni 

Support Branch 79/04/2d Ip 


7909020908 Forward* PN0-79-67AB. AC AD, 

SEIDLE.W, G. Raglon 4. Dalla*. Raactor Construction 6 Cngln*4rtnf 
Support Branch 79/04/23 Ip. 


7909040980 Forward* PN0-79-67AE 

SEIPLEfW C Rtglon 4. Dalla*. Raactor Canttruction (k £ngln«*rlh| 

Support Branch 79/04/26 Ip 


7903070193 Forward* PN0-79-67AF it AO. 

SElDLE.U, C Raglon 4. Dallas. Raactor Construction 1. Englit«irlnf 

Support Branch 79/04/27 Ip 

7903310230 Forward* PM0-79-67AHr AI li AJ. 

6EIDLE4M C Rtglon 4. Pallai. Raactor Conitructlon t< Enginttrltiii 

Support Branch 79/04/30, tp 


7903240399 Forward* PNO-79-ArAK h AL. 

SEIDLE.NC Raglon 4. Dalla*. Raactor Construction Englnttrlnp 
Support Branch, 79/0S/04 Ip 


7909210192 Confirm* potantiailv RO ra raactor vassal non la utld aital 
dafacta. originally raportad In 790126 talcon. Invastlgit 1 an 
continuing, 

OARY.R J. TsKas Utllltla* Oinaratlng Co, 79/03/14 tp 


DOCKET aTN-30-447 0E88AR-238 


A Apf llcatlon/conitructlon stag* documant* !< corraspondanct 


7903230049 Rasponds to 79032J Itr raquattlng Juna 1979 daadllni for 
datallad ravlaw of OE88AR-230 NI prallmlnary daslgn approval 
axtanslon, Dua to manpouar shortagaa. axtan* Ion ravlaw will 
not t* conductad on tchtdula 

DENTON. H.R. Offlca of Nuclaar Raactor Ragulation 79/04/16, 7pp 


U. Insuranca l< Indamnlty Information 


7903070392 Confirms Increast In llahillty limit to 936.000.000 for 
pollclai i1F-22. 36. 29. 38. 39. 44. 46. 47. 49. 30. 31. 92. 33. 94. 99. 96i 
37. 9Bi 60. 6 1 . 64. 66. 67. 69, 69. 70. 71 . 72. 74. 76. 77, 70, 79. 80. 86. 87, 
88.90.91*92.93,94.93 It 96. 

ROBERTS. D, M. Mutual Atomic Entrgy Liability Undarwritar* 79/03/31. 
If 


DOCKET 30-448 DOUGLAS POINT NUCLEAR STATION. UNIT 1 
A. Appllcatlon/construction staga documant* It corratpotidanca 


7903090374 Forwards “Slta Salactlon Study for Two l.lOO Magawmtt 
Nuclaar Powar Plants* “ praparad by Damas It Moort 
GQXi-E. T, Potomac Elactrlc Powar Co, 79/03/07. 2pp 


7903030140 Forward* PNa-79-67H# 1. J St K. --7903090376 “Slta Salactlon Study for Two 1. 100 Magawatt Nuclaar Piatr 

8EYFRIT.KV Raglon 4. Dallas, Offlc# of tha Dlractor. 79/04/06. Plant*." 

IP * Potomac Elactrlc Powar Co. 79/03/01. 70pp. 


7903030003 Forwards PNO-79-67L. M. N It P. 

8€IDi£.U C Raglon 4* Dallas. Raactor Construction It Enginaaring 
Support Branch. 79/04/09 IP. 


I 
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0^. A4ju41c4torg corv^fpondBnct 


7WS0a0147 NRC h«i r*e*nfely di9cov«r«d document potilblg 

rtUv^nt to f«bot«ga of ipvnt fuol it 1« cLatflftsd St 
n»V 9 T t« publithad in flndl form Forward* raUtod 790132 TF 
Cartar aitno.NRG ««tai«mtnt of Info to follow 
BAATHiC A Branch 3 79/04/0S 2pp 


790003007? Farwardt NRG curvag of it* u*a of yA8K-l400 amtttad from 
790404 Itr 

BARTH* C. A Branch 3 79/04/10 40pp 


K. Antltruit tarrafpandtnc* 


79{>9lBl>t&A3 Grant* motioni for axtontion of tltna for partioi to raapond 
to diaeovtrg rt 4 .u*«t« 

HlU-Eft<H E Atomic Safaty and Licartflng Board Panal 79/04/13 


DOCKET 50-449 OOUOLAS POINT NUCLEAR STATlONi UNIT 2 
A App Lleation/conctruction «tafa documant* & carraapandanca 


7905090374 Forward* “Blta Salaction Stodg for Two I* 100 Hapawatt 
Nuciaar Pouiar Plant*!" praparad by Patna* S< Hoor*. 

COX* E. T Potomac Elactric Powar Co 79/05/07 2pp 


—7909090376 "Sita Gilactlon Study for Two I* 100 Magawatt Nuciaar Powar 
Plant* * 

a Potomac Elactric Powar Co 79/05/01 70pp 


O Ad jiirflcatory corraapondance 


7905020147 Btata* NRG hat racanfclg diicovarad docuaiant poitibly 
ralavant to tabotaga of tpant futl It i* cla*tiflad Sc nag 
navar ba publlihad In final form Forward* ralatad 790122 TF 
Cartar fliimo NRC aifaiimtnt of Info to follow 
BAftTH^C A Branch 3 79/04/05. 2pp 


790903CK>79 Forward* NRC furvay of Itf u«a of WA8H-1400 omittad from 
790404 Itr 

BARTHpC a Branch 3. 79/04/10 40pp. 


H Antltruit corra*pond#nc* 


79Q9100I1B Motion by Cantral Powar k Light to compel Hou«ton Lighting 8< 
Powar to aniwar *acond *at of inttrrogatoria* oubmittad 
790223 Supporting docunantat ion Si Cartlflcata of 3vc and. 

STAHL* D Itham* Lincoln k B.aalt, 79/04/20 20pp 


DOCKET 50-450 SUMMIT NUCLEAR POWER STATIONi UNIT I 


7903240508 Ratponda to 790410 Itr Util ha* no Immodlata plan* to iohniit 
CP application 

OOSStCKrL V. Office of the Eracutlva Director for Operation*. 
79/03/00. Ip 


—7903240512 Raquaat* to be informad whan Dalmarva Power h Light •ubmiti 
CP application for nuciaar plant at aumraltiDE. 

BlDENrU. R. Senate 79/04/10 Ip 


DOCKET 50-451 SUMMIT NUCLEAR POWER fiTATlON* UNIT 2 


7909240508 Rt I pond a to 790410 Itr, Util haa no Inmad iata plan* to «ub«lt 
CP application. 

OOQSECKiL, V. Offict of the Expcutiva Director for Operation*. 
79/03/00. Ip. 


—7903240512 RaRUeat* to be informed whan Dalmarva Powar S« Light eubmtti 
GP application for nuclear plant at SummltiDE. 

BIDENrJ R Sanata. 79/04/10. Ip. 


DOCKET 50-452 GREENWOOD ENEROV CENTER* UNIT 2 


A. App 1 Icatton/conatruetion *tag* document* k correapondanca 


7903130205 State* procedure* followed in filing of Amend 14 to P8AR li 
Guppl 5 to environ rapt. Same procedure will he follewid in 
future if no objection* are mad* within tan day* 

MAEOtUARDT.P. A Detroit Ed lion Go 79/03/07. ip. 


^ 7909240249 Find* PSAR aofficlantly romplete to begin technical review. 
I Ra 4 .ua«t« info r* foundation* for intake Si discharge 
mtructuret to complete review 

HELLERiL W, Oaoac lance* Branch 79/04/19. Tpp 


7905230473 Ra^uait* waiver of 10CFR90 App 0^1 1 1 B 4 S* B 9 raq,uir amant* 
ra fracture toughnaea ta«tt a* not applicable to reactor 
va«*ali staan panarator* k preasur t i*rft. 

HARftlSrP. a Detroit Edifon Co 79/09/01 2pp 


0 Adjudicatory corraapondanc* 


7903150737 Forieard* NRC rapt ^ln<iu£rg into Allegation of Emplogaa 
Hleconduct by Ra«trictlng Invavtlgatlon to Datermlna 
Reliability of Power Orid Serving Bt Lucie " 

SOHINKItB M Branch 3 79/04/11, tp 


DOCKET 30-433 OREENWODO ENERGY CENTER, UNIT 3 
A Application/conttruction ftaga dacumant* A correepondance 


7903130233 State* procedure* fol lowed in filing of Amend 14 to PSAR tc 
8uppl 5 to environ rapt Same procedure will b* followed In 
future if no objection* are mada within tan day* 

MAROUARDT.P a Detroit Editan Co. 79/03/07 ip 


7905240249 Find* PBAR aufftclantly complata to begin technical revlaw 
R*<iueft« info re foundation* for intake h diachargi 
etructure* to complete review 

HELLER, L N. OaotcLence* Branch 79/04/19. 7pp 


7905230473 Raiiu ait* waiver of 10CFR30 App O-III B. 4 h B 3 ra^ulramanta 
re fracture toughna** teat* ai not applicable to reactor 
VB**ei» mtaam generator* Si pras«urfiers 
HARRIS* P B Datroit Ediion Co 79/09/01 2pp 


0 Adjudicatory correapondenca 


7905150737 Forward* NRC rapt **lniiuiry into Allegation of Employa* 
Mtacondwet by Reitrlctlng Inve* tigatlon to Determine 
Reliability of Power Grid Serving 3t Lucia.” 

SOHINKIiB.M Branch 3. 79/04/11 Ip. 


WICKET 50-454 BYRON STATION, UNIT 1 

A Application/conetructlon stage document* k cerretpondence 


70O9O5OOS7 Forward* N'URE0-02l9r "Nuclear Security Partonnel for Power 
Plant*, Content Si Review Procadure* for Security Training ti 
Oualif ication Program “ W/o end. 

UASSALLOr 0. B Ai«l*tant Dira-ctor for Light Uatar Fteactor*. 
NUREO-0219 . 78/08/23 4pp. 


7909040402 Nottfle* of intention to- develop safety analysi* uting 
eiciitlng computer c ode*, R*-que«t« eddl Info 
SOLBRIO, G W. Commonwealth Edison Co. 79/04/26 Ip. 


O. Adjudicatory correspondence 


7909070187 Grant* petition to intarvene by DeKalb Area Alllanca for 
Raaponslbla Enargy , Sinnls* 1 ppi ALltanci for Environ Si Laague 
of Hamon Votar* of Rockford, IL. Rejact* II W*«tfrman^* 
petitions doe* not *ati«fy ”lnt*re«t” r ai^uir amants 

LUTON, E, Atomic Safety and Ltcar\«ing Board Panel 79/03/23, 3pp, 


7909250284 Request by util that ASLb schedule special prehearing 
conference par 10CFR2. 75lia). Cirti f lea te of Sve encl 
MURPHY* F M. Ishamr Lincoln ti Beale 79/04/18 5pp. 


7909240334 Respond* to 790411 Itr re constituent petition to Intervene 
in facility OL proceed ing. ASLB issued order on 790323 
holding that B Neln«r Farm* had luff iciently demonatratfd 
standing in proceeding 

GOesiCK, L. \/. Office of the EsecutIv* Director for Operation*. 
79/05/03. 2pp, 


H. General correspondence 


7905150699 Forward* 79032? Itr from constituent B Neinar r« petition to 
intervene in OL proceeding* Requests aitistance in 
preparation for intervention 
O'BRIEN, G.M, House of Rep. 79/04/1 i. 3pp. 
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J. Inturane* ^ Irdtmnltg in^arm^Vlon 


7909100163 Endorttmsnt 99 t a HACLU Pclicg HF-22 

OERASfT Nucl«^r Cntrflv LlablUtg Inouranc* A**«clatlop 79/03/27 
IP 


7909070477 ConPlrm Incrftattif ilabill<;v limit ta t]S4t000«o00 Por 
^oUclit NF-l,29i 43i 7&I a3i lOOr 11 li 140f 146* iSt, t61*164i t70i 
173, 174, 179, 179# 180, 192, 1Q9, ie&, 107, l9Qi 189# 192, 193, 194# 179, 

197, 199, 200, 201# 204, 206, 207, 208# 210. 212, 214# 219, 6 othtr* 
GUATTROCHHI. J AmarlcAn Niic latr Infuri^s 79/09/01 Ip 


7909070982 Conflr«t litcraas* in Uabilltg limit to «36,O0O#COO for 
poUclti KF-22, 26, 29, 39, 39, 44, 46# 47, 49# 50. 9t# 92, 93,94, 99# 96, 

97, 30. 60, 61,64. 66. 67, 68, 69.70, 71.72, 74, 76,77,70, 79, 00,06# 07. 

08, 90, 9 1, 92, 93, 94, 99 4, 96 

ROBERTS, 0 M Mutual Atomic Eoargg Liability Undarurltan. 79/09/01 

Ip. 


7909070967 Toruardi amvnd to application for CP k OL, lubmlttod at 
Amand 20 to FSAB 

REED. C Commonwaalth Ed lion Co 79/03/02 2pp 


-7909070374 Anand 20 to F0AR 

a Coawtonwaal th Edtion Co 79/09/02 430pp 


7909190391 Farwai'da affidavit of dlitrlbution for F8AR Amanif 20 
NAUOHTONiW F Cammpnwtalth Editon Co 79/09/11 2pp 


0. Impaction rapprtt, TE Oullatint 6 co^^•lpondanct 


7909020421 Porwardt ratponta to IE Bullatlnt 7B-12 6 70~12Ai ''Atypical 
Wdld Hatl in Raactor Prataura Vaiatl ^ftldi " 

REED, C Commonbfaalth Edlaen Co 79/03/22 lOpp 


7909010236 Forwapdt IE Info Wotica 79-06, "etraaa Analgils of 
Safatv^Rslatad Piping." 

KEFPLERrJ. 0 Rag ion 3, Chicago. Off lea of tha Dlractor 79/03/23 
IP 


7909030370 Forwards IE Info Not lea 79-07# "Rupture of Raduaata Tanks " 
K£PPLER,J, 0. Raglon 3, Chicago. Offica of tha Dlractor 79/03/26 
1P> 


— 7903040201 Forwarda ACR8 racommandatloni ra THI incl dent# praianlif ci 
790417 

FRALEY, R F ACR8 - Advisory Commltteo on Raactor Safapuardi 
79/04/18 ip- 


— 7903040221 In raspons# to NRC 790410 Itr.ttatas all 790417 MRS 
racommandatlont apply to all PUR«,but uera not Intandad to 
ra^uira immadlata changat Plant modt thovld ba iPada aftar 
study of effacts on overall safety, TMl ajtcluded 
CAR0OM,H X ACR8 - Advisory Committee on Raactor Saftgverdi, 
79/04/20 2pp 


7709240633 Forwards rasponsei to IE Bullatin 79-07 requesting infe re 
seismic analysis of lafaty-relatad piping Raanalysis 
Indicates method of intramodal combination has little effect 
on pipe stresses & equipment support loads 
REED, C Commonurealth Edison Co 79/04/24 4pp 


DOCKET 30*453 BYRON BTATlDNi UNIT 2 


A Appllcatlon/construction stage documents 4# correspondence 


7909040482 Notifies of intention to develop safety analysis uilnf 
existing computer codas Requiets addl Info, 

80LBRIO, C N Commonwealth Edison Co, 79/04/26. Ip 


0. Adjudicatory corrtspondance 


7909090187 Grants petition to intarvane by DeKalb Area Alliance fot 
Reiponsibla £nar gy , Sinniisipp l Alliance for Environ t# League 
of Women Voters of Rockford, lU Rejacti M Mestarman's 
pe titioni does not satisfy "intarast" requirements 
LUTON, E. Atomic Safety and Licensing Board Panel 79/03/23 


7909290204 Request by util that A8LB schedule special prehearing 
conference per iOCFR2 79t<a) Certificate of 6vc end 
HURPHY, P. M. Isham, Lincoln 84 Beale, 79/04/18 Spp 


7909240334 Responds to 790411 Itr ra constituent petition to Intervrri 
in facility OL proceeding A8LB issued order on 790323 
holding that B Neiner Farms had sufficiently demonstrated 
standing in proceeding 

0098ICK.L V Office of the Executive Director for Dperationi 
79/09/00 Spp 


7903030013 Forwards IE Bulletin 79-06, "Review of Operational Errors 6 
Bys Klsa 1 i gnmente Identified During THI Incident " 

KEPPLER, 0 0 Region 3, Chicago# Office of the Director. 79/04/11 
lp‘ 


7909010969 Forwarde IE Bulletin 79‘r06A, "Ravietu of Operational Errors 6 
Bye Hlsal I gnmantf Identified During THI Incident '* 

KEPPLERrJ 0. Region 3, Chicago, Office of the Director. 79/04/14. 
ip. 


7909040334 Forwards IE Bulletin 79-06B, ''’Ravletj of Operational Errors 6 
Sys Hlsalignmsnts Idantlflaif During THI Incldant " 

KEPPLERrJ O Region. 3# Chicago, Office of the Director 79/04/14. 
Ip. 


7909040929 Forwards IE Bulletin 79-09. "Events Relevant to Bolling 
Hater Power Reactors Idantified During THI Incident " 

KEPPLER, JO Region 3, Chicago, Qfllce of the Director 7i^/04/U 
ip. 


J Insurance k indemnity Information 


7909100163 Endorsement 99 to HAELU Policy HF-22 
OERABrT Nuclear Energy Liability Insurance Association 79/03/2f 
Ip, 


7909070497 Confirm* increased Uebllity limit to 1124, 000# 000 for 
policies NF-1,29, 43.76,83, 100, 111, 140, 146, 191, 161# 164, 170, 

173, 174# 178, 179, 180, 102, 109, 186, 187, I80i 189, 192, 193, 194# 199. 
197, i90#2OO,2Ol,2O4#2O6<2O7,2O0, 210,212, 214, 21 9, H others. 
QUATTROCHHIi J American Nuclear Insurers 79/09/01 Ip 


7909070982 Confirm* increase in liability limit to 936,000.000 for 
pol Icles HF-22, 26, 29, 38, 39, 44, 46# 47# 49, 90, 91 , 92, 93, 54, 99, 96# 

97# 99, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74# 76, 77, 78, 79, 80, 86# 87# 

80, 90, 91, 92# 93# 94 ,99 k 96 

ROBERTS# D,M. Hutual Atomic Energy Liability Underwriter* 79rt5/Gl 
If 


K. Utility Final Safety A'nalyiit Report (F8AR) k amends 

7909010380 Forward* IE Info Notice 79-10# "Nonconforming Pipe Support — — - — — — - — 

Strut* " j 

KEPPLERfJ Q Region 3, Chicago# Office of the Director, 79/04/16, 7909G70967 Forwards amend to epplication for CP k OL, suhmittad at 

lp> Amend 20 to F8AR 

REED.C. Commonwealth Edison Go 79/09/02 2pp. 


7909030206 Forwards IE Bulletin 79-09# "Failuree of OE Type AK-2 
Circuit Breaker in Safety-Related 8yi " Llcsneee action 
required. 

KEPPLER, J.O Region 9# Chicago# Off let of the Director, 79/04/17 
Ip, 


7909040142 Ferwarde IE Bulletin 79-OSfl# "Nuclear Incident at 
TMI-Buppl, « 

KEPPLERrJ.O, Region 3, Chicago, Office of the Director. 79/04/21 
tp. 


'7909040198 IE Bulletin 79-09fi, "Nuclear Incident at TNI-8uppl. ** 
Supporting documentation encL 

e Region 3, Chicago, Office of the Director. 79/04/81, t2gp. 


—7909040170 ACRS recommandationi re 790328 incident et TNI. Suggeet* high 
priority ba placed on development of safety research on 
behevlor of LURe during anomaloue trarisient*. 

» ACR8 - Advisory Committee on Reactor Safeguards, 79/04/17 
2pp 


—7909070974 Amend 20 to FBAR. 

e Commonwealth Ed I eon Co 79/09/02 430pp 


7909190391 Forwards affidavit of distribution for F8AR Amand 20 
NAUOHTON, H. F. CommonwsaUh Edison Co. 79/09/11. 2pp. 


Q. Tnspectian reports# IE Bulletin* k correspondence 


7909020421 Forwards response to IE Bulla tine 78-12 I# 78-12A, AtyflTfl 
Held Natl In Reactor Prassure Vesiel Helds. " 

REEDiC. Commonwealth Edison Co. 79/03/22. 10pp. 


7909010236 Forwards IE Info Notice 79-06, "Btrei* Analysis of 
eafety-Rslated Piping " 

KEPPLER, J.O. Region 3# Chicago Office of the Director 
ip. 


79/03/« 
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Forward* IE Info Notlc* 79-07, “Rupture of Rflc[wa«t« Tank* 
KEyPLER. 0. Replon 0, Chicagoi Office q# the Director 79/03/2* 
ip 


7903230204 Req^ue^t by util that ASLB tchedule epoclal prehearing 
conference per 10CFR2 731 («). Certlf teat* of Sve end 
KURPHY.P M. lehami Lincoln ft Seale 79/04/18 Spp 


79O303CX)l3 Forward* IE Bulletin 79-06, “Review of Operational Error* h 
SV* Misalignment* Identified During TMI Incident “ 

KEPPLERi J, 0 Region 3, Chicago, Office of the Director. 79/04/11 

ip 


7905010369 Forwerd* IE Bulletin 79-06A, "Review of Qperatlonel Error* Ic 
S9« Mlial Ignmant* Identified During TMI Incident •' 

KEPPLER,J 0 Region 3, Chicago, Office of the Director. 79/04/14 

Ip 


7903240334 Re«pondi to 790411 Itr re comtltuent petition to Intervene 
in feclLftg OL proceeding A8LB is*ued order on 790323 
holding that B Neiner Fermi hed sufflcientlg deeton* trated 
standing in proceeding 

0086ICK, L. V Office of the Executive Director for Operation* 
79/05/08 2pp 


J Insurance fi indemnitv information 


7903040334 Forward* IE Bulletin 79-0681 "Review of Operational Error* It 
Bg* Ml lal ignmenti Identified During TMI Incident •' 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/14 

ip 


7905040529 Forward* IE Bulletin 79-08, "Event* Relevant to Boiling 
Hater Fauer Reector* Identified During TMI Incident " 

KEPFI-ERiaI 0. Region 3, Chicago, Office of the Director 79/04/14 
Ip 


7903100163 Endoriemint 99 to MAELU Policy MF-22- 

OERAS, T Nuclear Energy Liability Invurance Aiioclation 79/03/27 
Ip 


7903070497 Confirm* increaied liability limit to $124, 000, OOO for 
policies MF-1. 23,43, 76< 83, lOOi 111, 140, 14*i 131, 161, 164, 170. 

173, I74f 178. 179, 180, 182. 195. 186, 187, 180. 189, 192, 193, 194, 193, 

197, 198,200,201,204. 206,207, 208, 210,212,214,215, «i others 
QUATTROCHHI, J American Nuclear Inturer* 79/OS/Ot Ip 


7905010380 Forward* IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts •* 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/04/18 
Ip- 


7903030206 Forward* IE Bulletin 79-09, “Failures of OE Type AK-2 
Circuit Breaker In 8af aty-Relatsd Sy* *' License* action 
rsqulrad 

KEPPLER, J 0, Region 3, Chicago, Office of th* Director 79/04/17 

ip 


7905040142 Forward* IE Bulletin 79-05B, "Nuclear Incident at 
TMI-BuppL " 

KEPPLCR, J 0 Ragion 3, Chicago, Office of the Director. 79/04/21 
Ip* 


7903070SB2 Confirms Increase In llabllitg limit to 636.000,000 for 
policies MF-22, 26, 29,38,39, 44, 46, 47, 49.80, 51, 32, 33, 34, 55, 36. 

57, Sa.60, 61.64,66, 67, 68,69,70.71. 72, 74,76, 77, 78, 79, 80, 86,97, 
88.90,91,92,93,94,95 96 

ROBERTS, D M Mutual Atomic Energy Liability Underwriter* 79/03/01 
Ip 


K. Utility Final Bafety Analy*l« Report (FSAR) t< amend* 


7903070367 Forward* amind to application for CP 4, QL, lubtni tted as 
Amend 20 to F8AR 

REEO.C Commonwealth Edison Co. 79/03/02 2pp 


— 7908070574 Amend 20 to F8AR, 

e Commonwealth Edison Co 79/05/02, 430pp 


■7903040158 IE Bulletin 79-OSD, "Nuclear Incident at TMI-8uppl " 
Supporting documentation end. 

» Region 3, Chicago, Office of th# Director 79/04/21 18pp 


— 7908040170 ACR8 recommendation* re 790328 incident at TKl Suggest* high 
priority b* placed on development of safety research on 
behavior of LHR* during anomalou* transient* 

• ACRB - Advisory Committee on Reactor Safeguards. 79/04/17. 

2pp 


7903100331 Forwards affidavit of distribution for F8AR Amenif 20 
NAUOHTOM, WF Commonwealth Ed l*on Co 79/03/11. 2pp 


Q Inspection reports* IE Bulletins fl< carretpondence 


7903020421 Forwards response to IE Bulletins 78-i2 4t 78-124. "Atypical 
Held hatl in Reactor Prttsure Veetek Helds. " 

REED.C. Commonwealth Edison Co 79/03/22 lOpp 


-’-7903040201 Forwards ACR8 recommendation* re TMI inc Ident, presented on 
790417. 

FfiAUEY. R F ACRS - Advisory Committes on Reactor Safeguard*. 
79/04/18 Ip * 


7903010236 Forward* IE Info Notice 79-06, "Gtres* Analyels of 
Safety-Related Piping." 

KEFPLER, J. 0 Region 3, Chicago, Office of the Director 79/03/23 
ip. 


— 7903040221 In retponst to NRC 790418 Itr, state* all 790417 ACRB 
racommendatlons apply to all PHRsibut were not intended to 
require immediate changes Plant mod* should be made after 
study of effects on overall safety, TMI excluded, 

CARBQN.M X ACRB - Advliory Committee on Reactor Safeguard*. 
79/04/20. 8pp. 


790S24Q633 Forward* responses to IE Bulletin 79-07 requesting info rt 
seismic analysis of safoty-related piping Rcanalysis 
* Indicates method of intramodal combination has little effect 
on pipe strease* St equipment eupport loadt, 

C. Commonwealth Edison Co. 79/04/24 4pp 


DOCKET 50-456 BRAIDHOOD STATION, UNIT I 


A Appl Icatlon/constructlon stage document* & correspondence 


7905040482 Notifies of intention to develop safety analysis using 
•xletlng computer codes Request* addl info 
BOLBRIO, C. H, Commonwealth Edison Go. 79/04/26. ip. 


7903030370 Forward* IE Info Notice 79-07, "Rupture of Radw««te Tank*." 
HEPPLERr J 0 Region 3. Chicago, Office of the Director. 79/03/26. 
Ip. 


7903240740 Forward* IE Insp Rapt* 50-436/79-04 b 50-437/79-04 on 
790320-21 23 No noncompl iance. 

FIDRELLliO Region 3, Chicago, Reecto-r Con«truction t. Engineering 

Support Branch 77/04/10. 2pp 


— 7903J 
No 
cor 
Clr 
ERI 
Dll 


790303 

8yi 

KEPP 

Ip. 


7905220337 Dl«cu««e« fossil hunting program at fee 1 1 ity. Number of 
passes will be reduced a* conat progr*««e* to (Minimize 
poislbiLity of injury t, prevent interference w/con*t Special 
passe* art available 

REED*G, Commonwealth Edison Go. 79/03/14. 2pp 


Q, Adjudicatory correspondence 


790501 

8y« 

KEPP 

Ip, 


790504 

Sy* 

KEPP 

Ip, 


7905300032 Brant* petition* to intervene f Iked by BL Rorem on behalf of 
Ballly Alliance 6 B Nelner Farms, Inc. Rejects M Weetermen's 
petition to intervene for failure to demonstrate «tandlng, 

LinrOfi, E, Atomic Safety and Licenflng Board Panel 79/03/22. 4pp. 
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7905040529 Forwjird* IE BulUtln 79-09, ‘'Evint* Raivvant to Bollli>fl 
Witir Powtr Raactort lijantlliatf During TKI locidont *' 

KCFPLERiJ Q Rag ion 3, Chicago* Of Ilea af tha Diractor, 79/04/14 

Ip 


7905010300 Foruaril* IG Info Nofeica 79“10i "Nonconforming Pljia Swpport 
Sirutt * 

KEPPLERf J 0 Raglan Oi Chicago. Offict oP tha Dlractor 79/04/10 

ip 

7905030206 Forward* IE BuUatln 79-09, “Failura* of OE Typa AK-2 
Circuit Braatar in Saf aty-Ratatad By« Lican*** action 
raquirad. 

KEPPLER^J 0 Ragion 3, ChlccflOf Of flea of tha Dlractor. 79/04/17. 

Ip. 


7905040142 Forward* IE Bullatin 79-05B, "Noclaar Incidant at 
TMI-Suppl ♦’ 

KEPPLER^J 0 Ragion 3, Chicago, Of flea of tha Dlractor 79/04/21 
Ip 

-^7905040150 IE Si/Ilatin 79-05fi4 ''Nuclaar Incidant at THI-8uppl " 
Supporting documantat ion and 

a Ragion 3, Chicago, Offica of tha Dlractor 79/04/21 I2pp 


—7905040170 ACRS racoflunandat ion* ra 790320 incidant at TMI fluggait* high 
priority ha placad on davaiopnant of tafaty rttaarch on 
bahavlor of LlfRf during anomaloua tranfliant* 
a ACftS - Advlaory Conmlttaa on Raactor Safaguarda. 79/04/17. 

Spp 


—7905040201 Forwards ACRS r acommandatlont ra TNI 1 ncldint* pro*antad on 
790417 

FRALET, R F ACR6 - Advisory Cofflntlttoa on Raactor Bafaguardi 
79/04/10 Ip 


—7905040221 In ra*pon*i to NRC 790410 Itr.ftata* all 790417 ACRS 
racoAunandatlon* apply to all PWRsthut wera not Intandad to 
raqulrt Immadlato changat, Plant atodt thould ba aiado altar 
ftudy of af facts on ovarall safaty, TKl arcludad. 

CARBON, N X ACRS - Advisory Coamlttaa an Raactor Safaguards 
79/04/20 3pp 


7905240633 Forward* rasponsas to IE Bullatin 79'’07 rai^utstlng info ra 
Sftisfflic analysl* of saf ■ty-rslat# d piping Raanalytis 
Indlcatat nathod of Ititramodal combination ha* llttla affoct 
on pipa strassaa Ic aRuipmant lupport loada, 

REED, C Commonwealth Edison Cd 79/04/24 4pp 


DOCKET 50-457 BRAlDNaOD STATION, UNIT 2 


A, AppUcation/constructlon stag* documant* li corraspo>ndanca 


H Oanaral corraapondanc ■ 


790SL506SS Forward* 790327 Itr from constltuant S Nalner ri patltLon la 
Intarvane in QL procaadlngi Raquaits aiilstanei in 
preparation for Intarvantlon 
O'BRIEN, O N House of Rep 79/04/11 3pp 

7905100163 Endorsamant 99 to HAELU Policy HF-22 

0ERA8, T Nuclear Energy Liability Infuranea Afsoclation 77/03/21 

tp. 


7905070497 Confirm* increaiad Uap tllty limit to *124, OCX),OO0 for 
policies NF-1.25,43.76.83i 100, lit, 140, 146, 151. 161, 164, 170. 

' 173, 174, 170, 179, 100, 182, 185, 106, 187, 180, 109, 192, 193, 194. 195, 
177,198, 200,201, 204, 206, 207, 20B, 210, 212, 214> 215, & othari. 
OUATTRQCHKt, J Amarlcan Nuclear Insurer* 77/OS/Ol Ip 


7905070582 Confirms increase in liability limit to 436,000.000 far 
policU* NF-22. 26, 29, 30, 39, 44, 46. 47, 49, 50,51,52, 53, 54, 55.56, 

57, 58, 60, 6t, 64, 66, 67, 60.69,70, 71, 72, 74, 76, 77, 78, 79,80, 06.07, 
88,90,91.92,93,94.95 6 96 

ROBERTS, D K- Kutual Atomic-Energy Liability UnderwrJ tars, 79/05/01 
Ip. 


K Utility Final Safety Analysis Report (F6AR) 6 amends 


7905070567 Forwards amend to application for CP' 6 0L« submitted ai 
Amend 20 to FBAR. 

REED, C. Commonwealth Edison Co, 79/05/02, 2pp 


—7905070574 Amend 20 to FBAR 

a CoflWAonwaalth Edison Co 79/05/02 430pp, 


7905150331 Forwards affidavit of distribution for FSAR AHend 20 
KAUOHTON, NF, Commonwealth Edison Go 79/05/11 2pp 


a, Inspection reporta, IE Bulletins St corres pondanc a 


7905020421 Forwards response to IE Bulletins 78-12 b 7S-12A, 'At^plcil 
Held Hat! In Reactor Pressure Vetsel Helds *' 

REED.C Commonwealth Edison Co 79/03/22 lOpp 


7905010236 Forwards IE Info Notice 79-06, ‘'Stress Analyilt o# 
Safety-Related Piping ” 

KEPFLERrJ. 0, Region 3, Chicago. Offica of the Director 79/03/23 

Ip. 


7905030370 Forwards IE Info Notice 79-07, "Rupture of Radwaste r^nli ^ 
KEPFLER, 0. Region 3, Chicago, Office of the Director 79/03/24 
Ip. 


I 


I 

i 


7809050087 Forward* NUflEO-0219, "Nuclear Security Personnel for Power 
Plants, Content & Review Procedures for Security Training It 
dual if icatlon Pragram. " N/o end. 

VAB8ALL0, D. S, Assistant Director for Light Water Reactors 
NUREO-0219 70/08/23 4pp 


7905040482 Natifies of Intention to develop lafsty analysis using 
iKistlng computer codes, Requist* addi info. 

SOLBRIO, C W Commonwealth Edieon Co 79/04/26 Ip 


7905220337 Discusses fossil hunting program at facility Number of 
patsei will be reduced a* const progresset to mininlsi 
possibility of Injury It prevent interference w/const Special 

passes are ava ilab 1* 

REED, C Goeusonwaal th Edison Co 79/05/14 2pp, 


0, Adjudicatory corraepondenca 


7905300032 Grants petitions to intervene filed by BL Rorem on behalf of 
Bailly AlUatiee 4, 8 Neiner Farieir Inc. Rejec te N Weetermen's 
petition to intervene for failure to demonstrate stendlng. 

UUTOK, E. Atomic Safety and Licensing Board Panel. 79/03/22, 4pp. 


7905250284 Request by util that A6LB schedule special prehearing 
conference per 1 (X:fR 2. 751 (a). Certificate of 0vc end. 
HURPHV.P.H Isham. Lincoln 6 Beale. 79/04/18. 5pp. 


7905240334 Responds to 790411 Itf re constituent petition to Intervene 
in facility OL proceeding A8LB iesued order on 790323 
holding that B Neiner Farms had sufficiently demonstrated 
standing in proceeding. 

OOSSICK^L V. Office of the Eiecutlve Director for Operatione. 
79/05/08. 2pp. 


7905240740 Forward* IE Insp Rapts 50-456/79-04 6 50-457/79-01 Ofi 
790320-21 6 23. No noncomp 1 lanes 

FIORELLI, Q. Region 3, Chicago, Reactor Gonetructlon 4 Enginiirlri 
Support Branch 79/04/10. 2pp 


—790524074 0 IE Imp Ropts 50-456/79-04 50-457/79-04 on 790320-21 

No noncomplianct noted Najor areas inspected; storage of R089 
components 4 saf ety-rslated equipment, quality records for 
Class 2 6 3 sqwipment 6 automatic pipe welder operation, 
ERB.G.N., DANIELSON, D. H. Regions, Chicago, Office of Ihi 
Director 79/04/04 4pp. 


7905030013 Forwards IE BuUetln 79-06, "Review of Operational ErroTS I 
8yt Hisal Ignmenti Identified During THI Incident.” 

KEPPLER.«;,0 Region 3, Chicago, Office of the Dlractor 79/04/Ll 


7905010569 Forwards IE Bullstin 79-06A, "Review of Operational Crpcri b 
ays Hisallgnment* Identified During TNI Incident " 

KEPPLER,J.O. Region 3, Chicago. Office of the Director. 7f/04/L« 
tp. 


7905040334 Forwards IE Bulletin 79-06fi, "Review of Operational Crrcrs L 
Syt Kisal ignmenti tdsntlfled During TNI Incident," 

KEFPLER.J.O Region 3, Chicago, Office of the Director, 79/04/14 

Ip 


7905040529 Forwards IE Bullstin 79-08, "Event* Relevant to BoIHrf 
Water Power Reactore Identified During TMI Incident ” 

KEPPLERfJ. 0. Region 3, Chicago, Office of the Director. 79/04/14 
Ip 


■5 
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79O901'03ao forward* IE Info Ko*lc* 79*‘l0, "Nonconforming Plpo Support 
Strutt “ 

KEPPLERf J 0 Rtglon Ghlcagoi Off let of tho Diroctor 79/04/18 

Ip. 


7909080206 forward* IE BuUotin 79~09« "foilurot of OE Tgp« AK-3 
Circuit Broakar in 8af otv'^ol^tod Gv«. " Llc«nt«« action 
ro^ulrad, 

KEPPLERiJ.O Rogton 3r Chieagoi Off lea of tha Dtractor. 79/04/t'9 


7909040142 forwardt IE BuUttln 79-'09Br "Nuclaar Xncldont at 
TMI-Buppl," 

KEPPLEFr J 0 Rtgion g* Chlcogot QffU* of tha Dlraetor 79/04/21 


— 7909040198 IE Builotin 79“09Bf "NucUar Xncidant at TMI-Buppl. •* 
Supporting docuatntatlon «ncl 

a Raglan 3< Chicago. Offict of tho Diroctor 79/04/2t« 12pp. 


7909070090 Forward* TE Bullatln 79-'07i "Solialc Btrato Analgait of 
Salatu-Ralatid.Plp Lng " Llcantaa action roquirtil, 

8EYFRXT.K. V Rtglon 4« Dallat. Off let of tha Dlraetor 79/04/14, 
IP 


7909010443 Forward* IE Info Motlca 79‘'iOt "Monconf orming Pipa Buppof t 
Strut* " 

BEYFRIT.K V/. RagUn 4. Oallai. Offlta of tha Dlraetor 79/04/16 
ip, 


7909090098 Forward* tuppl to IE Bull* tin 79-09A« "Ngc Uar Inc id an t at 
THl " 

8EYFRIT.K V Ragion 4. Dallai* Offlc* of tha Dlraetor 79/04/16 

ip 

7909030267 Forward* TE Bui Latin 79-09. "Fallurat of OE Tgp# AH-2 
Circuit Braakar in Safatg-Ralatail Bg*. ** ticaniaa action 
raaulrad. 

8EYFR1T.K V. Rtglon 4. Dallaa. Offlca of tha Dlraetor 79/04/17 I 

Ip, 1 


**^7909040170 ACRS racoaaandatlons ra 790328 inetdant at THI.Suggatt* hlgl 
prlorltg ba plactd on devalopmant of tafaty raaearch on 
hahaviar of LWRi during anomalou* trantlanti, 

» ACRE - Advlaorg Commlttaa on Raactor 8afaguardt 79/04/17. 

2pp 


— 7909040301 Forward* ACRB raconvmandat ion* ra THI Inc Idant. pr aaantad on 
790417 

PRALEYfR r, ACRB *• Advlcorg CoMaiittaa on Raactor Bafaguard*. 
79/04/lB. Ip 


' —7909040221 In raaponaa to NRC 790418 Itr.itata* all 790417 ACRS 
racoAMandatlon* apply to all PMftt.but uara not Intandad to 
raguira Immadlata changaa. Plant nod* thould ba mada aftar 
•tudy of affaett on ovtrall fafaty.THI axcludad. 

CARBON.K. X. ACRS ** Adviforg Coamittaa on Raactor Sa'faguarda 
79/04/20. 2pp. 


790S240633 Forward* raiponaaa to IE Bullatin 79-07 raguaiting Info ra 
aalaalc analyil* of «af aty-ralatad piping Raanalyai* 

Lndicataa nathod of Intraiaodal conbination hat llttla affact 
on plpa atr*««a« 1. aquipnant «uppart load*. 

REEDiC. Gommonwaalth Editon Go 79/04/24 4pp, 


OCKJKET ao-aoa river bend station, unit i 

A. App ilcation/eonttructian ataga docuatanti 6 corr*«pondanca 


7909020437 Forward* NUR£a-0931. *• Invaatigatlon 6 Evaluation of Stria* 
Corroiloh Cracking In Piping of LMR Plant*" 6 notlca of 
latvanca 6 availability 

VASSALtO.D B. Aitlftant Dlraetor for Light Natar Raactor*. 
79/03/23. 2pp. 


7909130493 Motif la* of raorganl tatlon of otll'» Englnaarlng a« Con*t 
Dapt. JO Ualgand ha* ovarall ratponi lb illtg for Rlvar Band 
frojftc t. 

HUNPHREYSi L. L. Oulf Stataa Utilltlat Co. 79/09/08 Ip. 


7909310429 Advlata of dalay from 790601 to 791231 In providing ra*pon*a 
to NRC cancarn* ra u«a of auatanltic «talnlafa ataal In BWR 
facll 1 t lat. Praaantly aiaMlnlng rtcommandatlona of plpa crack 
atudg In NUREO-0931. 

NEIOAND.JO. Oulf Stataa Utilitia* Co. 79/09/22. Ip. 


7909010277 Forward! IE Info Notlca 79-06. "8tra** Analyal* of 
Sal aty-Ralatfd Piping " 

aeYFRIT.K.V. Raglon 4. Dalla*. Offict of tha Dlraetor. 79/03/23 
Ip. 


7909010433 Forward! IE Bullatin 79-09A. "Nuclaar Intldant at 
TMI - Buppl, " 

BEYFRlTtK, V. Raglon 4. Dallaa. Offict of tha Diractor. 79/04/03. 

tp. 


79030404B9 Forwardt IE Bullatin 79-06B, "Ravtaw of Optraflonal Error# «( 
By# Hlaalignaanti idantlfiad During TNl Incldont ** 

BEYFRIT.K.V. Raglon 4. Dallaa. Offica of tho Dlraetor. 79/04/14. 

Ip. 


7903040610 Forward! IE Bullatin 79-08. "Evanta Raiavant to Qoiling 
Natar Powar Raaetora Idantlfiad During THI tneidant, " 

SCYFRlTrK.V, Raglon 4> Dalla*. Offica of tha Dlraetor. 79/04/14. 
Ip. 


B. Raportabla occurranca*. LER« ralatad corr atpondanca 


7909230808 Confirm! 790329 taleon concarning potantlal daflclancy r# 
iutpact eadwild alaava wald* mfg by Oravar Enargy Bgi.mil 
aubmlt intarim rapt within 30 daya. 

HUHPHREVS. L, L Oulf Btata* Utilitia* Co. 79/03/30 ip 


7909030131 Forward* PN0-79-67H. I . J tt K 

SEYFRXTrK V. Raglon 4> Dallat. Offica of tha Diractor 79/04/06 
IP. 


7905030089 Forward* PN0-79-67Lr M. N 8* P. 

SCIDLEiVI. C Raglon 4. Oallati Raactor Conotructlon li Eitginaaring 

Support Branch 79/04/09. IP. 


7905030091 Forward* PN0-79-67a. 

BEIDLE.H.C Raglon 4. Dallaa* Roactor Gonttructlon 6 Englnatrlng 

Support Branch. 79/04/10 Ip, 


7909030139 Forward* PN0-79-67R It 79-77. 

6C1DLE.M.C. Raglon 4i Dallaa. Raactor Con* tructlon It Enginaarlng 
Support Branch. 79/04/11. Ip 


7905030117 Forward* PN0-79-67S. 

6EIDLE.M. C. Raglon 4. Dallaai Raactor Gonttructlon It Enginaarlng 
Support Branch 79/04/12 Ip. 


7905030106 Forward* PN0-79-67T. 

SElDLEiM G. Raglon 4* Dallaa* Raactor Gonttructlon L Enginaarlng 
Support Branch. 79/04/13, Ip 


7909030073 Forward f PN0-79-67U »t V. 

ENOELKENr R, K. Raglon 4t Daklai. Raactor Conitruction It 
Enginaarlng Support Branch. 79/04/16. IP. 


7905030238 Forward! PNa-79-67W. 

BCIOLE. M, €, Raglon 4. Dallaa* Raactor Gonttructlon U Enginaarlng 
Support Branch. 79/04/17. Ip 


7909020928 Forward* PN0-‘79-67M. 

SEIDLE. H. G Raglon 4. Dallaa. Raactor Ganatructlen li Enginaarlng 

Support Branch, 79/04/20. Ip. 


7903020498 Forward* PNQ- 79-67 AB. AG It AD 

SEIDLE. U.C. Region 4. Dalla*. Raactor Gonttructlon 6 Enginaarlng 
Support Branch. 79/04/S3. tp. 


7903040984 Forward* PNO-79-67AE 

BEIDLE. H.C, R*gian 4i Dallaai Raactor Ganitructlon 6 Engineering 

Support Branch. 79/04/26. Ip. 


7903070180 Forward* PN0-79-67AP L AO. 

BEIDLEfW.C, Roglon 4. Dallait Raactor Gonttructlon It Enginaarlng 
Support Branch. 79/04/27. Ip. 


7903310226 Forward* PN0-79-67AH. AX V AJ. 

SEIOLEfM.G. Raglon 4. Dallaat Raactor Gonttructlon V Enginaarlng 
Support Branch. 79/04/30. Ip. 


; 7903240394 Forward* PM0-79-67AK It AL, 

SEIDLE. H.G, Rtglon 4. Dallaa. Raactor Gonttructlon I. Enginaarlng 
[ Support Bfonch. 79/03/04. Ip. 


DOCKETED ITEMS 


DOCKET 50-459 fllVER BEKD STATrONi UNIT 2 

A AppUc*tlon/coaitructIon itij* <locu<»#nti |i corr«fi>on<linc* 


7905030073 Forward* PNa~79-67U & V 

ENOetKEN^R M R-gion 4, Con*tructlon 

Engirtaarlng Support Branch 79/^04/16 \r 


7905030437 Forward* NURE0-053li " Inviftlgation V Evaluatian o# Sir*** 
Carroilon Cracking In Piping oT L«R Plant*' St notU* ot 
l*«uanct & «vall«bllitg 

VASSALLOi 0 B A*«ittank Diractar for Light Wattr Baactor* 
79/03/23 2p p 


7905150453 Notlfla* of raorganiiat i on of util'* Engltiaarlng U Conit 
0»pt JO Halgand hai ovarall niportilbiU for Rlvar Band 
projact 

HW1Pl«EYSfL L Oulf Stakat Utllltiai Co 79/03/00 Ip 


7905310429 Advlia* of daiag froa 790&01 to 791231 in providing raiponca 
to WRC concarnf ra u»# of *u«t*nltlc itainUi* itaal in flWR 
facilitiii Praiantlg traalning racom/aanda t Ion* of pip* crack 
*tudg in NUR£0-053i 

WEIOAND. J O Oulf Qtata* Util i tin Co 79/05/22 Ip 


7905030230 forward* PN0-79-67W 
SEIDLErW C Raglan 4, Dallair 

Support Branch 79/04/17 Ip 


Reactor Con«tructlan & E^ng i ni irirg 


7905020328 Forward* PNa''79-i7AA ^ ^ , 

SEIDLErU C Region 4 « Dallacr Reactor Conatructloh & Engint^rfr^ 

Support Branch 79/04/20 Ip 


7905020493 Forward* PN0-79-67ADr AC S< AD 

SEIDLE.W C Region 4# Dalla*/ Reactor Contfcructlon St EnglnaiTlni 

Support Branch 79/04/23 ip 


7905040504 Forward* PN0-79-67AE 

BEIDLE.M C Region 4< Dallaai Reactor Conetruction St Englnetring 

Support Branch 77/04/26 ip 


0 Inapoction report*. IE Bulletin* & corretpondenca 


7905010277 Forwards IE Info Notice 79-06. "Strai* Analysit of 
Safety-Related Piping ** 

6EYFR1T. K V Region 4. DaUe*. Office of the Director 79/03/S3 
Ip 


79050701B0 Fhrward* PN0-79-67AF AO, 

8E1DLE.U C Region A, Delia*. Reactor Construction tk Eng liti ir lr.| 

Support Branch 7*i/0A/^7 Ip 


7903310226 Forward* PN0-79-67AH. AT «» AJ 

SEIDLEfM C Region 4i Dallafi Reactor Construction Sh Enginiirtri 

Support Branch 79/04/30 Ip 


7903010455 Forward* IE Bulletin 79^03Ar ’•Nuclear Incident at 
TMI - Suppl - 

SEYFRIT.K V. Region 4. OalUi. Off ice of the Direclor 79/04/03 
Ip 


7905240394 Forward* PNa-79-67AK %t AL 
SEIDUE.U C Region 4. Della*. Reactor Conftruction Sc Cnglrteprln| 

Support Branch 79/09/04 Ip 


7903040489 Forward* IE Bulletin 79-06B. "a»vlj|w_ OpjL’'**!®”** Error* & 
Sg* Hifatignmint* Identified During THI Incident"’* 

SEYFRITfK V Region 4. Dalla*. Office of the Director 79/04/14 
Ip 


790S040610 Forward* IE Bulletin 79-08. ''Bvent* Relevant to Boiling 
Hater Power Reactor* Identified During Tffl Incident " 

SEYFRIT.K V Region 4. Della*. Office of the Director 79/04/14 
IP 


7703070050 Forward* IE Bulletin 79-07. "Seismic Stress Analgtl* of 
Safety-Related Piping " Llcenste action required. 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/04/14 
Ip 


7909010443 Forward* IE Info Notice 79-10. ’’Nonconforming Pipe Support 
Strut* *• 

SEYFRIT.K V. Region 4. Dallas. Office of the Director 79/04/14 
Ip 


7909090090 Forward* suppl to IE Bulletin 79-05A. "NucleaT Incident at 
TttI •• 

SEYFRIT.K V. Region 4. Oella*. Office of the Director 79/04/14 
Ip 


7905030267 Forward* IE Bulletin 79-09, "Fallwra* of OE Type AK-2 
Circuit Breaker in Safttg-ReUted 8g< " Licensee action 
required 

SEYFRIT.K V Region 4. Dellat. Office of the Director 79/04/17. 

Ip. 


S Reportable occurrences, LERt h related corretpondence 


7905030131 Forward* PNO-79-67Ki I. J 4c K 

SEYFRIT.K V Region 4, Dalle*, Office of the Director 79/04/04. 


DOCKET 50-460 HPP8B NUCLEAR PROJECT, UNIT I 


A Appllcatlon/con«tructlon etage document* it correspondence 


7909010486 Rept* on geological etudle*' etitue Generic rep-t expected In 
Fall 1979 ReAUiet* meeting to di*cu*t plan* for lubmltting 
rept* of vtudlev.a* well a* mechanlvm for identification 4 
oeview of studies in Hanford area. 

RENBEROER,0 L. Washington Public Power Supply Syetem 7^/04/27, 

2pp. 


7905240411 Forward* NRC position* on WPPe8-OA-004r ''Opfrational QA 
Program Description. “ Rasponse to position* ehould be 
eubfflitted by 790601 a* amend to original rept. 

HAA88.W P Quality A«*uranctt Branch 79/05/01. 2pp 


7905230934 Requa«tf NRC Itr vtatlng acceptab i 1 1 ty of icale modal tsit* 
in lieu of implant teetirto *aii*fy commitment in HNP-1/4 
P8AR Question 6 77 re recirculation «ump testing. 

RENBEROERiD L Washington Public Power Supply System 79/09/19. 

If 


7909010294 Forward* lE Info Hotice 79-06. '’Stre** Analysl* of 
Safety-Related Piping '* 

ENOELKEN.R.H. Region 4. Dallas. Office of the Director 79/03/83 
Ip 


7905010019 Forward* IE Bulletin 79-064. "'Reviaw of Operational Error* It 
Bye Misalignment* Idenfelfiad Durina TMI Incident " 

ENOELKENiR H. Region 5. San Franclfco. Office of the Director 
79/04/14. Ip 


7909040516 Forward* IE Bullatin 79-04B, "Review of Operational ErrOTi 4 
8y* Misalignments Identified During TMI Incident." 

ENQELKEN.R H Region 5. San Francisco. Office of the Dlreciot 
79/04/14, Ip. 


7909030089 Forwards PNa-79-67L. Mi N it P 
SElDLEiH C Rsglon 4. Dalias. Rsactor Construction t. Engineering 
Support Branch 79/04/09 IP. 


7909040625 Forwards lE Bulletin 79-00/ "Event* Relevant to Sa-iling 
Hater Power Reactors Identified During TMI Incident " 

ENGELKEN/R H, Region 9. San Francisco. Office of the Dir ec lor 
79/04/14 ip 


7905030091 Forward* PN0-79-67Q 
SEIDLE/H C. Region 4. DaUat, 
Support Branch. 79/04/10 Ip 


7905030139 Forward* PN0-79-67R 4 79- 
SEIDLErH. C Region 4. Dalla*. 

Support Branch. 79/04/U Ip. 


7909000117 Forward* PN0-79-67B 
8ei|HJE.H. q, Region 4. Dalle*. 
Support Branch. 79/04/12 Ip. 


Reactor Conitructl«n V Engineering 

■77. 

Reactor Canetructlen ti Engineering 

Reactor Construction it Engineering 


7909070110 Forward* IE Bulletin 79-07. "Belimlc 8tr**» Anelyei* of 
Bafety-RiUted Piping " Llcentee action required. 

ENOELKEN.R.H Region 9. San Francisco. Office of the Director. 
79/04/14, ip. 


7905030305 Forward* IE Bulletin 79-09. "Failure* of GE Type AH-S 
Circuit areater In Safety-Related By*. " Llcentee action 
required, 

^04/17*^ I 3. San Franclvco. Office of the DlreetflV. 


7905030186 Forwards PNO-79-67T 

MIDLE.H.G. . Region 4, Dallas. Reactor Construction it Engineering 
Support Branch 79/04/13. Ip. * * 


7909000378 /orward* IE Bulletin 79-090, "Nuclear Incident at 
THl-Suppl. " 

!?’ Region 0an Francisco. Office of the Director. 


DOCKETED ITEMS 


22B 


ywaiSOOA*? Forward! PN0-79-&7L 

ENCELI^EhrR H Region 9r Sen Franclfcoi Office of the Director 
79/04 /OA ip 


7<ilO3lS0t73 Faru/erd! PNQ-79-67R 

ENCELKEffiR, H Region 3, Ban Frencieco# Office of the Director 
79/04/11 Ip 


790S040134 Forward* PNQ-79-67S 

eNOELKEW, R H Region 5r San Francl*co» Office of the Director 
79/04/112 Ip 


7903130150 Forward* PN0-79-67T 

ENGELKCNrR H Region 5< San Franclscof Office of the Director 
79/04/13 ip 


7903030013 Forward* PN0-79-67U 

ENGEL.KEN, R, H Region 5t Sen Francl*co< Office of the Director 
79/04/14 Ip 


790S040330 Rei^ueft* addl Info re 790426 telcon concerning emiteian 
ltd* for operating nuclter power pl«nt« Seeks Info re 
gaseous release of U daughters & itds for ■(ntsslon of 
radioactive products into cooling water 
PENNERrP Prairie Alliance. 79/£>4/ad> Spp 


Q. Inspection reportsr IE Bulletins correspondence 


7905040347 Forwards IE Imp Rept 50-461/79-02 on 790306-08 Na 
noncoinp liance noted 

FIDRELLXi 0 Region 3f Chicago. Reactor Construction Si Engineering 

Support Branch 79/03/22 2pp 


— 7909040349 IE Insp Rept 50-461/79-02 on 790306-OB No noncoripl lance 
noted, Major anas Inspected reactor coolant pressure 
houndargr sa piping fecjeldlngiQA manuals U 
procedures U. work activities 

LEE.E U Region 3i C6icagoi Office op the Director 

DAN I ELS ON I D H Region Oi Chlcaga< Reactor Canitr wcti on & 

Engineering Support Branch 79/03/19 3pp 


7909020536 Forward* PNO- 79-67 AA 

Ef+OELKENfR H Region 5. San FranciscQr Office of the Director 
79/04/20 Ip 


7905010237 Forwards IE Info Notice 79-06i ‘'Stress Analgtlt of 
Saf etg-Re lated Piping." 

KEPPLERiJ 0 Region 3. Chicago, Office of the Director 79/03/23 

Ip 


790S010439 Forward* PN0-79-67AB 

EfWELKENiR.H Region 9, San Francisco* Office of the Director 
79/04/21 ip 


7905040035 Forward* IE Info Notice 79“07 j "Rupture Of fiadwaste Tanks " 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/26 
Ip 


7905010452 Forwards PND-79-67AC AD 

ENOELKENiR H Region 5, San Francisco, Office of the Dlractop 
79/04/23 Ip, 


7903010463 Forwards PN0-79-67AE 

EHOELKEN, R. H Region 5, San Francisco, Office of the Director, 
79/04/24 Ip. 


7903090047 Forward* PNO- 79-67 AF. 

ENOELKENi R H Region 5, San Franclsca, Office of the Dlrectcrr 
79/04/25 Ip 


79050900S9 Forward* PNa-79-67AG 

EHOELKEN, fi H Region 5, San FrancUco, Office of the Director 
79/04/26 Ip 


7905030033 Forwards IE Bulletin 79-06, "Review of 
8gs Misalignments Identified During THl Incident 
KEPPLER, J 0 Region 3, Chicago, Office of the 


0(»eTational Errors U. 
Director 79/04/11 


7905010590 Forwards IE Bulletin 79-064, ''Review of Operational Errors t, 
Sgs Misalignments Identified during TIil Incident " 

KEPPLEftr J 0 Region 3, Chicago. Office of the Director 79/04/14 
Ip. 


7903040394 Forwards IE Bulletin 79-06B. "^Review of Operational Errors St 
Sgs Misalignments Identified During TMI Incident ■' 

KEPPLERrJ G Region 3, Chicago^ Office of the Director 79/04/14 
Ip. 


7905090121 Forwards PN0-79-67AH 

ENOLEKENiR H Region 5, San Francisco, Office of the Director 
79/04/27. Ip 


7903040459 Forwards IE Bulletin 79-07, "Belsmlc Stress Analvsli of 
Saf itg-Related Piping " Licensee action rs^iulred 

KEPPLER,J.0 Regions, Chicago, Office of the Director 79/04/14 

ip 


V9G5070034 Forwards PN0-79-67AI. AJ U AK per NRC 790401 Itr transmitting 
EE Biflletln 79-05 

ENGELKENiR H Region 5, San Francisco, Office of the Director 
79/04/30 Ip. 


7909070010 Forwards PN0-79-67AL per NRC 790401 Itr transmitting IE 
Butlatln 79-09, 

EHGELKEN.R H Region 9, Sen Frenclsco, Office of the Director. 
79/03/Oi ip. 


7909190067 Forwards final deflclencg rept re letdown cooler supports, 
per 790416 telcon 

REN6ER0CR, D L Washington Public Power Supply System, 79/09/07 
Ip. 


— 7909190069 Final deficiency rept. letdown cooler supports Inadequate to 
eupport specified loads. Caused by inadequate design by 
coaponsnt manufacturer Wall mounted brackets redesigned, 
a- Washington Public Power Supply System. 79/09/0? 2pp. 


790931 0037 Forwards PNO- 79-6 7AM. 

ENG£LKEN,R K. Region 9, Sen Francisco, Office of thi Director 
79/09/07. ip. 


79092 4 0657 Ack receipt of 790907 final deficiency rept on letdown 
cooler support dsslgn inadequacy. 

EHOELKEN, R.H. Region 8, Sen Francisco, Office of the Director. 
79/09/16 ip 


DOCKET 80-461 CLINTON POWER STATION, UNIT 1 
A App 1 icat ion/construction stage documents correspcndence 


7909040566 Forwards IE Bulletin 79-08. ''Events Relevant to Bailing 
Water Power Reactors tdsntifisd During TMI Incident." 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/14. 

tp 


7909010426 Foruarde IE Info Notice 79- 10. "Nonconforming Pips Support 
Struts ■' 

KEPPLER. 0 0 Rigion 3. Chicago, Office of the Director. 79/04/16 

ip 


790S03022B Forwards IE Bulletin 79-09, ''Failures of OE Typa AK-2 
Circuit Breaker In Saf ity-Related Gys *' Llcsrtsee action 
required 

KEPPLER, J.O. Regions. Chicago, Offlca of the Director, 79/04/17. 

Ip 


7903000490 Forward* IE Bulletin 79-090. "Nuclear Incident at 
TMI-Suppl. '• 

KEPPLER, J.O. Regions, Chicago, Office of the Director. 79/04/21 

tp 


7909240906 Forwards IE Circular 79-07. "Unexpected Spaed Increase of 
Reactor Rec Irculat 1 on Motor Generator Sat Resulted in 
Reactor Power Increase " 

KEPPLER, J.O Regions, Chicago, Office of the Director, 7^/09/02 
ip. 


a. Reportable occurrsncss, LERs 8, related correspondence 


7909290048 Ack receipt of 790307 final rept re drywell Well platework 
defect* Rsvisuwlll be completed during future insp. 

FIORELLlfO Region 3, Chicago, Reactor Construction Engineering 

Support Branch 79/03/23. Ip. 


7909290963 Notifies of proposed reactor pressure vessel mod OE 
authariisd to act as agent for performance of work which 
will be subcontracted to Reactor Control!, Inc. War k to begin 
790319, 

KOCH.L J. tlllnolf Power Go. 79/03/13, Ip 



226 


DOCKETED ITEMS 


DOCKET 30-462 CLIWTON POWER STATlONi UMIT S 
A Application/cantfiruc tion «t*(|4 docuntntfl tt corn t pond tnc* 


7^09040330 R4<iiioit« oddl. info ro 7W426 tolcon concerning tnitilon 
«td6 far Qptrotlng nucloar powor pl<nt» Boike info r« 
geieouf rtleoto of u diughtcn ic «tdt for tinlfflon of 
ridloacfelvi product* into cooling yotor 
PENNER, P Proirio AlUanco 79/04/26 Spp 


-7909190139 Stotoo thot tncl 790900 ortlclo bg J Andonon. 
Rodlatlon ot NucUor PUnt*‘' contoln. foctuol IJroJI Mo 
colculotlon* h«vo boon nadi of nootron radiation Inildi 
nucloar plant* Forward* EO Cat a 700403 mamo 
KREOERiM E Coffloilaiion 70/09/00, 3pp 


7909230246 Forward! Info ra bahavtor of todina 
ganarator tuba rupture accident* tt aipacti of 
deltverg 

ORAY»a R Branch 1 79/04/10 7pp 


during poitulakfd 
accumulator 


ihea 


Q Impaction r»port»i IE Bullatin* U corraepondance 


7909010297 Forward* IE Info Notice 79-06i "Stra** Anal gel* of 
Safatg-Ralated Piping^'' 

KEPPLER, J 0 Region 3, Chicago^ Off lea of the Director 79/03/23 
IP 


7905040039 Forward* IE Info Notice 79-07. "Rupture of Radwaeta Tanke " 
KEPPLER. U 0. Region 3i Chicago. Office of the Director 79/03/26 
Ip 


7909230991 Ack receipt of 790402 Itr b rapolutlon oppoalno NBC 
tit. .uiutlitv r.vl.u NRC ulll c.n.l..’ l.iu." *"'* 

*> Enwir<in»int»l Antl^ilt 


—7909230599 Forward* reiolutlon oppoilng aarlu ilte fultabnilii 

OALBREATH.P Fulton Or.ng. 466 79/04/02 ipj »^vlee 


H Oartaral corraepondanca 


7903030033 Forwardi IE Bulletin 79-06, "Ravi aw of Operational Error* fc 
Bg* Hlta I Ignmenta Identified During TNI Incident ^ 

KEPPLERiO 0 Region 3. Chicago. Office of the Director 79/04/11. 
Ip. 


7909010590 Forwarde IE Bulletin 79-06 Aj “Review of Operational Eftort U 
Bg* Ni*al ignmente Identified during TKI Incident ** 

KEPPtERiJO Region 3, Chicago. Office of the Director 79/04/14 
Ip 


7909040394 Forward* IE Bulletin 79-060, “Review of Operational Error* b 
8g« Nliallgnaant* Idantlfiad During THI Incident ** 

KEPPLER.JO Region 3, Chicago* Office of the Director 79/04/14 
if 


conduct an earlg «itt review on tite 
bg applicant b doe* not have 

initiative in thi* matter 

BALLARD. R L Environmental Project* Branch I 79/04/30 


If 


J Iniurance b indemnitg information 


7909070902 Confirm* Increa** in liabilitg limit to 436, 000.000 lor 
policie* HF-22i 26, 29,30,39, 44, 46, 47, 49, 90, 91, 92, 93, 94, 99, 96. 

97, 98, 60, 61, 64, 66, 67, 60, 69, 70, 71. 72, 74, 76, 77, 70, 79, 00, 86. 07, 
08.90,91,92,93,94,99 b 96 

ROBERTS. D H Kutual Atomic Energg Liability Underwriter* 79/0'3'/9l 

ip 


7909040499 Forward! IC Bulletin 79-07, “Beliaic 8trei* Analyeis of 
Safetg-Relatid Piping “ Llceneee action required 

KEPPLER.J.O Region 3, Chicago. Office of the Director 79/04/14 
Ip. 


7909040966 Forward* IE Bulletin 79-00, ’’Events Relevant to Bolling 
Water Power Reactor* Identified During THI Incident " 

KEPPLER. J. 0. Region 3, Chicago. Office of the Director 79/04/14 
Ip. 


DOCKET 90-464 FULTON OENERATINO STATION, UNIT 2 
0 Adjudicatory correflpondfnce 


7909290193 Update* 790302 Itr, advising iOCFR 1* available in 
Pottttown,PA Public Library, 

ORAY.J R. Branch t. 77/04/09. Ip, 


7909010426 Forward* IE Info Notice 79-10, ^’Nonconforming Pipe Support 
Strut*. " 

KEPPLER, J.O Region 3, Chicago. Office of the Director ,{79/04/16 


7909030220 Forward* IE Bulletin 79-09, "Failure* of OE Tgp* AK-2 
Circuit Breaker in Saf atg-Ralated Sgi.*' Licensee action 
required. 

KEPPLER, J.O. Region 0, Chicago, Office of the Director. 79/04/17 

IP 


7909080490 Forward* IE Bulletin 79-09B, '•Nuclear Incident et 
THI-8uppI " 

KEPPLER, J.O. Region 3, -Chicago, Office of the Director. 79/04/21. 

Ip 


7909240906 Forward* IE Circular 79-07. "Uneipected 6peed Increa*e of 
Reactor Recirculation Motor Oenarator Set Raeulted in 
Reactor Fouer Increaee '• 

KEPPLER, J 0 Region 3, Chicago, Office of the Director. 79/09/02. 

ip. 


7909190114 Discueve* notif ication* not previoualy supplied in heet-init 
re nuclear power reactor*, specif teal Ig Lawi* Committee Rapt 
b transpor tatton of rad ionuc lidet in urban environ* 

ORAY.J. R Branch 1. 79/04/10 3pp 


7909190119 Ack receipt of OW Zimmer memo ra neutron eipoiurt *t 
coeuserclal power reactor* Data doe* not imply lact of 
control by any Itcen«*a re neutron exposurejnor doe* it 
indicate ptrtonnal neutron dosimetry problem exiet* et LWRi. 
EI8ENHUT, D 0. Division of Operating Reactor*. VOLLHER.RU 
Aselstant Director for Bite Analyst* 79/03/06 2pp 


—7909190139 Btat*i that end 700908 artlcl* by J Andarfon. "Meuirtn 
Radiation et Nuclear Plant*" contain* factual error*. Mo 
calculation* have been mad* of neutron radiation inside 
nuclear plant*. Forward* EO Caie 700403 msmo. 

KREOER.N.E Coinmi««ion 70/09/08, 3pp. 


7909230246 Forward* Info r* bahavlor of iodln* during postulated line 
generator tube rupture accident* b aspect* of accumulator 
delivery 

ORAYiJ R. Branch 1. 79/04/10. 7pp 


DOCKET 90-463 FULTOM OEMERATIMO STATION, UNIT I 
0. Adjudicatory correipondence 


7909290193 Update* 790302 Itr. advising IOCFR li aval lab le in 
Pottttown.PA Public Library 
DRAY, J.R. Branch 1 79/04/09. Ip. 


7909190114 Discusta* notification* not prevlouily supplied in hearing* 
re nue liar power reactors, sptclf leal ly Lewi* Committee Rspt 
b transportation of rad ionuc 1 Ida* in urban environ*. 

ORAY.J, R. Branch I 79/04/10. 3pp 


—7909190119 Ack receipt of ON Zimmer memo re neutron exposure at 
coMSifclil power reactors Data doe* not imply lack of 
control bg any license* r* neutron axpoiuroinor doe* it 
indicate personnel neutron dosimetry problem exists at LURs. 
EIBENHUT.D 0 Division of Operating Reactor*. VOLLMER,R. K, 
Assistant Director for Site Analysis. 79/03/06, 2pp 


7909230991 Afck receipt of 790402 Itr b resolution opposing NRC Sdrlg 
sit* suttablity revitw.NRC will consider Issue* raised. 

DEYOUMO.R C. Division of Sit* Safety b Environmental Analytll 
79/04/19 Ip 


—7909230999 Forward* r**olution oppoving early site tultabllMv fd/liv 
0AL8REATH,P. Fulton Orange 466 79/04/02. 3pp. 


H. Oaneral corraapondence 


7909190124 Responds to comment* re opposition to facility locaklsn 
NRC 1* required to conduct an early site review on site 
tuitablUty isiua* eelacted by applicant b duet not have 
initiative in thi* matter. 

BALLARD, R.L Environmental Project* Branch 1, 79/04/30- Ip 


DOCKETED ITEMS 


ta 


J Iniur«tic* t( Inddinnltg in^orm^tian 


790^70497 Cqnflrmt incr««i«d lUbllit^ limit to •t84<000i000 #or 
|i«llci»« NF“li a&, 43f 76ifi3r lOOi 111, 140, 146, 131, 161, 164, 170, 

173, 174, 170, 179. ISO, 102, 103, 106, 197, 199, 189, 192, 193, 194, 195, 
197, 190.200,801.204,206, 307,200, 210,212, S14, 219. othtr*. 
QUATTROCMHI, J American NiJcl««r In«urvr«. 79/09/01 Ip. 


7905070502 Confirm* lncrff4i« In lUbility Unit to 436,000,000 for 
pQllcl** MF-2a, 26, 29, 38, 39, 44, 46, 47, 49, 90, 91, 92, 93, 94, 59, 96, 

97, 90,60, 61. 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 70, 79, 00,86,07, 
00,90,91,92,93.94,99 6 96, 

RDQERTSiO M Mutual Atomic Enorgy Lioblltty Undorwt itort 79/09/01 

tF. 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION, UNIT 1 

A, App I i c«t lon/c onatructlon »t«g» document* V Gat'r**pond«nco 


790939039B ForwArdc addl Info r# ratetor prttiuro vo**ol ofl-‘ioadlng 
f-mcllltUtln roi.poni« to 790320 r*<iu*tt. 

hCOUIHEiU F Houfton Lighting li Powtr Co. 79/09/17 Bpp 


7909310453 R«»pondi to 790426 Itr 6 upd«t«« 771019 ll«t of propoted I, 
li«tad tndangtrod «p«ci*«.BaId *«gl«« now U*t«d «t 
ftndangarpd In TX. Riduait* biological a«*a««mtnt uithln 100 
of lilted tpaclai In plant contt erea, 

WOGteTENHULME. O Interior, Dipt, of, Fltb !< Uildlift Sarvlce 
79/09/22, 2pp 


C, M4C Safety Eveluetlon Report {0ER), lupplt 6 corrttpondenc* 


7909090299 forw-ard* fluppl 2 to BER ra epplicatlon for CR. W/o end. 
VAROA,a A Light Nater Reactor* Branch 4 79/04/09 3pp. 


9 Adjudlcetor^ corretpondence 


7903210301 Urge* ASLB to modify 790212 order, grant JH Doherty'* 
Intervention petition 6 admit Contention 2 Certiflcete of 
6vc end. 

SOtllNKIiQH. Branchs 79/03/06. 9pp. 


7909000307 Requevt by Kouiton Lighting U Power that ASLB deny 790214 
mottan by jr Doherty It Armadillo Coalition for admi«eion 
of previoueiy iibandoned contention* Certificate of 8vc end 
CULP.fi.M.. NElWHANiJ R, Louieniteln, Newman, Reii, Axelrad 6 Toll. 
COPELAND, J.O Beker tt Bott* 79/03/06. 7pp 


7909310013 Recponie In oppoeltlon to TX PIRO 790202 motion for 
•admlielon of two contention* prevlcudy abandoned due to 
CLae* 9 accident prohibition faaved on Raemueeen Rept. 
Oertlficata of Bve ancl. 
aOMINKliB.M. Branch 2 79/03/08, 9pp 


79090B0331 Houeton Lighting 6 Power'* fir*t aet of interrogatorle* I, 
rm^ueit for production of document* for TX PlRO. Certificate 
Of Bve end. 

COPCLANB. J, 0. Baker L Bait*. NEWMANi U. R. . CULP, R. H. 

Lawenetelni Newman, Rel«,Axelrad L Toll. 79/03/13. 20pp 


7909190087 Anewer* fir«t let of Intarrogation* 6 raque«t for produTTion 
of document* from Houcton Lighting 6 Power Certificate of 
8vc encl. 

KINDERBTEIN, C, Affiliation Unknown 79/03/26 2pp. 


7909290130 Motion for adetletion of C Hlnderiteln'e Gontintlon 3 
Certificate of 8vc end 

HINDERBTEINrC Affiliation Unknown 79/03/26 3pp 


7905290230 Houiion Lighting 6 Power'* retponta to TX PlRO* flrit vet 
of interrogator!#*. Certificate of 8vc and 
COPELAND, J.O , THRASH, C 0 Baker I, Botti ^CWMAN, J R. 
Lowan*tainiN*wfflan,Rai«i Acelrad L Toll 79/03/26 23pp 


7905300172 Rteponia to flrit «at of Interrogator let lubmitted by 
Hou«ton Lighting I, Power Certificate of five encl 

DOHERTYiJ. F Teia* Public Intereit Raiearch Group 79/03/27 4pp 


-*-7905300177 Flr»t reRuait for production of document* from Houiten 
Lighting 6 Power Cortlflcate of 8vc encl 

SCOTTiJ. M Terai Public Inttrett Rsiearch Croup 79/03/27 2pp 


7905250135 Anewer* to interrogatorle* lubmitted to 8 HcCorkli by 
Houiton Lighting 6 Power Co. Certificate of Bve encl 
HCCORKLE, B A Affiliation Unknown. 79/03/20. 2pp 


7905250225 Raqueit by Houtton Lighting I, Power Co for denial of 790324 
aotlon by C Hlndtr«ttin I, B McCorkle for l*-aonth 
exten«lon of time for dlicovery Certificate of 8vt end 
NEWMAN, U R. , REIS.K F , CULP,R H Lowentteln, Newman, Re 1*, Aielrad 6 
Toll 79/03/20 9pp. 


7909240360 Oicond <it of interrogatorle* 6 reRueit* for production of 
document* lubnltted to Houtton Lighting it Power. Certificate 
of 8vc end 

HINDERSTEIN.C Affiliation Unknown 79/03/29 6pp. 


7905240120 Request* to make ttatement at 79041B hear Ing. Request* 
proponent* of Weill* Trade Territory be allowed to ipeak 
MAYER, BM Affiliation Unknown 79/03/30 Ip. 


—7909240124 Requett* to make vtatement at 790418 hearing 
MILLS, 8 Affiliation Unknown 79/04/10 2pp 


— 7909240132 Request* to make statement at 790418 hearing. 
MUELLER, E E Affiliation Unknown 79/04/03 Ip 


—7909240141 Request* to make statement at 790410 hearing 
FUNDERBURKE, U H Affiliation Unknown 79/04/08 Ip 


7905310409 Contolldates TX PlRO It RC Hinder«teln at intervenori., 

B McCorklo has until 790417 to complate discovery re 
contentions of TX PlRO 6 C HlndorgteiniC Hlndorsteln must 
complete discovery by 790902 

WOLFE, 8. J Atomic Safety and Licensing Board Panel. 79/03/30 3pp 


7909290242 First round of interrogatories submittsd to State of TX. 
Certificate of 8vc end. 

SCOTT, U H Texa* Public Intareit Retearch Group. 79/03/31 3pp. 


7?Ot»0GO311 Request by Houston Lighting 6 Power that ASUAB deny appeal! 
Qf eight petitions for Interventioni f i led In respon*# to 
ALBB 790809 or der. Cer tif i cate of Sve end. 

NEWMAN, J.R., REia,H.F., CULP,R.H. Lowentteln, Newman, Rots, Atelrad It 
Toll. 79/03/19. 46pp, 


7903000380 Request by Houston Lighting It Power that A8LAB deny 790283 
p'^etltlon far directed certification filed by TX PIRG. 

PitLtlon does not meet criteria of 10 CFR 2 . 710 <i K Certificate 
ef avc end. ^ ^ ^ . 

NCNHAHtO.R.. RElStH.F., CULP,R.H. Lowenitein, Newman, Rti*, Axelred It 

toll. 79/03/19. 35pp, 


7903080392 Requeett ASLAB deny 790223 petition of TX PlRO for dlrocted 
carfcif Icat ion. Interlocutory review of question Is not needed 
or apaper. Certificate of Svt end. 

WOODHCADtC.R. Branch 3. 79/03/19. 14pp. 


7909310048 First set of Interrogator io* I, request* for production of 
documont* submitted to State of TX Certificate of Sve end. 
HINDERSTElNiC. Affiliation Unknown. 79/03/31. 9pp. 


—7909310077 Third set of interrogator ias I, requests for production of 
documents submitted to util. 

HlNDCRSTElNiC. Affiliation Unknown. 79/03/31. 4pp. 


—7909310000 First set of interrogator lo* I, requests for production of 
documents submitted to NRC. 

HtNDERBTElK,G. Affiliation Unknown. 79/03/31. 3pp 


7909310116 Request for production of documents 6 first set of 
interrogatories submitted to Houston Lighting b Power. 
Certificate of Sve ancl, 

HCCORKLE, B. Affiliation Unknown. 79/04/01 4pp, 


7909840170 Request to file brief amlcu* curiae. Certificate of Sve encl, 
ROICMAN, A. Z. Natural Resoureei Defensa Council. PARKER, O.L., 
tfiCOE, b. Oaorgotown Univ. Law School. 79/03/19. 4pp. 


',.^7909310123 Requast for production of documents It first set of 
interrogatories submitted to State of TX 
HCCORKLE, I. Affiliation Unknown. 79/04/01. 3pp. 


-TWOStOW Rriof amicus curiae in support of appeal of Natl Lawyore 
Guild re Intervention petition. ASLB dental of petition we* 
contrary to federal standing reqolremants. a t 

PARKER, D.L., IBC0€,C, Georgetown Univ. Law School. ROISMAN,A, Z. 
Natural Raoource* Dafanse Council. 79/03/19, 2lpp. 


7909100376 Response to first sat of inlorrOgatorle* propounded by TX 
PlRO. Supporting documentation It Certificate of Sve end, 
SGHXNKltS.H. Branch 3. 79/04/03. 82pp. 
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DOCKETED ITEMS 


7909110339 Motion to ««tuiKo Conttfntlori 3 & 3 ro contt hv^rlng Ucontt 
rAlftil by Intfrvflnor JR 8chrtffl*r 

SCQTT<J M Tirii Public Intoroffr Roiaipch Oraiip 79/04/02 2pp. 


7909300066 R««pon«« at otll to flrit int«rrop4tari«f sufanltttd -bv 
C Hlndortbaln Cortlflcoto of 8vc tncl 

GOPELANDr J 0 . THRASH. C 0 B«k«r It Sottff NEWMAN# J R. 
Loiiitn«t«lnji Roif # Av»lr 4 <f 8t Toll. 79/04/02 9pp 


7909300072 Propoundt lrit«rrag 4 tari«« to TX PIRO Ctrtlflcat* op 8vc 
and. 

BOHINKlfB M BTinCh 3 79/04/02 3pp 


7909310111 Flrat let of Intarropator 1 at raquatl for production of 
docunantt aiibmittad to -Houiton Lighting Pawtr Cartlflcata 
of Svc and 

WHITE. K # FAINTER. J,U # LOWERRE. R.W Tacat. Stata of 79/04/03 
9p(i 


7905310407 Retponta bv util to aacand tat of Intarroga torlat fran 
TX PIRO Cartlflcata of Svc and 

COPELAND# J 0 r THRASHiC. 0 SAkar (i Dotta NEWMAN. J R 
Lobianttaln# l/awtnan# Ral c# Axalrad U Toll 79/04/02 lipp 


7905310382 Motion to poatpona 79041? prafiaaring confaranca until 
camplation of Inquiry ra accldant at TMI 
DOHERTViJ. F Affiliation Unknooin 79/04/04 4pp 


7905110336 Supp lami ntal eontantlon ra lack of atrangth of ataal 
containment fhall 

DOHERTY# J.F' Affiliation Unknown 79/04/05 2pp 


7905250161 Motion fop admleii-on of tupplamantal contention re etrengtb 
of fteal containment abatl Intorvenor atiarte that patitioi) 
li timely Cartlflcata of 6vc and. 

DOHfiftTVrJ F- Afflllationi Unknown 79/04/05. 2pp 


7908290068 Applicant 'i roaponaa to TX PIRO^t undated motion to 
pottpone further pretrial etapa atcapt for dlacovery Urgae 
danial of atatlon^TX RIRO (toaa not offer jiratif ication for 
delay Certificate of Svc and 

CDRELANDiJ O. # THRASH# C 0 Baker 8# Botti NEWMAN# J R 
Louaneteln# Neuman# Rail# Aielrad It Toll 79/04/05 6pp 


7905310381 Flret re<iuoet for production of documante to Kouiton 
Lighting ti Power Co 

DOHgRTYrJ F. Affiliation Unknown 79/04/08 ip, 


790S220057 Notifiee of Intantion to nale oral atatamant before A8L8 on 
790418, 

BREMAECKERi D E. Affiliation Unknown 79/04/06. Ip 


7905190185 Firet iit of 1 ntarrogator if • 4. lecond eat of reouaete for 
documente# eubmlttarf to Houaton Lighting h Power. Cartlflcata 
of avc and. 

DOHERTY# J.F Affiliation Unknown. 79/04/09 3pp 


7905140060 Rcapdnfe to flret let ot interrogator laa from TX PIftO. 
Certificate of Svc U iwpporting docutnentatlon end 
WHITE# M.# FAINTER# J (I , LOWERflE# R W Taxae. Stata of 79/04/10 

26pp. 


7905230729 Re^uieta appaarance at 79041S prahearlng confaranca In 
Houiton# TX. 

BERoORENfJ Affiliation Unknown. 79/04/10 ip, 


-''7905230736 Raqueet* appearance at 790418 prahearlng confaranca in 
Houiton# TX. 

LEWIS# E, A. Affiliation Unknown, 79/04/11, 3pp 


—790923074* p-n*--*!-, coHit of facility. 

BrLLIMOT0N#0 # P ICKINOTON# C. Affiliation Unknown 


tc n tty, EKpreieat concarn for public 
iwn. 79/04/19. app. 


iquirv into Alltgatlon of Employaa 
itlgatlon to Datarmlna 
'ing at Lucia " 'H/o and. 

04/ii, Ip. 


tlona ae Ifauoi in controvarayia* 
.Partiae hava 30 dayt to 
Rafdnde tfua data* for 

tOMlc Salaty and Llcanilng Board Panal. 


7905100-125 Informt of oppoiltion to applicant^! raquaet for 
racone Idaration of ASLB order canceling prehearing 
conference Order if reaeonabla# in light of liiuance of 
ALAB-935 

B0HINKI#8 H Branch ^ 79/04/12 2pp 


7905140057 Motion by wtll for recom ideration of 790404 ALAB-533. 
ai ravarsed U remanded to A8LS for further consideration 
Decttlon createa aignlficant uncertainty re ABLB procedurae 
Certificate of Svfc encl 

NEWMAN# J R. # REt6#H F # CULPiR H. Lowanitaln# Newman# Rai i# Axelrad t# 
Toll 79/04/12. lOpp 


/90S100146 porwarde info ra procedural Involved In miking limited 
appearance etatamente# in reiponea to 790402 requeet 
60HINKl#8 H Branch 3, 79/04/13 2pp. 


7905230477 Bubmlte contantloni ra reactor taf ety. Ballavai FEO le 
totally Inadequate 

FRAMBONtR 8 # FflAMSON# M B Affiliation Unknown 79/04/13 3pp, 


7905240201 Forwardi danial of eutpention of facility CP Supporting 
documentation encl 

DENT0N#H R. Office of Nuclear Reactor Regulation 79/04/13 Ipp 


—7905240211 Director's denial of 10CFR2 206 raqueit. 

BOYD#R 8 Office of Nuclear Reactor Regulation 79/04/13 0pp. 


—7905240219 Analyeie of need for facility, 

a Plvlelon of Site Safety & Environmental Analyait 79/04/13 
5pp 


—7905240227 Reipondi to RW Froelich 781207 requeet Forwards eiatl an 
Oa-orgiant Against Nuclear Energy request to suipend facility 
CP. 

WHITMERiO F Georgia Power Co. 78/12/19 13pp 


—7908240232 TX PlRO's motion for admiision of 781101 add! Contention 1 
SCOTT# JM Texas Public Interest Research Oroup. 79/03/22. ggp 


79^5230735 Expresses opposition to facility const Raqusftt davelopatnl 
of alternate sources of energy, 

ANDRUS# H . HICHAELS.N # LOTZ# J B, Affiliation Unknown. 79/04/16 

Spp 


7905240296 Response to TX PIRO brief supporting admission of 
renumbered Contention 12 re fire in wiring, Concurs that 
cable fires should be admitted as issue in controversy. 
Certificate of Bvc encl 
SOHtNKIiS.M Branch 3 79/04/17. 7pp 


7905240149 Act receipt of mailgram requesting copy of ALAB-33S wMch 
was submitted when A8LB issued ruling on 790404. 

SOHINKIiB M. Branch 3 79/04/18. Ip. 


7905220071 Admits TX PJRO Contention 12 as issue in controversy. 
Discovery procedures shall begin immediately. 

WOLFE# 6. J Atomic Safety end Licensing Board Panel. 79/04/19. 3pf 


7905240310 Answers by Houston Power 6 Lighting to third set of 
intirrogaterl tf 6 requests for production of documents from 
intervenor G Hinderstein. Certificate of Svc encl 
COPELAND# J 0 , THRASH# C.O. Baker U Botts NEWMAN. J. R 
Lowenstein# Newman# Reis# Axelrad k Toll 79/04/19. 7pp. 


7905100391 Requests by Houston Power I# Lighting for denial of NRC 
790418 motion for clarification of ALAB-S3S. Also requests 
that those matters be treated in ruling on utll^i motion for 
reconiideratlon. Certificate of Svc end. 

NEWMANiJ.R.# REIBrH.F . CULP.R.H LoweneteintNewmantRelStAxilrad i 
Toll. 79/04/20. 5pp 


7905240043 Answers by Houiton Lighting 6 Power Co to first set of 
Interrogatories b request for production of document* from 
intervenor D McCorklo. Affidavit t# Certificate of Svc encl. 
COPELAND# J 0 r THRASH# C.O,# NEWMAN# J. R. Baker «( Botts 79/04/30 
lopp. 


7905240363 Notifies that ASLB orders of 790326# 790412 6# 790416 have not 
yet beet* received# caws Ing delay in response to A8UB 
order to perfect contentions to 30 days from date of 
receipt. Requests placement on svc list. 

DOHERTY# U.F. Affiliation Unknown 79/04/23. Ip 


7905240528 Supporte admission of JF Doherty 790405 supplemental 
contention re strength of steel containment shells. 
Certificate of Syc tncl. 

80HINKI#8.H. Branch 3, 79/04/33. 4pp 


DOCKETED ITEMS 


7‘?03a30239 An*iJ«»r« Houston Lighting h Pousr to first set 
Intorrtjg^tor 1 Qs << rsc^usst for production of rfnrini>an«-« 
.ubMtt.d b, of T* Affidavit 

COPELAND. J 0 Oaksr Batts . NEWMAN. J R , CULP.R H 
Lowtnit#ln. Nsoxmmn, Rais, Ajtolrad & ToU 79/04/27 ” lOpp 


790504047a Cqmmsnts on draft suppl to 
to cumulattvs impacts of siting ttjo 
othsr 

HEIEROTTO, L E Intariorj Dapt of# 
79/04/26 2pp 
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FEB racognitlon should bt givsn 
plants adjacesnt to each 

Fish L Wildlife Strvici 


7909230247 Moves for sxtansion of time 
Supporting info and 
FDTTHOFFfF H Affiliation Unknoun 


in uhlcH 
79/03/07 


to submit contentions 
4pp 


Certificate of Sve end 

BUTLERjR H Boston Edison Co 79/05/18 45pp 


WCKET SO'467 ALLENS CREEK NUCLEAR STATION. UNIT 2 

*“»• '‘“'“"•ntrreorr..p«nil.nc. 


7905230390 Forwards addl Info r* reactor oressura va«a«i nfo 1 

.4c:lllt„ln r.,pon., tp 7903S8 r.pu.Ji ■’^♦-•o.dlnp 

hCOUIRErW F Houston Lighting ti Powar Co 79/03/17 8pp 


n*iponds to 790426 Ur 81 updates 771019 list of proposed 8< 
listed endangered species Bald eagles now listed as ^ 

RtquesU biological assessment within 180 
dags of listed spades In plant const area 

7?/09/|2^^^^2p!j‘^ interior! Dept of, Fish Wtldlifs Service 


<J Adjudicator^ correspondence 


7903290654 Forwards- rept, "Parameters Bearing on Decision to Limit 
Siting Efforts to Given Oeographlcal Area." & “Siting Studu 
for Long-Term Power Generating Capacltg Eipanslonp- m 
response to NRC 700407 Itr r* alternate sites 
BUTLER. R M Boston Edison Co 78/04/13 2pp 


7905010113 Forwards reauest for Board notification re nonsaf etg-grade 
equipment to mitigate transients 
SCINTO. J F Hearings Division 79/04/02 31pp 


—7903010156 Board notification staff assessment re nonsaf etg-grade 
equipment to mitigate transients 

VA8SALLO1 D B Assistant Director for Light Water Reactors 
79/03/29 2pp 


Q Adjudicatory correspondence 


79031400^0 Response to first Set ot Interrogatori os from TX PIRO 
Cartifleate of Sve 6 supporting documentation end 
VfHITE.M . FAINTER. J W . LQWERRE. R W, Texai, State Of 79/04/10 
S6pp 


790923D729 Requests appearance at 790410 prehearing conference in 
Koirstom TX 

DEHOORENrJ. Affiliation Unknown. 79/04/10 Ip 


--7903230736 Requests appearance at 790418 prehearing conference In 

Houston, TX, 

LEWISj E A Affiliation Unknown 79/04/11 2pp. 


-"7903230744 Protests const of facility 

TROCHEQaET.K P. r DILLINOTON. 0 , PICKINOTQN.C Affiliation Unknown 
79/04/13. Ip 


"”7903010198 Board notification recent issue on nontaf ttg"grade 
equipment to mitigate transients More info is required 
TEOESCOrR L Assistant Director for Reactor Safety 79/03/16 
3pp 


7903070131 Forwards notification of NRC evaluation of new Info re 
flow blockage model for ECCS to determine design 
conformance 

SMITH. B K Branch 2 79/04/02 ip 


7905240943 Opposes 790507 resumption of evidentiary hearings on 
alternative site Seeks postpanement until 790321 
BURTrL Massachusetts. State of 79/04/02 3pp 


7905100326 Second motion to supplemental hearing record re need for 
power issue 8, to defer current hearing schedule w/notice of 
appearance of MB Meyer on behalf of Commonwealth of KA I, 
Certificate of Sve 

BELLOTTI.F X , NEVER. M B. Massachusetts, State of 79/04/04 7pp 


'7903230701 Opposes const of facility Expresses concern for public 
safety in event of mishap 

MARTIN.A Affiliation Unknown 79/04/19, 2pp 


7905290055 Files memo on applicability L effect of 760714 Perkins 
partial initial decision re environ consequences of U cycle 
Certificate of 8vc and 
SMITH, B.M Branch 2 79/04/03 6pp. 


DOCKET 80-471 PILGRIM NUCLEAR POWER BTATION, UNIT 2 
A, Appl Icat i on/construc tlon stage documents 4, correspondence 


7903070129 Ack receipt of motion to resume evidentiary hearings 
Hearing should commence on 790307 
SMITH. B H Branch 2 79/04/06 Ip 


7903240794 Forwards info requested In 790420 discussion re evacuation 
of Cape Cod summer population 

RURT.l., Haeiachusetts, State of 79/04/23 6pp 


7903100327 Evidentiary hearings shall resume 790S24 In Plymouth, KA b 
continue on 790525 It 29-0601 

LUTON, E. Atomic Safety and Licensing Board Panel 79/04/06 2pp 


7909140433 Forwards response to NRC inquiries re need for power & cost 
of 3-year delay In operation Response based on NRG load 
farecaet. Starting point not conceded to be appropriete by 
util Facility will be needed in 1988 
BUTLER. R.M Boston Edison Co 79/09/08, 6pp 


7903100336 Memo by util re applicability It effect of Perkins partial 
Initial decision on proceedings. Requests adoption of Perkins 
findings, 

LEWALD.O H Ropes b Cray 8T0QDLEY. D. 0 Boston Edison Co 
79/04/10 3pp 


7909180397 Forwards responses to question rs comparison of projected 79052403 

papulation densities In PSAR b 197B update to 1974 site supple 

selection study. has no 

BUTLER. R.M, Boston Edison Co. 79/05/10 I4pp. it of 

LEWALC 

79/04/ 


7909300011 Forwards Info re NRC load growth cases pertaining to savings 
assoeiatsd w/instal ling faclllkg In 1983 vs 1988 it 

COMparlfoti of annual carrying charges. 7903290i 

HUTLERrR M. Boston Edison Co 79/03/23 4pp E8 Chi 

CLEETC 


D. NRC Draft/Final Environmental Statements, supplt b correspondence 


7905240191 Forwards comments received to date on draft suppl to FEB. 
Requests reviaw V response by 790418. W/o end 

REOANtH. H. Environmental Projects Branch 2 79/04/10. 2pp. 


7905090411 CosMsents by Commonwealth of KA on draft suppl to F^. 
BELLOTTI.F. X. , BURT.L , HRIOHT.F.8. Massachusetts, State of 
79/04/13 47pp. 


—79052* 

GLEI 


790302a 

Edisoi 

Commi* 

end. 

KAZZQl 



230 , 


DOCKETED ITEMS 


7903390626 Forwirtft nioit rucvnt long— rAnjv «n»rgg It d«««n(l lortc«itf of 
tibll U Nov England Powor Pool In ro-iponaa to Board'* 790S09 
ord«r« Ctriif teat* of 8vc and 

STOODLEVi D, 0 Button EdUon Co 79/05/19, 4pp 


7909330731 Notification of 790919 naatlng w/K8 Qat fc EUctric Co t 
Itchtol In Burllngtoiti K8 to difcuta concrata ttrangth of 
facllitg ta«* aiatl. 

LKITRAiC»A Light Natar Raacton Branch 3 79/04/24. tp, 


'•^7909390633 "Long-Ranga Foracati of Elactrlc Pouiar Naad« tt Raq.ulra«antt« 
Anniral 6uppl l-Cr** 1979-1988. Vo 1 a 1 L 2. 

LYDON.J H . OESHONOrJ. J Bolton Ed lion Co 79/04/01 SOOpp 


7909290089 Forwardi atiinnarv of concrata problama. In raiponca to 790313 
raquaat, 

OOSSCCKfL, V, Offlca of th* Exacutlva Dlractor for □parationi, 
79/03/01. 4pp 


—7909390637 «‘Niu England Load 4 Capacity Rapt.** 1970-1989 
SNITHiJ R Boaton Ediion Co 79/04/01. 99pp 


— 7909290641 ’*Niu England Long-Rang# Fortcaat of Elactrlc Powtr Ntadi V 
Rtqvlraaanta. " £979-1989 

BMITH.J R Boaton Edlaon Co, 79/03/01. 31pp 


— 7909290649 *‘Rap t of Naw England Pawar Pool Load Foracaating Task Fare# 
on Hodal-Basad Foracaat of Ntu England Elactrlc Enargg ti 
Ptak Load." 1979-1909 
a Ooiton Edlaon Co 79/03/01 92pp 


—7909290660 "Paraaiattr * Baarlng on Oaclaian to Limit Siting Effort* to 
Olvtn Oaographic Arta ** 
a Boiton Edlion Go 70/04/13 3oopp. 


7909000314 Forward! t*«t rapt of 28-dag baia mat cgllndar Raactor bidf 
bat# mat concrata La uniform It of high quality w/ttfangth 
pccaadlng tpaclflad daclgn valua of 9.000 pal, 

KOESTERiO.L. Kaniai Oas It Elactrlc Co. 79/03/03 Ip. 


—7909080916 *'Raactor Baa* mat Concrata Taitlng of 28-Dag Cglindir 
Ramnanta ** 

BHtDELEP. J J Portland Camant Aatoclation, 79/04/27 20pp, 


79091i03tl Forwardi "Raanalgila of Wolf Craak Raactor Bldg 9aia Katji * 
par NRC 790200 raquaat 

KQE8TER.0 L. Kamaa Oai It Elactrlc Co 79/09/10 2pp 


— 7909U0314 “Raanalgala of Wolf Craak Raactor Sldg Baaa Hat " 
* Kanaai Oaa L Elactrlc Co. 79/09/09. 43pp, 


"7909290671 **81tlng Study For Long-Tarm Powar Oanarattng Capacity 

Erpa na ion. 1973-2008. •* Vola A.B It C Adjudicatory corraapondtnct 

PRALU. T.F. Bfltton Ed if on Co 74/02/11 600pp. 


1 Financial Information 


7909300013 Forward* rtapona* to NRG raquiat for Info to complita 
financial qualification ravlaw 
SUTLER. R N Boaton Ed iron Co. 79/09/23. 4pp. 

J. Inturanca It Indamnitg information 


7903070497 Confirm* incraaiad liability limit to *124.000.000 for 
pollciaa NF-1.23.43r76,03. 100, 111. 140, 146. 131. 161. 164. 170. 

*09' **^8' *93. 194. 199, 

197. 190.200,201, 20 4. 206, 207. 2 08. 21 0,212. 2 14. 3 19. It othara 
OUATTROCHHI , J. Amtrican Nucltar Iniurtrt 79/09/01. Ip 


7909080401 Forward* aAND77-1927, “Tran* port of Radionucl i daa In Urban 
Envtr on* * Working Draft Ataaifmant. ** 8ECY-70-31 1. dtd 780614 
It BECy-70-3llA. dtd 781109 r* Impact of working draft 
aaatttmant on ragulatorg policy W/o and 
LEWIS, 8 H. Branch 2. 79/03/30 2pp 


7909040131 Olfcuaaa* Itr r* aabotaga of tpant nu^laar fual.baing 
atparataly forwardad to A8LAB. 

LEWIS. 8. H Branch 2. 79/04/02. 2pp 


7909110410 Raaponia to ALAB-909 ra radon amlfflon* L da Ainimui thtari 
;fram Partina racord Gartificata of 8vc and 
aciNTO.J F Haarlnga Dlvltion 79/04/11, 49pp. 


7903070382 Confirm* incraata in liabllitg limit to *36.000.000 for 
pdictai HF-22. 26,29. 38,39. 44.46. 47.49.90,91.92,93,34.39.96. 

37. 90. 60. 61. 64. 66, 67. 60, 69. 70. 71, 72, 74. 76, 77. 78. 79. 80. 86. 87, 
88.90.91.92.93.94,99 It 96 

ROBERTS. D. M Mutual Atomic Enargg Liability Undarwrltar* 79/09/01. 

Ip 


^ Raportabla occurrancaa# LER* le ralatad corraipondanca 


7909140919 Ratponia to 790404 hrlaf of Ph lladalp hla Elactrlc CoiPaEtO 6 
Atlantic City (NJl Elactrlc Co r* da ailnimui thaorg 
Gartificata of 8vc and. 

KEPFORD.C.R, Gltlcani for Safa Environmant. 79/04/11 8pp 


7909190321 Raapond* to 790324 Itr raquaitlng hta-rlng for poialbl* laLl 
of 17X tntaraat to cartain rural alaetric cooparatl via. 

ENOELHARDT, T. F. Daputg Eiacutlva Ltgal Dirac tor 79/04/16 3pp 


7909110203 Board notification Saabroot rafuallng watar itoraga tank 
daalgn dallciancy 

SC INTO, J. Haaringi Dlvialon. 79/03/29. 30pp 


^KET 90-472 PILORIM NUCLEAR POWER STATrON, UNIT 3 
A^^Applicatlon/canitruction ataga documant* I, corraipondanca 


7909190397 Forward* raaponaa* to 
population dantitlaa In P8AR L 
talactlon atudg. 

BUTLER. R, H Boaton Ed it on Go 


Auaatlon ra comparlion of projactad 
1978 updata to 1974 alt* 

79/09/10. 14pp. 


7909140332 Nottfla* of eonaolldatlon of flva intarvanor group* ri r*dien 
amlaaiena litua, Partita hava until 790929 in which to #11* 
for aummary ditpoiitlon. 

DUFLOiM e. Atomic Safaty and Llcanalng Apptal Panal. 79/04/29 
13pp 

7909190639 Ratpondf to and 781229 mallgram r* problimi ancounttrtd 
w/raaetor baa* mat In conat of facllitg. NRG ataff action ii 
balng takcan to raaoWt thaaa problama Raaponaa by DOE if 
unnacaaaary. 

PRESBESKY, A. J. Enargg# Dapt. pf. 79/01/29. Ip. 


—7905190643 Gommanta on ahoddg work balng dona on raactor bait Mt. 
OROTCWIEL.K, Affiliation Unknown. 79/01/29, 2pp. 


DOCKET 8TN-90‘-477 ATLANTIC OENERATINO STATION. UNIT 1 
A Appllcatlon/conatruc tlon ataga doc-umanta '6 corratpondanc* 


7903190043 Forward* FR not lea ra withdrawal of application to conatruct 
It oparata ganarating atatlon, 

BALLARD, R.L. Envlronmantal Projacta Branch 1. 79/04/23 Ip, 

DOCKET BTN-90-47B Atlantic Oanfratlng Btatianr Unit 2| 

put a <ocu«ant* k tarraMOnffnea 

790^190043 Forward* FR notica r# withdrawal of application to conatruct 
It oparata ganarating atatlon 

BALLARD. R L, Envlronmantal Projacta Branch 1. 79/04/23, ip. 


DOCKET aTN-90-482 WOLF CREEK OENERATINO STATION 
A. Appllcatlon/conatruc tlon ataga documant* It corraopondinci 


7909020432 Forwardi NUREO-0331, ^Invaatigat ion It Evaluation of Straai 
Gorroilon Cracking in Piping of LWR Plant*** it notica of 
laauanea It availab 1 11 ty. W/o and, 

VA88ALLQ. D. B, Aaalatant Diractor for Light Watar Raactor*. 
79/03/23. 2pp. 


—7909130696 Raaponda to 781229 mallgram ra •‘ahoddg work balng dona an 
raactor baa* mat** at fac llitg, Although doncrat* apparontly 
doaa not maat original dtalgn. ultimata aultabllity 
b# datarminod, W/aummary of concrata problama, 

DAVI8.J 0, Offic* of Inapactlon It Enforcamant. 79/04/27 9pp 


7909240998 Raaponda to 790129 Itr to JM Handrla r* faulty conat. 
Ravocation of licanaa it balng conaldarad. Forward* aumnary 
of concrata prob lama, patltlon It FR notica 

DAVIS, U.O. Offlca of Inapactlon It Enforcamant. 79/04/27. 9pp 


U. Inturanca It Indamnity information 


7909070497 Confirmi incraaaad liability limit to *124.000,000 for 
poLldaa NF-li29.43, 76,83. 100. Ill, 140. 146, 191, 161. 164, 170. 

173. 174. 170, 179, 180, 182, 109. 186, 187. 188. 189, 192, 193, 194. 199. 
197. 198. 200, 201 , 204# 206, 207, 208, 210. 212. 214. 219, It o than . 
QUATTROCHHI.U. An*«'ic«n Nudaar Inaurar*. 79/09/01, Jp 


7909070982 Confirm* Incraaaa In liability limit to *36.000.000 far 
pollc la a MF-22. 26. 29. 38, 39. 44. 46. 47. 49, 90, 91. 92# 93, 94, 99. 96, 

97, 98. 60, 61, 64. 66. 67. 68, 69, 70. 71. 72, 74, 76, 77. 78. 79, BO, 86. 87# 

88, 90# 91, 92, 93. 94. 99 It 96 

ROBERTS, O.H. Mutual Atomic Enargy Liability Undaruritar*. 79/09/01, 

Ip. 


DOCKETED ITEMS 


831 


Q tn«p«ctton rvportfi IE Gullttinv it cqrrofpondvnca 


7W5010302 Fflrw«rd« IE Intp fl«pt 30-482/79-03 on 790SS0-2a« notice of 
yloletlon ft notice of devtetian 

QElDLErH C, Region 4* Dalla«r Reactor Gonitructton 1 Engineering 

BMpport Branch 79703/14, Spp. 


*"7903010306 Notice of violation from Inep on 790220-23 

* Region 4j Dallae* Office of the Director 79/03/12 ip 


— 7905010308 Notice of deviation frort Imp on 790220-23, 

* Region A, DalUer Office of the Director. 79/03/12 Ip 


7?0S010312 IE Imp Rept SO-4Q2/79-03 on 790220-23. Noncompliance noted 
failure to follow procedure to conform to Reg Ouide 1.55. 

OSEROiC.R I TAPIA. J 1. Region 4. DalUe. Office of the Director 
IfALLtR E, Region 4. Daltai. Reactor Cone.truction It Engineering 

Support Qrench 79/03/12 i2pp 


7f0501O2QO rorwardf IE Info Notice 79-06. *^8tre«e Analgiif of 
aafetg-RiLated Piping '* 

aEVFRlT,41 V. Region 4. DelUi. Office of the Director 79/03/23, 
Ip, 


7905030097 Foruardi PN0-79-67L. «. N 6 P 

SElDLEfU G Region 4. Dallai. Reactor Conatructlon It Engineering 

Support Branch 79/04/09 IP 


7905030099 Forward • PNO-79-670 

SEIOLEiU C Region 4. Dallati Reactor Comtructlon 1 Engineering 

Support Branch 79/04/10 Ip 


7905030146 Forward i PN0-79-67R b 79-77 
* SEtDLErU G Region 4. Dallai. Reactor Construction t. Enginetrlng 

Support Branch 79/04/11 Ip 


7905030119 Forwards PHO-79-67e 

8£II>tErU.C Region 4. Dallas. Reactor Construction i* Engineering 

Support Branch 79/04/12 Ip 


. 7905030193 Forwards PN0-79-67T 

SEIDLE.U C Region 4. Dallas. Reactor Construction 1. Engineering 

Support Branch 79/04/13 Ip 


7905030057 Forward! PN0-79-67U 4. V 

6E1DLE.U C Region 4. Dallae. Reactor Construction t. Engineering 

Support Branch 79/04/16 IP 


79DS0104S9 Forwarde lE-Dulletln 79-05Ar ^Nuclear Incident at 
TNI » Sup pi 

&EVFHIT.K V Region 4. Dallas. Office of the Director 79/04/05. 
Ip, 


7905030248 Forwards PN0-79-67W 

SEIDLE.U C Ragion 4. Dallas. Reactor Construction !< Englnterln| 

Support Branch 79/04/17 Ip 


7905040494 forwards IE Bulletin 79-06B. "Review of Operational Errors & 
Sgs Misalignments Identified During TMI Incident " 

I BEYFRIT.K V Region 4. Dallas. Office of the Director 79/04/14 

Ip. 


7903040617 Forwards IE Bulletin 79-08. "Events Relevant to Bolling 
Uator power Reactors Idpntlfled During THI Incident *' 

SEYFRTTjK V, Region 4. Dallas. Office of the Director. 79/04/14 

Ip 


7905070062 Forwards IE Bulletin 79-07. "Qelsmlc Stress Analysis of 
Bafatg-Related Piping *" Licensee action required 

SEYFRIT. K, V. Region 4. Dallas. Office of the Director. 79/04/14 
Ip. 


.7905010446 Forwards IE Info Notice 79-10. "Nonconforming Pipe Support 
etruts. " ^ ^ 

SEYFRIT. K V. Region 4. Dallas. Office of the Director. 79/04/18. 

Ip 

7905090100 Forwerds suppl to IE Bulletin 79-05A. "Nuclear Incident at 
TMt, '• 

SEYFRIT. K.V, Region 4. Dalles. Office of the Director 79/04/16 

Ip. 


790S020S34 Forwards PN0-79-67AA 

SEIDLE.U C. Region 4, Dallas. Reactor Construction 6 Englniaring 

Support Branch 79/04/20 Ip 


7905020503 Forwards PN0-79-67AD. AC fc AD 

SEIDLE.U C Region 4. Dallas. Raactor Construction L Engintaring 

Support Branch 79/04/23 Ip 


7905040575 Forwards PN0-79-67AE ^ ^ , 

SEIDLE.U C Rtglon 4. Dallas. Reactor Construction it Engineering 

Support Branch 79/04/26 Ip. 


7905310411 Uithdrawi Initial notification of reportebla deflciancg In 
safety analysis methodology for certeln single dropped 
control rod events Vendor 790410 Itr notlflcetlon end 
PETRICK.N A Snuppi-Standardiied Nuclear Unit Power Plant System 


90/Aa/9A 


—7905310418 Confirms 790328 telcon to H Thornburg re reportable 
deficiency in safety analysis methodology for certain single 
dropped control rod events « . 

ANDERSON. T K Uestlnghouse Electric Corp 79/03/30 2pp 


7905070046 Forwards PN0-79-67AF 6 AO . * - . j 

SEIDLE.U C Region 4. Dallas. Reactor Construction li Engineering 

Support Branch 79/04/27 Ip 


7905030273 Forwanie IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Breaker In Safety-Related Sys. " Licensee action 
r eq u I red > 

BEVFRITiK.V. Region 4. Dallas. Office of the Director 79/04/17 
Ip* 


7905300621 Denies 790323 request for extension of time to respond 
to IE Bulletins 78-12.70-126 It 70-12B. Oener ic repts from 
reactor vsssel manufacturer are due by 79050H licensee 
responses by 790529. . ^ x, ..i # 

BEtDLEtU.C. Region 4. Dallas. Reactor Construction It Engineering 

Support Branch. 79/04/25 Ip. 


—7905300626 Requests time axtenslon to 791001 for responding to IE 
Bullet ins 70-12.78-126 It 70-128. 

KOESTER. 0 L. Kansas Oas It Electric Co. 79/03/23 2pp. 


905310206 Forwards PNa-79“67AH. AI It AJ. 

SEIDLE.U. C, Region 4. Dallas. Reactor Construction It Engineering 






J5070M9 Foru.r.. ...IcUnt. r.pt “FlMl R.p. Pn Ft...ui-litP Support 
8rupprBt!nS«5l... HucUpr Unit P.y.r Fl.nt eu.t... 


79/04/30. 4pp. 


7905230057 Clarifies current status of low concrete 

(nveetlgatlon at fad 1 Ity. Re levent documents are available 
at LPDR In Burl Ingtort. Ka. ^ 

TKORNBURQ. H. D. Division of Reactor Construction Inspection 
79/03/02. 6pp. 

-7908830088 Noti.lcption of 79QS1S putU. "''"*1!.*' ®**''*** 

BuFlInjton.KB to diitupo concrttu ttrtngtli ?%''**• 'Jol/a. 800 . 
LIClTRArE A. Light Water Reactors Branch 3. 79/04/24 2pp. 


>5240418 Forwards PN0-79-67AK It AL. 
(EIDLE.U C Rtglon 4i Dallas. Reactor 


Construction 6 Engineering 


5290326 Provides Interim significant deficiency rept re sssentlal 
VC water pump anchor bolts, FrtUmlnary Indications show 

daauate. Significant deficiency rept may 

OESTER'O U. Kansas Oas 1. Electric Co. 79/05/18. ip. 


8. Reportable occurrences. LERs It related correspondent^ 

; 7905030104 Forwards PM0-79-67Hf I. ti , niip.ctor 

SEYFRlTfK V. Region 4. Dallas. Office of the Direct r 


79/04/06 


DOCKETED ITEMS 


232 


DOCKET aTN-30-4e0 CALLOWAY PLANTc UNIT t 
O Ad jifdlcii toru corres^pondinc* 


7?0516-0410 coniidsr^t 1 on of forthcoming motion to ohow couii 

locicing order for revleu of portion of EIS Mhlch omitted ref 
to iiffpeet of tranemliilon line* on nlgretlng pettirni 
□CHSTEINrO 8 Mleeoiirli State of 79/03/10 Ip 


H General correspond ence 


790S020210 fieiponds to 790307 request re Itr from R Leuf Foruerds 
’■aummerg of Progreie of CelUueg Plant" 4* "Reactor Licanelng 
Proceei^" Latter not end 

GOSBlCKit, Vv Office of the Executive Director for Operations 
79/04/10 3pp 


— 7905OSOS1S Requests reiponie to R Lauf ttr If inquiry re NRC 
Involvament w/pLant 

EAOLETONi r F Senate 79/03/07 tp 


Q Inepection reports* IE Bulletins Si correspondence 


7903010260 Forwards IE Info Notice 79-06. •'Btress Analytlf of 
Safety-Related Piping '* 

KEPPLERiJ. 0, Region 3i Chicago. Office of the Director 79/03/33 

tp 


7903040038 Foruards IE Info Notice 79-07i "Rupture of Radwaete Tania. " 
KEPPLER. J 0 Region 3i Chicago. Office of the Director 79/03/26 
Ip 


7905030038 Foruards IE Bulletin 79''06i "Rcvley of Operational Errors Si 
Sya Misalignments Identified During TKt incident." * 

KEPPLERrJ. 0 Region 3. Chicago. Off lea of the Director. 79/04/11 
Ip. 


7903010610 Foruards IE Bulletin 79-06Ai "Revleu of Gperatlo-nal Errors li 
Sys Misalignments Identified During TMI incident." 

KEPPLER.J.O Region 3. Chleagoi Office of the Director. 79/04/14 

Ip 


7903040426 Foruards IE Bulletin 79''06Di "Review of Operational Errors 
Bys Misalignments Identified During THI Incident ** 

KEPPLERiJ. 0 Region 3r Chicago. Office of the Director 79/04/14 
Ip. 


7903040461 Forwardi IE Bulletin 79-07. "Belsmlc Stress Analgsli of 
Baf etv~Related Piping " Licensee action required 

KEPPLER. yJ 0 Region 3. Chicago. Office of the Director 79/04/14 
IP 


790S040S93 roruaris IE Bulletin 79-Ofli "Events Relevant to Bolling 
Mater Power Reactors Identified During TMI Incident 
KEPPLERf-J 0 Region 3. Chicago. Office of the Director 79/04/14 
Ip 


7903010403 Forwards IE Info Notice 79-10. "Nonconforming P,lpe Support 
Struts *' 

KEPPLERi J 0 Region 3. Chicago. Offica of the Director. 79/04/16 

ip 


/903030249 Forwards IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Brealar in Safety-Related Sys ** Licensee action 
required 

KEPPLERt J 0 Region 3. Chicago, Office of the Director 79/04/17. 
Ip. 


7703D8091S Forwards IE Bulletin 79-03Si "Nuclear Incident at 
TMl-Suppl. " 

KEPPLER«J 0 Region 3. Chicago. Office of the Director. 79/D4/21. 
Ip^ 


8, Reportable occurrences* LERs ii related correspondence 


7903310411 Mlthdraies initial notification of reportable deficiency in 
safety analgils methodology for certain elngle dropped 
control rod events. Vendor 790410 Itr of notification end. 

PETRICK.N A Snupps-Stand'ardi led Nuclear Unit Power Plant System. 
79/04/26. 3pp. 


<-»79033lG418 Confirms 7903S9 telcan to ^ Thornburg r# reportable 
deficiency In safety analysis methodology for certain single 
dropped control rod events. 

AHDEReONiT h Mestinghouse Electric Carp 79/03/30. 2pp 


7903070649 Forwards deficiency rept "Final Rapt on Pressurlisr Bvppart 
* Anchor Bolts" for 6NUPP8 units 
PETRtCKiN A Snopps-Stantfardi ltd Nuclear Unit Power Plant 
79/03/01. 2pp 


— 7903070630 "Final Rapt on Prassurlzer Support Anchor Dolts" Icr SNUFFS 
units Anchor bolts did not have adequate length to get full 
thread grip for two heavy hex nuts Design drawings revlitd 
MILLERiC L Snuppi-Standardized Nuclear Unit Power Plant Syitim- 
79/04/30 4pp 


DOCKET STN-30-4B4 TYRONE ENERGY PARK. UNIT 1 


O Adjudicatory correspondence 


7903100133 Heme by util submitting that radon release data U 
concentration levals contained In Perkins decision are 
complete 6 accurate Supports de minimus approach of Pertlrifi 
board 

BLAKE, EL . TRAVIESO-DIAZ, M Shaw. Pittman. Potts, U Trowbrltfje 
79/04/09 94pp 


7903240999 Notice of appearance on behalf of Northern Statas P»ar 
Certificate of Sve tncl 

TRAVIEB0-DIA2.M Shaw. Pittman. Potts, Trowbridge 79/04/09 3pp 


790311041B Response to ALA6-S09 rt radon emiesloni U. de min-tmui thtary 
from Perkins record Certificate of Sve and 
BCINTOrJ F Hearings Division 79/04/11 48pp, 


7903140919 Response to 790404 brief of Philadelphia Electric C0.PGC44 4 
Atlantic City (MU) Electric Co re de minimus theory 
Certificate of 6vc end 

KEPFORiD. C R Clt liens for Safe Environment 79/04/11 8pp 


7903140332 Notifies of consolidation of five intervener groups t* raden 
emissions Issue Parties have until 790523 In which to file 
for summary disposition 

DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/0i/23 
lapp 


J Insurence 6 indemnity information 


7903070497 Confirms increased liability limit to 4124. OOG. 000 far 
policies NF-l. 23. 43, 76,63, 100. Ill, t40i 146. 151. 161. 164* 170, 

173r 174. 178, 179. ISO. 182, 105, 186. 187. 188. 109, 192* 193. 194, 173, 
197. 198,200,201.204.206,807.208,210.212,214,213,6 others 
QUATTROCHHfi if American Nuclear Insurers, 79/09/01 tp, 


7903070582 Confirms increase in liability limit to t36, OOQ, 000 for 
policies MF-22.26. 29,38, 39,44, 46, 47, 49, SO, 31. 32, 53, 54, 55i 36, 

57, 98, 60.61,64.66. 67,68, 69, 70,71,72, 74, 76,77, 78, 79, BOi 86, 87. 
08,90,91.92,93,94,95 6 96 

ROBERTS, D.H Mutual Atomic Energy Liability Underurlten, 79/05/01 
Ip. 


Q. Inspection reports, IE Bulletins Si correspondence 


7903010261 Forwards IE Info Notice 79-06, "Stress Anelgsls of 
Safety-Releted Piping *< 

KEPPLER, J 0 Region 3, Chicago, Office of the Director. 79/03/23 

Ip 


7903040045 Forwerdi IE Info Notice 79-07, "Rupture of Radwast* Tanlf. ” 
KEPPLER, J 0, Region 3, Chicago. Office of the Director. 79/02/26 

Ip 


7903030047 Forwards IE Bulletin 79-06, "Review of Operational Err os I 6 
Sys Misalignments Identified During TMI Incident " 

KEPPLER, J,0 Region 3. Chicago, Office of the Director. 79/04/U 

Ip 


7905010597 Forwards IE Bulletin 79-06A, "Review of Operational ErroM 6 
Sye Misalignments Identified during TMI Incident." 

KEPPLERiU. 0. Region 3, Chicago, Office of the Director 79/04/J4 

Ip 


7909040418 Forwards IE Bulletin 79-06B, "Review of aperattonsi Error* k 
Bye Misalignments identified During TMI Incident." 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/04/14- 

Ip 


7905040445 Forwards IE Bulletin 79-07, "Seismic Btrese Anaiyijt of 
Safety-Related Piping." Licensee action required. 

KEPPLER, J.O Region 3, Chicago, Office of the Director, 79/04/14- 
Ip. 


DOCKETED ITEMS 


233 


7905040397 For<*»«Tdf IE Bulletin T'y-Ofli '*Everitf Ralevent to Boiling 
Meter Pouer f^eectort tdsntlfted Boring THl Incident." 

KEPPLERiJ O Region 9r Ghicego* Office of the Director 79/04/14 
IP 


7903010419 Fortuerdi IE Info Notice 79~10< "Nonconforming Pipe Support 
Strut* " 

KEPPLERrO 0 Region 3* ChiceflO< Office of the Director 79/04/U 

Ip 


7903290026 NRC tnimo in rcfponsa to NRC 790308 order Support* epppovel 
of both 701019 A8LAB deci«ion It foroiuletion of obviously 
tuperior test es deer b substentiel 
BRENNER* L Brench 3 79/04/11 llpp 


7905240193 Notice of eppeerence of HH Voigt I* MF ttcBrlde on bthelf of 
Rochester Oes & Electric Corp Certificete of 8vc end 
VOlOHTiH H » KCBRiOErH F LeBoeuf. Lemb, Lethy & MecRe* 79/04/23 
4pp 


7905030233 Forward* IE Bullet in 79-09* "Feilure* of OE Type AK-2 
Circuit Dreeker in 8af ety-Reletad 6y« " Licenvee action 
required 

KEPPLER.J Q Region 3* Chicago* Office of the Director 79/04/17 

Ip. 


7905150074 Licensee'* reply brief to Ecology Action of Oswego'* 790409 
opening brief NRC fhould dlimiis Action's petition for 
review as having been Inprovldcntly granted Certificate of 
6vc end ^ ^ ■ 

VOIOHT*H H • NCBRIBE-H F , LARSON* L K LeBoeuf* Lamb. Let by 1* 

MacRae 79/04/24 I4pp 


7905030503 Forward* IE Bulletin 79-05B* "Nuclear Incident at 

TMI-auppl " 

KEPPLERiJ O. Region 3* Chicago* Office of the Director. 79/04/21 

Ip 


8 Reportable occurrences. LERs i' related correspondence 


7903110203 Board notification Seebroak refueling water storage tank 
design deficiency 

BCINTO.O Hearing* Division 79/03/29 30pp 


7905310203 Reply to Initial brief* re appeal of ALAB-502 Neither 
applicant nor NRC has made convincing argument for 
accepting ASLAB interpretation of "obviously superior " 
Certificete of Sve end 

REINERT. 8 Ecology Action of Oswego 79/04/24 App 


7905140332 Notifies of consolidation of five int*rytnor 
etnlislons Issue parties have until 790325 in which to 
for summary disposition 

Dl/FLO.M E Atomic Safety and Licensing Appeal Panel 
lapp 


group* re radon 
file 

79/04/25 


7903310411 Withdrew* initial notification of reportable deficiency in 
safety enalyili methodology for certain single dropped 
control rod events. Vendor 790410 Ur of notification end 
PETRICK.N A Snopps-Standard i ted Nuclear Unit Power Plant System 
79/04/2A 3pp 

— 7903310410 Confirm* 790320 teUon to H Thornburg re reportable 

dofUltncg In safety analy*i* methodology for certal'n single 
dropped cantrol rod events. o,.*, 

ANDCftflOM, T M Waitlnghouse Electric Corp 79/03/30 2pp 

7909070649 Forwards deficiency rapt "Final Rept on Pressuriter Support 

Anchor Bolts" for BNUPPB units Pi*nt Sustem 

PETRICK.M A Snupps-BtandardWed Nuclear Unit Power Plant System 

79/05/01 SPP 

— 7903070680 "Final Rept on Pre»suriier Set^full*’’^ SNUPPa 

unit*. Anchor bolt* did not have adequate length to get full 
thread arip for two heavy he* nut* Design drawing* . 

MILLER. CU^ Bnupps-atandardlied Nuclear Unit Power Plant System 
79/04/30 4pp 


DOCKET aTN-gO-AOB OTERLINO POWER PROJECT 
A AppUcation/«oh*ttuctlon stage 

7903180393 BUbmit* revised Attachment A* B A ^ 

amending Tech Spic* for charcoal filter testing 4. iodine 
renovat eauipment opereblllty -tts^no/na oonn 

HILKEN9.P C Rochdter Oe. b Electric Corp, 79/05/00 24pp 


D Adjud Icatorii correspondence 

7905200497 Liceniee'i response to ALA0-5O9. Urge* conclude that 

intervenor* have not j!!uh“SfflJt*^r* 

significance in Perkin* record It lugl, 

Rn'aaa are de minimis U do ’i®* SJ/O? 80pp 

LAlBOMiL. K LeBoeuf. Lemb* Lelby MacRee 79/0 K 

7903290473 Urge* withdrawal of CP or remanding *Itts 

issue U A0UB. Contest* A8UAB interpretation of "obviously 
superior " std. Certificate .^vc encl. ^0 

ftElHERTiS. Ecology Action of Oswego. 79/04/09. PP 

7905230670 Orders ortenslon. until 790411* for NBC to fUs memo* per 
o* *H. 0. tK. 7,/0./.0. 

Ip- 

79091 104ta R.ipontt »« ALAB-S07 r* r«.on .mU.Ion. * .• "I"** 

^s::ftn5r£i:u:ss.’'wo4/u 49**. 

B...EAVira„«.At. 79/04/U BPP 

7909190749 •'“[“•J'" 

BOHlNKIrB.rt, Branch 3. 79/04/11. P 


I Financial information 

7905040095 Forwards "Annual Financial R*pt ^ 

Electric Co. Central Hudson Oas b Electric Co, Niagara Mohawk 
Power Corp* 6 Orange 6 Rocklend Utils Rept* evallahle In 

Centrals Files only . ^ tn 

THOMAS. E Q LeBoeuf. Lamb. Lelby 8» MacRae 79/05/02 IP 

U Iniurance 6 indemnity information 

7905070497 Confirms Increased liability } 

Bollcle* NF-l.a9.43.76.83* 100, ill. 140. 146. 15i* 161. 164. i70. 

173, 174, 170. 179. 100. 102. 185. 106. 107, 108* 189* 192, 193. 194. I * 

197. 198* 200. 201. 204, 206. 207. 200. 210* 212. 214. 215* 6 oth ers 
QOATTROCHHI. J American Nuclear Insurers 79/05/01 Ip 


7905070582 Confirms Increase in 

s?! M. iS. Z. It It: It: It: I-.. 70: 71, 72. 74, 7*. 77. 70, 7?. 00, 04. 07. 

IoBERTbId’m Atitic en.r,u LUHUtg Un..n.rlt.r. 7»/0S/0t 

ip- 

0, ip.p.ctlon r.,. rt.. IE BulUtln. fc t.rr ..pond.nc. 

7TO501014S Forwr*. IE !"*» NotU. 7<f-06, “Btr... An.lg.l. »* 

FI.lUd.lpM*- "♦ 

79/03/23 Ip 

7905020111 Forwards IF Bulletin 79-06. "Review of Operatlonel Error* t 
79/04/11. Ip 

7905020360 Forward* lE Bulletin 79-07, "8tl*mlc Stress Anely*!* of 

litis::,:;;;*:-’.;::';:*.- ....... 

79/04/14. Ip 

7909040104 Forward. IE »Ml.tU 79-049. ■R.MiU "* Op.r.tUn.l Error, I. 

Dir.cur 

79/04/14. Ip 

,9 .4. Tif Buiiatln 79-Oa. "Events Relevant to Bolling 



79/04/14 Ip 

r. .r -.4- TE Rullatln 79-09* "Failure* of OE Typa AK-2 

U i.ut5=MUUd 99. “ 

5SlMyS'‘H R.,U" «• FMI.d.lpH.. O.PIt. o, tP. Dlr.cur- 

79/04/17 Ip 

WlttrSV B.,un 1. PMUd.lphU. Of.lcp oP th. Dlr.ctor- 
79/04/ 18 Ip 
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DOCKETED ITEMS 


S Reportable occuirencest LERs It related carre^pondence 


7905310411 Mithdrau/s initial noti^tcation of lepor^abU defUiencv in 
eafetq analvais methodologij for certain single dropped 
control rod events Vendor 1 fcr of notification on 790410 
end 

PETRICKfM A Snopps-Standard 1 1 ed Nuclear Unit Power Plant System 
77/04/2<i 3pp 


— 7905310410 Canftrnis 790328 telcon to H Thornburg re reportable 
deficiency in safety analysis methodalogy for certain single 
dropped control i od events 

ANDERSaN, T M West 1 rig house Electric Corp 79/03/30 2pp 


7903070649 Forwards deficiency rept "Final Rept on Praaouriier Support 
Anchor Bolts” for SNUPPS units 

PETRICKiN a Snupps-Standardi/cd Nuclear L/n 1 1 Power Plant Systam 
79/05/01 app 


— 79O5O706SO "Final Nopt on Proseuriier Support Anchor Bolts''^ for SNUPP5 
units Anchor holts did not have adequate length to get full 
thread grip for two heavy hex nuts Design drawings revised 
MILLERiC L Snopps-fitandard tied Muclear Unit Power Plant System 
79/04/30 4pp 


DOCKET STN-30-406 Calloway Pla..t, Unit 2 


A App 1 ication/constructi on stage 


0 Adjudicatory correspondence 


7905160410 Requests coniideratlan of forthcoming motion to show cause 
seeking order for review uf portion of EIS which omitted rof 
to Impact of transmission lines on migrating patterns 
OCHSTEIN. DS Missouri. State of 79/03/10 Ip 


H Oeneral correspondence 


790S020210 Responds to 790307 request ro Itr from R Lauf Forwards 
"Summary of Progress of Callaway Plant" "Reactor Licensing 
Process " Latter not oncl 

GOSSICK/L Y Office of the Executive Director for Operations 
79/04/10 3pp 


—7905020212 Requests response to R Lauf Itr if inquiry re NRC 
Involvement u/plant 

EAOLETON. r r Senate 77/03/07 ip 


Q Inspection reports. IE Dutletiris i correspondence 


79OSOIO260 Forwards IE Info Notice 79-06i "Stress Analysis of 
Safety-Re lated Piping 

KEPPLERrJ 0 Region 3* Chicago* Office of the Director 79/03/23 

ip 


7905040050 Forwards It Info Notice 79-07. "Rupture of Radwasts Tanks " 
KEPPLEfi.J O Region 3* Chicago. Office of the Director 79/03/26 
ip 


7905030050 Forwards IE Bulletin 79"06* "Review of Operational Errors ti 
8ys Misal ignments Identified During TffI Incident." 

KEPPLERi J 0 Region 3. Chicago. afPice of the Director, 79/04/li, 
IP 


790S010610 Forwards IE Bulletin 79-06Ar "Review of Operational Errors it 
Sys Misalignments Identified During Till Incident " 

KEPPLERjJ O Region 3. Chicago. Office of the Director 79/04/14. 
IP 


7909040420 Forwards IE Bulletin 79-069. "Review of Operational Errors Sc 
8ys Misalignments Identified During TNI Incident " 

KEPPLEft, J O Region 3. Chicago* Office of the Director. 79/04/14. 
IP 


790SD40461 Forwards IE Bulletin 79-07t "Eeismlc Stress Analysis of 
8af ety-Related Piping “ Licensee action required. 

KEPPLER. ^ 0 Region 3. Chicago* Office of the Director 79/04/14. 
IP 


790S04099S Forwards lE Bulletin 79‘'0Bi "Events Relevant to Boiling 
Water Power Reactors Identllled During TMl Incident " 

KEPPLER.vi 0 Region 3* Chicago. Office of the Director. 79/04/14 
IP 


7903010405 Forwards IE Info Notice 79-10. “Nonconforming Pip# Support 
Struts " 

KEPPLER.J. 0 Region 3* Chicago. Office of the Director 79/04/16 
ip. 


7905030249 Forwards IE Bulletin 79-09. "Failures of OE Type AJi-a 
Circuit Breaker in Safety-Related Sys '* Licensee action 
required 

KEPPLERiJ 0 Regian 3. Chicago. Office of the Director 79/04/1? 
ip 


79030B0912 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
THI-Suppl " 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/04/21- 
Ip 

7905310411 Withdraws initial notification of reportable deflcianeii In 
safety analysis methodology for certain single dropped 
control rod events Vendor Itr of notification on 790410 
encl 

PETRZCK. N A Snupps-Standard 1 led Nuclear Unit Power Plant 8yitin 
79/04/26 3pp 


—7903310410 Confirms 790329 telcon to H Thornburg r» reportahli 
deficiency in safety analysis methodology for certain singli 
dropped control rod events 

ANDERSON. T M Uaetinghouse Electric Corp 79/03/30 2pp 


7905070649 Forwards deficiency rept "Final Rept on Pressuriier Support 
Anchor Bolts" for 3NUPP8 units 

PCTRiCK.N A Snupps-Standard i ted Nuclear Unit Power Plant Syttia 
79/03/01 2pp 


— 7905070630 "Final Rept on Pres surlier Support Anchor Bolts" for BWPf'S 
units Anchor bolts did not have adequate length to get fuU 
thread grip for two heavy hex nuts Design drawings revised. 

MILLER. C L Bnupbs-Standard i zed Nuclear Unit Power Plant Bgstee 
79/04/30 4pp 


DOCKET STN-50“4aB PERKINS NUCLEAR STATION, UNIT 1 


O Adjudicatory correspondence 


7903300099 Applicant's reply to tntervenors ' further si/pp iemental 
proposed finding of fact 6 conclusions of law Certificate of 
Svc end. 

HCOARRY.JM Duke Power Co 79/03/21. 22pp. 


7903300056 NRC opposes intervenors ' 790121 motion to reopen record to 
consider reactor safety study, geology* seismology, foundat ion 
4* hydrology, Recommends motion be denied as lacking basis In 
law fk fact. Certlf Icate of Svc end 
BARTH* C A Branch 3 79/03/26 9pp 


790S0101I3 Forwards request for Board notification re noneaf et|j-B’’4di 
equipment to mitigate transients 
SCtNTO.J. F Hsanings Division. 79/04/02 31pp 


—7905010136 Board notif ication* staff assessment rs nonsaf ety-grids 
equipment to mitigate transients 

VASSALLO.D 8, Assistant Director for Light Water Reactpri 
79/03/29 2pp 


—7905010190 Board notification recent issue on nonsaf ety-grade 
equipment to mitigate transients, More info is required. 
TEOESCQ.R L Assistant Director for Reactor Safety. 79/03/16 
3PP 


7905240633 Forwards VoUmtr 7B0222 memo re behavior of Iodine durlbf 
postulated steam generator tube rupture aeddants, 

BARTHrC. A Branchs. 79/04/05 Ip 


7903230099 Forwards momo discussing Info re behavior of Iodine dvrlnp 
postulated steam generator tube rupture accidents. 

BARTH. C A, Branch 3 79/04/10 Ip. 


7908020105 Responds to 790402 telegram re proposed faciUtiei RMviU 
of NRC analysis of TMI Incident will be forwarded when 
available. 

YORE. T R Atomic Safety and Llcenelng Board Panel. 79/04/17. if 


— 7903020149 Requests proposed licensing of facility be held uprffhdiii] 
NRC assessment of TMI 

NEAL, 8. L. House of Rep. 79/04/02. Ip 


7903290475 Opposes Interveners' 790305 motion to reopen record k defer 
Indefinitely issuance of initial decision on generic safety 
isive considaratians Certificate of Svc end, 

MCOAftftY.J M, Duke Power Co 79/04/iB. Bpp 


7903240667 Requests temporary moratorium on licensing "of nuclear 
plants, in light of TMI incident 

PERKINS, L , HARRIS, F i aERECHER,J. Affiliation Unknown. 79/04/00 
4pp. 


DOCKETED ITEMS 
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J Incur«i\c« & indemnHv inforfli^tiPn 


790S070497 Con/lrra« lncr«a«ed lUblLity limit to >124i0004 000 for 
pol iciat NF^J. as. 43i 7h> Oat 100, 111, 140, I46t 131. 161, 164, 170. 

173, 174, 17Q, 179, ISO, 192, 109, 186, 107, 108, 109, 192, 193, 194. 199, 
197t 190, 200, aoi, a04, 206, 207. 200, 210, 212, 214, 219, 1, otbart 
QUATTnOCHHl, J. Amorlcan Nucloar Infurari 79/09/01 Ip 


79030703B2 Confirm* lncr««*® In lUbllitv limit tc $36,000,000 for 
potlclai MF“2a, 26,29,39.39. 44,46,47,49. 30, 31, 92, 33,54,99,96. 

37. 3Q. 60, 61 . 64, 66. 67, 60, 69, 70, 71 , 72, 74. 76, 77, 79, 79, 00, 86, 97, 
80,90.91,92,93,94,93 S, 96. 

(^OaERTBi 0, M. Mutojl Atomic Energy Liability Undariur Itvri 79/09/01 
Ip 


0. Ini«|i«cilon rvparts, IE Qullstins 6 cart eipondsnc* 


7909 0 1 0 1 03 Farward* IE Info Notice 79-06, '*8tresf Analy«lf of 
Oaf atg-Oolatad Piping '* 

0*flEILLViJ P Rtglon 2, Atlanta, Office of the Director 

79/03/23, app. 


—7909010190 Soard notification recent lisue on nonuf ety-grade 
equipment to mltlgete tranilintf More info 1* required 
TEDE8C0, R L Aetletant Director for Reactor Safety 79/03/16 
3pp 


7909240639 Forwardi Vollmer 790222 Memo ra behavior of iodine during 
poetulated steam generator tube rupture accidents 
BARTH, C A Branch 3 79/04/09 Ip 


7909230099 Forwards nemo discussing info re behavior of iodine during 
postulated steam generator tube rupture accidents 
BARTH, C A Branch 3 79/04/10 Ip 


7909020103 Responds to 790402 telegram re proposed facilities Results 
of HRC analysis of TMI incident will be forwarded when 
available, 

VORE.T R Atomic Safety and Licensing Board Panel 79/04/17 Ip 


— 7903020149 Request* proposed Ucentlng of facility be held up, pending 
NRC aesessment of THI 

NEAL. 8 L House of Rep 79/04/02 Ip 


7909030301 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks 
O^RElLtr. J, P. Region 2, Atlanta, Office of the Director 
79/03/26 2pp 


7903290473 Opposes interveners^ 790305 motion to reopen record 6 defer 
Indefinitely Issuance of initial decision on generic safety 
issue conelderatlons Certificate of Bve end 
MCOARRYtJ M Duke Power Co 79/04/10 8pp 


7903040103 Forw/ardi IE OulUtin 79-06B, "Review of Operational Errors 6 
Oyi Mlsa 1 igndvent* Identified During TNI Incident " 

O'RElLLYrd. P Region 2, Atlanta, Office of the Director 

79/04/14 2pp. 

7903040266 Forwardi IE Bulletin 79-07, "Seismic Stress Analysis of 
Oaf aty-Related Piping " License# action required 
Q 'REILLY, J P Region 2, Atlanta, Office of the Director 

79/04/14 2pp 


y) Insurance It indemnity information 


7909070497 Confirms increased liability limit to $124,000,000 for 
policies NF“l,a3,43,76.a3, 100. Ill, 140, 146. 191, 161, 164, 170, 

173, 174, 178, 179, 180, 102, 103, 186, 187, 108, 189, 192, 193, 194, 199, 
197, 198.200,201,204. 206, 207,209, 210, 212,214, 213. & others 
QUATTROCHHt, d American Nuclear Insurers 79/03/01 Ip 


7903040346 Forward* IE Bulletin 79-08, "Event* Relevant to Bolling 
Ifater Power Reactors Identified During TMI Incident " 

O^RCIULViJ P Region 2, Atlanta, Office of the Director 

79/04/14, Ip 


7909070302 Confirms increase In liability limit to $36,000,000 for 
DOlicie* HF-22, 26, 29, 38, 39, 44, 46, 47, 49, 50, 81, 32, S3, 34, 33, 36, 

37. 38, 60. 61, 64, 66. 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, 00, 06, 87, 
08,90,91,92,93,94,93 It 96 

ROBERTS, O.M Mutual Atomic Energy Liability Underwriter* 79/03/01 
IP 


7903010306 Forward* IE Info Notice 79-10, "Nonconforming Pip# Support 

Gtrwts " . 

a'REILLV. ^7. P Region 2, Atlanta, Office of the Director 
79/04/16 Ip 


7903033133 Forward* IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker In Safety-Related By* *' Licensee action 

O'REILLY, J P Raglort 2. Atlanta, Office of the Director 

79/04/17 ip 


7903020433 Forward* IE Bulletin 79-06A, Revision 1, 

Operatlonat errors I, ays Misalignments identified During TNI 

O'REILLY, il. P, Region 2, Atlanta, Office of the Diractor 
79/04/10. Spp 


0, Inspection reports, IE Bulletins b correspondence 


'903010103 Forwards IE Info Notice 79-06, ''Stress Analysis of 
Safety-Relatad Piping " . 

O'REILLY, J P Region 2, Atlanta, Office of the Director 


7903030301 Forwards 
O'REILLY, J P 
79/03/26 2pp 


IE Info Notice 79-07, "Ropture of Radwaste Tank* " 
Region 2, Atlanta, Offlca of the Director 


7909040183 Forward* 
8y* Misalignment* 
O'REILLY, J P 
79/04/14 2pp 


IE Bulletin 79-06B, “Review of Operational Error* 
Identified During TMI Incident " 

Region 2, Atlanta, Office of the Director 


6 


a Reportable occurrencesi UERs U ^*'****f^f 


7903110203 Board notification- Seabrook refueling water itorage tank 
aCXNTOrJ*^* Memring* Dlvl*lon 79/03/29, 30pp 


DOCKET 8TM-30''4Q9 PERKINS NUCLEAR 
0. Adjudicatory correspondence 



MCOARRYi J. M Duke Power Co 79/03/21 22pp. 


-St!!:; " 

U hudrology Recommend* motion be denied a* CK g 
k fact. Certificate of Bve encl. 

BARTH, C A. Branch 3. 79 / 03 / 26 . 9pp. 

7903010110 Forward* request for Board notification re noneefety grad 
•qulgiaent to mitigate transients. 3jpp 

BCiMTOrJ F Hearing* Division, 79/04/02 aipp. 


7WMl0t8* B«.r, n.«„tc.Hon'.t.„ .....—nt r. non«,.t*-gr.,. 

„r Li,h* 

T 9 / 03 / 29 . app. 


MSOWai* Forwrd, 16 BulI.Un 79-07, -S.i.mJc Btr... A1..I9.I. 0, 
Bafatu-Related Piping '* Lleensee action required 
0'RE.rLLY, J P Region 2, Atlanta. Office of the Diractor 

rro/nayfA --- 


’9050,034* F9r».r,. IB Bull., In 79-OB, “Ev.ntJ R.ljv.'.j f 
Uatar Power Reactor* Identified During TNI , 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
70 /nay 1 a Id. 


7905010354 Foru..,. 16 In,o Hottc. 79-10, "Nonton.or.lng Pip. Support 

a*REl'i.V.d P «•»«->" 2- Atl.nU, O.flc o, tK. Dlr.ctor. 
79/04/18. Ip 


^9030193 Forwards IE Bulletin 79 09, 


“Failure* of OE Type AK-O 
» Licensee action 


SwiLLvlo P. R.>‘»n *■ Atunt*. O.fic. o, tB. OIr.ctor 
79/04/17. Ip. 


3"reSIC?, j P 2‘ **'*"“• 

79/04/18 2pp 
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DOCKETED ITEMS 


8 Rspartabla occurr«ncfSr LER* & rttlatiif corratpond«nca 


7905110203 Board notif ieation Seabroak rafutUng u«ator tbor^ge tank 
d*«lgri daflcloncy^ 

eciNTOjJ MaaTlng* Divlalon 79/03/29 30pp 


DOCKET BTN-30-490 PERKINB NUCLEAR STATIONi UNIT 3 


0 Adjudicatorg cortBspondance 


7905300099 Applicant's raplg to Intarvtnofs' furtbar supplaABntal 
proppiad finding of fact fit conelusioni of laui Certlflcatt of 
8vc and 

MCOARRYiJ N Duka Powar Co. 79/03/21. 22pp. 


79053O005& NRC opposfs Intarvanors^ 790121 motion to raopen ricord ta 
confidar reactor safatg « tudgr geologgi sdlsfflolagg> foundation 
k hgdrologg ftacommandi motion bt denied at tacVlng basis in 
Uu & fact Certificate of Bvc end 
flARTHiC A Branch a 79/03/26 9pp 


7903010115 Forwards req,u*it for Board notification re nontaf etg-grade . 
atiulpment to mitigate transients 
8CINTQ«JP Hearings Division 79/-04/02 31pf 


"*■7909010156 Board notification staff assessment re nonsaf etvgrade 
ff^uipment to niltigata transients 

VASSALLOr 0 B Assistant Director for Light Hater Reactors 
79/03/29 2pp 


"■*7905010198 Board notification recent issue on. nonsaf etg-grade 
equipment to mitigate transients More info is required 
TEDESCOiR.L Assistant Director for Reactor Safetv 79/03/16 
3pp 


7909240633 Forwards VoJltrier 790222 memo re behavior of iodine during 
postulated steam generator tube rupture accidents^ 

BARTH* C A Branch 3 79/09/05 Ip 


7903290099 Foruards memo discussing info re behavior of Iodine during 
postulated steam generator tube rupture accidents 
BARTHrC A Branch 3 79/04/iO Ip 


790SD20105 Responds to 790402 telegram re proposed fee 1 1 ities. Reeul tt 
of NRC analgsie of THl incident will be forwarded when 
aval table 

YORE^T R Atomic Eafetg and Licensing Beard Panel 79/04/17, ip 


— 7905020149 Requests proposed licensing of facility be held upi pending 
NRC assessment of TNI. 

NEAL* 8 L. House of Rep 79/04/02 Ip 


7905240667 Requests teavporirg moratorium on licensing of nuclear 
plants* in light of TKI incident 

PERK INS- L r HARRtBrP * 0ERECHER* J Aff 1 liatlon Unknown 79/04/3Q. 

4pp. 


J Insurance 4e indemnity information 


7905070497 Confirms Increased liability limit to 4124.000,000 for 
policies NF-1.29* 43. 76* 03* ICO, Ul* 140. 146* 151, 161. 164, 170* 

173, 174* 170, 179, 180* 182* 183. 186, 197, 188, 189* 192* 193* 194. 193. 

197* 198* 200, 201. 204, 206, 207, 200, 210* 212. 214* 21 5* k others. 
OUATTfiOCHHI* if American Nuclear Insurers 79/09/01 Ip. 


7909070582 Confirms increase in liability limit to 436*000,000 for 
policies MF-22, 26, 29, 38, 39, 44* 46,47* 49, 50, 51. 52, 93> 54, 93, 56, 
57,58,60,61,64, 66,67,68, 69, 70* 71i72,74i 76*77,78,79, BO, 86*87* 

BB. 90* 9i, 92, 93* 94. 95 6 96, 

RQBERTa.D.M Mutual Atomic Energy l^lablllty Underwriters. 79/09/01 
Ip 


Q. Inspection reports, IE Bulletins k correspondence 


7905010103 Forwards IE Info Notice 79-06, **8trcfs Analysis of 
Bafety^Re lated Piping '* 

O'REILLY* J P. Region 2* Atlanta, Office of the Director 

79/03/23. 2pp, 


7905030301 Forwards IE info Notice 79-07, "Rupture of Radwaite Tanka « 
O'RErLLY, J P Region 2, Atlanta, Office of the Director 
79/03/26 2pp, 


7905040105 Forwards IE Bulletin 79-06B. ^’Review of Operational Errors 6 
Bys Hlealtgnments Identified During TNI Incident " 

O'REILLY, J P. Region 2* Atlanta* Office of the Director 
79/04/14. 2pp. 


7905040266 Forwards IE Bulletin 79-07, ''Selimlc Stress Analysts ef 
Safety-Related Piping Licensee action required 
□ ■'RCILLY.U P Region 2, Atlanta, Office of the Director. 

79/04/14 2pp 


7903040346 Forwards IE Bulletin 79-OS, "Events Relevant to BaiUeg 
Hater Power Reactors Identified During TMI Incident. " 

O'REILLY, U P Region 2* Atlanta, Office of the Director 
79/04/14 ip 


7905010356 Forwards lE Info Notice 79-10, "Nonconf orming Pipe 
Struts " 

O'REILLY, J P Region 2, Atlanta, Office of thft Director 
79/04/18 Ip 


7909030153 Forward* IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker In Saf ety-Related 8ys " Licensee action 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/17 Ip 


7905020453 Forwards IE Bulletin 79-06A, Revls ion 1, "Review of 
Operational Errors k 8ys Misalignments Identified During THI 
Incident " 

O'REILLY* J P Region 2, Atlanta* Office of the Directoc- 
79/04/ta 2pp. 


a Reportable occurrences, LERs k related correspondence 


7905110203 Board notification Seabrook refueling water storags tafti 
design deficiency 

SCINTO.J Hearings Division 79/03/29 30pp 


DOCKET 8TN-50-491 CHEROKEE NUCLEAR STATION* UNIT 1 


0 Adjudicatory correspondence 


7903000339 Forwards DF Ross memo re accumulator character 1st Ics 
identlfleii during study of ECC8 performance 
BARTH, C A Branch 3, 79/04/05 2pp 


—7903080361 Discus*** aspects of LOFT test* r* accumulator dtliviry % 
effect on ECC8 performance Participants having approved 
Licensing models should provide addl relevant info 
R08B,D F Assistant Director for Reactor Safety 79/04/09 
3pp. 


7905090147 Forward* memos discussing problems experienced In conniitUr^ 
w/pipe support base plate design. 

BARTH, C A Branch 3 79/04/03 2pp 


— 7903090150 Forwards 780920 Board notification pipe support bin plate 
design. Reques ts notification of diciflon as to whether 
licensing boards will be notified, 

BCINTO,,.! F Office of the Executive Legal Director 70/10/11 
Ip. 


7905240738 Forwards memo re behavior of iodine during postulated ileaa 
generator tube rupture accidents 
BARTHrC. A Branch 3 79/04/05. Ip 


7909290195 Forwards memo re sabotage of spent fuel NRC leieisnint of 
significance of info will be forwarded to Board when 
available 

BARTH, C A Branch 3. 79/04/03 2pp 


7909250061 Response filed per ALAB-509 Perkins Licensing Board't wSi fl! 
de minimus theory was appropriate k in compliance 
w/applicable law Certificate of Bvc end. 

MCOARRYivI M, Duke Power Co. 79/04/09 llpp 


7905110418 Response to ALAB-S09 re radon emissions k de minimus Iheotf 
from Perkin* record Certificate of Sve end 
SClNTOiJ. F Hearings Division 79/04/11. 49pp 


7905140519 Response to 790404 brief of Philadelphia Electric CoiPStW I 
Atlantic City (NJ) Electric Co re de minimus theory. 

Csrtlficats of 8vc end 

KEPFORD.C R Cltlxens for Safe Environment 79/04/11. flpp 


7905140332 Notifies of consolldetion of five Intervenor groups r* rafen 
emissions issue Parties have until 790525 in which to file 
for summary disposition. 

DUFLO.M E Atomic Safety and Licensing Appeal Panel 79/04/89 
13pp. 


DOCKETED ITEMS 
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& Indiflinity information 


-Canflrmi Intraaio In Uahility limit to *36#000f000 for 
» « KF"22r 26, 29, 3Q, 39, 44i ^6. 47i 4?» 90< 9i ^ 9S< S3i 94« ^6, 

61 1 64, 6&I 67i 63, 69, 70,71, 72, 74, 76, 77r 78. 79, 80, 86, 87, 

J It 92. 93, 94, 95 & 96 

D M Mutual Atomic Energy Liability Undarwrlter* 79/05/01 


DOCKET 8TN~50-492 CHEROKEE NUCLEAR STATION, UNIT 2 


0, Adjudicatory corraapondincs 


7905080359 Forwards DF Rost mamo r« accwmiulator charac terlstlcs 
Idantlfiid durlhfl study af ECC3 psrformanct 
BARTH# C A Branch 3 79/04/09 2<>p 


7905090147 Forwards fnemot discussing pro-blams siperiancad in connaction 
w/pipa support basa plat« daslgn. 

BARTH, C A Branch 3 79/04/05 3pp 


*tlan raportt, IE Bullstlna if corr etpondence 


Forwards IE Info Notlco 79-06, “Stras* Analysis of 
'^elatfld Piping " 

j p Region 2, Atlanta, Office of the Director 

app 


^ 1- Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks," 
j p Region 2, Atlanta, Office of the Director 

2pp 


Ack receipt of IE Insp Repts 90-491/79-05, 90-492/79-09 i, 
^>*7-09 on 790227-0302 No proprietary info 
O., Duke Power Co 79/04/06 Ip 


Forwards IE Insp Repts 50-491/79-05,50-492/79-09,41 
?'3/79-05 on 790227-0302 No noncontp I lance noted 
~IV. C E Region 2, Atlanta, Reactor Construction 

>'a«ring Support Branch 79/03/30 2pp 


5^32 IE Insp Repts 90-491/79-09,90-492/79-05 4i 90-493/79-05 on 
37'^0302,Na noncompliance noted Major areas Inspected. 

■> plant, rebar storage, concrete proceduresj specs, record s 
■:« t ing controls 

tQp J,R , BRVANT, J C Region 2, Atlanta, Reactor 

fcr^uctlon 4i Engineering Support Branch 79/03/27 Spp 


Forwards IE Bulletin 79-96B, "Review of Operational Errors 4t 
Baalignments Identified During TMI Incident " 

-.V# J.P, Region 2, Atlanta, Office of the Director 
I A 2pp 


£>3 Forwards IE Bulletin 79-07, '•Seismic Stress Analyuslt of 

-Related Piping " Licensee action required 

^V,J P Region 2, Atlanta, Office of the Director 

I <1 2pp 


f.6 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
—Hsilated Piping " Licensee action required 
L.V« J P Region 2, Atlanta, Office of the Director 
tA. 2pp 


4^ Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Power Reactors Identified During TMI Incident '• 

LVi J P Region 2, Atlanta, Office of the Director 
1-4 Ip 


&& Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 

«C 

LVr J P Region 2, Atlanta. Office of the Director. 

IG Ip 


53 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
t Breaker In 8af ety-Reletsd Sys ** Licensee action 
• d , 

^V .1 J P Region 2, Atlanta, Office of the Director 

app. 


53 Forwards IE Bulletin 79-06A, Revls Ion i# "Review of 
i oTial Errors & Bys Misalignments Identified During TMI 
nt 

P. Region 2, Atlanta, Office of the Director 
t&- apf 


ao Ack receipt of IE Insp Repts 50-491/79-07*50-492/79-07 it 
/‘7'9-07 on 790320 bi 23 No proprietary Info 
, C, Duke Power Co. 79/04/25. Ip. 


[>«5 Forwards IE Insp Repts 50-491/79-07,50-492/79-07 t< 
^3/79-07 on 790320 it 23. No noncomp 1 lance -noted 
IHVj C £. Region 2, Atlanta, Reactor Construction 9* 
ri.i»»ring Support Branch 79/04/09, 2pp 


0-J37 IE Insp Repts 50-491/79-07,90-492/79-07 it 90-493/79-07 on 

aO & 23. No noncompl lance noted. Major areas Inspected 

^dures for erection of containments, stee 1 structures It 

^r- ts, erection work h quality records 

^ >f B Region 2, Atlante, Office of the Director 

|s|Ti J C Region 2, Atlanta, Reactor Construction & 

fi*«rlng Support Branch. 79/04/06 6pp 


— 7909090190 Forwards 780928 Board notification pipe support base plate 
design Requests notification of decision as to whether 
licensing boards will be notified 

aCINTO.J F Office of the Executive Legal Director 78/10/11 
ip 


79-05240738 Forwards oiemo re behavior of Iodine during postulated iteara 
generator tube rupture accidents 
BARTH, C A Branch 3 79/04/05 Ip 


7909290195 Forwards memo re sabotage of spent fuel NRG assessment of 
significance of info will be forwarded to Board when 
^ available 

BARTH, G A Branch 3 79/04/05 2pp 


7905110418 Response to ALA9-909 re radon emissions b dc minimus theory 
from Perkins record Certificate of 8vc end 
8C1NT0, JF Hearings Division 79/04/U 4Spp. 


7905070982 Confirms increase in liability limit to WA, 000, 000 for 
policies MF-22,26,29.30i39, 44. 46, 47# 49* 90, 91, 92# 53, 94,55, 56, 

57,59, 60,61,64, 66, 67, 68, 69, 70r 71, 72# 74# 76, 77, 70# 79, 80,86, 87, 
00,90,91,92,93,94,95 6 96. 

ROBERTe.D, H Mutual Atomic Energy Liability Underwriters 79/09/01 

ip 


7905010356 Forwerds IE Info Notice 79-10# "Nonconforming Pipe Support 
Btrutf " 

O'REILLY, J. P. Region 2# Atla-nte# Office of the Director 
79/04/18 Ip 


7905030301 forwards IE Info Notlcs 79-07* "Rupture of Radwaste Tanks. " 
O'REILLY. J P Region 2# Atlanta* Office of the Dlrictor. 

79/03/26. 2pp. 


7905230699 Ack receipt of IE Insp Repts 90-491/79-05*90-492/79-09 it 
50-493/79-05 on 790227-0302, No proprietary info. 

DAIL, L. C, Duke Power Go 79/04/06 Ip 


— 7909230792 IE Insp Rspts 50-491/79-09*90-492/79-09 tc 50-493/79-05 on 
790227-0302 No noncompliance noted. Major areas Inspscted: 
batch plant, rebar storage, csncre te procedures# spec e# records 
It blasting controls. 

HARR19,J.R. , BRYANT, J.C Region 2, Atlante, Reactor 

Construction b Engineering Support Branch. 79/03/27 9pp. 


790S29D061 Rasponsa filed per ALAS-909. Perk Ins Licensing Board's use of 
de minimus theory wet appropriate L in compilence 
w/apptlcable leu Certificate of 8vc sncl 
KCOARRV.J M Duke Power Co 79/04/09 llpp 


Q. Inspection reports, IE Bulletins tt correspondence 


79090101B3 Forwards IE Info Notice 79-06, "Stress Analysis of 
Sefety-Relatsd Piping " 

O'REILLY, J, P. Region 2# Atlanta, Office of the Director 
79/03/23 2pp 


7905140919 Response to 790404 brief of Philadelphia Electric Go, PBELO it 
Atlantic City (NJl Electric Co re de minimus theory. 

Certificate of 8vc end 

KEPFORD,C R. Cl tl sens for Safe Environment 79/04/11 Qpp 


7905140332 Notifies of consolidation of five intervener groups rs radon 
smlsslons issue. Par ties have until 790925 in which to file 
for summery disposition. 

DUFLOrM £. Atomic Safety and Licensing Appeal Panel. 79/04/25 
13pp 


J Insurance U indemnity information 


—7905230726 Forwards IE Insp Repts 90-491/79-09, 90-492/79-09# b 
90-493/79-05 on 790227-0302. No noncomp I lance noted 
MtniPHY, G.E Region 2, Atlanta, Reactor Construction V 

Engineering Support Branch, 79/03/30. 2pp, 
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DOCKETED ITEMS 


7905040189 Farwartfi IE Sullftln 79-06B< "Rsviau of Opvr^tional Error* & 
8^(1 Mliollgnmand I<f*nt£fl«d During THI tncldtnl; " 

0 'AElLL^fr J< P Rvglon 2i Atlontii Qffica of tha Dlnctor 
77/04/14 2pp, 


790S040243 Forward* lE BulLotln 79*^07* "Bflcmic Strast Aoalyuilf of 
84f«ty'R«l4tt<f Piping '* Licanca* Action rt^ulrad 
0'8EILLYiJ P Ragion 2, Atlanta. Offica of tha Dlractor 
79/04/14 Spp 


770S040266 Forwarift IE Bullatln 79~07. "Qaiinic Straai Aoalyait of 
8af aty^Ralatad Piping Llcaniaa action raqulrad 
□ -'REILLY* J P Ragion 2« Atlanta. Qffica of tha Oiraptor 

79/04/14 2pp 


7909040346 Forward* IC Bulletin 79-08. "Evintc Ralayant to Bolling 
Water Pouiar Reactor* Idantlfiad During THI Incident '* 

O'REILLVj J P Raglan 2. Atlanta. Office of the Director 
79/04/14 ip 


7909140332 Notifies of consolidation of five intarv^anor groups ti rafen 
•Aisilon* Issue Partle* have until 790529 in which tc file 
for summary disposition 

DUFLG. H £. Atomic Safety and Llcaniing Appeal Panel. 79/04/S9 
I3pp, 


J Insurance & indemnity Information 


7905070382 Confirm** increase In liability limit to *36. 000. COO for 
policies HF-22.26c 29. 30.39. 44. 46. 47. 49. 50. 51. 92. 93. 54, 59, 9&, 

97r SB, AO, Al, A4. 66. A7, AB. 69. 70, 71. 72. 74. 7A, 77. 70. 79. BO, BA, &7, 
80.90.91.92,93.94.95 & 9A 

aOBERTS. D H Mutual Atomic Energy Liability OndeTwr iters 79/05/01 
Ip 


7909010183 Forward* IE Info Notice 79“06. “Streis Analysis of 
Bafety’-Related Piping '■ 

omEILLY.J P Region 2. Atlanta. Office of the Oireetor 
79/03/23 2pp 


790S030193 Forwards IE Bullatln 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Saf ety-Relaied 8y* “ Licensae action 
re<iuir*<l 

O'RElLUYi J P Region 2. Atlanta. Office of the Director 
79/04/17 Ip 


790S020493 Forwards IE Bulletin 79-OAA. Revision I. "Review of 
Operational Errors & Bys Misalignments Identified During THt 
Incident ** 

O'REILLY. J P, Region 2, Atlanta. Office of the Director 
79/04/ie 2pp 


7909240920 Act receipt of IE Inep Repts SO ’•491/79-07, 90-492/79-07 A 
80-493/79-07 an 790320 St 23 No proprietary Info 
OAIL.L C Duke Power Co 79/04/29 Ip 


—7905240929 Forward* IE Imp Repts 90-491/79-07.50-492/79-07 A 
80-493/79-07 on 790320 Si 23 No noncompliance noted 
MURPHY. C E Region 2. Atlenta. Reactor Construction St 

Engineering Support Branch 79/04/09 2pp. 


—7905240837 IE In*p Repts 80-491/79-07.50-492/79-07 k 50-493/79-07 on 
790320 i( 23 No noncompl Unco noted Major area* inspected' 
procedures for erection of conta inmerts. etee) structures & 
supports. erection work & quality record* 

8UAN.N B. Region 2. Atlanta. Office of the Director 
BRYANT. JC Region 2. Atlanta. Reactor Construction St 

Enginaering Support Branch 79/04/OA App. 


DOCKET aiN- 90-493 CHEROKEE NUCLEAR STATION, UNIT 3 


Q Adjudicatory correspondence 


7905080359 Forward* DF Ross memo re accumulator characteristics 
Identified during study of ECCB performance. 

BARTH, C A Branch 3 79/04/09 2pp 


7909090147 Forwards mama* discussing problems etptrlencad in connection 
w/pipe support ba«e plate design. 

BARTH. C A. Branch 3 79/04/09, 2pp 


—7905090180 Forwards 780928 Board notification pip* support ba** ptale 
design. Request* notification of decltion as to whether 
licensing board* will be notified. 

SCINTOrJ.F. Office of the Esecutlv* Legal Director 78/10/11 

Ip 


7909240738 Forward* memo r* behavior of iodine during postulated stsam 
generator tube rupture accidents 
BARTH, C A. Branch 3. 79/04/09 Ip 


7909290199 Forward* memo r« sabotage of spent fuel NRC assessment of 
significance of info will be forwarded to Board when 
aval lable. 

BARTH. C A Branch 3 79/04/05, 3pp. 


7909030301 Forward* IE Info Notice 79-07. "Rupture of Raduaiti TenU * 
O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/03/26 2pp 


7908230699 Aek receipt of IE Imp Rept* 90-491/79-09.90-492/79-09 1 
SO-493/79’*09 on 790227-0302 No proprietary Info 
DAIUiL C Duke Power Co 79/04/06 Ip 


—7908230726 Forwards IE Insp Repts 50-491/79-09. 90-492/79-05. 8. 
90-493/79-05 on 790227-0302 No noncompliance noted 
MURPHY.C E. Region 2. Atlanta, Reactor Construction A 
Engineering Support Branch 79/03/30 2pp 


—7909230752 lE Insp Repts 90-491/79-09.50-492/79-09 A 80-493/79-05 oa 
790227-0303 No noncompliance noted Major areas inspected 
batch plant, rebar storage, concrete procedures, specs, records 
A blasting controls 

HARRIS.JR. BRYANT. JC Region 2. Atlanta. Reactor 

Construction A Englnearing Support Branch 79/03/87 8pp 


7909040188 Forwards IE Bulletin 79-06B. "Review of Operational Erren t. 
figs Nlsalignmants Identified During TMt Incident " 

O'REILLY. JP Region 2, Atlanta. Office of the Director 
79/04/14 2pp, 


7909040263 Forwards IE Bulletin 79-07. "Seismic Stress Analguils of 
Safety-Related Piping, *' Licensee action required 
O'REILLY, J P Region 2. Atlanta. Office of the Director. 
79/04/M, 2pp 


7909040266 Forwards IE Bulletin 79-07. "Seismic Stress Analysis of 
Sefety-Ralated Piping " Llcansee action requlrad 
O'REILLY, JP Region 2. Atlanta. Qffica of the Director 
79/04/14. 2pp 


7909040346 Forwards IE Bulletin 79-08, "Events Relevant to BolUn| 
Water Pawsr Reactors Identified During TMI Incident " 

O'REILLY, J.P Region 2. Atlanta, Office of the Director 
79/04/14. Ip 


7905010396 Forwerds IE Info Notice 79-10, "Nonconforming Pipe auppofl 
Struts ” 

D'RElLLYi J P Region 2. Atlenta, Office of the Director 
79/04/18 Ip. 


7909030183 Forwards lE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Breaker In Safety-Related Syi." Licensee action 
required , 

O'REILLY. J.P. Region 2, Atlanta, Office of the Director 
79/04/17 Ip. 


7909020453 Forwards IE Bulletin 79-06Ar Revls Ion 1, "Review of 
Operational Error* L Syt Misalignments Identified During TMI 
Incident. " 

0 'REILLY, J, P, Region 2, Atlanta, Office of the Director. 
79/04/18. 2pp, 


790929006S Response filed per ALAB‘‘909. Per kins Licensing Board's use of 
di minimus theory was apprepriate L tn compliance 
w/applleablf law Certificate of Sve end. 

MCOARRYiJ M Duke Power Co. 79/04/09 lipp. 


79091 1041B Response to ALAB-509 re radon emission# 6 d* minimus theory 
from Perkins record. Certificate of sve end. 

SCINTO.J. F Hearings Oivltton. 79/04/11. 49pp. 


7908240880 Ack receipt of IE Insp Repts 90-491 /79-07i 90-492/79-07 i 
90-493/79-07 on 7903ZO 6 23. No proprietary info. 

DAlLiL C, Duke Power Co 79/04/28. Ip. 


—7908840925 Forwards IE Insp Repts 80-491/79-07.50-492/79-07 t 
80-493/79-07 on 790320 k 23 No noncompl lance noted. 

MURPHY, G E. Region 2, Atlanta, Reactor Construction k 
Engineering Support Branch. 79/04/09 2pp. 


7909140519 Response to 790404 brief of PhlUdelphU Electric Co, P6E40 k 
Atlantic City INJI Electric Co re de minimus theory. 

Certificate of five end, 

KEPFORD.C R Cttliens for Safe Environment. 79/04/U. 0pp. 


79/04/ U. 


DOCKETED ITEMS 


23 ir'’ ”'"’‘•,“"‘*'’'''”-07.80-498/79-07 «< 80-493/79-07 01. 
7 fq 320 23 Uo noncompUancfl nottd Ma tor ^ 


790S29000S R.jl, bj, ,pp,j j „ 0 ^J 0 ..l.n.l. 

'oMlnuISci 5i« tr "‘ll* 790422 .otion Ur 

C.rtiUc.t, .* avrii??’ •■ ■'"'••♦•n.I.I. 

*^ 4 ,. ^ Boiit NEWMANrJ R . CULP>R H 

l.ou«ntl;ain»Mtwnian.Rfli.Axpl>-ai5 4. Toll 7?/04/27 5pp 
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of 


WCKET BTN-30-495 aWEGGAR-pi 

«. eorr.„o„d.nc. 


7905070444 n>.p«ndi to NRO 790t84 Hr roquostlng 4441 Info r. 
<>T#Umlnar« d<«lgn approval Forward* U*t of 
catagorU* a* aid In ravitu 

KENNEDY. W.J Stona Si Wobtbar Enginearlng Corp 79/0S/03 2pp 


— 7909070452 
flat^ifaa ^1 
Calagorv 
GOVDiR, S, 


Diflcuaaes axtanalon raviaw ra prallminaru dtsign aporovaU 
8WE8SAR/RE8An-4l daalgn comparlJ^Jo 

OlvUlon of Projact Hanagamant 79/01/24 SOpp 


7903220232 Forward* tat of 8WeaBAR~Pl through Amand 29 for 

i?il’';9s;s"Hrto'‘ii8 JoSr *' *» 

CULPiM. 0 Stona Si l^ebitar Hngtnaarlng Corp 79/03/14 


pral latlnarg 
In 

4pp 


H Oaneral corraipondanca 






. rcquBsv ror -Hrahaarlno Confaranca Ordar ft 

oJmlitrV?’' Pajltlona** 8. "Part 2 Rult* of Practica for 
Oomastlc Llcanalng Procaadlnps " 

RYAN.C R Cltl jam Concernad About Nuclaar Powar. Inc 79/04/10 


r naiponae co fgia ra^uast 
Rtfllng t/pon fntarvantUn Patitioni, - at -rar 
Practica for Do««»tlc Llcaming Procatdlnot 
ra^uaatad info W/o and 

PELT ON 4 J H OiVialon of ftulai and Raeordf 


r rranraring tonttranc# Drdar 
V "Part 2 Rulti of 
Forward I 


79 / 04/24 Ip 


7909000408 Foruarda Amand 3 to F8AR 

TURNER. E A Kouiton Lighting ti Powar Co 79/05/04 3pp 


— 7905080409 Amand 9 to FSAR 

* Houiton Lighting h Powtr Co 79/05/04 SOOpp 


^KET STN- 90-498 QOUTH TEKA 8 PROJECTi UNIT 1 

itaga documantf S< corraipondanca 


-rui»»at7.to6 roruaruf auppiamantal info to Ai*and 9 to FSAR cova 
Procadura AQ40KPCCP-14 &< QA vibrof lotation ln*p rapt dtd 
7i^0903 

TURNER. E A Houiton Lighting tc Pouar Co 79/05/09 70pp 


79091 000A9 
atructwra 
PARR. 0.1). 


Rftqwaita addl info In oraaa of machanlcil anginaarlng, 
i anglnoorlng h lyt analgtltifor rtvlau of FSAR, 

Light Matar Raactori Branch 3 79/04/13* iSipp. 


7909300372 Raquaita addl Info ra matallurgg to complata raviaw of FSAR 
PARR»a, 0 Light Watar Raactora Branch 3 79/04/30 7pp 


M Antltruat corraipondanca 


7909190945 Forwards TX Utili Co S« mbaidiariii ' antuar to NRC Initial 
Intarrogatorlas ti ra^uaiti for prodoction of documtnti 
Rasarva* rights to flla objactlons tn protactiva ordar bafora 
790305 Cartlflcate of 8vc and 

SLlCKEVrF K Norsham. Forigtha Si Sampalt 79/03/01 tp 


7909240BA9 Notification of 790510 maatlng w/util In Bathasda.HD to 
diacuis first round ((uastlons daaUng w/soil 
atuclura Iniaraetion anall/sl* 

LIClTRAiE Light Watar Raactori Branch 9 79/09/04. 3pp 


P aacurltgi fltadlcalt arnorgancy Si fira pratactlon plant 


7909030S3& Forwards Amand 1 to physical sacurlty plan Plan withhald 
Craf tacpn2 790) 

TUflNCRfE. A. Houston Lighting Si Powar Co. 79/03/01 Ip. 


7905020232 Grants 790317 motion by Public Utils Board of Brewnsvl i la. TX 
taaking a xtenslons . unti I 790330 Si 790405i in which to conpal 
foliar rtsponsas to Board'^s interrogator ias 

KAR6HALLf£ M Atomic Safety and Licensing Board Penal 79/03/22 
tP 


7905240127 Notiflas that location of daposition of LC Paatar of 
Honianto Co has bean changed from Holiday Inn. Alvin. TX to 
Butter. Blnlon. Rica. Coot St Knapp law efcs In Heustan. TX 
RYAN. T 0 Isham. Lincoln V Baal a. 79/03/22 Spp 


Q. Ad jud I catorg corraapondtnea 


79DS29830A Responds to Cltlitns for Equitable Util* 790223 petition to 
Intervana Patltion should be granted bacausa standing Is 
shown Cartlflcate of 8vc and. 

MCOURREN.H j Branch 1. 79/03/12, 17pp 


7909290170 Request by applicant that A8LB issue addl procedures prior 
to ruling an 780830 petition to intervene from Cltitens 
Concarned About Nuclear Power. Certlf icate of Sve end. 

NEWMAN. JhR, I REIS. K F, . GULP. R H. Lowenstt in. Newmeni Rais. Axelred Si 
Toll. 79/03/14. Bpp. 


7909300081 NRC respens* to Houston Lighting St Power 790314 motion for 
addl prccadura* requisted from Citixeni Concerned About 
Nuclaar Powar. Raguest violates limitatins stated in NRC 
Rules of Practice Certlficata of Bve end, 

MCOUHREM.H J. Branch 1. 79/03/29. 0pp. 


790930-0064 Raspons# to applicant^* motion to provide A8L8 w/7903l9 
decLtipn in Health Resaarch Group v* Kennedy Reproduced from 
"Usgal Tima* of Hash Ington. ” Certificate of 8vc and. 
NCOURREN.H. J. Branch I 79/04/02. 3pp. 


7909250310 Assignment of RB SelimanrJH Buck V MC Farrar to A8LAB for 
p r oc aad ing. 

DUFLOiM.E. Atomic Safety and Licenalng Appeal Panel. 79/04/17. Ip 


79050304Q0 Order protecting confidentiality of info sought by Houston 
Lighting S. Power from Central Powtr St Light. West TX Utils. 

Public 8vc of OK St Bouthaaatern Electric Power Co 

MILLER. M.E Atomic Bafaty and Llcansing Board Penal 79/03/23 

5pp, 


7905310020 Response by util to second set of interrogator let St request 
for production of documants. submitted to Central Power Sc 
Light Also moves for protective order Certificate of Bve 
end 

BARNETT. e.W Baker U Botts 79/03/28 25pp 


7905070040 Advises that depoiltion of Edward Bharry.Air Products It 
Chemicals Co. Allentown. PA. or Ig inal ly scheduled for 790406. 
has been changed to 790419 at ofc of Air Products St 
Chemicals Co 

RYANrT.O, Isham. Lincoln Sc Beale 79/03/30 ip. 


‘-*>7905070045 RL Wright. AD Cypheri S. L Peeler were deposed during Mar 
Central Power St Light filed answers St objections to Houston 
Lighting St power Co first set of written Interrogafeorles. 

RYAN.T 0 Isham. Lincoln Sc Boat#. 79/03/30 2pp 


7905300058 R*pt on progress made in Mar 1979 in completing 
discovery. submitted per A8L9 780621 order Certificate of 8vc 
' end 

HARRIS. J.L . BEROER.M 0 . CLARK. R H. Justice. Dept of. 79/03/31. 
7pp. 


790929032a Notice of appeal by Houston Lighting St Power of 790403 order 
granting Intervention to Cltiien* Concerned About Nuclear 
Pow«r. Cits lens for Equltabl# Utils St Austin Citlxen* for 
Economical Enargy. Certif icat* of 8vc end. 

NEUMAN r J, R. . RElBtHF.i CULP.R.H. Lowemtein. Newman. Rei*. Aselrad fc 
Toll* 79/04/17. 5pp. 


7909030175 Describes discovery activities of Public Uttls Board of 
Ifownsyille. tx for Her 1979 Certificate of Sve end 
POlRCRiH.R Bpitgel St KcDlermid. 79/04/03 6pp. 
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7905090036 Requsit by TK UtiLf Ovnrt'diinfl Co for NRC bo Ontral 

P0(u»r 8» Light South iJatt Corp <as Intirvenor* In altarnctlvsi 
taek4 futnmarg diiposition or Invoking of cnllataral 
c«toppel o# Sve end 

KNOTTS. J B Deb aval & Liaberman. 79/04/03 3f«p 


— 7903090042 Request by TX Util Ganeratlng Co for order barring Cantral 
Pouer U Light -Prom ^oeking roliaf inconsi«t«nt br/Oiitrict 
Court dacisioh for favorable decision re eunieiary 
disposition 

KNOTTS. J B DebevolSB & Liebermen 79/04/03 app 

— 7905090030 «»fnp by TX Utils Oenoratlng Co re points & authoriti#* 
supporting motion to dtsmlss Central Pouer Light South 
West Corp ai Intervenars or for summary disposition 
KNOTTS. J B DebevoiSe t( Lieberman 79/04/03 dZpp 


7905100230 Response to second set of Interrogatories k requests for 
production of documents directed to DDJ by Houston Lighting 
Power -Qualifications of export uitnestes WE Scott le OTC 
Taylor h Certificate of 8vc end. 

HARRIS, J L . aER0ER,M 0 . CLARK. R H Justice, Dept o# 79/04/03 
23pp 


79051002B6 Response to second set of interrogatarles li nquesti for 
production of documents directed to Dept of Justice by 
Houston Lighting & Pouer Qua! if ieat ions of export uitnesses 
WE Scott & OTC Taylor & Certificate of 8vc end 

HARRIS. J L . BERGER. H O . CLARK. R H Justice. Dept of. 79/04/03 
23pp 


7903230651 Answer by Houston Power 6 Lighting to KRC 790323 response 
to util motion for protective order. NRC motion to compel 
further answers to Interrogatories NRC request for 
production of documents Certificate of 8vc end 

BARHETTiE W Baker Botts BOUKNIOHT. J A Louensteln.Newnin. Rrli» 
Aielrad & Toll 79/04/11 i2pp 


7903030260 Forwards revised page 26''! attached to Central Power 1. Light 
Co's answers 6 objections to Houston Lighting L Power Go's 
first set of written interrogatoriet to Central Power 
Light Co Certificate of Sve end 

STAHL. D H Isham. Lincoln I Deale 79/04/12 6pp 


7903240332 Advises no discovery requests have been Initiated op 
received by Tax-La Electric Cooperative, Xrtc Certificate of 
Sve «ncl 

BURCHETTE.W H Northeutt Ely 79/04/12 4pp 


7903230448 South TX Electric Cooperative, Inc U Medina Electric 
Cooperative. Inc's opposition to Public Utils Board of 
Brounsvi 1 le. rX 790405 motion for fuller responses to 
Interrogatories Certificate of Sve end 

HUNT£2,M McOinnls. Lochridge L Kilgore JOHN. D F A1cln.< Quap, 
Hauer U Feld 79/04/13 llpp 


7905240967 Advises that during Mar 1979 NRC filed motions to cosmI 
against Houston Lighting U Power TX Utils Generating Co 
NRC is preparing reeponses to TX Util's first L Houston's 
second set of interrogatories 

LESSV.R P Anti-Trust Division 79/04/13 Ip 


[ 

I 


I 

I 



7903230361 Request by Central Power 6 Light that A3LD issue protective 
order re interroga torles & request for production of 
documents from Houston Lighting V PoUer Certlficata of 6vc 
enc 1 

STAHL. D II It ham, Lincoln Beats 79/04/03 7pp 


7905100273 Response to TX 1/tlls Generating Co's objections to h motion 
for protective orders motion to compel further answers to 
Interrogatories S. request for production of documents 
Certificate of 8vc encl 

BLUME.M fi Anti-Trust Division 79/04/04 34pp 


7905070231 Mar 1979 discovery progress rept of City of San Antonio 
During week of 790323. doc uments made available by City were 
inspected by Public Utllt Board of Brownvi 1 1 e. TX 
Certificate of Sve encl 

WOOD. JC Matthews# Nowlin, tiaefarUne 1. Barrett 79/04/05 4pp 


7903140113 Motion by Public Utils Board of Brownsvl 11 e# TX to compel 
further production of documents from South TX Electric 
Cooperative V Medina Electric Coo-perat ive. Supporting 
documentation & Certificate of Sve end 
POIRIER. H R Spiegel U HcDiarmid 79/04/08 17pp 


7903140138 Request by Central Power 6 Light for extension of time to 
respond to 790326 responses by Houston Lighting 6 Power 6 TX 
Utils Generating Co to former'e interrogatories U document 
requests Certificate -of 6vc encl 
STAHL. D Ishanu Lincoln & Beale 79/04/05 6pp. 


7903100386 Moves that responses to motions for summary disposition 
filed by Houston Lighting 6 Power h TX Utils Generating Co 
be governed by tOCFR2 790<a) Certificate of Sve end 
LE809.R P Anti-Trust Division 79/04/06 Spp 


7903130190 Motion by Houston Lighting ti Power for protective order re 
public disclosure of Info requested by Public Utils Board of 
Brownsvi 1 le, TX Certificate of Sve encl 

BARNETT. E W Balter it Botts. BOUKNIGKT. J. A Lowenstetn. Newman. Relt. 
Ax tired L Toll 79/04/06 9pp 


7903230793 Statue of discovery it production during Mar 1979 Certificate 
of Sve end 

BALQUOfi.R C Austin. TX. 79/04/06 3pp 


7903100412 Applies restrictions on confidential documents to fat 
produced by Kouiton Lighting L Power Co in response to 
request for production of documents by Public Utile Board of 
Brownsvi 1 le. TX 

KILLER. M E Atomic Safety end Licensing Board Panel 79/04/09. 
Spp 


7903230468 Status rept on dtscevery for Mar 1979 Discovery requests 
ware neither initiated nor recti ved. Certificate of 8vc encl 
JOHN. D F, Akin. Oump. Hauer L Feld 79/04/09, 5pp 


7903290077 Motion by Gulf States Utils far further extension of tlmo. 
until 790423, in which to complete responie to City of 
Brownsville's subpoena for production of documents. 

Certificate of 8vc end, 

RADER. R.K. Conner. Koore 6 Corber, 79/04/09. 6pp. 


790325012? Ack raooipt of response to Mar 197? motion to compel 6 
evaluation in progress 

LEQSV.R P Anti-Trust Division 79/04/13 Ip 


7903140126 Request by Public Utils Board of Brownsvi 1 le, TX for 
extension of time to answer first set of interrogatories L 
requests for production of documents from Central Power L 
Light tc Houston Lighting 6 Power Certificate of 8vc encl 
MCDIARMID.R C Spiegel 6 McOiarmld 79/04/16 7pp 


7905240241 Corrects revised page 28-1 of Central Power it Light Co 
answers it abjections in 790412 proceeding from '"expenditure 
other than expenditure'" to '"expenditure other than 
advertising Certificate of Sve encl 
STAHL. D M Isham. Lincoln 6 Beale 79/04/17 4pp 


7903150780 Directs TX Utils Generating Co (TUOCO) to produce docuainti 
or make full responses to 790113 interrogatories Denise 
TVGCO'i order for protective order 

MILLER.fi E Atomic Safety and Licensing Board Panel 79/04/10 

8pp 


79DS230624 Response by util tO Central Power tt Light's 790326 
objections it 790403 motion for protective order r# util'i 
first set of interrogatories Includes motion to compel 
answers W/notice of appearance U Certificate of Bve 
BARNETT, E W Baker Botts BOUKNIOHT. J A . FRANKLINiW J 
Lowenstein. Newman. Re if, Axelrad it Toll 79/04/19. IBpp 


7905230677 Grants extension of time to answer interrogator its by fvbllr 
Utile Board of Brownsvi lie, TX. in response to 790416 motion 
MILLER.M E Atomic Safety and Licensing Board Panel 79/04/(9 Ip. 


79051Q0116 Motion by Central Power it Light to compel Ho-uiton LiyhUn| |i 
power to answer second set of interrogatories submitted 
790223 Supporting documentation it Certificate of Sve encl. 

STAHL. D. Isham. Lincoln it Beale, 79/04/20 20pp 


—7909100123 Motion by Central Power Light to compel TX Utils 
Generating Co to answer first set of interrogatories 
submitted 790223 

STAHL. 0. Isham, Lincoln Beale. 79/04/20 ISpp. 


7905100271 Aniwir by Central Power it Light It Central 4c South Nest Corp 
seeking continuance of NRC antitrust reviews. w/no party 
banned on grounds of res judicata of collateral estoppel, 

Supporting documente tlon V Certificate of Sve encl 
POHELL.R.E . HILLER. K.l,. STAHL. D M Isham. Lincoln it DtaU 
79/04/20. 113pp. 


7905100106 Opposes City of Austin's 790329 brief it 790403 motions for 
full or partial summary judgment filed by Houston Lighting 
in Power 4( TX Utils Generating Go. Seeks denial of 
certification interlocutory eppeals U/Cer t if Icats of 8vc 
LES&y.R.P,, BLUME.M » Anti-Trust Division. 79/04/23 24pp. 


7905140151 Response of Public Utils Boerd of Brownsvi 1 Isr TX opposing 
Houston Lighting it Power motion for summary decision L 
City of Austin brief in support of ret jud Icata. Supporting 
dacunentetlon i Certificate of Bve encl. 

MCDIARHZO.R G i JABLON.R A.. POIRIER. H.R. Spiegel it HcDiarmid. 
79/04/23, B4pp. 
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790^240248 Conform 790424 telcon that util pl4n« to fll* r««pon«fl to 
7904t9 Motion 0^ r#coniidir4itlon of board ordar of 

79041& compaUing further aniuer bg util Certificate of 8vc 
rnc I 

ntANKLlNiU J Louenetelrti Neumanr Reif I Aielrad U Toll 79/04/S4 


7909240824 Utll'i di«cover<j progreea rept for Apr* 1979 Certificate of 
8yc end 

FRAMRLiMiU J Loweneteirii Neumahr ftelsr Axelrad U Toll 79/09/02 
7pp 


79052S0191 Req,ua»te util auppl tt update ll*t of privileged docutnente 
LES8Y4R P Antl“Tru*t Oivlelon 79/09/02 Ip. 


79092304A& NRC answer to motions of Oulf States Util for protective 
ordar & order setting conditions for compliance te/79022ii 
subpoena Util should produce documents as raqueeted 
Certificate of 8vc and, 

BLUMEfH 8 Anti-Trust Division 79/05/04 I4pp 


0 Inspection reportsi IE Bulletins U correspondence 


7909010076 Forwards IE Imp Repti 30-490/79-03 50-499/79-03 on 

790221-23 i( notice of violationt 

QEIOUErU. C Region 4, Dallasi Reactor Construction (t Engineering 

Support Branch 79/03/14. 2pp 


— 7905010379 Notice of violation from Imp on 790221-23 

» Region 4r Dallasi Office of the Director 79/03/13 ip 


— 79090 103B3 IE Imp Repts 50-498/79-03 50-499/79-03 on 790281-23 

Noncomp 1 iante noted failure to follow procedures for 
steerage of matl 

I«JDACEK«W 0 . KARTINiU E Region 4i DallaSr Offic.e of the 
Director HALL« R E Region At Dallasi Reactor Construction U 

Engineering Support Branch 79/03/13 9pp 


7909010879 Forwards IE Info Notice 79-OAi *'8trttss Analysis of 
Saf etg'Related Piping " 

SEYFRITiK. V Region At Dallasi Office of the Director 79/03/23 

Ip^ 


7709010457 Forwards IE Bulletin 79‘-05At ^'Nuclear Incident at 
TMI - Suppl. " 

SEVFFIIT^K V Region 4f Dallas, Office of the Director. 79/04/05 

Ip 

7905040492 Forwards IE Bulletin 79-068, "Review of Operational Errors it 
8vf lilsal Ignments Identified During Tfil Incident " 

BEYFRlTiK V Region 4, Dallas, Office of the Director 79/04/14 

tp 


7909040613 Forwards IE Bulletin 79-00, "Events Relevant to Boiling 
Mater Power Reactors Identified During TMI Incident " 
aeVFRlT.K V Region 4, Dallas, Office of the Director 79/04/14. 
lp> 


790S07005S Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Saf ety-Relatid Piping." Licensee action required 

SEYPRiTiK V Region 4i Dallas, Office of the Director 79/04/14 

Ip 


7909010441 Forwards IE Info Notice 79-10, "Nonconforming Pipe Qupport 

atruti. " 

8EYFRIT,K V. Region 4, Dallas, Office of the Director. 79/04/16 
ip. 


7909090099 Forwards luppl to lE Bulletin 79-09A. "Nuclear Incident at 
TMI. " 

BEYFRIT,K V Region 4, Dallas, Office of the Director. 79/04/16 
Ip. 


790S030271 Forwards IE Bulletin 79“09i "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys. " Licenses action 
required, 

SEYFRITiK V Region 4, Dallas, Office of the Director 79/04/17 

Xp 


790S2406B6 Ack receipt of 790403 Itr informing NRC of steps taken to 
corect violations noted in IE tnsp Repts 50-498/79-03 
90-499/79-03 

SElDLEiM C. Region 4, Dallas, Reactor Gonitructlon M Engineering 
Support Branch 79/04/26 Ip. 


—79 05240693 Responds to NRG 790314 Itr re violations noted in IE Insp 
Repts 80-49S/79-03 R 90-499/79-03 Corrective actions, 
storage areas on site surveyed for stainless steel matl in 
contact w/carbon steel 

TURNER, E A Houston Lighting St Power Co. 79/04/03, 2pp. 


B Reportable occurrences, LERs !< related corrospondenc e 


7905030136 Forwards PN0-79-67Hi I , U U K 

SEYFRlTrK V Region A, Dallas, Office of the Director 79/04/06 
iP 


7905030094 Forwards PN0-79-67L, M, M S, P 

BerDLE«U C Region 4# Dallas, Reactor Construction & Engineering 

Support Branch - 79/04/09 IP 


7905030099 Forwards PN0-79-67Q 

0£IDLE,H C Region 4, Pallas, Reactor Construction & Engineering 

Support Branch 79/04/10 Ip 


7905030143 Forwards PNQ-79-67R L 79-77 

SElDLEi W C Region 4, Dallas, Reactor Construction & Engineering 

Support Branch 79/04/11 Ip 


7905030110 Forwards PNO-79-678 

SEIDLE, H. C Region 4i Dallas, Reactor Construction U Engineering 

Support Branch, 79/04/12 Ip 


7905030189 Forwards PN0-79-67T 

SElDLErM C Region 4, Dallas, Reactor Construction M Engineering 

Support Branch 79/04/13. Ip 


7905030071 Forwards PN0-79-67U S« V 

BEIDLErM C Region 4, Dallas, Reactor Construction 1* Engineering 

Support Branch 79/04/16 IP. 


7905030240 Forwerds PN0-79-67W 

SEIDLEiM C. Region 4, Dallas, Reactor Construction & Engineering 
Support Branch 79/04/17 Ip 


7905020516 Forwards PN0-79-67AA 

8EIDLE,H C Region At Dallas, Reactor Construction fe Englnearlng 

Support Branch 79/04/20 Ip 


7905020905 Forwards PN0-79-67AD, AC tn AD 

SEIDUEiW.C Region 4i Dallas, Reactor Construction i* Eng ineer Ihg 

Support Branch 79/04/23 Ip 


7905040391 Forwards PN0-79-67AE 

BEIDLE, N C Region 4, Dallas, Reactor Gone true tlen M Engineering 

Support Branch 79/04/26 Ip 


— 7905040406 PN0-79-67AE summary of info re nuclear incident as of 
790424 Describes plant & environ status 
# Office qf Inspection tt Enforcement 79/04/24 3pp- 


7905070195 Forwards PN0-79-67AF ^ AO. 

BElDLEiW C. Region 4, Dallas, Reactor Construction Engineering 
Support Branch, 79/04/27 Ip. 


7905310216 Forwards PN0'*79-67AHr AI AJ 

SEIDLErW C. Region 4, Dallas. Reactor Construction Enginserlng 
Support Branch 79/04/30 Ip. 


7905240385 Forwards PN0-79-67AK M AL 

SeiDLEiW G Region 4, Dalles, Riactor Gonetructlfln At Engineering 

Support Branch 79/08/04 Ip. 
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79O9S&O306 Rsipondt to ifor E^utt 4 bl« 770S23 petition to 

Intorvdne PotltloTi should ie Br^intffd bo€«uso itondins i« 
thoun 'CortlficAto of Svc oncl 
MCOURREMiH J ffr«rtch 1 79/09/ L 2, 17pp. 


7900290170 Re<iocft bv Applicant that ASLB Icsut addl proc«d4Jrs« prior 
to ruling on 700330 petition to Intervene from Cftiitni 
Concerned About Nuclear Pouer Certificate of 0vc end 
NEUNANf U R I REIStH F < CUtP^ R H Loteiene teioi NeunaPf Reis* Axelrarf It 

Toll 79/03/14 epp 


7909300081 NRC response to Houston Lighting k Power 790314 motion for 
addl procedures reiiuffeted from Citizens Concerned About 
Hgdear Power, Re ques t violates llmltatlns stated in NRC 
Rules of Practice Certificate of Svc end 
MCOURREN*H J. Branch 1 79/03/29 Bpp 


79093000&4 Response to applicant's motion to provide A8LS ur/7903t9 
decision in Health Research Group vs Kennedy. RepToduced from 
"Legal Timet of tfaehingtOTi '* Certificate of Svc end 
KCGURRENrH J. Branch 1 79/04/02 3pp, 


79O92SO310 Assignment of RS Seltmani JH Buct k HC Farrar to ASLAO for 
proceed Ing 

Dl/FLO«H E Atomic Safety and Licensing Appeal Panel 79/04/17. Ip 


790929032-0 Notice of appeal bg Heuston Lighting l( Power of 790403 order 
granting intervention to Citizens Concerned About Nuclear 
Power# C l tizens for Equitable l/tiJs I* Austin Citizens for 
Economical Energy Certificate of Svc end 

NSt/HAN. J R * RElStK F « CULPrR H Lowenstein* Newman# Relsr Azelrad U 
Toll 79/04/17 9pp 


7909290002 Reply by applicants to NRC, 790420 motion for eztenslan of 
time la to Cltiiens for Equitable Utils 790422 motion for 
continuance SotK motions are unnecessary k unreasonable 
Certificate of Svc end 

aCHWARZiM D Baker li Dotts NEHHAN# U R * CULP# R H 
LawanstelnrNewmani^Rels# Axelrad k Toll 79/04/27 9jip 


H General correspandence 


7903090007 FOIA request for "Preheaplng Conference Order Ruling Upon 
Intervention Petitions'* & "Part 2 Rules of Practice for 
Domestic Liceneing Preceedingt^ " 

RV'AN.C R. Citl-zens Concerned About Nuclear Power* fnc 79/04/10 

Jp 


7909010024 Response to FOIA request for "Prehearing Conference Order 
Ruling Upon Intervention Petitions#" & "Part Z.Rules of 
Practice for Domestic Licensing Proceedings ” Forwards 
requested Info.H/o end 

FELTDNa J M Division of Rules and Reco-rds 79/04/24 Ip. 


K. Utility Final Safety Analysis Report <FBAR) I# amends 


7903030400 Forwards Amend 3 to FBAR. 

TURNER# E A Houston Lighting I* Power Co. 79/08/04 3pp 


— 7905090409 Amend 3 to F8AH 

» Houston Lighting & Power Co 79/03/04 SOOpp. 


7903190236 Forwards supplemental info to Amend 3 to FEAR covering Const 
Procedure A040KPCCP~14 4« OA vl hr of lotatlon Insp rept dfrd 
760903 

TURNER# E. A Houston Lighting k Power Co 79/05/09, 70pp 


K Antitrust correspondence 


7903ES054S Forwards TK Util* Co & i ubf id iar ^ answer to NRC Initial 
interrogatories !< req-uests for production of dacumentei 
Reserves rights to file objections & protective or-dtr befora 
790303. Certificate of Bvc end 

8LrCKEY#F.H Horsham* Forsythe & aampels, 79/03/01 ip 


7903020232 Grants 790317 atotion by Public Vtlls Board of Brounsvllla# TX 
■eetlng extensions until 790330 fc 790409 In which tc compel 
fuller reeponses to Board's Interrogator lee 

HARSHALL# E. H Atozeic Safety and Licensing Board Panel 79/03/22 
IP 


7909240127 Notifies that location of deposition of LC Peeler of 
Monsanto Co has been changed from Holiday Inn# Alvin# TX to 
Butler# Blnion*Rice*Cook «c Knapp taw offices In Houston# TX 
RYAK#T 0. Isham# Lincoln L Bsale. 79/03/22 9g> 


7909020490 Order protecting cdnf Idential ity of info sought by Hduston 
Lighting I# Power from Central Power I# Light# Hcst TX Utils# 

Public 8vc of OK It Bouthuestern Electric Power Co 

MILLER# N E Atomic Safety and Llcinilng Board Panel. 79/03/23 

9pp 


7903310020 Response by util to second set of Interrogatories b reqvitt 
for production of documents# submitted to Central Power I* 

Light Also moves for protective order Certificate of 8vc 
end 

BARNETT# E.H Baker It Batts 79/03/29 25pp 


7905070040 Advises that deposition of Edward Sherry# Air Products b 
Chemicals Co# Al 1 entown# PA# or Ig tnal ly scheduled for 790406# 
has been changed to 790419 at ofc of Air Products It 
Chemicals Go 

RYAN#T. 0 Isham# Lincoln It Beale 79/03/30 Ip 


— 7909070043 RL Hrlght#AD Cyphers It L Peeler were deposed during K 4 r 
Cintrel Power It Light filed answers It objections to Houston 
Lighting It Power Co first set of written interrogatories 
RYANfT 0 Isham. Lincoln I. Beale 79/03/30 2pp 


7909300098 Rept on progress made in Mer 1979 in completing 
dlicoverg# submitted per ASLB 780621 order Certificate of Svc 
end 

HARRIS# JL. Justice# Dept of 79/03/31 7pp 


7903030179 Dascribes discovery activities of Public Util Board of 
Brownsville# TX for Her 1979. Certificate of Svc end 
POlRERrM. R Spiegel 4 HcDlarmid 79/04/03 6pp 


7909090036 Request by TX Utils Generating Go for NRC to disnlii Cintral 
Power Ic Light South Hbst Corp as intervenors In alternative) 
seeks summary disposition or invoking of collateral 
estoppel Certificate of Svc end. 

KNaTT6#JB Debevoise It Llcberman. 79/04/03 9pp 


— 7909090042 Request by TX Util Generating Go for order barring Cinlral 
Power k Light from seeking relief inconsistent w/Di«trlct 
Court decision for favareble daeltion re summary 
disposition 

KNOTTS# J B Dabevoise It Lieberman 79/04/03 2pp. 


— 7905090080 Memo by TX Utils Generating Co re points l« authorities 
supporting motion to dismiss central Power It Light South 
West Corp as Intervenors or for summary disposition 
KNOTTS# J. B Dsbevoise It Lieberman 79/04/03 42pp 


7909100280 Reipanse to second set of interrogatories It requests for 
production of documents directed to Dept of Justice by 
Houston Lighting It Power Goal if idatlons of export witnesses 
HE Scott It GTC Taylor St Certificate of Svc end. 

HARRIS# JL Justice# Dept of 79/04/03. 23pp 


7909140070 Response to first set of interrogator Its It request for 
production of documents submitted by TX Util Oenerating Co 
Certificate of Svc end 

HARRIS# J L Justice# Dept of. 79/04/03 lipp. 


7903290361 Request by Central Power It Light that ASLB issue protective 
order re interrogatories t# request for production of 
documents from Houston Lighting l< Power, Certif lea te of Svc 
end 

STAHL# D M, Isham. Lincoln It Beele 79/04/03 7pp 


7909100273 Response to TX Utils Generating Go's objections to Ic notion 
for protective orders It motion to compel further answers to 
interrogatories It request for production of documents 
Certificate of Bvc end. 

BLUME.M B. Anti^Trust Division. 79/04/04 a4pp 


7908070231 Mar 1979 discovery progress rept of City of 8aii Antonio 
During week of 790323# documents mads available by City were 
Inspected by Public l/tlls Board of Brownvi 1 la# TX 
Certificate of Bvc end. .. 

WODD/J.C Hatthewsi Nowlin# Macfarlena It Barrett. 79/04/05 4fp 


790914GU9 Motion by Public Utils Board of Brownsvll 1 e# TX to coapsl 
further production of documents from South TX Electric 
Cooperative It Medina Electric Cooperative Supporting 
documentation It Certificate of Svc end. . 

POIRIER# M.R Spiegel It McDiermld 79/04/09 17pp. 


79O914G130 Request by Central Power It Light for extension of tiff to 
respond to 790328 responsts by Houston Lighting It Power It TX 
Ifllls Generating Co to former's interrogatoriie. Document 
requests. Certif icate of Svc end 
BTAHLiD Isham# Lincoln It Beale 79/04/09 bpp. 
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7^09(0033^ Mov*« fch^t responio* to motioh* for tu<n««aru <Jl*po»tfclon 
fUfld tv Houston lighting «c Pourer U TX Util« OenvrAtitig Co 
to govornod 10CFR2 7?0 (a} Ctrtiflcat* of 8vc oncl 
LE6SY. R P Anti-Truit Division 79/04/06 Spp 


7905190190 Notion ty Houston Lighting it Powor for protoctlvo ordor <*• 
public dlsclosuro of info rftiiuottod bq Public Utili Board of 
arounsvlllo# TX Cortiflcata of 8vc *ncl 
GAHNETTiE U Bak«r ic Botts 79/04/06 9pp 


7905330793 Status of dlscovory & production during Nar 1979 Certificata 
of Svc and 

BALOWOH,R C Aostim TX 79/04/06 3p p 


7905100412 Appllas rastrtctions on confldantlal documsnti to b« 
pToducad bv Houston Lighting Power Co in response to 
req.uest for production of documents by Public litlls Board of 
Brownsvl H e. TX 

-NlLLERiN E Atomic Safetg and Licensing Board Panel 79/04/09* 
5pp 


7903230677 Oranti extension of tiete to answer inter roga tor les by Public 
Utils Board of Brownsvl 1 lei TX# in response to 790416 motion 
HILLER^N E Atomic Safety and Licensing Board Paneln 79/04/19 ip. 


7905100123 Notion bg Central Power 6 Light to compel TX Utils 
Oaneratlng Co to answer first set of interrogatories 
eubfflltted 790223 

BTAHLiD Isham* Lincoln &i Beale 79/04/20 12pp 


7905100271 Aissuer bu Central Power Sc Light V Central L Bouth Hest Corp 
seeking continuance of NRC untitrust ravlewsi ui/no partg 
banned on grounds of res judicata of collateral estoppel 
Supporting documentetion. & Certificate of Svc end 
PQUELLiR.E Ishami Lincoln St Deals. 79/04/20 ll3pp 


7905100106 Opposes Citg of Austin's 790329 brief 4 790403 motions for 
full or partial sumnarv judgment filed by Houston Lighting 
& Power St TX Utils Generating Co Seeks denial of 
certif ication U inter locutory appeals H/Cer t If tcate of 9vc, 

LESflY, R,P Anti -'Trust Division. 79/04/23 24pp 


790523048^ Status r#pt on discovery for Mar 1979 Discoverg requests 
were neither initiated nor received Certificate of Svc end 
JOHN I D F Aklni Oumpf Hauer S< Feld 79/04/09 3pp 


7905290077 Motion bg Oulf States Utils for further extension of timei 
until 790425f in which to complete response to City of 
Brownsville's subpoena for production of documents 
Certificate of Svc end 

RADER^R M. Conner^ Moore & Corber 79/04/09 6pp 


790S230651 Answer by Houston Power b Lighting to NRC 790323 response 
to util motion for protective order* NRC motion to compel 
further answers to interrogatories U KJRC requast for 
production of documents Certificate of Svc encU 
BARNETTfE W Baker 4i Botts 79/04/11, I2pp 


7905030260 Forwards revised p 28-1 attached to "Central Pauer 6 Light 
Co's Answers Objections to Houston Lighting 8t Power Co's 
First Sot of Written Interrogatories to Central Power It 
Lipht Co. " W/Certi f Jeata of Svc. 

STAHLrD M Ithamr Lincoln in Oeale 79/04/12 6pp. 


7903240332 Advises no discovery requests have been initiated ar 
received by Tex-Ua Electric Cooperative* Inc Certificate of 
Bve aneJ. 

BURCHETTE.W, H NorthcuttEly 79/04/12. 4pp, 


7905130663 Grants motions for extention of time for parties to respond 
to discovery requests 

MILLER# M E Atomic Safety and Licensing Board Panel 79/04/13 

3pp. 


7903230449 South TX Electric Cooperative* Inc l» Hedina Electric 
Ceaperative* Inc's opposition to Public Utils Board 
Browns vl I le* TX 790403 motion for fuller responses to 
Interrogatories Certificate of Svc end 

HUNTEZ*M. McOinnls, Lochridge b Kilgore 79/04/13 llpp 


7905140191 Response of Public Utils Board of Brownsvl 1 1 »* TX opposing 
Houston Lighting It Power motion for summary decision L City 
of Austin brief in support of res judicata Supporting 
documentation Certificate of Svc end 
HGDtARMIDiR C Spiegel b McDlarmid 79/04/23 04pp. 


790924O24B Co-nforme 790424 telcon that util plans to file reiponee to 
790419 Motion By NRC for reconsideration of hoard order of 
790416 compelling further answer by uttl Certificate of 8vc 
end 

FRANKLIN* M J Lowe ns te in. Newman* -Rats* Axe 1 rad To 11. 79/04/24 

6pp 


7905240324 Util's discovery progress rept for Apr* 1979. Cert If I cate of 
Svc end 

FRANKLIN* U.J Lousnste im Newman* Reis* Axe Irad 4< Toll 79/09/09. 

7pp. 


7905250191 Requests util suppl St update list of privileged documents 
LE8SY*RP. Anti-Trust Division 79/05/09 ip 


7905230466 NRC answer to motions of Oukf States Util for protective 
order & order setting conditions for compliance iif/790226 
subpoena Util should produce documents as requsitsd 
Certificate of Svc end 

BLUMEiK B. Anti-Trust Division 79/05/04. I4pp 


Q. Inspection reports* IE Bulletins u correspondence 


7905010376 Forwerds IE Insp Repti 50-49^/79-03 50-499/79-03 on 

790221-93 b notice of violation. 

8£tDLE«W, C Region 4* Dallas* Reactor Construction t< Engineering 

Support Branch 79/03/14 2pp. 


—7905010379 Notice of violation from Ihsp on 790221-93. 

b Region 4* Dellas* Office of the Director 79/03/13 tp. 


7905240967 Advises that during Mar 1979 NRC filed motions to compel 
against Houston Lighting U Power b TX Utils Generating Co 
NRC is preparing responses to TX Util's first !< Houston's 
second set of Interrogatories 

LESaV. R.P. Anti-Trust Division 79/04/13 Ip. 


—7903010383 IE Insp Repts 50-490/79-03 b 50-499/79-03 on 790221-23. 
Noncompl lance noted . failure to follow procedures for 
storage of matl. 

HUBACEKiUO * MARTIN*L.E. Region 4t Oallas. Office of the 
Director HALL*R. E Regioh 4* Dallas* Reactor Gonsbruction 4* 

Engineering Support Branch. 79/03/13 9pp 


7905250129 Ack receipt of response to Mar 1979 motion to compel 6 
evaluation in progress 

LEGSYrR.P Anti-Trust Division 79/04/13 ip. 


7905140126 Request by Public Utils Board of Brownsvl lie* TX for 
extension of time to answer first set of interrogatories t* 
requests for production of documents from Central Power b 
Light Houston Lighting Power. Certif icate of Eve end, 
KCDIARHIDrR C Spiegel ^ McDlarmid. 79/04/16 7pp 


7905010279 Forwards IE Info Notice 79-06* "Stress Analysis of 
Safety-Related Piping." 

SEYFRIT.K.V Region 4. Dellas* Office of the Director, 79/03/23, 
Ip. 


7905010457 Forwards IE Bulletin 79-05Af "Nuclear Incident at 
' TMI - Suppl." 

BEYFRITiK.V Region 4r Dallas# Office of the Director. 79/04/05, 
IP. 


7905240241 Corrects revised page 20-1 of Central Power h Light Co 
Answers l« Objections in 790412 proceeding from "expenditure 
other than expenditure" to "expenditure other than 
advertising " Certificate of Svc end, 

STAHL* D M. Itham* Lincoln 6 Beale, 79/04/17 4pp 


7905040492 Foruarde IE Bulletin 79-06Bi "Review of Operational Errors t 
8ys Nisal Ignments Identified During TMI Incident." 

SEYFRITjK V. Region 4* Dallas, Office of the Director. 79/04/14 
Ip' 


7905150780 Directs TX Utils Oenerating Co tTUOCQ) to produce documents 
qr make full responses to 790115 interrogatories. Denies 
TUGCO's order for protective order, 

MILLER* M E Atomic Safety and Licensing Board Panel. 79/04/10 

2pp 


7905230624 Response by util to Central Power h Light's 790326 
objections U 790403 motion for protective order re util'e 
first set of interrogator ies. Includes motion to compel 
enswers. H/notice of appearance h Certificate of 8vc, 
BARNETTfE, M. Beker h Botts. 79/04/19. 10pp. 


7905040613 Forwards IE Bulletin 79-08* "Events Relevant to Boiling 
Hater Power Reactors Identified During TMZ Incident. '* 

SEYFRITfK.V, Region 4t Oallas* Office of the Director, 79/04/14. 

Ip. 


7905070055 Forwards IE Bulletin 79-07* "SeisMlc Stress Ana Lye is of 
Safety-Related Piping " Licensee Action required. 

SEYFRlTfK.V. Region 4* Dallas. Office of the Director, 79/04/14. 
Ip. 
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DOCKETED ITEMS 


7903010441 Forwards re Info Notlco 79-10. "Monconformlng Flpt Support 
atruti. ■*' 

SeVFRlT.KV Rt^lori 4. Dalla*. Defies of th* Dlroctor 79/04/16 

Ip 

7903090099 Forward* sup pi to IE Bull* tin 79-03Ai ‘^Wucloar Incident at 
T«I. « 

SeVFBlT.K V Region 4i Dallasr Office of the Director 79/04/16 

IP 


DOCKET 30-300 DAVIS-BESSE NUCLEAR POWER STATIONi UNIT » 


0 Adjud icetorg correspondence 


7903160216 Forwards final evaluation of items dlscutied In 7902S0 ema 
re D1(W designed nuclear plants Requests addi info be 
forwarded to licensing boards 

MOSLEYrN C Division of Reactor Operations Inspections 79/03/29- 
lOpp 


7903030271 Forwards le Bulletin 79-09, ■•Failures of OE Tgpe AK-2 
Circuit Breaker in Saf et«/-Rolated Sgi ” License* action 
req^uired. 

BEYFRlTi K V Region 4. Dallasi Office of the Director 79/04/17 

Ip 


7903240696 Act recaipt of 790403 1 frr Informing NRC of steps taken to 
corect violations noted in IE Insp Rapts 30-490/79-03 6 
50-499/79-03 

€EI0L£<M C Region 4r Dallas, Reactor Construction U Engineering 

Support Branch 79/04/26 Ip 


—7903240 693 Responds to MRC 790314 Itr Ts violations noted in IE Inep 
Repts SO-498/79-03 30-499/79-03 Corrective actions 

storage areas on site surveyed for stainless steel matl in 
contact w/carbon steel 

TURNER, E A Houston Lighting 6 Power Co 79/04/03 2pp 


B Reportable occurrences, LERi 6 related correspondence 


7905030139 Forwards PNO-79-67H. I , J & K 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/04/06> 
IP 


790S030094 Forwards PNO-79-67L. ff, N it P 

EEIDLE, W C, Region 4, Dallas, Reactor Construction 6 Engineering 
Support Branch 79/04/09 IP 


7905030093 Forwards PMD-79-67Q 

SElDLErW C Region 4. Dallas, Reactor Construction 6 Engineering 

Support Branch 79/04/10 Ip 


7905030143 Forwards PN0-79-67H 6 79-77 

BEIDLEiW C ipegion 4, Dallas, Reactor Construction It Engineering 

Support Branch *79/04/11. Ip 


7905030118 Forwards PNO- 79-678 

fiEIDLErIrf C Region 4, Dallas, Reactor Construction 6 Engineering 

Support Branch 79/04/12 Ip 


7903160163 Forwards Board Notification 79-10 on reactor Inspector 
concerns re B6W plants Certificate of 8vc end 
BCINTD, JF Hearings OlvliUn 79/03/29 I4pp 


— 7903160109 Board notification reactor inspector concerns r* GkW plentt 
VASSALLO, D 8 Assistant Director for Light Hater Rsactert 
79/03/06 2pp 


— 7903160201 Forward* two Hoseley-to-Thompson memos for Board 
notification info 

THDKPfiON, D Office of 1 it E Executive Officer for OparatloM 
Bupport 79/03/29 Ip 


— 7903160209 Prelimlnarg evaluation of Item 3 contained in 790328 eeB* 
will be reviewed In light of THI transient Addl info mag 
cause change In previous assessment 

R08£LY,N C Division of Reactor Operations Inspections 
79/03/29 Ip 


7909160112 Board notification nuclear incident at Till Reconnandt baardit 
on cates involving D6W reactors be provided w/I£ Bulletin 
79-03 4c PN0-67 Z^ 67A, fl, C, D, E, F, 0 6 H 

VA9SALL0, D D Assistant Director for Light Water Reactor* 
79/04/03, 2pp 


7909110418 Respon*o to ALAB-3D9 re radon emissions tfe mlnlmu* ikeorg 
’.from Perlflnt record Certificate of Sve end, 

*8CIhlT0, JF Hearings Division 79/04/11 49pp 


7909140919 Response to 790404 brief of Philadelphia Electric Cb^fBElO h 
Atlantic Citg <NJ) Electric Co re de minimus thforg 
Certificate of Sve end 

KEPFOROrfC R Clt liens for Safe Environment 79/04/11 Bpp. 


7903140332 Notifies of consolidation of five Intervanor grevpi r* rsd'4^ 
emissions Issue Parties have until 790525 in which to file 
for summary disposition 

DUFLO, H. E Atomic Safety and Licensing Appeal Panel 79/04/29 
‘I3pp 


7903030109 Forwards PN0-79-67T 

SEIDLEiW C Region 4, Dallas. ReaetPr Construction 8t Engineering 

Support Branch 79/04/13 Ip. 


7909030071 Forward* PNO-79-67U ^ V 

0EIDLE,W. C Region 4, Dallas, Reactor Construction 6 Engineering 

Support Branch 79/04/16 IP 


J Insurance U indemnity information 


7909070497 Confirms increased liability limit to «l 34. 000, 000 for 
poUcite NF-i.23,43, 76.83, 100, 111, 140, 146, 131, 161, 164, 170. 

173, 174r 178. 179, 180, 102, 103, 186, 107, 103, 109, 192, 193. 194, 198, 
197, 198,200,201, 204, 206,207, 200,210, 212, 214, 213, U others. 
Ql/ATTRaCKHr, J American Nuclear Insurers. 79/09/01, Ip. 


7903030240 Forwards PN0-79-67W 

SEIOLErW.C Region 4, Dallas, Reactor Construction I, Engineering 

Support Branch 79/04/17 Ip. 


7709020316 Forwards PND-79-67AA 

SElDLEiH.C Region 4. 0aLla«, Reactor Construction I, Eng Inser ing 

Support Branch, 79/04/20 Ip 


770 3020303 Forwards PN0-79-A7AB. AC 6 AD. 

aElDLEfH C. Region 4, Dallas. Reactor Construction 4 Engineering 
Bupport Branch. 79/04/23. Ip. 


7903040391 Forwards PNO- 79-67 AE 

BElDLEiH. C. Region 4, Dellas. Reactor Construction 8< Engineering 
Support Branch 79/04/26 Ip 


““7703040406 PW0-79-67AE. summary of info re nuclear Incident ae of 
790424, Deecribe* plant t, environ etatu*. 
s Office of Inspection S, Enforcement. 79/04/24, 3pp. 


7909070103 Forwards PNq“77“67AF 6 AO, 

B£IDLE,W C. Region 4, Dallas, Reactor Construction t. Engineering 
Support Branch 79/04/27 Ip. 


7903070302 Confirms increase in liability limit to 436.000,000 for 
policies MF-22, 26. 29. 30,39, 44,46, 47,49,30, 91, 92, 53, 94, 99,96. 

97, 88, 60, 61, 64, 66. 67. 6B, 69, 70, 71 , 72, 74, 76, 77. 70, 79, 80, 06, 07» 
80,90,91,92,93,74.99 V 96 

ROBERTS, 0 H Kutual Atomic Energy Liability Underwriters. 79/08/01 

If. 


7905140361 Forwards Endorsements 20 U 29 to NELIA Policy NF-226 
LLOYD, R D, Karsh I, McLenon, M It K Nudtar Gonsultants, Inc. Oiv 
79/09/07. 3pp 


0 Inspection reports, IE Bulletins >< correspondence 


7903020461 Forward* IE Imp Rept 90-500/79-01 8, 90-901/79-01 an 790222 
No noncompliance noted, 

FIORELLIiO. Regio-n 3, Chicago, Reactor Canitructlon 4c EngiMPPlnf 
Support Branch. 79/03/22 2pp 


—7908020470 IE Insp Rept 30-300/79-01 I, 30-901/79-01 on 790222.1/0 
noncompllante noted. Major areas Inipected; QA/QC pragram. in 
applicable areas, dr 11 ling & grouting in progress manpower 
rmutrements. 

JONES, C.E., HAYES, D H. . KNDP, R. C, Regions, Chicago. OffiC* «f 
the Director. 79/03/19. 6pp, 


7909310216 Forward e PN0-79-67AH. A I 1, AJ. 

aEtDLE,H.G. Region 4. Dallas, Reactor Conetruction 4. Eng i nearing 
Support Branch. 79/04/30. tp. 


790924Q3S9 Forwards PNQ- 79-67 AL. 

SEIDLEfH C. Region 4. Dallai, Reactor Construction 4. Engineering 
Support Branch 79/09/04. Ip 


8. Reportable occurrence*. LER* 6 releted corfoipondence 


7909020266 Notifies of reportable event on 790413. carta in itartiri for 
essential motore had overload heaters installed which were 
SMaUtr than capacity specified on relay data sheets, caus inp 
possible overload heater burnout. Heater being raplaeed 
HURRAY, T D. Toledo Edison Co, 79/04/16, Ip. 


DOCKETED ITEMS 


246 


DOCK€T 50-30 i DAVIS-BE8SE NUCLEAR POWER STATION, UNIT 3 


0 Ad jiudicAtorv corrtspondfnci 


79051 AOStldi FflTua^df final avaluation of Itcmi dltcuviad In 790&26 mamo 
r« D1(U d««ignod nucUar plants Raiiusfts addl info b« 
forufordtd to Itcanilng boards 

MQSLCTi N C Division of Roactor Oparatlans Inspections 79/03/39 

lopp 


7705160163 Forwards Board Notification 79''t0 on reactor inspector 
concsrni re BtiW plants Certificate of Bvc encl 
SClNTOrJ F Hearings Division 79/03/29 14pp 


DOCKET 5TM-30~502 HAVCK NUCLEAR PLANT, UNIT 1 


A Applleation/canstructlon stage doctiments 6 correspondence 


7905100332 Req.tJBsts info re State of W1 Public Bvc Canmlsiion views on 
lifflitlng const of facility 6 effect of Hi Electric Power Go 
application for slngls nuclear unit hear Haven in Sheboygan 
County, Wt 

DENTON, HR Commlssfon 79/04/05 2pp 


7909090141 Forwards request for eddl info t# outstanding alternate 
sites Issues 

MALLARD, R L Envlronisentel Projects Branch 1 79/04/19. 3pp 


— 7909160199 Board notification reactor inspector concerns re BStW plants 
VAS8ALL0, D 0 Assistant Director for Light Water Reactore 
79/03/06 2pp 


— 7909160201 Forwards two Moseley-to-Thompson memos far Board 
notification info 

THQHF&QNrO. Office of I It E Executive Officer for Operations 
Support 79/03/29 Ip 


— 7909160209 PrsUmlnary evaluation of Item 3 contained In 790328 memo 
Will be reviewed in light of THI transient Addl info may 
cause change in previous assessment 

HOSELY,N G Division of Reactor Operations Inspections 
79/03/39, tp 


7903160112 Board notification nuclear incident at TMI Recommends boards 
an cases involving B1*W reactors be provided w/IE Bulletin 
79-05 (< PNO-67 U 67Ar 0, C. D, E, F, 0 H 

VASSALLO^B 0 Assistant Director for Light Water Reactors 
79/04/03, 2pp 


7903030337 Forwards addl copies of results of geological investigations 
re possible faulting under Late Michigan., presented by 
utility it &i(W at 790307 meeting w/NRC No- evidsn-ce of 
faulting Indicated. 69 oversised drawings in Central Files 
BUR8TEIN18 Wisconsin Electric Power Co 79/04/20 B6pp 


7905130301 Bubmlti addl info re PSAR it site addendunii in response to 
790320 request Identifies Items requiring addl time for 
comp la tion 

auRSTElN, 8. Wisconsin Electric Power Co 79/05/10 33pp 


B Uttlitg Preliminary Safety Analysis Report, amends 


7903010313 Forwards Amend 29, to ho Inserted Into PGAfi site addendum) 
Affidavit end 

BURBTEIN, 8 Wisconsin Electric Power Co, 79/04/20 Spp 


—7903010513 Amend 92 to P8AR site addendum Insertion inttructioAf encl 
« Wisconsin Electric Power Co 79/04/20. IGBpp 


7903110418 Response to ALAB-SO? re radon emissions it de minimus theory 
from PfTtint record Certificate of Bvc encl. 

SCiNTOi-J.F Hearings Division. 79/04/11. 45pp 


7905140519 Response to 790404 brief of Philadelphia Electric Co.PSE&O it 
Atlantic City (NJ) Electric Co re de minimus theory, , 

Certificate of 8vc encl 

KEPFDRD, G R Citizens for Safe Environment 79/04/11 8pp 


7905140339 Notifies of consolidation of five intervener gro-ups re radon 
emissions Issue Parties have until 790523 in which to Hie 
for summary disposition 

DUTLQjM. E. Atomic Safety and Licensing Appeal Panel 79/04/23, 

13pp 


0. Insurance V indemnity Information 


7903070497 Confirms Incraased liability limit to ♦124,000.000 for 
paticles NF-l,2 S, 43, 76iB 3, 100, lit, 140, 146, 131, 161, 164, 170. 

173, i74« 178, 179, 180, 1B2, 183, 106. 187, 188, 189, 192, 193. i94, 195. 
197, 198,200,201,204,206,207,208,210,212,214, 215, & others. 
QUATTROCHKI, 0. American Nuclear Insurers 79/05/01, Ip 


7905070382 Confirms Increase In liability limit to #36,000,000 for 
poltclii MF-22, 26, 29, 30, 39, 44,46. 47i 49,30,31,52,53,34.33,56# 

57, SB. 60, 61, 64, 66, 67, 60, 69, 70, 71, 72, 74, 76, 77, 70, 79, 80, 06, 07, 
00,90,91,92,93,94,93 V 96 

ROBERTa, D M. Mutual Atomic Energy Liability Underwriters. 79/03/01. 
ip. 


79051403^1 Forwards Endorsements 28 ♦ 29 tP NELIA Policy NF-'236. 
LLOYD, R 0. Harsh U HeUenon, M 6 M Nuclear Consultants, Inc. Dlv. 
79/03/07, 3pp. 


a. tnipectlon reports, IE Bulletins 1, correspondence 


7905020461 Forwards IE Insp Rept 50-500/79-01 6 50-301/79-01 on 790222 
No noncompliance noted 

FTORELLlfO. Region 3, Chicago, Reactor Conetructlon h Engineering 
Support Branch. 79/03/22. 2pp. 


— 7905020470 IE Insp Rept 50-300/79-01 8< 50-501/79-01 on 790222. No 
none onpl lance noted Major areas inspected: QA/QG program In 
applicable araes, drilling & grouting in progrees L manpower 
requirements. 

JQN£a,G£. , KAYEBiD.M. . KNOPiR.G. Regloh 3, Chicago, Office of 
the Director 79/03/19 6pp 


B, Reportable occurrences, LERs h related correspondence 


790S020366 Notifies of reportable event on 790413. certain starters for 
essential motors had overload hiatars installed which ware 
tisalier than capacity specified on relay data sheets, causing 
possible overload heater burnout. Heater being replaced 
MURRAY. T.D, Toledo Edison Co 79/04/16, Ip. 


C, Utility Environmental Report (ERl. amends 6 correspondence 


7903010489 Forwards “Amend 14 to Environ Rept, '* CP stage 
BURaTElNrS Wisconsin Electric Power Co. 79/04/10 3pp 


—7903010490 “Amend 14 to Environ Rept«“ GP stage u/overslied drawings 
« Wisconsin Electric Power Go 79/04/18. 16tpp 


0. Adjudicatory c orreipondsnce 


7903070230 Requests sxplanatlon for disnisfal of 781009 rmotion 
Certificate of 8vc end. 

HANLEY, WC Safa Energy for New Haven 79/03/30. 3pp. 


7903310267 Motion fi, brief in support of verification analysis of data 
supplied by 84N Csrtificate of Sve snci 
HANLEY* N C. Bafe Energy for New Haven. 79/03/30. 2pp 


7903250339 Bseks denial of 790330 motion by Intervenor 8af» Haven for 
verification 6 analysis of computations 8, computer codes. 

Intervenor is making Inappropriate reiqurest beyond scope of 
A8LB. 

CHURCHILL,BW Shaw, Pittman, Potts* L Trowbridge 79/04/13 6pp. 


7903240286 Response in oppoditlon to intervenor Safe Haven 790330 
motion for verification tk analysis of all 8hU computer 
codes Intervenor does not cite sufficient facts or legal 
authority. Certificate of 8vc encl. 

OOLDBERO, 8.C, Branch 2 79/04/17. 6pp. 


H. General correspondence 


7903080470 Forwards affidavits of FP Liber towicx , attes ting sve of 
environ rept Amends 13 14 It PSAR Amend 22. 

BURBTEiNtB Wisconsin Electric Power Co. 79/05/02, 10pp. 


J. Insurance It indemnity Inforoiatlon 


7903070497 Confirms Increased liability limit to #124,000,000 for 
polUlti NF-1,25* 43,76, 03,100, lit, 140, 146, 151, 161, 164, 170, 

173* 174, 178, 179f 180, 102, 103, 106, 187, 180, 1B9, 192, 193. 194. 193, 

197, 198, 200,201.204,206,207, 200, 210, 212, 214, 215, k others. 
QUATTROCMHIr J. American Nuclear Insurers. 79/05/01. Ip. 


790S07Q3B2 Confirms increase In liability limit to #36,000,000 for 
policies MF“22,26,29,3Qi39,44r46.47, 49, 50*51,52, 53* 54, 35,56, 

57, 50, 60r 61, 64* 66, 67, 68, 69, 70, 71* 72, 74, 76. 77* 78, 79* 86* 86, 87, 

88, 90, 91. 92, 93i 74, 93 It 96 

ROBERTS, D.M. Mutual Atonic 'Energy Liability Undarwr 1 tars. 79/05/01. 


DOCKETED ITEMS 


P. Qpir«ting llcin«« it«9* corr»ipon«Jtnce 


7903240393 Forward* chronology «f FaAR amtetd r-o OA prograWf 

to NRC 790320 r»<iu#it , - TO/Aaya-r 

BASKtNi I K P Southarn Caitfortila Edt*on Co 79/04/87 


tn Ttipon** 
3pp 


DOCKET STN-30-903 HAVEN NUCLEAR PLANT, UNIT 2 


7905040516 fdrwarda IE Bollitln 79^0&Bi ’*R«vl*u oP Opafafclonal Errcri L 
Suf Mioalignninta Idtnttflid During TNI Incldant 
EN0£LKEN«R K Ragion St San Francltcot OfPict of tht DlrtcUr 
79/04/14 ip 


7903040685 Forward* IE BiilUttn 79-OSf *'Ev#nt* Ralavant to Bolllnj 
Watar Power Raaetorm Idantiflad During TMI Incldant. 

ENOELKENjR H, Rag Ion 5r Ban Franciico# Offlc# of tha DlricUr 
79/04/14 Ip 


A Applicatlan/comtruc t Ion ttage document* & corrtepandtnc* 


7905100322 Rcqoiit* info ra Gtats of WI Public 3vc CoaiAlitlan vlaw* on 
limiting conet of facility <« off act of HI Elactrlc Pouar Co 
application for *lngla nucltar unit hoar Mavan in Bhaboygan 
County' Ifl 

DENTON' K R Camnjliiion 79/04/05 Spp 


0 Adjudicatory corraipondanca 


7905070110 Forwardf lE BullatlO 79''07f *'8aiemlc Stra** Analyali qI 
Bafaty-Ralatad Piping “ Ltcanaea action raiiuirad 
ENOELKENiR H Region 5, Ban Franciico# Off let of tha Dlractcr 
79/04/14 Ip 


7905030305 Forward* IE BulUtin 79-09# "Fallurt* of OE Type AK-a 
Circuit Braakar In 8*f aty-Ralated Sy* ” Llemniaa action 
ret^uirad. 

ENOELKENiR H Rag Ion 5. Ban Franciico# Of flea of the Dlratior 
79/04/17 Ip 


7905070230 Riquait* axplanatlon for rflimlaial of 781009 motion 
Cartificata of Bve and 

HANLEY# H C , 8af a Energy for New Haven, 79/03/30 3pp 


7905310267 Hotian S# brief In fupport of verification It analyali of data 
luppUad by B6U Cartificata of Bve end 
HANLEY# H-C Safa Energy for New Havtn 79/03/30 app 


79O5O0O37B Forwarda IE Bulletin 79-03B# “Nuclear Incident at 
TMI-Buppl “ 

ENOELKEN. R H, Region 5» 8fn Franclica# Office of the DtrecUr. 
79/04/81 Ip. 


S Rfportable occurrencoi# LERe 6 related correipondence 


DOCKET 9TN-50-50a WPPBS NUCLEAR PROJECT# UNIT 3 
A App Ucatlon/eonetruction «tage documenti li correepondence 


7905040379 Forwards Buppl 4 to “-Oraund water Drainage 8y t# Atialyile of 
Bye Performance It Data to Date “ . 

RENBEROER, D L Maihington Public Power Supply Syitem 79/04/26, 
3pp. 


— 7905040308 9uppl 4 to “Or oundua ter Drawing* BytiAnalyeii of Byi 
PerferAance St Data to Date '* Dversiied drawing* and 
a Washington Public Power Supply By item 79/03/31. 10pp. 


7905240411 Forward* NRC poeltion* on WPPSS-QA-OOdr “Operational OA 
Prograw Description “ Reeponte to potltlon* should be 
submitted by 790601 at amend to original rept 
HAASSrW P Quality Assurance Branch 79/05/01 Spp 


7905160337 Notifies that environ evaluation ha* been performed on West 
Laydown Area^no advene impact* a-iioelated w/develapment 
activity Development of area to begin in June 1979. Forward* 
internal memo Si rept re potential environ impact* 

RENBEROERrD L Washington Public Power Supply Syitem 79/05/07, 

App 


I Financial information 


7905150069 Forward* PN0“79'‘67L 

ENOELKENiR. H Region 5# San Franc licoi Office of the DirecUr 
79/04/06 Ip 


7905150173 Forward* PN0-79-67R ...... 

ENOELKENj R H Region 5# Ban Franciico# Office of the Dincter 
79/04/11 tp 


7905040134 Forward* PN0-79-67S. 

ENOELKEN# R H Region 5# Ban Francisco# Office of the Director 
79/04/18 Ip 


7905130150 Forward* PM0-79-67T. 

ENOELKEN# R H Region 5# Ban Francisco# 
79/04/13, Ip. 


Office of the Director 


7905030018 Forward* PM0-79-67U. ^ 

ENO£LKEN#R H Region 5# Ban Franciico# Office of th* Director. 
79/04/14. Ip. 


7905080536 Forward* PN0-79-67AA 

ENOELKEN# R. H. Region 5# Ban Franc isca# Office of th# Dlrictcr 
79/04/80 Ip 


7905010439 Forward* PMO-79-67AB ^ 

ENOELKEN# R. H. Region 5# Ban Francisco# Office of the Olrecte? 
79/04/81 Ip. 


7905090284 Forwerde “Annual Financial Rtpt 1970*' for Puget Bound Power 
b Light Co'Portland QE«Paci#ic Power 6 WPPSS 

RENH£RO£R#D L Washington Public Power Bupptg Byitem 79/05/01 

8pp. 


7905010458 Forward* PNQ-79-67AC Si AD. 
ENOELKEN# R.H Region 5# Ran Francisco# 
79/04/83. Ip 


Office of the Director 


—7905070285 "Annual Financial Rept I97fl. “ 

e Puget Sound Power b Light Co. 7&/t8/31, 44pp. 


7905010463 Forward# PNG-79-67AE ^ . 

ENOELKENrR H Region 5# Ban Francisco# Office of the Diretter 
79/04/84 Ip. 


—7905090280 “Annual Financial Rapt 1978 “ 

# Portland Oeneral Electric Co 79/03/31 40pp 


—7905090293 “Annual Financial Rapt 1978.** 
* Pacific Power Co. 70/18/31 32pp 


—7905090293 "Annua L Financial Rept 197S. “ 

« Washington Public Power Supply System, 70/18/31 45pp. 


—7905090303 "Annual Financial Rept 1970." 

* Washington Water Power Ce.. 70/12/31 38pp. 


7905090047 Forward* PNO-79-67AF, 

ENOELKEN# R H. Region 5, Sen Francisco# 
79/04/83 Ip 


Gfflc* of the OlreetcT 


7905090059 Forward# PNO-79-67AO. 

ENOELKEN# R.H Region 5# San Francisco# 
79/04/86, Ip. 


Office of th* Director 


7905090181 Forward* PNa-79-67AH. 

ENOLEKEN# R. H, Regldn 5, 8an Franc i*eo# 
79/04/87. Ip 


Office of the Director. 


Q Insptetion reports# IE Bulletin* V correspondence 


7905010294 Forward* IE Info Notice 79-06# ''Stress Analysis of 
Safety-Related Piping. “ 

ENOELKEN# R H. Region 4r Dallas# Office of the Director. 79/03/83 


7905010015 Forwards IE Bulletin 79-064# “Review of Qparatlonal Errors 6 
By* Htsallgnmenti Idsntifiad During THI Incident.** 

ENOELKEN# R H Region 5r Ban Franclfce# Office of the Director. 
79/04/14 Ip. 


/9050700a4 Forward* PNQ-79-67AI/ AJ It AK per NRC 790401 Itr tranialttlnf 

ENOELKENi^r"h, Region 5, San Francisco# Office of the Director. 

79/04/30. Ip. 

7905070010 Forward* PNO-79-67AL per NRC 790401 Itf transmitting I£ 
Dullatin 79-05. ^ . 

ENOELKEN# R.H Region 5# Ben Francisco# Office ef the Director 

79/05/01. Ip. 


DOCKETED ITEMS 
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7^5310037 Forward « PN0-7‘?'A7AM, 

EHOELKENi R H Rtgion Sr Sai^ Franclico* Office of the Director 
ip 


JXKKET STN'SO“S09 WPPSS NUCLEAR PROJECT* UMIT 3 


A App 1 IcjtlQ-n/conttroction <tage documents correspondence 


7903040379 Forwards Suppl 4 to *'0roundW4ter Drainage 8g«r Analys is of 
Ggs Ferformanco b Data to Date '* 

REKSEROER* D L Uashlngton Public Power Supply Syetam 79/04/26 
P 


“•*7 90-3040360 Suppl 4 to *'0r oundwater-Draulngs SysrAnaiysls of Sgs 
Performance b Data to Date " Oversized drawlnge and 
• l^ashlngton Public Power Supply System 79/03/31. iOpp 


7903240411 Forwards NRC positions on UPPSS-QA’'0O4i **Operationel QA 
Program Description ** Response to positions should be 
eubfflitted es amend to original rept by 790601. 

MAABS.W P. Quality Assurance flranch 79/03/01 2pp 


7903160337 Notifies that environ evaluation has been performed on Mast 
(.aydoun Areaf no adverse Impacts associated u/deve lopment 
activity Development of area to begin in June 1979 Forwards 
Internal memo b rept re potential environ impacts 
REKBEROER. D L Uashlngton Public Power Supply System 79/09/07. 

6pp 


I Financial Information 


7905090284 Forwards "Annual Financial Rept 1978" for Puget Sound Power 
b Light CofPortland 0E« Pacific Power b WPPSS 

RENBEROER* D L Uashlngton Public Power Supply System 79/03/01 

2pp 


— 79030902B9 "Annual Financial Rept 1978 *' 

a Puget Sound Power b Light Co 78/12/31 44pp 


8 Reportable occurrences* LERs b related cor respondenca 


7903190069 Forwards PNO-79’'67l- 

EMOELKENfR H Region 3j Ban Frandscor Office of the Director 
79/04/06 Ip 


7909190173 Forward* PNa**79-67R 

ENOELKENjR H Region 5r San Francisco* Office of the Director 
79/04/11. Ip 


7909040134 Forward* PNO-79-67S 

ENOELKENrR H Region 9* Ban Franclscoi Office of the Director. 
79/04/12 Ip 


7909190190 Forwards PN0-79-67T 

EKOELKEfl* R, H Region 8i San Francisco* Office of tha Director 
79/04/13 ip 


79030300 IB Forwards PWO-79~67U 

EflCELKEMi R H Region 9* San Franclscoi Office of the Director. 
79/04/14 Ip 


7909020336 Forwards PN0-79-67AA 

ENOELKEN#R H Region 9* Ban FranclscOr Office of the Director. 
79/04/20 ip 


7903010439 Forwards PM0''79-67AB 

ENOELKENiR H Region 5i San Francitco* Office of the Dlractor 
79/04/21 Ip. 


7909010492 Forwards PN0-79-67AC b AD 

ENOELKENi R H. Region 9# San Franc tecoj Office of the Director 
79/04/23 Ip 


7909010463 Forwards PN0-79-67AE 

ENQELKEN* R H Region 9i San Frencieco* Office off the Director 
79/04/24. ip. 


7909090047 Forwards PN0-79-A7AF 

— 79O9O9O2S0 "Annual Financial Rept 1978 '* ENOELKEN* R H Region 5* San Frenclscoi Office of the Director 

• Portland General Electric Co 79/03/31. 4Qpp 79/04/29 tp 


I 

t' 

I 

? 

1 

If, 


—<7900090293 "Annual Financial Rept 1970. » 
« Pacific Power Co 78/12/31. 32pp 


-‘“790809D293 "Annual Financial Rept 1978.“ 

a Uaihingtun Public Power Supply System 76/12/31 49pp. 


— 790909D303 "Annual Financial Rept 1978 ♦' 

a Uashlngton Uater Power Co 70/12/31 a2pp 


7903010294 Forwards IE Info Kotlca 79‘*06* "Stress Analysis of 
aef ety'<ReUted Piping " 

EMGELKEN.RH Region 4* Dallas, Office of the Director 79/03/23 

Ip 


7909010019 Forwards IE Bulletin 79-06Ai "Review of Operational Errors b 
Sys Hitalignmenti Identified During TMI Incident " 

CHOELKENrR H Region 9, Ban Francieco* Offic* of the Director 
79/04/14. Ip 


79O9O40S16 Forwards IE Bulletin 79~06B. "Review of Operational Error* b 
By* Ml* al Ignmentf Identified During TMI Incident," 

CNOELKENi R H Region 9* Ban Francisco* Office of the Director 
79/04/14 Ip. 


7909040629 Forwards IE Bulletin 79-08* "Events Relevent to Bailing 
Uater Power Reactors Identified During TMI Incident " 

ENOELKERj R. K. Region 9* San Francisco* Office of th* Director. 
79/04/14. ip 


79090701 IQ Ferwards IE Bulletin 79-07* "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action ra^uired. 

EMOELKEMi R. K. Region 3* Ban Francisco* Office of the Director 
79/04/14 Ip. 


79090303Q9 Forward* IE Bulletin 79-09, "Fatlors* of OE Type AK-2 - 
Circuit Breaker in Safety-Related figs Licensee action 
reiiulred. 

ENOEUKEMr R. H. Region 9* San Francisco* Office of th* Director, 
79/04/17, Ip. 


7909090099 Forward* PNQ-79-67AG 

ENOEUKENiR H, Region 9. San Francltca* Office of the Director 
79/04/26. Ip 


7909090121 Forward* PNO- 79-67 AH. 

ENOL£K£N*R K Region 9* San Francisco* Office of the Dir actor, 
79/04/27. tp 


7909070034 Forward* PN0-79-67Ari AJ b AK per NRC 79040t Itr tranimltt. 
IE Bulletin 79-09. 

ENQELKEN* R.H Region 9, San Francleco* Off Lee of the Director. 
79/04/30. Ip 


7909070010 Forwards PN0-79-67AL par NRC 790401 Itr tr an emitting IE 
Bulletin 79-05 

ENOELKENiR.H Region 9* San Francleco* Office of the Director. 
79/09/01, Ip. 


7909310037 Forwards PND-79-67AM. 

ENQELKEN, R. H. Region 9* San Francisco* Office of the Director. 
79/09/07 ip 


DOCKET 90-910 BLUE HILLS STATION* UNIT 1 


0. Adjudicatory carrespondence 


7909190143 Forwards 700929 memo discussing results of recently 
cond-ucted fir* protection research test, performed by UL a* 
part of NRC fire protection rs**areh program 
HOODHEADrC.P Branch 3. 79/04/09. Ip 


7909240212 Evidentiary hearing re appllcatir*' / -te review 

will begin 790908. 

MILLER, h. £. Atomic Safety and Llceneing Board Penal. 79/04/06. 

6pp 


7909300219 Requests permieeion to addres* site htaringe. 
EVANS* R. Sierra Club. 79/04/86, Ip. 


7909080378 Forwards IE Bulletin 79-09B* "Nuclear Incident at 

THI-Buppl,'* 1 

EMOELKEN* R. H. Region 9* San Francieco, Office of th* Director. 
79/04/21. Ip 
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DOCKETED ITEMS 


T H#*rin 9 tr«nicrii>ti on non-intitruit 


Q. Irtip«4:tli)n r«portSi tE Bulletin* & correipondence 


7909230363 Trenicrlpt of 790508 hearlnp in Jaippr* TX Pp 1-122 

MltLCRrM E I LtTTI,^:. L U * KOBMBUITH, L Atomic Befstv 'I'd Llc#n*lnj 
B04rd P^anei 79/03/08 123pp 


7903010294 Faruards IE Info Notice 79-06« “Streis A0«l9<l« 

9if ety-Rolated Piping *' 

ENOELKEM, R H Refiion At Dal la*, Office of the Director 79/M^23 
If 


7903230070 Tranicript of 790S09 hearina In Ja*per, TX Pp 123-289 

NILLER.fi E I LiTTLEiL V , KORWBLITW, L Atomic Safety and Llcenilng 
Board P*n*l 79/09/09 t&7pp 


7903010013 Forward* IE Bulletin 79-06Ai ‘’Review of Operational Error* li 
8yi Htea I ignflient* Identified During TKI Incident " 

ENOELKEN, R H Region 3, San Francieco, Office of the DlricUr 
79/04/14 Ip 


O-QCKET 90-311 BLUE HILLS STATION. UNIT 2 
O, Adjudicatory correipondanc* 


7909130143 Forward* 7B0929 memo diecuiiinp rc*ult« of recently 
coitductod fire protection reteapch teet. performed by UL a* 
part of NRC fire protection research program 
WOODHEADrC P Branch 3 79/04/03 Ip 


7905240212 Evidentiary hearing re application for eartg elt# review 
will begin 790309 

MILLER, M E Atomic Safety and Uiceniing Board Panel 79/04/06 

6pp 


7903300213 Requeitt permliilan to addre** «lte hearing* 
EVANS, R Sierra Club 79/04/26 Ip 


T, Hearing tranecripti on non-anti trw*t matter* 


7903230363 Tranter ip t of 790500 hearing in Jaeper.TX Pp 1-122 

KILLER, H E , LITT1.E. L U , KORNBL I TH, L. Atomic Safety and Llceniing 
Board Panel 79/-09/oe ISSpp. 


7903230070 Tran*cript of 790309 hearing In JatperrTX Pp 123-289 

HILLER, K.£ , LITTLE, L M. , KORMBLITH, L Atomic Safety and LUeneing 
Board Panel 79/09/09, I67pp 


7905040516 Forward* IE Bulletin 79-06B. ‘'Review of Operational ErrcM 4 
8y* MHallgnmant* Identified During TMl Incident •' 

ENOELKEhl. R H Region 5, San Franciico, Office of the Director 
79/04/14 Ip 


7903040625 Forward* IE Bulletin 79-00, "Event* Relevant to Boiling 
Mater Peuier Reactor* Identified During TKl Incident. " 

ENOELKEN,R H Region 5, San Francl«co, Office df the Director, 
79/04/14 Ip 


790S070I10 Forwards IE Bulletin 79-07# "Seifmic Stress Anetyei* 
Safety-Relate d Piping " Liceniae action required 
ENCELKENiR H Region 5, San Francleco, Office of the Director 
79/04/14 Ip 


7905030305 Forwards IE Bulletin 79-09# "Failure* of OE Type AK-a 
Circuit Breaker in 8af ety-Reiated 8y« *' Llceniee action 
required 

ENOELKEN,R H Region 5, San Franciico, Office of the Director 
79/04/17, ip 


7903030378 Forwards IE Bulletin 79-03B# "Nuclear Incident at 
TMl -Sup pi " 

ENOELKEN«R H Region 3, San Franciico, Office of the Director 
79/04/21 ip 


S Reportable occurrences# LER* it related corretpotidence 


DOCKET 50-513 HPP8B NUCLEAR PROJECTt UNIT 4 
A. Application/construction stage document* U corrctpondence 


790^130069 Forward* PN0-79-67L 

CNOELKENrR H Region 5, San Franciico, Office of the Director 
79/04/06 ip 


7903010406 Repti on geological *tudle«' itatui Oaneric rept ecpected In 
Fall 1979, Requett* meeting to diicut* plan* for lubmittlng 
ripbt of «tudl«*,a4 well a* mechanlim for idar>tif ieat ion it 
review of itudle* in Hanford area 

RENBEROERfD L Hashing ton Public Power Supply 8y«tem 79/04/27 

2pp. 


7705240411 Forward* NRC pD*ltion* on MPPSS-QA-OOd# "Operational QA 
Program Deicriptlon. " Reiponse to poiltion* should be 
tubmltted a* amend to original rapt by 790601, 

HAASS, H P Ouality Aiiuranc* Branch 79/05/01 2pp. 


7903230534 Request* NRC Itr »tatlng acceptability of scale model teiti 
in lieu of Implant teststto »atl*fy commitment in HNP-I/4 
PSAR Question 6.77 re recirculation sump teitlng, 

RENBEROER, D L Washington Public Power Supply System, 79/03/13. 
ip. 


Ion of review on 
AS LB 

ng record. 
st«n 79/04/09. 


6 dc minimus theory 
P* 


a Electric Co,P8E40 6 
ory, 

/04/11 8pp. 


^■noT group* r* reden 
ch te file 

inel. 79/04/25. 


7905130173 Forward* PN0-79-67R, 

ENGELKEN, R H Region 5, San Francisco# Office of th* Directer 
79/04/11 Ip 


7903040134 Forward* PN0-79-67a 

ENOELKEH, R H Region 5, San Francisco, Office of the Direcker, 
79/04/12 ip 


7903130150 Forward* PNO-79-67T 

ENOELKEH, R. H Region 5, San Francisco, Office of the Director 
79/04/13 Ip 


7905030019 Forward* PNQ“77-67U, 

ENOELKEN, R H Region 5, San Francisco, Office of th* Olricter 
79/04/14 Ip 


7905020536 Forwards PN0-'79-67AA. 

ENOELKEK, R.H Region 5, San Francisco# Office of the Dirickpr 
79/04/20. Ip 


7905010439 Forward i PND-79-67AB 

ENOELKEN, R. H. Region 5, San Franciico# Office of the Director 
79/04/21. Ip. 


7905010452 Forward* FNQ-79-67AC 6 AO. 

eNOELKBN»R H Region 5, San Francisco, Office of the Dlrectof 
79/04/23 ip 


7903010463 Forward* PN0-79-67AE. 

ENOELKENiR H Region 3, Ban Francisco# Office of th* Direttor. 
79/04/24 Ip. 


7903090047 Forwerd* PNO- 79-67 AF 

ENOELKEN.R H, Region 3, San Franciico, Office of the Director. 
79/04/23. Ip. 


7905090039 Forward* PNQ-79-67A0. 

ENOELKeN#R H, Region 5# San Francisco# Office of the Director 

79/04/2^- Ip. 


DOCKETED ITEMS 


2AS 


7903090121 Forward! PN0-79“67ftH 

E^[0tCKCN^ R. II Rcfllon 3, 8an Francltqo, Offic« of the Director 

79/04/27 1 p 


7903070034 Foruardi PNQ“79~67AIt AJ U AK per NRC 790401 Itr tranernlttlno 
IE Bull it in 79-03 

ENOELK^Ni n H Region 3« San Franclicoi Office of the Director 

79/04/30 tp 


7905070010 Fornuards PN0-'79“&7AL per NRC 790401 Itr tranemitting IE 
Bullitln 79-03 

ENO-ELKEN^n H Reglan 3# San Franc t«co« Office of the Director 

79/03/01 Ip. 


790919OO£i 7 Forward* final deficiency rept re letdaun cooler eupportei 
pgr 79041 ifr tel con. 

nENDERQERrO L Waihington Public Power Supply Bvetem 79/05/07 
Ip. 


»’'790919OO69 Final deficiency rept letdown cooler eupporte lnade<iuatt to 
fUpport ipeclfieii load* Gauged bg inadequate de«ign bg 
cairpottent roanofactorer Wall mounted bracket! redetigned 
* Waihlngton Public Power Supply Bgetem 79/03/07 Spp 


7905310037 Forward* PN0-79-67AM 

EN0ELKEN> R H Region 3j Ban Francltcoi Office of the Director 
79/03/07 Ip. 


7903240637 Ac k receipt of 790307 final deficiency rept on letdown 
cooler iupport deilgn Inadequacy. 

ENOECKKN. R II Region 3» San FrancUcoi Office of the Director 
79/05/16 ip 


0 Advieorg Coamittee on Reactor Safeguard! report! b c or r e ipor g ir ct 


79031 1001“4 Forward! recpontef to 26 ACR3 quetlioni re plant 
appUc^tioni In rteponie to NRC 771121 Itr 

WILLIAMS* J L Portland Oentral Electric Co 77/U/30 llpp 


P Operating llccnie etagt docuaant! It corrai pondence 


7905030361 Reeponde to DOE 7904H Itr Uneble to provide tupp laaantal 
Info bg 790430 Retponie dependent upon preparation k 
approval of Offvite Do«e Calculation Manual Reiponte will be 
ready by 790531 

OOODWlNfC Portland Oeneral Elactrlc Co 79/04/27 Ip 


8 Reportable occurrence*. LERi It related correepondine* 


7903110203 Board notification Beabrook refueling water vtorege tank 
deilgn deficiency 

8CINTO. J Hearing* Dlvlelon 79/03/29 30pp 


DOCKET 30-313 PEBBLE 6PRIN0S NUCLEAR PLANT. UNIT 2 


0 Adjudicatory correspondence 


7905160163 Forward! Board Notification 79-10 on reactor Intpector 
concern* re B&W plants Certificate of 6vc end 
SCINTP.J F Hearing! Division 79/03/29 I4pp 


7903010113 Forward! raqueat for Board notification re nonsaf e ty-grade 
equipment to mitigate tranilantf 
BCINTOtJ F Hearing! Division 79/04/02 3lpp 


DOCKET 30-SH PEBBLE 8PRIN08 NUCLEAR PLANT. UNIT I 
0 Adjudlcetory correspondence 

7905160163 Forward! Board Notification 79-10 on raactor Inspector 
concern* re BtU p lent*. Certl f Icat* of Sve end 
QCINTOtv/F Hearlngi DlvUlon 79/03/29 

7905010113 Forward! request for Board notification re nonsafetg-grade 
• ([uLpmant to mitigate transients 
aCIMTQfvJ.F Hearings Division 79/04/02. 3lpp 

— 790'30J01B6 Doard not I f icat Ion staff asiesiment re nontaf ety-grade 
equipment to mitigate transients. i. 

VAQSALLOi 0. B AssUtant Director for Light Water Reactors 

79/03/29 app 

—7903010193 Doard notl f ication. rac!nt iieue on nonsafety-grade 

equipment to mitigate transients More info Is -Q.og... 

TCPESCOiR L Assistant Director for Reactor Safety 79/03/16 
3pp. 

7903160112 Doard notlf icat ion. nuclear incident Recommends boards 

on cate* involving RfcW reactors ba provided w/IE Bulletin 

79-05 U PNa-67 & 67A* D. C. Di E* F* 0 H. B.acfcors 

VABBALLQrD. D Assistant Director for Light Water Reactore 

79/04/03 app. 

790S34O762 Memo order re 790620 conference 
itatui q# state of DR proceeding 79/03/11 2pp 

YORE.J, rt. Alomic Safety and Licensing Board Panel 79/03/11 pp 

I Financial Information 

7905830473 “Annual Financial Rapt ^^asoo 

s Portland Oeneral Electric Co. 78/12/31 SSpp 

d, fneurance indemnity Information 

790-3070497 Confirm* Increased 

fOllcle* NF-l, 23*431 76, 03* ^ {qs iiaf 194* 195, 

173* 174* 17Q* 179* 180* 103, 185* 106* 107, 100* 189* 192, 193, w* iyo, 

197. 190* aOO, 201 r 204, 206* 207* 200* 210* 212* 214* ^ ■ 

OUATTRCKHHI* J. American Nuclear Insurer*. 79/03/0 P 

7903070582 Confirm* Increase In ^ J5ygJj5}f32°53?S4?35r 56* 

lllu Energy Liability Underwriter. 

ip* 


"-7905010136 Board notification staff assessntnt re nontaf ety-frad# 
equipment to mitigate transients 

VASSALLOi D B Assistant Director for Light Water Rsactors 
79/00/29 2pp 

—7905010198 Board notification recent Issue on nonsafety-grade 
equipment to mitigate transients More info Is rsquirtd 
TEDC8C0* R L Assistant Director for Reactor Safety 79/03/16 
Spp 

7905160112 Board notification nuclear Incident •{THI Recommends boards 
on ca*et Involving BIcW reactors bi provided w/lE Bulletin 
79-05 PNO-67 li 67A* B*C. D. ErF. 0 I* H „ . 

VASSAULO, D B Assistant Director for Light Water Reactors 
79/04/03 2pp 

790S24O76S M.»o k ord.r T. 790620 CQnf.r.nc. t. 

o* .t.t. 0, OR .roe.idlng 6 “J S'!",'* 51/05/11 2.. 

YORE* J R Atomic Safety and Licensing Board Panel 79/OS/ll 3fF 

J Insurance It Indemnity Information 

7905070497 Confirms “} 1 46 ^ 131 " 16lfl64?i70?^ 

197* 190* 200, 201, 204. 206, 207* 208. 210. 79/05/01^*^ tp 

iuATTFOCHHI* J American Nuclear Insurers 79/05/01 ip 

LU6iH», Un*.,-r.UM 70/06/0. 

IP. 


□ Advisory 


comnttt.. on R.acor 8«'*»>’*''<'!_ !!!!!!!.!:.!!II”!!ll!!II!- 


to 26 ACRB questions r# plant 

i.:rtu;5 i;„;r'i”uoUlJ''io 77/ii/ao. 


7903110014 Forward* »*•*? it- 
appllcation, in rssponsa c 

WILUIAH8* J. L, 


p. ap»T.ung tt“"»*_!!!!!.!!!!;i!!!;!!.!-!!-I!!!;°-~--* 
790S030361 R.i.on*. to 

“ 

remdy by 790331 Co 79/04/27. Ip 

OOODMINrc. Portland Oeneral Electric Co 


79/05/01. 
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DOCKETED ITEMS 


8 Reportabls occurr^nccai LERt St ctt^rrvipandsnci 


7?0dll0203 Board notification ScaiirDot rofutling vatvr itoraga tank 
dailgn daflclanctf 

eCINTQ, J. Hearingt Division 79/03/29 30pp. 


DOCKET 8TN“50-Sl-fr JAhESPORT NUCLEAR 8TATIQN. UNIT 1 


0 Adjudicatory corr«spand«ncs 


7905010119 Foruarda ret^uest for Board natificatioo ra nonsaf •ty‘-gradft 
aq.uipmani to fflitigata transiants 
aCtNTQ. J F Hearings Division 79/04/02 3lpp 


—7903010194 Board notification staff aisatiment re nonsafatu-graita 
equipment to mitigate transients 

UAfiSALLQi D B Assistant Director for Light Water Reactors 
79/03/29 2pp 


—7905010198 Board notification recant issue on none af etg-qpade 
equipment to mitigate transients H-ora Info Is retiulrad 
TEDESCOrR L Assistant Director for Reactor Safety 79/03/16 
3pp 


79031001SS Applicants' 4r£ef opposing Suffolk Countg 790119 
erctptions 4 790226 supporting br i ef. Support Ing 
docufflantatlon ^ Certificate of Svc end 

REUELEY«N T , NHITTEMGRE Hunton U Hllliams 79/04/02 93pp 


79090B0053 Responds to request for info re possible shutdown of 
facility due to possible design deficiencies caused iig 
computer modal design Computer model in question not used 
for facilitias 

HOEFLINUiR K Branch 4 79/0-1/03 2pp 


790324027S Opposes intervenor County of Suffolk brief In support df 
exceptions to A6LS 761226 Inltlel decision Certificate of 
SVC enc 1 

BORDENICK.BM Branch 4 79/04/12 29pp 


7905290106 Requests inclusion of NV Dept of Public Svc on svc list for 
NY siting proceeding 

BLAU I U Nau York« State of 79/04/13 Ip, 


0 Inspection reportSf lE Bulletin* t( correspondence 


790S010116 Forwards IE Info Notice 79-06i "Stress Analysis of 
Safety-Related Piping ■' 

CRlERiB.H Region Ir Phi lade Iph U. Office of the Director 
79/03/23 Ip 


7909020051 Forwards IE Bulletin 79'06f '♦Review of Operational Errort L 
egs Misalignments Identified During TMt Incident '* 

ORIERtB H Region l« Phi lade 1 phiai Office of the Director. 

79/04/11 Ip. 


7909020395 Forwards IE Dullettn 79-07i. "Seismic Stress Analysis of 
8af ety-Re lated Piping " Licensee action required. 

ORIERi B. H Region ti Ph iiade Iphlat Office of the Director 
79/04/14 Ip 


790S040Q3B Forwards IE Bulletin 79-06B* '’Review of Operational Errors It 
8ys Misalignments Idsntlf led .Dur Ing TMI Incident ” 

ORIERiB H Region Ir Philadelphia# Office of the Director. 

79/04/14 Ip 


7909040208 Forwards ZE Bulletin 79''08t "Events Relevant to Boiling 
Water Power Reactors Identified During THt Incident " 

ORIER^B.H. Region 1< Ph 1 lede 1 ph ia. Office of the Director 
79/04/14 Ip 


7909030070 Forwards IE Bulletin 79-09# "Failures of OE Type AK-2 
Circuit Breaker In 6af ety-Related Sys, " Licensee action 
required 

DRIER, B H Region 1, Philadelphia# Office of the Director. 
79/04/17 Ip. 


7909020263 Forwards IE Bulletin 79^06Af Revision li "Review of 
Operational Errors I 4 Sys HI sal ignments Identified During TMI 
Incident, " 

CRIERrB H. Region i. Philadelphia. Office of the Director 
79/04/19 Ip 


DOCKET STN-SO-SiT JAHESPORT NUCLEAR STATION, UNIT 2 


Q Adjudicatory correspondence 


7903010115 Forwards request for Board notification re nonsafety-grafi 
equipment to ailtlgate transients 
SO INTO. J F Hearings Division 79/04/02 3ipp 


—7909010156 Board notification- staff assessment rs nDniafety-'gnde 
equipment to mitigate transients. 

VASSALLQ, D B Assistant Director for Light Nater Rtackors 
79/03/29 2pp 


— 7905010190 Board notification recent issue on noncaf ety-grade 
equipment to mltlgata transients More info is required 
TEDEBCOr R L Assistant Director for Reactor Safety 79/03/16 
3fp 


7905100152 Applicants' brief opposing Suffolk County 790119 
eseeptions h 790206 supporting br lef. Supporting 
documentetion It Certificate of SvC and 

REVELEY,W T , WHITTEKORE Hunton It Williams 79/04/02 93pp 


7909080053 Responds to request for info re possible shutdoun of 
facility due to possible design deficiencies caused by 
computer model design Computer model In question not used 
for facilities 

HOEFLINOiR K Branch 4 79/04/03. 2pp 


7909240278 Opposes intervenor County of Suffolk brief In support of 
eeceptlons to A8LB 781226 initial decision Certificate of 
Svc end 

BORDENICK, B M Branch 4 79/04/12 29pp 


7909290106 Hequeits inclusion of NY Dept of Public 0vc on svc ILit for 
NV siting proceeding 

BLAUiJ Mew York, State of 79/04/13 Ip 


a Inspection reports, IE Bulletins It correspondence 


7909010116 Forwards IE Info Notice 79-06, "Stress Analysis of 
iafety-Relatsd Piping " 

DRIER, B H Rigion 1, Philadelphia, Office of the Director 
79/03/23. Ip. 


7909020051 Forwards IE Bulletin 79-06, "Review of Operational Erreri k 
Eye Misalignments Identified During TMI Incident *' 

ORIER, B H Region I, PhUadelphle, Office of the Director 
79/04/ii. ip 


7909020399 Forwards IE Bulletin 79-07, "Seismic Stress Analyili of 
Safety-Related Piping." Licensee action required 
ORIER, B H Region 1. Philadelphia, Office of the Director. 
79/04/14 Ip 


7909040038 Forwards IE Bulletin 79-06Br "Review of Operatlonel Errort I 
Sys Hi sell gnments Identified During TMI Incident. ♦' 

ORIER, B.H Region ir Phi ladelph la, Office of the Director. 
79/04/14 Ip. 


7909040208 Forwards IE Bulletin 79-08, "Events Relevant to BolUtig 
Vater Power Reactore Idantlfled During TMI Tncldent '♦ 

■ORIER, B H Region 1, Philadelphia, Office of the Director, 
79/04/14. Ip. 


7905030070 Forwards IE Bulletin 79-09, "Failures of OE Type AK-a 
Circuit Breaker in Safety-Related Sys " Licensee action 
required 

CRIERRB H Region 1, Philadelphia, Office of the Director 
79/04/17. Ip. 


7909020263 Forwards IE Bulletin 79-06A, Revision 1, ♦'Review of 
Cperationat Error* l< Byi Misalignments Identified During TMt 
Incident " 

ORrER#B H Rigion 1# Philadelphia, Office of the Dlractor 
79/04/18. Ip. 


8 Reportable occurrences, LERi &< related correspondsnce 


790S11O2O3 Board nutlftcetion Beabrdok refueling water etorage tank 
design deficiency, 

SClMTO, J. Hearings Division. 79/03/29. 30pp. 


6, fte(^ortahli occurrences, LERs S, related correspondence 


7905110203 Board not 1 f Icatloft’ Seebr 00 k refueling water storage tank 
design deficlsncy. 

SClNTOfJ, 'Hearings Division. 79/03/29. 30pp 


DOCKETED ITEMS 


2S1 


docket aTN-50“5lB HARTSVILLE NUCLEAR PLANTi UNIT 1 


A Ap4i Utation/conitructlon «t«g« document* it corraipondertc* 


790&QaO!l41 Dl*cu«fas utlL poflition on look tettingi prttturi tt ttfitp 
r« qutromont* of AGI Qtd* 318 &< 349 for piping to be embedded 
In concrete Revleloni to PEAR re embedded piping will be 
Implemented Immedletelg. 

OlLLELANUr J E Tenneeie* VeUag Authority 79/05/03 3pp 


F, Sacurltyr medlceli emergency fire protection plan* 


7909300463 Poruard* addl re*pon«e to 780936 meeting minute* re STRIDE 
lire baiardft anelyi 1* Include* propoied de«lgn change* to 
fire protection «y* Requeet* early meeting to dUcusi 
retpontee 

OILLELAND. J. E tenne«*#e Valley Authority 79/05/30 9pp 


7905240498 Forward* IE Imp Rapt* 50-519/79-08,50-519/79-08. 
50-320/79-08 1< 50-531/79-08 on 790326-0328 No nonconp 1 lane* 
notetf 

HUfiPtCVrC E Region 3, Atlanta, Office of the Dtracter 79/04/04 
3pp 


— 7909240507 IE In»p Rapt* 50-518/79-08.50-519/79-08.50-520/79-08 % 
90-521/79-08 on 790326-0328 No noncoapl lanct noted Kajor 
mree* impacted con«t actlvitiii, previoutiy Identified 
Itmmf, 10CFR50 S5(e) item, 10CFR2t poiting OA 
BURDETTE, T E Region 2, Atlanta, Offlca of the Director 
HCROTtA R Region 2, Atlanta, Raactor Con*tructl*n 4 

Engineering Support Branch 79/04/06 5pp 


7909030368 Forward* IE Bullatl^ 79-07, *8titatc Streii Analyai* of 
Safety-Related Piping ** Licemee action required 
O’^RCILLY. J P Region 2. Atlanta, OffU* of the Oirictor 
79/04/14 3pp 


0, Adjudicatory con tipondence 


7905240374 Request* adoption of d« mlntmui theory of Pertin* ASLB 
Certificate of 8vc end. 

aMlOERill 8 , WALLACE, L E ■ OUTTERMAN, A H. T«nne**ee Valley 
Authority 79/04/06 llpp 


7909110410 Reiponte to ALAB-509 re radon emi««ion« U de minlmu* theory 
from Pertin* record Certificate of Sve end 
QGINTQ, J.F Hearing* Division 79/04/11 45pp. 


790914051'9 Reeponte to 790404 brief of Philadelphia Electric Co, PBE60 b 
Atlantic City (NJ) Electric Co re de minlmu* theory 
Certificate of Bve end, 

KEPFORDiC R Cltlieni for Safe Environment 79/04/11 Spp 


7909140332 Notifle* of consolidation of five Intervener group* re redon 
■rti»*ion* li*«#,ParU*i have until 790525 in which to file 
for summary disposition. 

CHJFLD,M E, Atomic Safety end Licensing Appeal Panel, 

IDpp 


79/04/35 


J loivrance 4i Indemnity information 


7909070497 Confirms Increased liability 

DO-1 Icles NF-1,25, 43,76, 03, 100, ill, 140, 146, 151, I6li 164, 170, 
173, t74i 170* 179, 180, 102, 105, 106, I87i 180< 109, 193, 193, 194, 195, 
197, 190, 300, 201, a04i 306, 307, 200,310,313,314, J 
OUATTRaCHHI, J. American Nuclear tniurer*. 79/05/01 ip. 


7905040233 Forward* lE Bulletin 79-06B, "Rtvlaw of Operational Error* b 
Sys Hiial Ignminti Identified During TKl Incident * 

O^REtLLYf J P Region 2, Atlanta. Office of the Director 
79/04/14 3pp 


7905H0368 Forward* IE Bulletin 79-00, “Event* Relevant to BoiUni 
Water Power Reactors tdintlfled During THI Incident ” 
q'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


7905010341 Forwarde lE Info Notice 79-10, "No neon f oral ng Pip# Buppert 
atruts " 

O'REILLY, J P Region 3, Atlanta, Offlca of the Dlraeter 
79/04/10 tp 


7905030173 Forward* IE Bulletin 79-09, “Failure* of C£ Type AK-3 
Circuit Breaker in Safety-Related Sy» " Lteemee action 

0*REILLY,J P Region 3, Atlanta. Office of tha Director 
79/04/17 2pp 


7905030479 Forward* IE Bollitin 79-06A.Rsvl*ion 1, “Review of 
Operational Ernr* S, 8y* HUalignment* Identified During TNI 

o'^REILLYiJ P Region 2, Atlanta, Office of the Director 




7905300253 Submit* »uppl*n»ntal ritporn* * 

^ responie submitted 78120 Provide* addl 

manufacturer 6 describe* plan* In area of electrical 
penetration* 








7905070503 Confirms incraast In 33^54^8?! 56? 

obl ic Left HF-28, 36, 29, 38, 39, 44, 46, 47, 49, 80, 51, 82, 53, 84, 88, 86, 

97? 3^ 60, "l - m! Tb. 67. 60. 6*. 70, 71. 70, 74, 76, 77, 70, 79. 00. 06. 87, 

SgnESVSfo’Sl^MutLl? Stotlc En.r„ Li.6UU, Ond.,«rlt.r. 79/03/01 
IP 


R Forlodlc operating report* fc related cerreipondenm 


^05150286 Forward* "Socioeconomic Honitoring V mtigatlon Repf 

a!”?“ 9 -ni 6. pr.p«.f .. 


0 inspection report*, IE ^u I letlnsfc correspondence 

79050L02U Forward* lE Info Notice 79-06, “Stress Analysis of 

a*REIULY?i*P*'^ **^Rialon 2, Atlanta, Office of the Director 
79/03/33. 2pp 

7908150072 Forward* IE Insp Repts 

50-530/79-06 ^ 80-831/79-06 on 790226-30 No noncomp I Ian 

R55??|V,C.E. Region 3. Atlanta, Reactor Construction 1. Engineering 

Support Branch. 79/03/23 2pp 

--7909tsooat le mip R«pti n jnjyncit.S! ^j”**"'*** 

Reactor Construction 6 Engineering 
HWPHY, C E. Region 2, Atlanta, Reactor 

Quppott Branch. 79/04/02 3pp. 

— 7905350431 IE Insp rfept* Major 

80-831/79-07 on 790307-09 No noncomplUn 
mrea* Ifispeetid: concrete 2 a audit* ^ 

saf etg-related eteel •*fTUcturee/« A Director 

ShAN,H». R.,,»na. cSnPfucilo'- «• 

BRYANT. J C. R.jUn a, 

Englniarlnp Support Bronck. 79/04/0 . pp 


7909190294 ”aoet0icono«le ***** 

. V.IU, Authority 79/04/30 4App 

a, R.portPbU ».ur r.rr... LER. A r.Ut., r.rr.t p.r,^P« 

7909,40478 F«r9*r,« ,in*l r.pt o, r.p.rtptl. ton,lt,on r. IHB/6 

--7.709,40482 R.j^rt.U. «|>J*tC.n o« 79^6 '•'*“ 

;;ii;r,.i^.r4pr:l.:“r:? r-v,.., a o* pr.,.*. 

v.ll.9 Authurlta 79/04/09 2pp 
docket BTH-90-9,9 HART8VILLE 

7«,9O0O94i 

‘* 

lTti6t:l5S’i.a"”*Ti!;n*.».. V.n.9 Autk.rlt9 79/09/03 3PP 


2B2 


DOCKETED ITEMS 


F Securltv» cnterg^encv I* ^Ir* prptictton plans 


79QS300462 Foruardt addl recponia %o 780726 Mtiting ninutas r* STRIDE 
flra Kaxards anal^sli Includas propoiad dasign changai to 
flr« protactlon vgs Requests early <n««tlnfi tq discuss 
responses 

OILLELANQ, J, E Tpnnsssee VatUy /Authority 77/09/20 7pp 


0 Adjudicatory corraspondepce 


7709240&74 Raqueiti adoption oP de minimus theory of Parkins A6L9 
Certificate of Svc end 

BANQERcK 8 , (WALLACE. L E « OUTTERMANtA H Tennessee Valley 
Authority^ 79/04/06 tlpp 


7909110418 Response to ALAB-S07 re radon emissions & de qiinlmus theory 
from Perkins record Certificate of Bvc end. 

SCtfJTOiJF. Hearings Division 79/04/11 45pp 


7903140319 Response to 790404 brief of Philadelphia Electric Coi PSEbO & 
Atlantic City (MJl Electric Co re de minimus theory 
Certificate of 6vc end 

KEPFOROrC R Citizens for Safe Environment 79/04/11 Bpp 


7905140332 iNatlfles of censollda tlon of five tntervenar groups re radon 
emltflons Issue Parties have until 790325 in which to file 
for summary disposition 

DUFLO* M E, Atomic Safety and Licensing Appeal Panel. 79/04/29 
13pp 


J Insurance L Indemnity inf or mat 1 on 


7903070497 Cenfirmt increased liability limit to il24i 000» 000 for 
policies NF-lr2S. 43^ 76i B3. lOOr 111, 140^ 146i SSM6ii 164, 170, ' 

173, 174, 178, 179* 180* 162, 185, 166, 187, 188, 189. 193, 193, 194, 193, 
197, 198, 200, a0i.204rS<^6, 207,208.210. 212, 214. 213, others 
OUATTROCHHI, vf American Nuclear Insurers 79/09/01 Ip 


790S0703B2 Confirms increase In Uat 11 Ity limit to 436.000.000 far 
policies riF-22, 26, 29, 38.39.44,46. 47, 49.30. 91.32, 93.94.53* 36, 

97, 50.60, 61.64, 66, 67. 69. 69. 70, 71.72, 74.76, 77. 78. 79.80,86.67. 
88,90,91,92.93,94.99 6 96 

ROBERTS. D M Mutual Atomic Energy Liability Underwriters 79/05/01. 

ip 


O Inspection reports, IE Bulletins 6 correepondeni: e 


7903010211 Forwards IE infe Notice 79’'06, "Stress Analysis of 
Safety-Related Piping " 

Q'REILLY. J P Region 2, Atlanta. Office of the Director 
79/03/23 2pp 


7909190072 Forwards lE Insp Repts 50-91 8/79*-06, 50-919/79-06, 
50-920/79-06 «. 90-921/79-06 on 790226-28 Ho nortcomp Hence 
noted. 

MURPHY, C E Region 2. Atlanta, Reactor Construction Engineering 

Support Branch. 79/03/23 2pp 


—7909190081 IE Insp Repts 90-918/79-06. 90-919/79-064 50-320/79-06 t< 
90-921/79-06 on 790226-28, Mq noncomp 1 lance noted. Major areas 
1 nspected ' const act Ivitles, IE circulars QA program as 
Implemented by Const Engineering Manual 

BURDCrTErT E Region 2, Atlanta. Office of the Director. 
HERDTiA. R. Region 2. Atlanta, Reactor Construction t. 

Engineering Support Branch 79/03/22. 4pp 


7909250422 Forwards IE Insp Repts 90-910/79-07.90-919/79-07, 
90-320/79-07 «< 30-921/79-07 an 790307-09 Mo noncamp I iance 
noted, 

MURPHY.C.E Region 2, Atlanta. Reactor Construction h Engineering 

Support Branch 79/04/02 2pp 


— 7909290431 IE Insp Repts 90-918/79-07, 30-9 19/79-07* 90-920/79-07 h 
90-931/79-07 on 790307-09 Wo none amp 1 lance noted Major 
areas inspected: concrete foundation of spray pond areas, 
saf »ty-relat«d eteel struciuresii, OA audits 1< schedule 
8MAM, N B, Region 2. Atlanta, Office of the Dlrecter. 

BRYANT, U G Region 2, Atlanta. Reactor Construction & 

Engineering Support Branch* 79/04/02 6pp 


—7909240907 IE Insp Repts 30-919/77-001 30-519/79-00, 90-520/79-00 * 
90-921/79-08 on 790326-0328 No noncompl lance noted Hejor 
areas inspected const activities, previous ly Idcntifltd 
items. 10CFR30 99(e) Itcrnsr tOCFR21 posting 6 GA 
BURDETTE, T E Region 2, Atlanta, Office of the Director 
HHRDT,A R. Region 2, Atlanta, Reactor Constructicn t 
Engineering Support Branch, 79/04/06 3pp 


7905030368 Forwards IE Bulletin 79-07, “Selimle Stress Analysis of 
Safety-Related Piping " Licensee action required 
O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/04/14* 3pp 


7909040233 Forwards IE Bulletin 79-068, "Review of Qperatloral Errof^ ^ 
8ys Misalignments Identified During TMI Incident *' 

O^REILLY. J P Region 2, Atlanta, Office of the ifirector 
79/04/14 3pp 


7903110369 Forwards IE Bulletin 79-08, "Events Relevant to BDlUnf 
Uater Power Reactors Identified During TMI Incident " 

O^RElLLY, Jp Region 2, Atlanta, Office of the Director, 
79/04/14 Ip 


7909010341 Forwards IE Info Notice 79-10, "Nonconforming Pipe 
Struts 

O^REILLV, JP Region 2, Atlanta, Office of the Director. 
79/04/18 Ip 


7909030172 Forwards. IE Bulletin 79-09, "Failures of OE Type AK-t 
Circuit Breaker In Safety-Related Sys " Licensee action 
required 

O'REILLY, JP Region 2, Atlanta, Office of the Director. 
79/04/17 2pp 


7905020479 Forwards IE Bulletin 79-06A, Revision i. "RoVliw of 
Operatlonet Errors h 8gs Misalignments Identified During THt 
Incident " 

O'REILLY, JP. Region 2, Atlanta, Office of the Director 
79/04/10 2pp 


7909300293 Submits supplemental response to IE Bulletin 77-07 Original 
response submitted 78120. Provides addl Info received free 
Aenufacturer 6 describes plans in area of electrical 
penetrations 

8ILLELAND,J E Tennessee Valley Authority 77/04/27 3pg 


R. Periodic operating reports 6 related correspondence 


7903190286 Forwards ‘'aocloectinpmlc Monitoring l< Hibigatlon Ripk* 
Apr 1979 Future repts will be prepared eemlannually 
OILLELAND.JE Tenneieet Valley Authority 79/09/09 Ip 


•7909190294 "Socioeconomic Monitoring & Mitigation Rept" Apr 1979. 
* Tenneseec Valley Authority 79/04/30, 46pp 


B Reportable occurrences. LERs related correspondence 


7908140478 Forwards final rept of reportable condition re BWH/6 IPCQ 
local control panels. <NRC OE-79-Ot} 

(7ILLELAN0. J £ Tennessee Valley Authority 79/04/05, Ip 


—7909140482 Reportable condition on 790306 ‘ OE determined that diffct 
existed in KPC8 panel M22-P02a Caueed by Installation of 
nonqualified type relay Procedures revised OA program 
mod If lad 

• Tennessee Valley Authority. 79/04/09 2pp 


DOCKET aTN-30-920 HART8VILLE NUCLEAR PLANT, UNIT 3 


A. App 1 icatton/constructlon stage documents It correspondence 


7703080941 Discusses util position on leak testing, pressure C, keep 
requirements of ACI Stds 318 & 349 for piping to be embedded 
in concrete Revisions to P8AR re embedded piping will be 
Implemented liMnedlately, 

DILLCLAND, J. E Tennessee Valley Authority. 79/09/03 Spp 


7909240490 Forwards IE Insp Repts 90-918/79-00,90-919/79-08. 
90-920/79-09 4, 90-921/79-08 on 790386-0328, No noncompl lence 
noted. 

ffURPHV, G E. Region Sr Atlanta, Office of the Director. 

2pp 


79/04/06 


DOCKETED ITEMS 


2S3 


F Sfrcurityi medical, emergency ^ prottectlan plant 


7909300462 Forward* addl rstpont* to 7809S6 moating nlnutot r* STRIDE 
flra hatordt analvili Includot propoced deilgn changci to 
Flra pTottctlon tgi Roq,u«stc carlg moating ta discutt 
r acponttt 

t7ILl,eL(ANDi J E Tonneitoo Vallog Author Itg 79/05/20 9pp 


0 Adjudlcotorg corrttpondenco 


7909240874 Rt<iuo»tt adoption of da mlnimut theory of Parkin* A8L8 
Cartlftcata of 8vc and 

SANOCT.H fi., WALLACE, L E i OUT TER KAN, A H Tenn«*i«a Valley 
Authority 79/04/06 itpp 


79DS1 10410 Retponta to ALAB-909 ra radon emittion* 4- da mlnifflut theory 
frcffl Pirklni record Certificate of 8vc end 
BCIHTOiJF Hearing* Dlvitlon 79/04/U 4Spp 


7905140519 Ratponie to 790404 brief of Philadelphia Electric Co^PSEtO U 
Atlantli;; City <NJ» Electric Co re de minimus theory 
Certificate of 3vc end 

KEPFQROiC R Citlien* for Safe Environment 79/04/11 Qpp 


7905140332 Notifies of consol idatlon of five intervenor group* re radon 
■mlteiont Issue Parties have until 790525 in which to file 
for summary disposition 

DUFLOiH E. Atomic Safety and Licensing Appeal Panel 79/04/25 
I3pp 


J. Insurance i* Indemnity information 


7905070497 Confirms Increased liability limit to *l24i000i000 for 
policies NF-'1,25, 43, 76, 03, 100, 111, 140^ 146. 151, 161, l64/l70. 
i73, 174. 178. 179. 100, 102, 195, 106. 107, 108, 109. 192, 193, 194. 195f 
197r 1 90. 200. 201 . 204. 206. 207. 200, 210, 212, 214. 215 , «t others 
■QUATTROCHHI. J American Nuclear Insurers 79/05/01 Ip 


■—7905240907 IE Insp Repts SO-919/79-09. SO-S 19/79-00. 50-920/79-09 It 
50'92l/79-0a on 790326-0328 No nancomp 1 1 ance noted Ha jar 
area* inspected const activi ties , previous ly Identified 
item*, lOCFRao. 391 b) items* 1DCFR21 posting & OA 
BURDETTE, T E Region 2* Atlanta* Office of the Director 
HERDTt A R Region 2. Atlanta. Reactor Construction & 

Englnaerlng Support Branch, 79/04/06 5pp 


7905030360 Forward* IE Bulletin 79-07, “Seismic Stress Analysts of 
Safety-Related Piping '* Licensee action r«q.uirad 
O^REILLYrJ P. Region 2, Atlanta. Office of the Director 
79/04/14 3pp 


7905040233 Forwards IE Bulletin 79-060* “Review of Operational Error* 4, 
0ys Hlsallgnmsnti Identified During TMI Incident " 

O'RElLLV.U P Region 2, Atlanta, Office of the Director. 

79/04/14 3pp 


7905110369 Forwards IE Bulletin 79-00, “Events Relevant to Bolling 
Water Power Reactor* Identified During TMI Incident “ 

O'REILLY, J P Region 2* Atlanta, Office of the Director. 
79/04/14 Ip 


7905010341 Forwards IE Info Notice 79-10. "Nonconforming Pipe Support 
Struts “ 

a'REILLY. J P Region 2, Atlanta, Office of the Director 
79/04/ Ifi Ip 


7905030172 Forwards IE Bulletin 79-09, "Failure* of OE Type AK-2 
Circuit Breaker in Safety-Related 8y*. " Licensee action 
reiiuired 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 
79/04/t7 2pp 


7905020479 Forwards IE Bulletin 79-06A, Revision 1, “Review of 
Operational Error* 6 0ys Hi*al Ignmen tc Identified During TMI 
Incident “ 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/18 2pp 


7905070382 Confirms increase in liability limit to *36,000.000 for 
policies ttF-22, 26, 29, 38. 39, 44, 46, 47, 49, 90, 51 , 92 , 53, 54. 55, 56, 

97* 59. 60. 61. 64, 66, 67, 68. 69. 70. 71. 72. 74, 76, 77. 70, 79, 80. 06, 07. 
90,90.91.92.93.94.93 L 96 

ROSERTB.D M Mutual Atomic Energy Liability Underwriters. 79/05/01. 
if 


■a Inspection reports, IE Bulletins L correspe-ndence 


7905010211 Forwards IE Info Notice 79-06, “Stress Analysis of 
Safety-Related Piping, “ 

O'REtLLY. U P. Region 2. Atlanta, Office of the Director 
79/03/23. 2pp 


7905190072 Forward* 10 Insp Repts 50-518/79-06,80-519/79-06, 
90-520/79-06 6 50-521/79-06 on 790226-29 No n on c omp 1 lance 
noted 

MURPHY, C.E, Region 2, Atlanta. Realtor Construction St Englntarlng 
Support Branch 79/03/23. 2pp 


— 7905130001 IE Insp Repts 50-510/79-06, 50-319/79-06, 50-520/79-06 L 
90-521/79-06 on 790226-28 No noncomp 1 lance noted Major areas 
Inspected const actlvitie*. IE circulars St QA program as 
implemented by Const Engineering Manual 

BURDETTE. T E. Region 2. Atlanta. Office of the Director. 
kCRDTi A. R. Region 2, Atlanta, Reactor Construction St 
Englnaering Support Branch 79/03/22 4pp. 


7905250422 Forward* IE Insp Repts 80-518/79-07.50-519/79-07. 
50-920/79-07 St 50-521/79-07 on 790307-09. No noncomptlance 
noted 

MURPHY, C.E. Region 2, Atlanta. Reactor Construction St Engineering 
Support Branch 79/04/02, 2pp 


—7905250431 IE Insp Repts 30-510/79-07,50-819/79-07.50-520/79-07 1, 
30-521/79-07 on 790307-09. No noncomp I tance noted. Major 
area* inspected. concrete foundation of spray pond area*, 
safety-related steel structure*. St QA audits & schedule, 

01dANt N B. Region 2. Atlanta. Office of the Director, 

BRYANT, J.C Region 2, Atlanta. Reactor Construction 4* 

Engineering Support Brdnch 79/04/02 6pp 


7905300253 Submits supplemental retponsa to IE Bullet It* 77-07. Or Iglna 1 
response submitted 70120 Provides addl Info received from 
manufacturer 6 describes plan* In area of electrical 
penetrations 

OILLELANO, JE Tennessee Valley Authority 79/04/27 5pp. 


R, Periodic operating reports U related currespontfence 


7905150296 Forwarde “Socioaconomte Monitoring h Mitigation Rapt" 
Apr 1979, Future repts will be prepared semiannually 
OILLELANDrJE Tennessee Valley Authority 79/09/09. Ip. 


—7905150294 “eocloeconomU Monitoring U Mitigation Rapt" Apr 1979 
e Tennessee Valley Authority. 79/04/30 46pp, 


6. Reportable occurrences, LERs L related correspondence 


7908140470 Forwards final rapt of rapor table condition re BNR/6 HPC8 
local control panels (NRC OE-79-01) 

OlLLELANDr J E Tennessee Valley Authority, 79/04/05. Ip, 


—7905140402 Reportable condition on 790306. (3 E tdetertnlned that defect 
exttted In HPCS panel H22-P028. Caused by installation of 
nonqualified type relay Procedures revised It QA program 
modified 

e Tennessee Valley Authority. 79/04/09. Spp 


DOCKET aTN-30-52l HARTSVILLE NUCLEAR PLANT. UNIT 4 


A, Applicatton/constructlon stage documents !< correspondence 


79050B0941 Discusses util position on leak test Ing. pressure It tamp 
requirements of ACl Stds 318 U 349 for piping to be embedded 
in concrete. Revisions to PSAR re embedded piping will be 
Implemented Immediately. 

OILLELAND. JE Tennessee Valley Authority 79/03/03. 3pp. 


7905240490 Forward* IE Insp Repts 30-519/79-08, 80-519/79-00. 
90-520/79-00 «t 50-821/79-08 on 790326-0320 No noncompliance 
noted. 

MURPHY. C.E Raglan 2, Atlanta, Office of the Director 79/04/06. 

2pp 


2B4 


DOCKETED ITEMS 


F Bieurlt^r m«dic«l« •mvrgcncg 4 l flr< |>roitctlon pljns 


7909300462 Fqrw-ard* ^ddl TBipantt to 7fl0926 mtettnit wtnoto* r* STRIDE 
fir* h«3jrdi 4Ti«lgii« Includo-i propotod d««tgn changii to 
flrt protfction sgi Raqu8«t« «arlg fltrtinp to dl«cv«« 
r*«pon««« 

OtLLELANDrJ E T«nnasi<i W«ll#v Authority 79/05/20 9pp 


O Ad jtidicdtorg i orraapondBiuca 


7909240874 adoption of de minlntut thaorg of Psrklni AStB. 

Gtrtlficat* of 8v/c end. 

SANOERiH.S Tennaeice Val leg Authority. 79/04/06 llpp 


7905O3O:}6u roruardf IE Bulletin 79’’07r ''Seliflilc Straia Analgilt 
Befitv-Ralated Piping ** Llcaneea action required 
O^RElLLYr J P Raglon 2t Atlanta^ Office of the Director. 
79/04/14. 3pp 


7905040233 Forwardi IE Bulletin 79-06Bi **Ra\/leu of Operational Errari t 
Byt Kleal Igntnente Identified During TMI Incident " 

O'RElLUYr J P Region 2f Atlantaj Office of thp Director 
79/04/14 3pp 


79051 103t>o rorward* lE Bulletin 79-00, "Evente Relevant to Bolllrg 
Hater Power Reactore Identified During TMI Incident 
O^pEIULYr J P Region 2# Atlanta, Office of the Director 
79/04/X4 Ip. 


7909110418 Reeponeo to ALAS-S09 re redon emleeloni 4, de nlnlmui theory 
from Parlini record Certificate of 8vc cnc 1 
SCINTO, J P Hearings Dlvlelon 79/04/U 49pp 


7909140519 Responia to 790404 brief of Philadelphia Electric €oi PaE&O & 
Atlantic Cltg (HJ) Electric Co ra da Alnlmuc thaory 
Certificate of 8vc end. 

KEPFORDi C R Cl tl lens for Safe Environment 79/’04/ll 8pp. 


7909140332 notifies of consolidation of five Intarvenor groups re radon 
emissions issue Parties have until 790525 In which to file 
far summary dlspaiitlon 

DUFLOrM E Atomic Safety and Licensing Appeal Panel 79/04/25 
13pp. 


J Insurance Indemnity information 


7909070497 Confirms increased liability limit to 4124, 000# <100 for 
policies Nr-lf29, 43, 76,83, 100, 111. 140, 146, 191, 161. 164, 170, 

173, 174, 178. 179, 100. 182, 185, 186. 107, 188. 189, 192, 193, 194, 199. 

197, 198,200,201,2044 206, 207, 208, 210, 212, 214. 215, It others 
QUATTROCHHl , J American Nuclear Insurers 79/05/01 Ip 


7909070982 Confirms Increase in Hablllty Limit to 436.000.000 for 
policies riF-22, 26, 29, 38. 39, 44, 46, 47, 49, 50, 51 . 52, 53, 54, 53. 56, 

57, 50, 60,61,64,66, 67, 68. 69, 70. 71,72, 74,76, 77,78, 79,60. B6, 87, 
88,90,91,92,93,94,95 It 96. 

ROBERTS, D M Mutual Atomic Energy Liability Underwriters 79/05/01 
Ip. 


0. Inspection reports, IE Bulletins correspondence 


7905010341 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts ■ 

O'REILLY, U.P Region 2, Atlanta, Office of the Director 
79/04/18 Ip 


7905030172 Forwards IE Bulletin 79-09, "Failures of OE Type AK-a 
Circuit Breaker in Safety-Related Sys " Licensee action 
required 

0'REILLY,J,P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


7905020479 Forwards IE Bulletin 79-06A, Revision 1, "Review of 
Operational Errors & Bys His al Ignments Identified During TMX 
Incident ” 

O'REILLY, J P Region 2. Atlanta, Office of the Direelor 
79/04/18. 2pp 


7905300293 Submits suppletsental response to lE Bulletin 77-07 Orlginil 
response submitted 7B0120 Provides addl Info received from 
manufacturer U describes plans in area of electrical 
penetrations 

OILLELAND, U E Tennessee Valley Authority 79/04/27 Spp 


R Perlodiic operating reports 6 related correspondence 


790515028A Forwards "Socioeconomic Monitoring 6 Mitigation Repb* 
jkpr 1979.Future repts will be prepared semiannually 
OILLELAND, J E Tennessee Valley Authority 79/09/09 Ip 


— 7909150294 "Socioeconomic Monitoring U Mitigation Rept" Apr I97f 
a Tennessee Valley Authority 79/04/30 46pp. 


7909010S11 Forward! IE info Notice 79-06, "Btrese Analgile of 
Safety-Related Piping " 

O'REILLY, J P Region 2, Atlanta, Office of the DirtetoT 
79/03/23. 2pp. 


7909190072 Forwards IE Imp Repts 50-518/79-064 90-919/79-06, 
50-520/79-OA & 30-521/79-06 on 790226-28 No noncamp 1 lance 
noted 

flURPHY.C, E Region 2, Atlanta, Reactor Construction 9, Engineering 

Support Branch 79/03/23. 2pp. 


— 7909150081 IE Xnsp Repts 50-518/79-06,90-919/79-06.50-920/79-06 St 
50-921/79-06 on 790226-20 No noncomp 1 ianea noted Hajor areas 
inspected . cons t activities, IE circulars & DA program as 
implenentsd by Const Engineering Manual. 

BURDETTE. T. E Region 2, Atlanta, Office of the Director. 
79/03/22, 4pp 


7909290422 Forwards IE Intp Repts 90-51 0/79-07, 98-919/79-07, 
50-929/79-07 ^ 50-291 /79-07 an 790307-09 Na noncamp 1 lance 
noted 

HURFKV.C E Region 2, Atlanta, Reactor Construction Engineering 

Support Branch. 79/04/02 2pp 


6. Reportable occurrences, LERs & rtlated carr espandence 


7909140478 Forwards final rept of reportable condition re Blffl/6 HPC8 
local control panels <NRC OE- 79-01) 

OILLELAND, J E Tennestse Vallsy Authority 79/04/09. ip 


—7909140482 Rsportabls condition on 790306 OE determined that diMct 
existed In HPCB panel H22-P028, Caused by installation of 
nonqualified type relay Procedures revised 6 QA program 
modified 

« Tennessee Valley Authority. 79/04/09. 2pp 


DOCKET STN- 90-922 8KA0IT NUCLEAR POWER PROJECT, UNIT I 


A Applicatlon/conitructlon stage documents 6 correspondence 


7909090211 Forwards summary of 790227 meeting of Skagit River Indkan'^i 
representatives w/Houie Committee on Interior t( Insular 

Affairs. 

LEECH, P H Environmental Projects Branch 2 79/04/10 Ip 


— 7909290431 IE Insp Repts 50-518/79-07,80-919/79-07,90-920/79-07 «c 
50-921/79-07 on 790387-09, No noncamp I lance noted, Major 
areas inspected : concrete foundation of spray pond areas, 
safety-related steel struc turei, it 8A audits 6 schedule. 

SWAN, W B Region 2, Atlanta, Offics a# the Director. 79/04/02, 

6pp 


7989240498 Ferwardi IE Insp Repts 50-918/79-08,90-919/79-08, 
50-920/79-08 & 50-921/79-08 on 790326-0328. No noncempllance 
noted. 

NURPHYiC E Region 2, Atlanta, Office of the Dlrvcter 79/04/06. 

2pp 


— 7909240907 IE Insp Repts 98-918/79-08, 50-519/79-08, 90-920/79-08 t< 
90-921/79-OB on 790326-0328. No noncomp llanct notsd Major 
areas Inspected ' cans tr actlvl ties, previous ly Identified 
items, 1DCFR90, 99(e) items, 10GFR21 potting b QA 
BURDETTE, T E. Region 2, Atlanta, Office of the Director. 
79/04/06. 9pp 


— 7909090264 Summary of 790227 meeting w/representatlves of Indian Irlttt 
in Hashing ton, DC re study, funded by Bureau of Indian 
Affairs, of potential Impact of facility on local hydroLegy, 
Bocioeconomte conditions it Indian fisheries. 

KAMM£RER,G. Office of Congreei lonal Affairs 79/03/09 Spp 


7989230826 Discusses delays In issuance of CP in responsi to 790212 
telegram to President Carter 

9T0LZ,J F Light Hater Reactors Branch 1. 79/04/14. 3fp 


7985240897 Approval request to withhold from public disclosure 790223 
It 790416 Itrs rt aeromagnetlc data. 

STQLZ,J F. Light Hater Reactors Branch 1. 79/04/38. 4pf 


7909090090 Forwards "Environ Assessment, DOA Plant Assessnsnt, " in 
response to NRC 780609 request Recommends mods re mgt 
requirements In applicant's mitigation plan. Enel 
available In Gentrel Files, 

BEROLANO, B Agr Icul tore, Dept of. 79/09/02, 2pp, 


DOCKETED ITEMS 


2S6 


79051603^7 Forwardi of O»olatlcol Inveitlgation* In “ DOCKET 9TN-50-523 8KA01T HUCLEAfl POWER PROJECT. iJNiT 2 

Volt S it 3,Dltcut«t« diforvod & lupplamonttl laciiont. 

KECGA« J E Fu^ol; Bound Power V Light Coi 79/03/10 7pp A, Applicetlon/conetructlon tt«g« docuAtntf & corrt«pondinci 


>-‘‘7?09l603S6 “Rept of Dialog Icel Inveit Igetloni in 1970-1979” Volt 3 It 3 
Four ove-reliod drewlngt end 

* Pvget Bound Power & Light Co 79/03/10. 2aipp 


7908310303 Reipande to 700630 re<iueit for eddl geolog icel info Forwerdt 
iddl lupportWe matl to “Ropt of Oeoiaglc tnvemt Igetioni in 
197B'-1979 *' Eitentlve geologic invettlgetlon* confirm tlte 
iu t beb 1 1 1 tg , Rep t end 

HECCAi J B Puget Bound Power Light Go 79/0S/S3 lOOpp 


g Ad judicetory cprretpondenct 


79091 40109 Kotlon far leave to file interim itatement of Itititf three 
d»v* t Intel on 790318 

BUaCHiR H Cvergrien Legal BirvUei HEANBi D 8. Heanti Donald 8 
79/03/18, app. 


-'79Q3140fAl Infcervinor Tribe* Interim itatement of iiiuei in reiponie to 
790800 order. 

QliOCMfR W Evergreen Legal Bervlcei, KEANBr D 8, Heanii Donald 8 
79/03/18 a3pp. 


7909830010 Forelawi an Board/Coal ttlon for Bafe Power itatement of 
iteueii tubmltted per 790800 order Folloui applicant 790222 
ravlted * ia tentent, Dlicuiiei environ iiiuet. Certificate of 
8vc eriiCl 

aTACHOM. E 0 Coalition for Bafe Power 79/03/16 4pp. 


7909010113 Forward* requeit for Board notification re noniafetg-grade 
equipment to mitigate traneient* 

8C1NTCI. J F Hearing* Diviilon 79/04/02 31pp 


7903090211 Forwardi lummarg of 790827 aeeting of Bkaglt River Indian'* 
repreientatlvei w/Kouie Committee on Interior li Iniuiar 
Affeiri 

LEECHiP H Environmental Project! Branch 2 79/04/10 tp 


—7903090264 Summary of 790227 meating w/reprei entatlvei of Indian tribei 
In Waihington. DC re itudg. funded by Bureau of Indian 
Aflairitof potential impact of facility on local hydrology. 
fOCloaconoAlc condition! & Indian fiiherlei 

KAMHERERiC Office of Congriieional Affair* 79/03/03 2pp 


7903230626 Dl*cu*«ai dalayt in lt«uanci of CP in ra*poni« to 790212 
telegram to Praiident Carter 

8TQLZ.J F Light Water Reactor* Branch 1 79/04/16 3pp 


7905240837 Approve* requeit to withhold from public dlicloaure 790223 
& 790416 Itr* re aaromagnetlc data 

8T0LZ.J F Light Water Reactor* Branch i 79/04/30 4pp 


7903090090 Forward* "Environ A** ectnent. DOA Plant Aiieiiment. " In 
reiponie to NRC 780605 requeit Recommend* mod* re mjt 
requirement* in applicant'* mitigation plan Enel 
available in Central Flit* 

BEROLAND. 8 Agr Icultore. Dept of 79/03/02 2pp 


7903160347 Forward* "Rapt of Oaological Inveitlgatlon* In 1978-1979.“ 
Vol* 2 & 3 DilCUiiei deferred It lUpplemental *ectton» 

HECCA. J E Puget Sound Power It Light Co 79/05/10 7pp 

— 7903160336 "Rapt of Oeologlcel Inveitlgatlon* In 1970-1979" Vol* 2 t 3 
Four ovarii ted drawing* end 

a Puget Sound Power t. Light Co 79/05/10 291pp 


—7905010106 Board notification ttaff afietiment re non*afetg-grede 
equipment to mitigate traneient* 

VA60AULO. D 11 Aiflitmnt Director for Light Water Reactor* 
79/03/89 app. 

—7903010190 Hoard noli ficat Ion. rectnt l**u* on non*af ety-grad* 
«qulpm*nt to mitigate tran*ient» Mora info I* required 
TEOEBCQiR.L. A*«l*tant Dlrictor for Reactor Safety 79/03/16 
tJpp- 

7905230iap Forward* policy «tet*ment re NUREO/CR-0400i reactor »afitg 
ttudy turvey of u*** made of HA8H-1400 M/o end. 

BLACK* R L. Branch 79/04/04 Ip. 

7905140030 Order for agenda of ’conference 79/04/10^’ 7pp 

OEALE^V. a Atomic flafatg and Llcenelng Board Panel. 79/04/io -'PP 

79(19380100 Adrt... tk.t r.com«.nd,d ori.r of F.olUtg 8tUn, 

Goutiell hearing •tamlnar will b# l**^*** In Aug 1979 rather 

BANDVlKrR. M Oregoni State of 79/04/17. Ip 
I. Financial information 

7903a8Q459 Forward* addl financial lnfoi«* requeited N NRC 790403 Itr. 
?rf2 InduSSrm.tl re taetimony I. JlSt* 

j:;; ;:ii.f action*iBEc s SJ/SS/?^ mil 

MECCA. J.E. Pugat Bound Power fc Light Co 7 v/upi'i/ hp 


—7903830463 *' Annua I **^78/12/31 

e Puget Sound Pow*r Light Co 7S/12/31. 


43pp. 


7903310303 Raipond* to 790630 requift for adtfl geological info Forward* 
addl lupportlve matl to "Rept of Geologic Inveitlgatlon* in 
1978-1979, " E*ten*ive geologic Inveitlgatlon* confirm lit* 
luitablllty Rapt end 

MECCA. J E Puget Bound Power It Light Co 79/03/25 lOOpp 
0 Adjudicatory correipondence 

7909140189 Motion for l.ovo to fll. Intorln .t.t.n.nt of l.iott tkr.o 
BUSCh'rV^ Evor 9 °..n^L 29 ol Strvlcoi MEANS. 0 8 Mo.nt. Oon.l. 8 
79/03/ia apf 

-7909140141 Int.rv.nor Trtt.. Int.rt. .t.t.n.nt of l..v.. li> rt.fon.. to 

BU 8 CHfR"'“''Ev.r 9 r.on I.. 9 .I Borvlc MEANS, D 8 M..n.. D.n.U 8 

79/03/18. 83pp 

iovU.d .t.ton.nt DUtoi.t. onviron Jituo. c.rtlflc.t. o» 

|?AChSS)e.O co.litton .or 8.f. P.«r 79/03/14 4,9 

7909010119 For«.r4. r„o.,t for Boor, notlflctlon r. n.n.0..t,-,r.4. 
equipment to mltlget# trandent*. --g 31 »d 

BCINTO.J.F Hearing* Dlvlilon 79/04/02 3lpp 


—790501 

equi 

VA81 

79/< 


—7905830478 *• 

a Pacific 


Annual Financial R*pt 
Power Co. 70/18/31. 


1970” 

32pp 


7903310378 Ratpond* to 790403 J*]'' J JpSduSd 

.E^pandltura* 

4t Capital Structora.” End In ^^^**79/03/25. 400pp, 

MECCAttJ.E Pugat Bound Power It Light 


—79030 

tqu 

TEDI 

3pp 


7703230 

itudy 

BLACK 


Tr Hearing tran*crlpt» on non-ant Itruitjnabter* 


7903 1 400 1 A Trmnicrlpt of 

DEALE. V. B. t LiNENBEROERi 0. t HOOPER. F F. 


DEALE. V. 
Board Panel. 


79/04/84. 17app. 


BeattUfWA.Pp H* 

Atomic safety and 


776-11.933. 

LlcfO*infl 


790514C 

DEAL£ 
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DOCKETED ITEMS 


I, Fin4nci<l InlOTmatlon 


790525049? Forujird* add! finftnci«l Inifoi at riq.u«itid by NRC 790409 Itr 
info Include* (n4tl r* keitlwony & axhtblti in mo«t recent 
r«te relief ictiontiSEC pro-tpectui & innual financial reptc 
KECCAi J E Puget Bound Power Light Co 79/09/17 350pp 


— 7905290465 '’Annual Financial Rept 1970 " 

« Puget Bound Power ft Light Co 78/12/31 43pp 


— 7909290472 “Annual Financial Rapt 1970"^ 
» Pacific Power Co 70/12/31 32pp 


7909310372 Reepondi to 790409 Itr Forward* financial info form 
8£C lO'Ki pro«p«ctuti te* tltnongr exh ib It* U “Portland CE 
Pro Forma Source* of Fund* far Sg* Uldt Cati«t Expenditures 
& Capital Structure ” End In Central Files 
HECCArJ E Puget Bound Power 8i Light Co 79/05/25 400pp 


T, Hearing transcript* on non-'antl trust matter* 


7905140016 Transcript of 790424 meeting in Seattle^UA Pp Hr 776-11^ 953 
DEALErV B r LlNEHBEROERj 0 r HOOPERi F F Atomic Bafetg and Lleanslng 
Board Panel, 79/04/24 170pp. 


DOCKET 90-924 BARTQNi UNIT 1 


0 Adjudicatorg correspondence 


7909140260 Describe* NRC notification to A6LAB during pe*t gear ra 
nuclear power reactorirfor Info of Board it parties in 
proceeding 

ORAYrJR Branch 1 79/04/12 3pp 


—7909140307 Olscuife* Issue of neutron exposure at commercial power 
reactors No problem exists Questions data on which concerns 
were based 

ElBENHUT-DO Division of Operating Reactors VOLLMER,R H. 
Assistant Director for Site Analysis 79/03/05 8pp 


—7909140392 Follows up 790306 memo & 790301 h OB meetings re OE's 
SHR-NBS8 equipment adequacy evaluat Ion. Dascrlbe s action plan 
which parallels program U proposed decision process plan 
KATTSQNrR J Division of Systems Gafelg 78/03/16 4pp 


—7905140299 Summary of 780301 meeting m/OE ft OE^* BWR-NSSB equipment 
adequacg evaluation for Narli IT & III plants, bl/supportlng 
documentation 

HATT60N,R,J Division of Systems Safetg. 70/03/06 2ipp 


DOCKET 90-929 BARTON, WIT 8 


0. Addudleatorg correspondence 


7909140280 Describes NRC notification to A8LAB during past year re 
nuclear power reactor*, for Info of Board ^ parties In 
procaeding 

ORAVrJ R Branch i 79/04/12 3pp 


— 79O914OS07 Discusses issue of neutron exposure at commercial power 
reactors No problem exit ts, Dues tians date on wtiicti concerns 
Wire based 

EIBENHUTi D 0 Division of Operating Reectore. VOLLHER, R, H 
Assistant Director for Bite Analysis, 79/03/09. 3pp 


—7909140292 FoUows up 790306 memo li 790301 U 00 meetings re OE'e 
BUR-NSSB equipment adequacy evaluation Describes action plan 
which parallels program It proposed decision process plan. 
MATTBONrR J Division of Qystams Safety. 78/03/16, 4pp, 


—7905140899 Bummarg of 7S0301 meeting w/OE re OS's aWR-N888 equipment 
adequacg evaluation for iHerk 11 III plants VJ/supportlng 
documentation. 

MATTSQNrR.J, Division of Systems Safetg. 7B/03/06 3lpp 


DOCKET 8TN-90-53e PALO VERDE NUCLEAR aTATION, UNIT 1 
A Appllcatlon/conitrvc tlon stage documents h correspondence 


7909220386 Requests author iration to use end ASHE code cases in plant 
const. 

VANDRUNTiE.E Arlsona Public Service Cd. 79/09/07. 2pp, 


—7909220392 Ack receipt of 741004 Itr requesting approve 1 of AShE Ceie 
1481 for use In design of hydrogen recombiner for post-LOCA 
use. Approval Is granted 

BCKROEDERtF Atomic Energy Commission, Directorate of Licensing 
(Pre-1979> 74/10/22 Ip. 


—7909220397 Requests author 1 xat ion to use A8KE Code Casa 1592 In dihlqm 
of hydrogen recomblners for post— LOCA use Vl/llst of LtfR 
projects Incorporating lubj criteria 

ATONE, L R Rockwell International Qorp 78/04/14 Spp. 


Q Inspection reports, IE Bulletins h correspondence 


7905190609 Forwards IE Insp ReptS 90-928/78-09 8t 90-929/78-07 on 
78121B-21 No noncompliance noted, 

VAN BRUNT, E E Region 9, San Francisco, Reactor Construction 4 

Engineering Support Branch 79/03/16 2pp. 


— 7905190620 IE Insp Repti 90-928/70-09 h 90-329/70-07 on 70121Q-21 K» 
noncompliance noted Major areas Inspactad* containment 
structural concreter contalnmant post tanslonlng sys# reactor 
vesial final alignment U electrical cabla it componanti. 

HAYNES, R C Region 9, San Francisco, Office of the Diraetor 
ECKHARDT. J H , NARBUT, P P Region 9, Ban Franclaco, Reader 

Construction h Engineering Support Branch 79/03/16 ilpp< 


7909010283 Forwards IE Info Notlca 79-06, “Btraii Analyals of 
Safety-Re latad Piping " 

ENOELKEN, R H Region 4, Dallas, Of flea of the Dirac to-r 79/-D3/23 
IP 


7909040076 Forwards IE Info Notlca 79-07, "Rupture of Radwast* Iinli ■ 
EfWELKEN^R H Region 5, San Francisco, Dfflca of the Dtractor 
79/03/26 Ip 


7909290096 Responds to IE Bulletin 79-03 Forwards 701117 Itr 
VAN8RUNT, E E Arlxona Public Service Co. 79/04/03, Ip 


7909010016 Forwards IE Bulletin 79-06Ar "Revlaw of aperatlonal Erreri 4 
8gs Misalignments Identlfisd During THI Incident " 

ENOELKEN, R H Region 9i San Francisco, Office of tha Director 
?9/04/14. Ip 


7909040907 Forwards IE Bulletin 79-06B, "Review of Operational Etrari 4 
Agi Mleal Ignments Identified During TNI Incident '* 

ENOELKEN, R, H. Region 9, Ban Francisco, Office of tha Director 
79/04/14. Ip 


7909040614 Forwards IE Bulletin 79-08, "Events Relevant to BoiUng 
Water Power Reactors Idantiflad During THI Incident, " 

ENOELKEN, R H Region 9, 8an Francisco, Office of th« Dlnckor. 
79/04/14. tp 


790907009S Forwards IE Bulletin 79-07, "Beismic Btrsss Analysis of 
8if ety-Rslated Piping " Licensee action required. 

ENOELKEN, R.H. Region 9, San Francisco, Office of tha Dlrictcr, 
79/04/14 Ip 


7909030206 Forwards IE Bulletin 79-09, "Failures of OE Type JW-2 
Circuit Breaker in Safety-Related Byi. " Licensee action 
required 

ENOELKEN, R K. Region 9, 8an Francisco, Office of tha DlrtcUr 
79/04/17. tp 


7909060369 Forwards IE Bulletin 79-09fl, "Nuclaar Incldant at 
TMI-8uppl " 

ENOELKEN, R H Region 9, Sen Francisco, Office of tha Director. 
79/04/21. Ip. 


7909290072 Response to IE Bulletlne 78-12 4 7e-12A Will be aubJiittlf by 
790913, Awaiting generic rept from C-E. 

VANBRUNT,E E. Arlxona Public Barvlca Co. 79/09/25. Ip. 


B Reportable occurrences, LERi 4 related cor respondenca 


7909190057 Forward* PN0-79-67L. 

ENOELKEN, R.H Region 9, San Francisco, Office of tha Director 
79/04/06 Ip 


7909190169 Forwards PN0-79-67R 

ENOELKEN, R H Region 9, 6an Francisco, Office of the OIrectar, 
79/04/1 i. Ip. 


7909040121 Forwards PNO-79-678. 

ENOELKEN, R K Region 5, Ban Francisco, Office of the Dtreetar 
79/04/12. ip 


DOCKETED ITEMS 


2S7 


790S190136 Forwi^ PN0-79''^>7T 

EKGELKEKi R K. Region 3 j San Pranci«co* Offlc* of th«- Olr«ct<»r 
79/04/13 ip 


7903030090 Forward f PNa-*79’‘47U 

ENCELKEWiR H Ragioh 3i San Frar\ci*co* 0#flc» of tha Dlractor 
79/04/14 iP. 


7903030325 Forward* PN0-79-67AA 

CMOtLKEN*R H Ragion 3# Ban Frariciacoi Office of the Director 
79/04/20 Ip 


7905010420 Forward* PN0-79''/,7AB, 

EhtOELKENt IR H Region 5i San Francitco* Office of the DiVector 
79/04/21- Ip 


7905010442 Forward* PN0-79’'/>7AC %t AD, 

ENOELKEW< R H Region Si San FranclecOr Office of the Director 
79/04/23 Ip 


790501040^ Forward* PNO- 79-67 AS 

EffQ£(.KEffi R H Region 5i San Franclfco^ Office of the Dlrecterp 
79/04/24 ip 


7903090038 Forward* P^^0*•79-67AF 

CI^ELKENjiR H Region 5i San Franclecoj Office of the Director 
79/04/23, Ip 


790S0900S3 Forward* PNQ-79>-67A0 

EKOELKEfliR H, Region Si San Franctsc6i Office of the Director 
79/04/26 Ip 


7905090113 Forward* PN0-79-67AH 

ENGLEWeNrR H Region Si San Franclecoi Office of the Director. 
79/04/27 ip 


790S070023 Forward* PNQ-79-67AI< AJ it AK per NRC 790401 Hr transmitting 
IE Dtjiictln 79-05 

EHOELKENtR H Region 8i San Franclsco< Office of the Director, 
79/04/30. ip 


7905040358 Forward* PN0-79-A7AU par NRC 790401 Ur transmitting IE 
BuUetln 79-05 

EKQELRENiR H Region 3i San Franci*co» Office of the Director. 
79/05/01 ip. 


'-“770504035S P NO- 79-67 AU. summary Of info re nuclear incident a* of 
790301, Descr ibas plant fc environ *tatu« 

• Office of Inspfction it Enforcement 79/OS/Ol 3pp. 


7905310039 Forward* PN0-79-67AH 

ENOELKENfR.H Region 8r San Franclicoi Office of the Director, 
79/05/07. Ip 


DOCKET aTN-30-329 PALO VERDE NUCLEAR STATIONi UNIT 2 
A App I lcation/can«truction stage document* I* correspondence 


79038803S6 Renuest* authoriiatlon to use end ASME code ca*e« In plant 
const. 

VAN BRUNTrE E Arliona Public Service Co. 79/09/07 Spp 


--7905820392 Ack receipt of 741004 Itr reguesting approval of ASME Code 
14B1 for use In design of hydrogen recombtner for po*t-LOCA 
use. Approval is granted 

SCKROEDERiF, Atomic Energy Comml«»loni Directorate of Licenelng 
lPre-197S». 74/10/28. Ip 


‘7905220397 Re^iuest* author Uatlon to use ASME Code Case 1592 in deilgn 
Of hy^^rogen recomblner* for post-LOCA ««e M/llst of UWR 
prajact* Incorporating «ubj criteria 

STONEfL, R. Rockwell International Corp 70/04/14, 2pp, 


0 Inspection reportsi IE Bulletins it correspondence 


7903150609 Forwards IE Insp Rept* 50-528/7S-09 it 50-329/78-07 en 
78L8l8-8t.No nonconpl lance noted. 

VAW BRUNTiE. E, Region 3» Ban Franc Iscoi Reactor Construction U 
Engineering Support Branch. 79/03/16 2pp. 


—7908180620 IE Insp Rept* 30-329/78-09 6 30-539/78-07 on 781210-21. No 
nonconpl lance noted Major arose inspected, containment 
itructural concretoi containment poet teneionlng sysi reactor 
vitstl final alignment 6 electrical cable 6 component* 

KAVNESiR. C. Region Si San Franciscoi Office of the Director. 
ECKHARDT. J. H, , NARBUTiP.P Regions, San Francisco, Reactor 

Construction & Engineering Support Branch 79/03/16. Itpp. 


7903010283 Forwards IE Info Notice 79-06i ‘^Btrass Analysis of 
Safety-Related Piping " 

ENOELKENiR H Region 4, Dalian Office of the Director 79/03/23 
Ip 


7903040076 Forward* lE Info Notice 79-07, ‘‘Rupture of Radwatte Tanks. 
ENOELKE.Ni R H Region 5, San Franctscoi Office of the Dirictor 
79/03/26 ip 


7905290036 Respond* to IE Bulletin 79-03 Forward* 781117 Ur 
VANBRUNTfE E Arliona Public Service Go 79/04/03 Ip 


7903010016 Forwards IE Bullstln 79-06Ai "Revleu of Qperational Error* 6 
8ys Mlea 1 ignment* Identified During TMt Incidoni. " 

EN0ELI4EN,R H Region 5, San Francisco, Office of the Director, 
79/04/14. ip 


7903040507 Forwards IE Bulletin 79-06&. ‘’Review of Operational Errors It 
Sys Misalignment* Identified During THl Incident " 

ENOELKEN,R H Region 5, San Francisco, Office of the Director 
79/04/14 ip 


7903040614 Forwards IE Bulletin 79-00, “Event* Relcvent to Bolling 
Mater Power Reactors Idmtifled During TMl Incident *' 

ENOELKENiR H Region 3, Ban Francisco, Office of the Director 
79/04/14 Ip 


7903070090 Forward* IE Bulletin 79-07, ‘‘Seismic Stress Analysis of 
Safety-Rslated Piping “ Lictneee action raq.ulrad 
ENOEUKENiR H Region Si Ban Francisco, Office of the Director 
79/04/14 Ip 


7903030206 Forwards IE Bulletin 79-09, “Failure* of QE Type AK-2 
Circuit Breaker in Safety-Related 8ys “ Licensee action 
Fegulped 

ENOELKEN,RvH Region 3, Ban Francleco, Office of the Director 
79/04/17 Ip 


7903080363 Forwarde IE Bulletin 79-05B, "■Nuclear Incident at 
TMl-8uppl “ 

ENOELKEN, R H Region 3* Ban Francisco, Office of the Director 
79/04/21 Ip 


7903290072 Rasponsa to IE Bulletin* 76-12 U 7a-12A will tie submitted by 
790913. Awaiting generic rept from C-E 

VANBRUNTiE £ Arizona Public Service Co, 79/03/25 Ip 


8 Reportable occurrence*, LER* 6 related coTrespondence 


7905150057 Forward* PN0-79-67L 

ENQELKENi R K Ragton 5, San Franc tseoi Office of the Director 
79/04/06 Ip 


7905130165 Forward* PN0-79-67ft 

ENOELKEN, R H Region 3, Ban Francleco, Office of the Director 
79/04/11 Ip 


7903040121 Forwards PNQ-79-678. 

ENOELKEN, R H Region 3, Ban Francisco, Office of the Director 
79/04/18. Ip. 


7905150136 Forward* PN0-79-67T. 

ENOELKEN, R.H Region 5i Ban Francisco, Office of the Director. 
79/04/13. Ip. 


7903030030 Forward* PN0-79-67V 

ENOELKEN, R M Region 3, Ban Francisco, Qfflc* ef the Director 
79/04/14 IP 


7903020325 Forwards PNQ-79-67AA. 

ENOELKEN, R H Region 3, San Francisco, Office of the Director, 
79/04/20 ip. 


79030iQ420 Forward* PNO-79-67AD. 

ENOELKEN, R H. Region 3, San Franclico, Office of the Director, 
79/04/2t ip. 


7903010442 Forward* PND- 79-67 AC 6 AO. 

ENOELKEN, R. H Region 5, Bart Praneiseo, Office of the Director 
79/04/23. ip 


7905010436 Ferwerd* PN0-79-67AE 

ENOELKEN, R. H Region 5, 6an Francisco, Office of the Director. 
79/04/24. Ip. 


7903090030 Forward* PN0-79-67AF 

EMOELKENrR H Region 3> Ban Franciicoj Office of the Director. 
79/04/23 Ip. 


DOCKETED ITEMS 


7905090053 FornpariJ* |*Na-79"67A0 

ENOELKEMfR H R»jlon 3i 8*n Frjinct*ic«, Office of Olrtctor. 
79/04^2^ Ip 


7905090115 Forward! PNa'*79-67AH 

EMOLEKEN, R. H Region Si Sa.n Fr^nclaco. Offlc# of kht Olroctor 

79^04/27 Ip 


7905000365 Forward f IE Birllstln 79-03B4 ‘‘Mucloor Incldsnt 4i 
THl“8uppl, '• 

ENOELKCNtR H Rsglon 3» S«n Fr^ncliCQi Qfflco of ths OfTiclor 
79/04/21 Ip 


7905290078 Rstponis to IE Bullotlns 7Q’'l2 U. 7a-12A ulll b« li 

790913. Awaiting ganarlc rapt from C“E 

VAMBRUNTiE. E Aritona Public Barvlca Co 79/09/25 tp 


790S07002S Foruardi PMQ''79-67AI* AJ 8c AK par NRC 790401 Itr tranamlttlng ' 
IE BulUtln 79-03 . ^ 

ENOELKENrR H Rtgioit 5. San Franc l*cor Gfflca o# tha Diraetor 
79/04/30 Ip 


7905040355 Forward! PNO-79-67AL par NRC 790401 Itr tranimittlng IE 
Gullttln 79-03 

ENOELKENrR H Rtglon 5* San Franc iicoc Office of thi Director 
79/05/01 ip 


8. Raportabla occifrrancaii LERi 8t ralatad corra«pondtnca 


7905150037 Forward* PN0-79-67L 

ENOELKENrR H Rtgion 3p San Franciico# Offlca of tha Blrtcior 
79/04/06 Ip 


7903130165 Forward* PN0-79-67R 

ENOELKENrR H Region 5r San Franc i«cor Of flea of tha Olrictcr 
79/04/11 Ip. 


7905310059 Forward* P NO-79- 67AM 

ENOELKENrR H Ragton 5r San FranclicOt Office of tha Diraetor 
79/03/07 ip 


7903040121 Forward* PNO-79-678 

ENOELKENrR H Region 5. San Franclacor Off lea of the DlricUr 
79/04/12 Ip 


DOCKET 8TN-SO-MO PALO VERDE NUCLEAR STATIGNr UNIT 3 


A Appllcatlon/conatructlon itaja docomant* tt corraipondanc# 


7905100029 Suggatt* NRC cooijaand 8i control ctr w/comnunlcatlon* link 
that automaticallv pacolva* data froai operating reactor* 8t 
■fhlppar* of 6NM 

PGDOLAKrE, K Radiological Naalth Standard* Branch 79/04/17 

IP 

79058803B6 Requait* author 1 latlon to u*a arc I ASME coda ca*a* In plant 
const 

VAN BRUNTrE E Ariiona Public Sapvica Co 79/03/07, 2pp 


— 7905220392 Ac k recaipt of 741004 Ur raquaitlng approval of ASME Code 
1481 for u«a In daiign of hgdTogan tacomblnar for pott-LQCA 
uat Approval 1* granbad, 

QGHROEDERrF Atomic Energy Commlsfionr Directorate of Llcantlng 
<Pra-i97S> 74/10/22 ip 


—7903220397 Requact* authori lation to u*a ASHE Coda Cate 1392 In design 
of hydrogen recombinare for po*t-LOCA uia,-M/llit of LWR 
project* Incorporating subj criteria 

STONEfL.R Rockwell Inter national Corp. 78/04/14 2pp, 


7903130136 Forward* PN0-79-67T 

ENOELKENrR H Region 5i Ban Franciecor Office of the Director 
79/04/13 Ip 


7905030030 Forward* PN0-79-67U 

ENOELKENrR. K Region 3r San Francitcor Office of the Dlrtctor 
79/04/14 IP 


7903020523 Forward* PN0-79-67AA 

ENOELKENrR K Region Sr San Franc licOr Office of tha Dlrictor 
79/04/20. Ip 


7905010420 Forward e PN0-79-67AB 

ENOELKENrR. H Region Sr San Franc Itcor Office of tha Blrictor 
79/04/21 Ip 


7905010442 Forward a PNa~79-67AC L AD 

ENOELKENrR H Region 5r San Franc Ucor Office of the Dlricior 
79/04/23, Ip. 


7909010436 Forward* PNa~79-67AE 

ENOELKENi R H Region 5i Ban FrancUcor Office of tha Director 
79/04/24. ip. 


8 Inspection raportei IE Bulletin* 6 corretpondence 


7903010263 Forward* IE Info Notice 79-06r "Stresc Analv*i* of 
Safety-Related Piping.'^ 

ENOELKENiR.K Region 4i Dallafr Office of the Director. 79/03/23. 

tp 


“Ward*- IE Info Notice 79-07r "Rupture of Radwaete Tanka " 
I Region San Franclecor Office of tha Director 


IE Bulletin 79-03 Forward* 791117 Ur. 
na Public Service Co, 79/04/03, Ip, 


tin 79-06Ar "Review of aperational Errore 4» 
ad During TMI Incident *' 

San Franclecor Office of the Director. 


tin 79-06Br "Review of Optrational Error* V 
ad During TMI Incident. " 

San Franc ifcor Office of the Director. 


tin 7?-08i "Event* Relevant to Bailing 
ifled During TMl Incident.*' 

San Franci*eo< Office of the Director. 


tin 79-07^ "Beleaile 8traa* Analyali of 
ceneet action raqulred 
Ban FrancUeoi Office of the Director 


tin 79-09i "Fall urea of OE Type AK-2 
Related 8ye. " Llcaneet action 


7905090038 Forward* PN0-79-67AF 

ENOELKENfR.H Region 5i San Franciecoi Office of tha Dlr«(Ur 
79/04/23 Ip 


7903090033 Forward* PNO-79-67AO 

ENOELKENi R.H Region 5t Ban Franciicot Office of the Dlnttor 
79/04/26 Ip 


7903090115 Forward* PN0-79-67AH 

ENOLEKENr R. H, Region 5r San Franc iecoi Office of Ih* DlriUor 
79/04/27. ip 


7905070028 Forward* PN0-79-67AIi AJ L AK per NRC 790401 Itr trinuUllni 
IE Bulletin 79-03 

ENOELKENi R.H Region Sr Ban Franciecoi Office af the Dlriitef 
79/04/30 Ip 


7903040355 Forward* PN0-79-67AI- per NRC 790401 Itr treit«mUUn» IE 
Bulletin 79-05. 

ENOELKENi R.H Region Sr San Franciecor Office of the Director. 
79/05/01. ip. 


7903310059 Forward* PN0-79-67AM 

ENOELKENi R H. Region 5t San Franc lecoi Office of the Director 
79/03/07. tp 


DOCKET 8TN-S0-331 0E6BAR-231 


0, Iiiiurance 8t Indemnity information 


7903070582 Confirm* Increaee In llahllitv limit to 4361 OOOr 000 for 
pol Ic 1 at riF-22i 26i 29i 38i 39r 44i 46r 47r 49r SOt 31 r 52< 33i 34i 3Si 56i 
57| 38r 60r 61r 64| 66| 67i 68i 69r 70i 71i 78r 74f 76i 77, 78, 79, 0Oi 86r B7, 

88i 90, 91 r 92, 93i 94, 93 «« 96 

ROBERTS, D.N, Hutual Atomic Energy Liability Underwrlteri 79/05/01 
Ip. 


San Franc ifcor Office of the Director. 


DOCKETED ITEMS 


2S0 


DOCKET STN'SO'Sa^ BOP BAR 


A, App 1 ic«tlan/CQnitructlan ttaga documenti £< corraipondartca 


7'?05a40&76 Notlflat th«t »Kpir«tion for Pr»ltmln*rv Dt*lgn 

Approval 9 i« eiitandad to eiO907i bastd oni ravLctti of Aoitnd 9 
to application ^ 

BQ-VDrR B Dlviflon of Projoct Manageoiant 79/03/03 2PP 

DOCKET 30-537 Clinch River Breadar Reactor 


A^ App k IcAtion/conitruc tlon atage 


790SO'20^93 Foruprds affidavit confirming dlitrlbutlon of P8AR Amend 49 
to detignated local public officiali h EPA repreeentatives 
COPELANBiR L Energgr Dept ofi Clinch River Breeder Reactor Plant 
79/04/29 2pp 


DOCKET 50-330 MEMPHIS STATE UNIV RESEARCH REACTOR 


J In«i>ranc« tn indemnity information 


79031 60232 Foruiarde Amend 2 to Indemnity Agreement E'-99»pBr I0CPR140 
chengeerre liability Ineurance increaee from 4140 million to 
4160 mllllonr eff active 790301, Supporting documentation end 
SALTZMAN. J Antitruet b Indemnity Group 79/03/01 3pp 


0 Inipection reporte* IE Bulletlne b corr eepondence 


7905070193 Forward* IE Bulletins 79-03, 79-03A 4i 79-06 re nuclear 
incident at TMI 

a'RElLLYiJ, P Region 2, Atlanta, Office of the Director 
79/04/13 Ip 


DOCKET 8TN-90-546 MARBLE HILL NUCLEAR STATION, UNIT I 


A App 1 icatlon/construct ion stage documents b correspondence 


7903090292 Responds to comments re application for const of pumphouta 
Intake It discharge structure H/7S1016 Itr from Attorney 
ileneral of KY to Corps of Eng Ineere, Loulsvi I le re dredge fii 
fill application of Public Sve Co of IN 

WHITLOCK, U N Army, Dept of, Corps of Engineers 70/11/06 7pp 


— 7 9 0 3090296 Notifies of licensee's mitigation plan to recover 
archaolog ical resources disturbed by const of intake b 
discharge structures U/IN Dept of Natural Resourct* Itr 
discussing plan 

BALLARD, R L Environmental Projects Branch S 79/09/22, 2pp. 

79OSOa0449 Forwards NURE0~0S31 j ” Invastigatlon b Evaluation of Btres* 
C-orrosion Cracking in Piping of LNR Plants'* Si notice of 
iesuincs b availability N/o and 

VASSAtLQ, D B Assistant Director for Light Water Reactor* 

79/03/23 3pp. 


7903020521 Responds to 790403 Itr re cubicle coolers w/lmproptrly 
Installed gaskets. Matter will be reviewed in future insp 
riORELLlrO Region 3, Chicago, Office of the Director, 79/04/17 
Ip 


7905100171 Notification of 790303 meeting w/util in Bethesda, MD to 
discos* Cifcload Forecatt Panel'* estimate for fuel load 
date b submittal date for F9AR. 

VAROAiB. A Light Water Reactors Branch 4, 79/04/23, 4pp. 


7903130296 Notification that lack of axpected prehistoric resources 
juttifiss termination of mitigation effort 

BALLARD, R. L, . Environmental Projects Branch 1. 79/04/30 2pp 


79030B041S Discusses NRG intention to delay F0AR review until end of 
year. Delay is uhacceptab le, as based on average const 
schedule Util is hitter than average U unit is commited for 
19^2 operation F8AR will be filed in June 1979. 

COUOHLlNfJ, Public Service Go. of Indiana, Inc 79/03/04, 4pp. 


O Adjudicatory correspondence 


7903150220 Motion to reopen safety hearings to discuss WA6H-1400 b 
hsrblcids "2r4i9-T *' 

DATTIL0,T. M Dattilo, T, M. 79/03/22. 2pp. 


7903020448 Forwards NRC memo discussing problems experienced w/pl^e 
support base plate design Piping design analysis on cdse-by- 
case basit being reviewed under 8RP Section 3,9.2, 

BfiEKNER,L. Branch 3 79/04/03. 2pp 

7909020436 Forwards 78092? memo from Director of Qfc of Nuclear Reactor 
Regulation to Gommisiionerst diicuteing fir# protection 
research test results conducted by UL, 

BRENNER, L. Branch 3 79/04/03. 2pp. 


7903160209 Forward* latest motion to reopen safety hterings by T 
Dattilo- on behalf of Bavs the Valley - Save Marble Kill 
Forwards revisions to draft motion* attached to 790402 
marno 

MURRAY, d P Rulemaking b Enforcement Division 79/04/03 2pp, 


— 7903160212 Motion to suspend b revoke CP for proposed facility btcause 
of mi Incident 

DATTILO, T-M Net ford b Dattilo 79/04/04 2pp 


7909110410 Response to ALAB-S09 re radon emlsilans 6 de minimus theory 
from Perkin* record Certificate of Sve encl. 
eClNTQjJF Hearings Division 79/04/lU 4Spp 


7903140919 Response to 790404 brief of Philadelphia Electric Co,PSE60 b 
Atlantic City (NJl Electric Co re d« minimus theory 
Certificate of 8vc end 

KEPFORD, C R Cltliens for Safe Environment 79/04/11 Bpp 


7903240791 Ack receipt of 790404 petition to Institute const suspension 
proceeding* Decision under consideration Forward* 790412 
FR noticB 

DENTON# H R Office of Nuclear Reactor Regulation 79/04/12 Ip. 


— 7903240813 FR notice of req.ue*t to reopen safety hearing 

DOVOfR 5 Office of Nuclear Reactor Regulation 79/04/12 2pp. 


— 7903240030 Forward* motion of intervener to reopen safety hearing, 
petition to revoke CP U FR notice, 

DENTON. D R Office of Nuclear Reactor Regulation 79/04/12 
5pp 


—7903240072 Motion for ASLAB to reopen safety hearings 

DATTILO, T,M Save the Valley - Save Marble Hill. 79/04/12 2pp 


—7903240964 Motion to reopen safety hearing* due to ERA ban on herbicide 
b Invalidity of WA8H-1400 

DATTILO, T H Save the Valley - Save Marble Hill 79/04/12. app. 


7903140332 Notifies of consolidation of five Intervenor group* re radon 
emissions issue Parties have until 790325 in which to file 
for eummary disposition 

DUFUQ# H E. Atomic Bafety and Licensing Appeal Panel 79/04/23 
13pp 


H Oeneral correspondence 


7903240723 Discusses ability of Commls* 1 oner* to reach objective 
decisions re nuclear power, in light of sve in promotional 
capacity w/NRC Suggest* addl govt funding for reeiarching 
civilian anergy need* 

WATSON, a. Kentucky, State of 79/04/20 2pp. 


O, Inspection reports, IE Bulletlne b correspondence 


79050903B6 Forwards IE Insp Rept* 30-546/79-02 b 30-347/79-02 on 
790227-0301 b notice of violation, 

FIORELUIiO Region 3-, Chlcegot Reactor Construction 6 Engineering 
Support Branch 79/03/14 2pp 


— 79D3090390 Notice of violation from ln*p on 790227-0301. 

a Region 3, Chicago, Office of th* Director. 79/03/13. Ip, 


-*-7903090393 l€ Ine 
Noncompliance n 
Instruction for 
QCHWeiBlNZrE. R, 
Office of tf ‘ 


79030102 

Safety 

KEPPLEI 

IP* 


79030400 

KEPPLE 

Ip, 


790S030C 
Sys Mi 
KEPPLE 
IP 


7905010< 
Sys H 
KEPPU 
Ip. 


260 


DOCKETED ITEMS 


7909040423 Forwa.rdi IE Bullet: In 79-OtB, "Jtevlew of Operational Errori 
8gi Hlf 1 1 ignacnt* IdatitlPlod During TMl rncldent “ 

KEPPLERf J 0 Region 3 j Chicago. Office of the Director 79/‘04/14 
tP 


790904098? Forwardi IE Bulletin 7?''0a. "Eventi Re levant to Bolling 
Ueter Power Reactore Identified During THI Incident," 

KEPPLER. J 0 Region 3. Chicago. Office o# the Director 79/04/14 
IP 


790307O1A7 Forwardi IE Bulletin 79-07. "6ei»mlc 8tre*« Anelgsls of 
8afBtg''Related Piping *' Licensee action req.ulred 

KEPPLER.J 0 Region 3* Chicago* Office of the Director 79/04/14 

U j 

79030l04tl Forwirdi IE Info Notice T?-!©# "'Nonconforming Pipe Support 
Struts " 

KEPPLERf J 0 Region 3. Chicegoc Office of the Director 79/04/li 

ip 

7909030241 Forward* IE Bulletin 79-09. "Failures of GE Type AK-2 
Circuit Brealer In Saf et 9 “R*lJ ted Syt " Licensee action 
required 

KEPPLERiJO Region 3. Chicago. Office of the Director 79/04/17 

IP 


7909080907 Forward* IE auUetin 79-09B. "Nuclear Incident at 
TNI -Sup pi " 

KEPPLERi J 0 Region 3. Chicagoi Office of the Director 79/04/21 

ip 


7909140091 Ack receipt of 790410 Itr Informing NRC of eteps taken to 
correct violations noted In lE litep Repts 30-946/79’-0a 
30-947/79-02 

FlORELLl.o Region 3* Chicago. Reactor Construction U Engineering 

Support Branch 79/04/23 Ip 


— 7903140097 Responds to NRC 790314 Ur re violation* noted In IE Insp 
Rfpts 80-946/79-08 in 90-947/79-02 -Corrective action* space 
heater* cnsrg i red h shafts rotated. 

CflUOHLIN. J Public Bervic* Co of Indiana. Inc 79/04/10 Spp 


7909290433 Respondi to IE Bulletin 79-03 re piping mfg by Youngstown 
Neldlng & Engineering Co Piping not in us* at faclLltg 
qoUOHLlN. J Public Service Co of Indiana. Inc 79/03/03 ip. 


7709100171 Notification of 790903 meeting w/util In Bathesda. MD Ic 
discus* Caseload Forecast Panel '* estimate for fuel load 
dat* 4( submittal date for FBAR 

VARDA. S A Light Nater Reactors Branch 4 79/04/23 4pp 


7909180296 Notification that lack of expected prehistoric resourcst 
justifies termination of mitigation effort 

BALLARD. R L Environmental Projects Branch 1 79/04/30 8pp. 


7909030419 Discusses NRC intention to delag F8AR review until snf of 
year Delay is unacceptable. as based on average const 
schedule Util is better than average it unit is commlted for 
1982 operation FSAR will be filed In June 1979 

COUGHLIN. J Public Service Co of Indiana. Inc 79/05/04 4pp 


0 Adjudicatory correspondence 


7903130220 Notion to reopen safety hearings to discuss HA3H-i400 t 
herbicide "2.4, 9-T " 

DATriLO.TK Dattilo. TM 79/03/22 2pp 


790902044B Forwards NRC memo discussing problem* experienced u/pipi 
support base plate design Piping design analysis on case-by- 
case basis being reviewed under 8RP Section 392, 

BRENNER. L Branch 3 79/04/09 2pp 


7903030496 Forwerda 7S0929 memo from Director of Ofc of Nuclear deleter 
Regulation to Commisi ioner*. discuss ing fire protection 
research test results conducted by UL 
BRENNER. L Branch 3. 79/04/09 2pp 


7905160209 Forwards latest motion to reopen safety hearings by F 
Dattilo on behalf of Save the Valley - Save Marble Hill 
Forwards revisions to draft motions attached to 790402 

fliefflo 

MURRAY. J P Rulemaking i> Enforcement Division 79/04/09 8pp 


—7909160212 Motion to suspend it revoke CP for proposed facility bicaus* 
of TMt incident 

dattilo, TM Metford Dattilo 79/04/04 2pp 


790911041S Response to ALAB-909 r* radon emlieions it de minimus thsory 
from Perkins record Certificate of Sve encL 
BCtNTO.JF Hearings Division 79/04/11, 49pp 


6 Reportable occurrence*. LERs 6 related correspondence 


7909230929 Forwards K Scheitf 791121 Itr L M£ Jamison 790319 Ur re 
cubicle cooler defects 6 repairs 
MAfifiia.R Trane Co 79/04/03 Ip. 


7909160400 Potential RQ on 79-0409 two const cranes collided it fellr 
striking containment liner Vertical angle stiffener, 
horiiontal rtinforcing bars 6 circular CO ring stiffener 
were damaged Evaluation rapt to folLaw 

COUGHLIN. J Public Service Co. of Indiana. Inc 79/09/09. Ip. 


7909310420 Provide* Interim rept of RD on 790416. pass Ible damage to two 
post-tensioning trump lates it surrounding concrete Caused by 
overheating from propane fired torches used to repair tendon 
duet Repair procedures studied 

COJGHLIN. J Public Service Co of Indiana. Inc. 79/09/16 ip. 


DOCKET BTN-90-947 MARBLE HILL NOCLEAR STATION, l^NIT 2 


A. App 1 ication/constructlon btage documents V correspondence 


7909090292 Responds to comments re application for const of pumphouse 
intake 6 discharge structure. U/76i-0l6 itr from Attorney 
Oenerel of KY to Corps of Eng ineers . Louisvi lie re dredge i. 
fill application of Public Bve Co of IN. 

WHITLOCK. HN Army. Dept, oft Corps of Engineers, 7S/il/06 7pp. 


—7909090296 Notifies of licensee's mitigation plan to recover 
archeological rasourese dlsturbe-d by const of Intake & 
discharge structural. W/tN Dept of Natural Resources Itr 
discussing plan. 

BALLARD. R L Environmsntal Projects Branch 2. 7S/09/92. 2pp 


7900020449 Forwards NlffiE0-083If "Investigation 4 Evaluation of Stress 
Corrosion Cracking in Piping of LWP Plants" notice of 
issuance it aval Lab i 1 1 ty. W/o end. 

UASSALLO. D B Assistant Director for Light Water Reactore 
79/03/23. app. 


7908020821 Responds to 790403 Itr re cubicle coolers w/tmproperly 
installed gaskets, Matter will be reviewed in future insp. 

FlORELLtiO. Region Ot Chicago. Office of the Director. 79/04/17 
ip. 


7908140919 Response to 790404 brief of Philadelphia Electric Co.PGEiO Ic 
Atlantic City (NJ) Electric Co re de minimus theory 
Certificate of Sve end 

KEPFQRD.C R Cltltens for 8afe Environment. 79/04/11 8pp 


7908240791 Ack receipt of 790404 petition to institute const iirsfinslcn 
proceedings Decision under consideration. Forwards 790412 
FR notice. 

DENTON, H R Office of Nuclear Reactor Regulation 79/04/12, Ip 


—7908240613 FR notice of request to reopen safety hearing 

BdYD.R 6 Office of Nuclear Reactor Regulation. 79/04/12 2pp 


— 7908240880 Forwards motion of intervener to reopen safety hearing# 
petition to revoke CP it FR notice 

DENTON. D R Office of Nuclear Reactor Regulation. 79/04/U 

8pp 


—7908240872 Motion for ABLAB to reopen safety hearing* 

DATTILO. T M Sava the Valley - Save Marble Hill, 79/04/12 2»p 


— 7908240964 Motion to reopen safety hearings do* to ERA ban an her>lcLI* 
Ic invalidity of UASH-MQO 

DATTILO. T M Sava the Valley - Save Marble Hill 79/04/12 3pp 


7908140332 Notifies of consolidation of five intervener groups re radon 
enistioni lisu* Parties have until 790829- tn which to file 
for summary dliposttion 

DUFLOftl.E, Atomic Safety and Licensing Appaal Panel 79/04/28 
13pp. 


H. General correspondence 


7908240728 Discusses ability of Commissioners to reach otjectlv* 
decisions re nuclear power, in light of sve in promotional 
capacity w/NRC Suggests addl govt funding for researching 
civilian enargy need*. 

MATSON. 6. Kentucky. Btat* of, 79/04/20. 2pp, 
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Q Inspection rtportti IE Bulletins tt correspomSence 


7903090386 Forward* IE Insp Rept* 30-346/79-02 (i 30-547/79-02 on 
790*27-0301 «< notice of violation 

FlORELLjrO Region Si Ghlcagoi Reactor Gon«tr«ic t ion It Engineering 

Support Branch 79/03/14, 2pp 


— 7903090390 Notice of violation from Inep on 790227-0301, 

» Region 3, Ghicago. Office of the Director 79/03/13 Ip 


— 7905090393 IE ln»p Rapt* 50-546/79-02 «< 50-547/79-02 on 790227-0301 
Noticompl iance noted failure to have special etoraga 
initructlon for laf etg-re lated pump & motor 

8CKMElBlNZrE R i MAXWELL. 0 F . KNOP. R C Region 3. Chicago. 
Office of the Director 79/03/13 lOpp 


7905010265 Forward* IE Info Notice 79-06. »9tre*« Analget* of 
Safety-Related Piping *' 

KSPFLERiJ 0 Region 3. Ghicago. Office of the Director 79/03/23 
IP 


7905040051 forward* IE Info Notice 79-07. '‘Rupture of Radwaste Tank* " 
KEPPLERfO 0 Region 3. Chicago. Office of the Director 79/03/26 
ip 


7905160400 Potential RD on 790409 two const crane* colUdad fell, 
mtrlking containment liner Vortical angle itlffener. 
horiiontal reinforcing bar* t circular CD ring stiffener 
were damaged Evaluation rept to follow 

COUGHLIN. J Public Service Co of Indiana. Inc 79/05/09 Ip 


7905310420 Proyide* Interim rept of RO on 790416 po-sslbla damage to two 
po*t-t*n* iontng trumplate* b surrounding concrete Caused bg 
overheating from propane fired torches used to repair tendon 
duct Repair procedures studied 

COUGHLIN. J public Service Co of Indiana, tnc 79/03/16 Ip 


DOCKET 50-54Q FORT CALHOUN STATION. UNIT 2 


O Adjudicatory correspondence 


79032409G9 forward* info on tadlne bahavor during postulated generator 
tube rupture accident* 6 ECC8 performance charac ter l«t 1 c s 
GRAY.J R. Branch 1 79/04/10 9p p 


— 7905241001 Discusses accumulator delivery comparisons for LOFT teiti 
Ll-3a U Ll-4i 6 effect on ECC8 performance 

RQSSfD F Asfiletant Director for Reactor Bafety 78/02/03 

2pp 


7905030049 Forward* IE Bulletin 79-06, "Review of Qperatlonal Errors L 
Bg* Misalignment* Identified During TMI Incident " 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/04/11 
tp. 


7905100110 Forward* not if icatlons re UL fire protection testrLewl* 
Committee Rapt. "Transporta tion of RadienuUde* in Urban 
Environ*' Sc neutron dosimetry 
ORAY.J, R Branch 1 79/04/12 4pp, 


7905010602 Forward* IE Bulletin 79-06Ai "Review of Operational Error* It 
By* Misalignment* Identified during TMI Incident." 

KEPPLER. J G Region 3. Chicago. Office of the Director 79/04/14 

Ip 


7905240601 Bubmit* eemlannual rept on behalf of util.Laueult brought 
by NE Public Power District against util ha* been settled 
Requests further licensing procedures be held in ebeyance 
due to parallel suit 

VOIGT. H H. LaBoeuf. Lamb. Lei by U HacRae 79/04/30 Ip 


7905040425 Forward* IE Bulletin 79~06B, "Review of Operational Error* t. 

Gy* Mlial ignment* Identified During TMI Incident " 

KEPPLER. J. 0 Region 3. Ghicago. Office of the Director 79/04/14 DOCKET 30-549 GREENE COUNTY NUCLEAR POWER PLANT 

Ip 

A. App 1 icatton/con* truction stage documents t' correspondence 


7708040589 Forwards lE Bulletin 79-08, "Events Relevant to Bolling 
Hater Power Reactors Identified During TMI Incident " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director. 79/04/14 

Ip 


7905070167 Forward* IE Bulletin 79-07, "Seismic Qtrees Analysis of 
Saf ety-Related Piping " Licensee action required 

KEPPLER. J G Region 3, Chicago, Office of the Director 79/04/14 

Ip 


7905030350 Comments on "Federal-State Authorities Gooperetion in 
Nuclear Power Plant Licensing" outlines changes to NY siting 
law attempts to eliminate duplication of regulatory 
processes between federal U state agencies 
aMOLINSKY, J New York, Btate of. 79/04/24 Spp 


O Adjudicatory correspondence 


790S0104U Forwards lE Info Notice 79-10. "Nonconfnrml ng Pipe Support 
Struts " 

KEPPLER.O 0 Region 3. Chicago. Office of the Director 79/04/16. 

ip 


79D5030241 Forward* IE Bulletin 79-09. "Failure* of OE Type AK-2 
Circuit Breaker in Safety-Related By* " Licensee ection 
required. 

KEPPLER, J 0. Region 3. Chicago. Office of the Director 79/04/17. 


Ip 


7905030239 Forwards interrogatories by NY Dept of Environ Conservation 
to NY Dept el Public Bvc 

ENGEL. D. A New York. State of 79/03/09* Ip 


— 7905030247 Interrogator la* of NV Dept of Environ Conservation to MY 
Dept of Public Bvc. 

BieHQP.M 0 I SMOLINSKY. U H New York. State of. 79/03/09 Bpp 


7905160163 Forwards Board Notification 79-10 on reactor Inspactor 
concerns r« BhI.) p lanti, Cert if Icatt of Bvc encl 
aCIMTOrJ F. Hearings Division, 79/03/29. I4pp 


7905080307 Forward*’ IE Bulletin 79-050, "Nuclear Incident at 
TMI-Buppl. " 

KEPPLER, U.O Region 3. Chicago. Office of the Director. 

Ip 


79/04/21 


7905140091 Ack receipt of 790410 Itr informing NRG of step* taken to 
correct violations noted in IE Imp Rept* 50-546/79-02 L 
50-547/79-02. 

FtoRELUliG. Region 3i Chicago. Reactor Construction & Engineering 
Support Branch 79/04/25 Ip. 


7905230841 NRG motion for mod of 790323 Joint Board ruling extending 
scheduled dates in proceed Ing. Moves for stay of filing dates 
pending util's rept to be filed on 790320. Cor tl fleet e of 8vc 
end 

LEWIS, 8. H, “ ■ " Wn« 


7905010115 
aqulpmen 
8CINT0. J 


—7905140097 Rtspond* to NRC 790314 Itr re violations noted In IE Imp 
Rept* 50-546/79-02 It 50-547/79-02. Corrective actions- space 
heaters energiied It shafts rotated. 

COUGHLIN. J Public Service Co of Indiana. Inc. 79/04/10. 2pp 


—79050101 

equlpir 

VASSAL 

79/03/ 


7905250433 Responds to IE Bulletin 79-03 re piping mig by Youngstown 
Welding It Engineering Go. Piping not in u*e at facility. 

COUOHLIN.J. Public Service Co. of Indiana, Inc. 79/05/03. Ip, 


8 Reportable occurrences. LERi It related correspondence 


7905230529 Forward* K fleheld 791121 Itr It ME Jamison 790315 Itr re 
cubicle coolsr defects It repair*. 

HARRia.R. Trart# Go. 79/04/03. Ip. 


—79050101 

iqulpii 

TEOESi 

3PI» 


790507013 
potent! 
fuel. U/ 
LEWIS. 8 
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DOCKETED ITEMS 


79030404S3 roruirili tC fiulUtU "Rtvieu of Operational Errors t 

Syi Hiial I gnntsnti Identified During TIil Incident " 

KEPPtER^J Q Region 3. Chicaso* Office of the Director 79/04/14 
1-P 


7903040389 Fartuardi IE Bulletin 79’*08i “Events Relevant to Bolting 
i^ater Power Reactors Identified During THI Incident." 

KEPPLERrJ O Region 3. Ghlcagoi Office of the Director 79/04/14 
ip 


7903070167 Forwards IE Bulletin 79-07» "Seliniic Otreis Anelgsii of 
8afet(f'Relatcd Piping " Licensee action reitulred 

KEPPCERiJ O Region 3. Chlcagoi Office of the Director 79/04/14 


7905010411 Forwards IE Info N'ottcd 79- lOr '''Nonconforming Pipe Support 
Struts “ 

KEPPLERrJ O Region 3i Chicagoi Office of the Director 79/04/16 

Ip 


7905030Z41 Forwards IE Bulletin 79-09r "Failure* of OE T^pe AK-2 
Circuit Breaker in Saf ety-Relatcd 8g* " Licensee action 
reiiulred 

KEPPLERiJ 0 Region 3i Chicagor Office of the Director 79/04/17 

tp 


7905000507 Forward* IE Bulletin 79-03B« "NwcUar Incident at 
TKI“8uppl " 

KEPPLERrJ Q Region 3r Chicago, Office of the Director 79/04/21 

ip 


7903140091 Ack receipt of 790410 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-346/79-02 6 
30-347/79-02 

FIORELLIiO Region 3, Chicagor Reactor Construction It Engineering 
Support Branch 79/04/23 Ip 


—7903140097 Rosponifs to NRC 790314 Itr re violation* noted In IE Insp 
Kept* 50-346/79“"0a t 50-547/79-02 Corrective actions space 
heaters energlied U shafts rotated 

COUOHLIN, J Public Service Co of Indiana* Inc, 79/04/10 2pp 


7903280433 Respond* to IE Bulletin 79-03 re piping mfg by Youngstown 
Welding 6 Engineering Co Piping not in use at facllitg 
COUGHLIN, J Public Service Co of Indiana, Inc 79/03/03 Ip, 


8 Reportable occurrences, LERs V related correspondence 


790S230S29 Forwerds K Scheid 791121 Itr 8« ME Jemlson 790315 Itr re 
cubicle coaler defects ii rtpeir* 

HARRIS, R Trane Co 79/04/03. ip 


7905160400 Potential RO on 790409, two const cranes collided 6 fell, 
striking containment liner Vertical angle sttffenan 
horisontal reinforcing bars b circular C8 ring stiffener 
were damaged Evaluation rept to Poliou 

COLfOHLINrJ Public Service Co, of Intflana, Inc 79/05/09. Ip 


7903310420 Prevldfi interim rapt of RQ on 790416 possible damage to two 
post-te ns ionl ng trumplate* 6 surrounding concrete Caused by 
overheating from propane fired torchei uied to repair tendon 
duct Rapair procedures studied 

caWHLIM, J Public Service Co of Irrfiena* Inc 79/05/16. Ip 


DOCKET 8TM-30-347 MARBLE HILL NUCLEAR STATION, UNIT 8 

on/construction Stage documents & correspondence 


Is re application for const of pumphouse 
' W/761016 Itr from Attorney 
ginsers, Louisvil Is re dredge b 
VC Co of IN. 

Goros of Engineers. 78/11/06 7pp, 


I plan to recover 
< of intake b 
Resourcee Itr 


7905100171 Notification of 790303 meeting u/util in GethesdatND to 
discuss Caseload Forecast Panel 's estimate for fuel load 
date U fubffllttal date for FBAR 

VAROArS A Light Hater Reactors Branch 4 79/04/23 4pp 


7905130296 Notification that lack of expected prehistoric resources 
justifies termination of mitigation effort 

BALLARD, R L Environmental Projects Branch 1 79/04/3D 2pp 


7905080413 Discusses NRC intention to delay F8AR review until and o-f 
year Delay is unac ceptab le, as based on average const 
schedule Util is better than average 6 unit is commited for 
1962 operation f8AR will be filed in June 1979 

COUGHLIN, J Public Service Co of Indiana, Inc 79/03/04. 4pp 


0 Adjudicatory correspondence 


7903150220 notion to reopen safety hearings to discuss UA6H-140D Ic 
herbicide "2, 4, 5-T " 

DATTILO. T M Dattilo, T H 79/03/22 2pp 


7703020448 Forwards NRC memo discussing problems eKperiencad w/p(p« 
support base plate design Piping design analysis on cas»-by- 
case basis being reviewed under 8RP Section 3.9,2 
BRENNER, L Branch 3 79/04/05 2pp. 


7705020436 Forwards 700929 memo from Director of Ofc of Nuclear Reactor 
Regulation to Commlss toners, d iscus* Ing fire protection 
research test results conducted by UL 
BRENNER, L Branch 3 79/04/03 2pp 


790316020B Forwards latest motion to reopen safety hearings by T 
Dattilo on behalf of Save the Valley - Save Marble Htll 
Forwards revisions to draft motions attached to 790402 
memo 

MURRAY, JP Rulemaking b Enforcement? Division 79/04/03 2pp 


—7903160212 Motion to suspend b revoke CP for proposed facllltu beeauie 
of TMI incident 

DATTILO, T M Metford b Dattilo 79/04/04 2pp 


7903110418 Response to ALAB-S09 re radon emieetone li de minimus theory 
from Perkins record, Certi f Icate of Bvc end 
8CINTO, J F Hearings Division 79/04/11 43pp 


7903140319 Response to 790404 brief of Philadelphia Electric Co# PSEW I 
Atlantic City (NJ) Electric Co re da minimus theory. 

Certificate of Svc end 

KEPFORD, C R Citicen* for Safe Environment 79/04/11 Opp 


7903240791 Ack receipt of 7'90404 petition to Institute conit suspension 
proceedings Decision under cons Idtra tion Forwards 790412 
FR notice. 

DENTON, H R Office of Nuclear Reactor Regulation 79/04/12 ip 


—7903240813 FR notice of request to reopen eafety hearing. 

BOYD, R 8, Office of Nuclear Reactor Regulation, 79/04/12 2pp 

•'-7903240830 Forwards motion of intervenor to reopen eafety hearing# 
petition to revoke CP b FR notice, 

DENTON, D.R Office of Nuclear Reactor Ragulation 79/04/12 
3pp 


—7903240872 Motion for A8LAB to reopen safety hearings 

DATTILO. T M. Save the Valley - Save Marble HIM 79/04/12 2pp 


•7903240964 Motion to reopen safety hearingi due to EPA ban on herbicide 
l( invalidity of MA8H-1400 

DATTILO, T.M Save the Valley - Save Marble Hill 79/04/12 3pp 


7903140332 Notifies of consolidation of five intervenor groups re radah 
emissions issue Parties have until 790323 in which to file 
for summery disposition 

DUFLO, M. e. Atomic Safety and Licensing Appeal Panel 79/04/23 


lopp. 


H. General correspondence 

7903240723 Dlscusies ability of Commlfs loner* to reach objective 
decisions re nudser pousr, in light of svc In promotional 
^?**?f!*'* w/MlC. 8ugg eit* addl govt funding for reteerching 
civilian energy needs 

HATSONrS Kentucky, State of. 79/04/20, 8pp. 


Branch a 78/09/22 2pp 


on 4( Evaluation of Stress 
** hi notice of 

ght Mater Reactor,*. 


coolers w/Improperly 
In future insp. 
f the Director 79/04/17 
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^ Inspection rtportt< 1C Bulletini ^ carrespondonev 


7905090386 Forward* IE Imp Repts »0-546/79-q2 <c 30-347/79-02 on 
79-0<327-030l & notice of violation 

riORCLUlfO Region 3( CMcaga« Reactor Comtruetton Engineering 

Support Branch 79/03/14 Spp 


■“■■79 03090 390 Notice of violation from Insp on 790227-0301 

* Aeglon a« Ghicagor Office of the Director 79/03/13 Ip 


'‘-790S090393 IE Insp Repta 30-346/79-02 b 30-347/79-02 on 790227-0301 
KoncompUance noted failure to have ipeclel atorage 
Inatriiction for safety-related pump motor 

SGKUEIBINZ.E R . HA}(i^ELL.O F . KNQP. R C Region 3r Chicago. 
Office of the Director 79/03/13 lOpp 


7903010269 Forwardi IE Info Notice 79-06) ''Stress Analgel* of 
Safety-Related Piping *' 

h£.PPLER< 0 O Region 3# Chicago. Office of the Director 79/03/SD 
Ip 


7905040031 Forwards IE Info Notice 79-07. "Rupture of Raduaste Tanka '♦ 
K£FPLER«J O Region 3. Chicago. Office of the Director 79/03/26 
If 


7903030049 Forwards IE Sullctln 79-06) '^Review of Operational Errors ti 
Ml sallgnmenta Identified During TUI Incident " 

KEFPLERtJ 0 Region 3. Chicagoi Office of the Director 79/04/11 
Ip 


7905010502 Forwards IE Bulletin 79-06Ai "Review of Operational Errors 6 
6ys Nisallgnments Identified during THI Incident " 

KEFPLER)J 0 Region 3r Chicago) Office of the Director 79/04/t4 
tp 


7905040423 Forward* IE Bulletin 79-06Bi "Review of Operational Errors 6 
8ys Misalignments Identified During TMt Incident." 

KEPPLER) J,0 Region 3i Chicago. Office of the Director 79/04/14 

Ip 


790S0403S9 Forwerd* IE Bulletin 79-oe. "Events Relevant to Bolling 
Water Power Reactors Identified During TMl Incident " 

HEPPLER.J.O Region 3. Chicago) Office of the Director. 79/04/14 

Ip 


7903070167 Forwards IE Bulletin 79-07) "Seismic Stress Analysis of 
8e f ety-Related Piping " Licensee action rec^uired 

KEPPLER. JO. Region 3t Chicago. Office of the Director 79/04/14. 

If 

7905010411 Forward* IE Info Notice 79-10| "Nonconforming Pipe Support 
Btruts " 

KEPPUERr J 0 Region 3) Chicago, Office of the Director 79/04/16 

1» 

7905030241 Forward* IE Bulletin 79-09. "Fellurt* of OE Type AK-2 
Circuit Breaker In Safety-Related 8ys. " Licensee action 
req.ulrad 

KEPPLERrJ 0 Region 3. Chicago, Office of the Director 79/04/17 

ip 


7903060307 Forwards IE Bulletin 79-03B) "Nuclear Incident at 
THX-Guppl " 

KEPPLERrJ. 0 Region 3, Chicago. Office of the Director 79/04/21 

If 


7903140091 Aek receipt of 790410 Itr informing NRC of step* taken to 
correct vloletion* noted In IE Insp Rept* 30-546/79-02 t 
30-347/79-02 

FlORELLliO. Region 3. Chicago. Reactor Construction U Engineering 
Support Branch. 79/04/23 Ip 


—7905140097 Responds to NRC 790314 Itr r# violations nnted in IE ln*p 
Repti 30-346/79-02 A 30-347/79-02.*Correc t iv« ac tions . apace 
heater* ensrgiied 6 shafti rototed 

COUOHLIN.J Public Service Co, of Indiana, Inc. 79/04/10. 2pp. 


7903250433 Responds to IE Bulletin 79-03 re piping mfg bg Youngstown 
Hekdlng 6 Engineering Go. Piping not in use at faclLltv 
COUOHUIN.J. Public Service Co. of Indiana. Inc, 79/03/03. ip. 


8 Reportable occurrencest LER* fc related torretpondence 


7905230929 Forwards K Seheid 791121 Itr HE Jamison 790313 ttr re 
cubicle -cooler defects V repairs. 

HARRIQiR Trane Co 79/04/03 Ip. 


7903160400 Potential RO on 790409 tw-o const cranes collided 6 fell, 
striking containment liner Vertical angle stiffener, 
horliontal reinforcing bar* 6 circular CB ring stiffener 
were damaged Evaluation rept to follow 

COUGHLIN, J. Public Service Co of Indiana. Inc 79/05/09. Ip. 


7903310420 Provides interim rept of RO on 790416 possible damage to tuq- 
post-tens lonl ng trumplates L surrounding concrete Caused by 
overheating from propane fired torches used to repair tendon 
duct Repair procedure* studied 

CQOOHLIN. J Public Service Co of Indiana. Inc 79/05/16. Ip 


DOCKET 30-34B FORT CALHOUN STATION. UNIT 2 


O Adjudicatory correspondence 


79032409S9 Forward* Info on Iodine behavor during po-ttulated generator 
tube rupture accident* 6 ECC8 performance characteristics 
GRAY.J R Branch 1 79/04/10 3pp 


— 7903241001 Discusses accumulator delivery comparison* for LOFT test* 
Lt-3a tc Ll-4* it effect on ECCS performance 

ROSS, 0 F Asstetant Director for Reactor Safety 76/02/03, 

2pp 


7903100110 Forwards not 1 f ication* re UL fire protection test. Lewi* 
Committee Rept. "Transportation of Radlonulides In Urban 
Environ" b neutron dosimetry 
gray. J R Branch t 79/04/12 4pp 


7903240B01 Submit* semiannual rept on behalf of util Lawsuit brought 
by NE Public Power District against util hat been settled 
Requests further licensing procedure* be held in abeyance 
due to parallel suit 

VOIOTiH H LeBoeuf, Lamb. Leiby A HacRae 79/04/30 Ip 


DOCKET 50-849 GREENE COUNTY NUCLEAR PONER PLANT 


A Application/construction stage documents A correep andence 


7905030330 Comments on ‘♦Federal-State Authorities A Cooperation in 
Nuclear Power Plent Llcen* Ing". outl Ines change* to NY siting 
law A attempts to eliminate duplication of regulatory 
processes between federal A state agencies 
SHaLINSKY.J New York. State of 79/04/24 2pp. 


0 Adjudicatory correspondence 


7903030239 Forwards Interrogatories by NY Dept of Environ Conservation 
to NY Dept of Public 8vc 

ENOEL.D A. Mew York. State of 79/03/09 Ip 


— 7903030247 Interrage tor it* of NY Dept of Environ Consorvatlbn to NY 
Dept of Public 6vc. 

BISHOP. M 0 « BMQLINSKY. J K New York. State of 79/03/09 3pp 


7905150163 Forwards Board Notification 79-10 on reactor inspector 
concerns re BAN plants Certificate of Sve and. 

8CINT0. J.F Hearings Division. 79/03/29 t4pp 


7903230841 NRC motion for mod of 790323 Joint Board ruling ei tend Ing 
scheduled dates in proceeding. Moves for stay of filing date* 
pending util's rapt to be filed on 790320. Car tl ficate of Bve 
tncl 

LEWIS, 8. H Branch 2 79/03/29. 9pp 


7903010113 Forwards request for Board notification r« noneaf aty-grade 
equipment to ■mitigate transients. 

6CINT0, JF. Hearing* Division. 79/04/02. 3lpp. 


—7905010135 Board notif Ication: staff assessment re nonsafety-grade 
equipment to mitigate transients. 

VA8SALL0) D, B, Asslita'nt Director for Light Water Reactors 
79/03/29, 2pp. 


—7903010198 Board notif Icat ion* recant issue on nonsaf aty-grade 
equipment to mitigate transients. More info is required. 
TEDE6C0,R,L Assistant Director for Reactor Safety 79/03/16 

□pp. 


790S070134 Forwards transmittal memo for documsnt which cants ins info 
potentially relevant to issue of sabotage of spent nuclear 
fuel.W/D end. 

LEWIS, 8. H. Branch 2. 79/04/02, 2pp 
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-7905070M1 Fowrdl tfr.Ct r.Jit on 

iroiHoor-totion «»• R«Pt •« ' ' 

• iploilvi #tUct on opont »uol ‘"‘PP 1?*' 
CARTEfi* T P Dtvlilon of S*f»go*r<ff 79/01/22 Zpp, 

770S14011S So.rO noUPUltlon oocU.r Ineidont * ‘ 
pn cifii Involving BicM rtactort provNad wHE BvUitln 
79-03 ic PMO-67 It A7 Ap BtCf OtEfFtO <» H ^ n i. 

VASSALLOf Q B Aiititant Dirtctor for Ll^ht Water Raacton 

79/0A/03 2pp 


docketed items 


r sicuritg, mjic.i, 

7705300462 F.r«.td. oddl ro.pon.. to ''8°^ 
firt hpiord. onaigoii inciudoo 

»lro protection ego Roguotte eorlg meotlng to dtecoeo 
«U?l!lS5.je Tonnoo... V.Il.g Aothorltg 79/08/20 9pp 

O Ad ji/dieatory corfetpoitdonce 


79052500SO Suipfftds further hearlngi vt util** application for 
cartlflcat* for 40thorltv to conitruct i* Pi*": < 

Grant* 790329 Interlocutory appeal of fitat* of NY Dept of 

Public Svc certificate of 8vc end 

KAOlBONdQ R New Yorti State of 79/04/05 llpp 


7903100190 Forward* raqueited tuiAmarv cf 790410 telcon w/utll re 
perAi**ion to^ conitruct nuclaar facility 
HOOREpJ E Branch 2 79/04/12 2pp 


790S2409S3 Notion by Green* County & town* of Athens It Cate^lll in 
support of NRC It NY Dept of Public Svc 790403 motion to 
difoiif* application St terminate proceeding S< in oppo*lttoh 
to applicant** 790416 alternative re^ueit 
aUTZELpA K Butiel It Kai* 79/04/22 2pp 


7903300367 Forward* draft "Htetorical St Cotural Conteit of Propoeed 
Oreene County Nuclear Power Plants •* Reqoeit* certain matl 
not be reproduced due to copyright* 

LEWlSiS H Branch 2 79/04/23 Ip 


7903240874 Riq.«#*t* adoption of 
Certificate of Svc end 
BANOERiH S Tenneeiec Valley 


do mlti'iinu* theory of Porkine ASLB 
Authority 79/04/06 tlpp 


7903110418 Reeponie to AUAB-S09 r* radon etnleeloni & <fe mtnlfiui thecfi 
from Perkin* record Certificate of Svc encl 
SClNTOdJF Hearing* Dlvlelon 77/04/11 45pp 


7903140319 Re*ponie to 790404 brief of Philadelphia Electric CotPBEtOi 
Atlantic City (NJl Electric Co re de mlnleiu* theory 
Certificate of Svc encl a 

KEPFORDdC R Cltlien* for Safe Envlranmont. 79/04/1 1 app 


7905140332 Notlfie* of con*oUdation of five Intervonor grawp* rt Ttitn 
emleelon* l**ue Partle* have until 790323 in which to file 
for iuflimary diipoeitlon ^ 

DOFlOiKE Atomic Safety and Llcenilng Appeal Panel, 79/04/25, 


Q rn*pection raportu IE Bulletin* V correipondenca 


J Inturance St indemnity Infornatlon 


7903070497 Confirm* Increased liability limit to •I24t000t000 for 
pollcie* NF-lr25i 43t 76x 03d 100. lllr S40» 146. 151, I6li 1644 1 70i ' 

173, 174r 178, 179, 180, 182, 185, 1B6, 187, 108. 189, 192, 193, 194, 193. 

197, 19Bi 2004 201,204,206,207,208, 210,212, 814,313, Si others 
OUATTROCHHt, J American Nuclear Iniurar*. 79/08/01 tp 


7909070302 Confirm* Increase in liability Unit to 436,000,000 far 
pe 1 te let HF-22, 26, 29, 38, 39, 44, 46, 47, 49, 30, 5i , 32, 33, 34, 53, 36, 

37, 30, 60, 61, 64, 66, 67, 68, 69. 70, 71, 72. 74, 76, 77, 78, 79, 00, 86, 07, 
88,90,91,92,93,94,95 ti 96, 

ROBERTS, D H Hotual Atomic Energy Liability Underwriter* 79/05/01 
Ip. 


7903010311 Forward* IE Info Notice 79-06, "Str*** Analval* of 
Safety-Related Piping " 

0'REILLY,%i P, Region 2, Atlanta, Office of the Director 
79/03/83 2pp 


7903030368 Forward* IE Bulletin 79-07, "Silimle 8tre*» Analyfi* of 
Safety-Related Piping ” Llcentte action retiulred 
O'RBILLVrJ P Region 8, Atlanta, Office of the Director 
79/04/14 3pp 


7903040233 Forward* IE Bulletin 79-06B, "Review of Pperatlonal Err on \ 
8yi Kltallgnmente Identified During TMI Incident '* 

O'REILLYrJ P Region 8, Atlanta, Office of the Olraetor/ 

79/04/14 3pp 


8 Reportable occurrence*, LER* S< related correspondence 


7903110203 Board notification aeabroot refueling water etorage tank 
design deficiency 

8CINTO1J Hearing* Divlilon 79/03/89 30pp 


DOCKET 8TN-80-330 OE88AR-238-BGP INTERFACE 


J. Insurance S, indemnity Informitlon 


7903070382 Confirm* increase in liability limit to 436,000,000 for 
policies NF-22, 86, 29, 38, 39, 44, 46, 47, 49, SO, 31, 32, 33, S4, 33, 36, 

37, 38, 60, 61. 64, 66, 67, 68, 69, 70, 71 , 72, 74, 76, 77, 78, 79, 80, 86r 87, 

881 90, 91, 92, 93, 94, 93 S, 96. , 

ROBERTS, D.N Mutual atomic Energy l.iability Underwriters 79/03/01 
IP 


DOCKET BTN-30-333 PHIPPS BEND NUCLEAR PLANT, UNIT 1 


A Appllcation/constructlon stage document* Sc cofrttpondence 


7905100093 OUcuiie* 790329 site visit r* addl fault found in cor* 
cooling water trench Util to provide description of trench 
fault, discussion of fault's rilatioitshlp to regional geology 
li fault area mapping 

HELLERrL.U Geofclencis Branch 79/04/17. 2pp 


7903040348 Forward* description of addl fault discovered beneath 
component cooling water pumping vtation. Fault not considered 
to be capable One over«i*td drawing end 
OILLELAND, J. E Tinnefice Vellty Authority. 79/04/30. 8pp. 


7903080341 Dlicusies util position on leak testing, prestur* 6 temp 
reyuirement* of ACI 8tdt 318 It 349 for piping to be emboddad 
in concrete Revision* to PBAR re embtdded piping will be 
inplementtd liMedlatel^, 

OILLELAND, J E. Tinnesiee Valley Authority* 79/03/03. 3pp. 


7903140270 Deicflbei adjusted route for transporting reactor pr*«eure 
vefiels. Util find* environ impact to be within scope of 
original analy«lt 

OILLELAND, J E. Ten’netiee Valley Authority. 79/03/07. Ip. 


7903110363 Forward* IE Bulletin 79-00, "Event* Relevant to BolMnf 
Neter Power Reactor* Identified During THI Incident. *' 

O'REILLY, d P. Region 2, Atlanta, Office of the Dirac tar 
79/04/14 Ip 


7903010341 Forward* IE Info Notice 79-10* ’'Nonconforming Pipe Ouppo-rt 
Strut*. " 

O'REILLY, J P Region 2, Atlanta, Office of the Dlractor 
79/04/18. tp 


7903030172 Forward* IE Bulletin 79-09, "Failure* of OE Type AK-H 
Circuit Breaker In 8af ety-Related Sy*. " Licensee action 
required. 

O'REILLY, J P. Region 2, Atlanta, Office of the Diractor 
79/04/17. 2pp 


7903020479 Forward* IE Bulletin 79-06A, Ravi*l on 1, "Review of 
Operational Error* By* Misalignment* Identified During TMI 
Incident " 

O'REILLY, d P Region 2, Atlanta, Office of the Director. 
79/04/10 2pp 


7903300233 Submit* supplemental response to IE Bulletin 77-07. Or 1| I nel 
response submitted 780120, Provide* addl Info received from 
manufacturer 6 describee plan* in area of electrical 
penetration*. 

OILLELAND, 0, E T#nn*f»ee Valley Authority 79/04/27, 3pp. 


5. Reportable occurrance*, LER* St related coVrf spondence 


7903140470 Forwards final rapt of rsportabl* condition ra SMR/6 HPCB 
local control pansi*. <NRC QE-79-on 

OILLELAND, J E Tenntflflee Valley Authority. 79/04/03. Ip. 


—7903140488 Reportable condition on 790306. OE doterminerf that defat t 
oKlfted in HPCS penal H22-P0Sa, Cauttd by installation of 
nonqualified type relay Procedure* ravlsed 6 QA program 
modified 

e Tennessee Valley Authority 79/04/03. 8pp. 
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DOCKET STif-50~554 PHIPPS BEND NUCLEAR PLANTr UNIT 2 
A App licat-ion/conttructlan documant* U corre<pond«iiCB 


79C510&0^3 filtcuftffi 79033? «ite vtftt r« «ddl fault found In cor* 
coQHn 9 u«<ier tranch Util to pravld* d«scrtption of tr*nch 
f aul tx d Lftcu«« ion of fault^« relatloniMp to ro^ional siologu 
& fault 4ri« mApping 

HELLERiLU 0*o*ci*nc«« Bi*Anch 79/04/17 2pp 


79{>&04<y349 porUArd* doficription of addl fault diAC^varad binaath 
co-iTpanant cooling uattr puntping Atatlon Fault not contldtrod 
to b« capabl* On* ovariltAd drawing and 

OltLELAND.J E Tonne^iaa Vallag Author itg 79/04/30, Spp 


79OS0DO941 Dl«cud«i« util position on laak tas t ing • pr aisur* It tamp 
r atiulramantf of AGl 8tdi 31B It 34? for piping to ba ambaddad 
In concrata Ravision to P8AR ra ambaddod piping Uiill ba 
Implamantad Immad iatalt^ 

OILLELAND, J£ Tanmssae Valley Authority 79/09/03 3pp 


7903300293 Submlta lupplamanta 1 raiponae to IE Bullatin 77-07- Or Iginal 
raiponaa fubrattted 7a0l20, Provides addl Info recelvad fratn 
nanufacturar describes plans in area of electrical 
panatrat Ions. 

OtLLELANDrJ E Tannassat Valley Authority 79/04/27 ftpp 


8 Reportable occurrincesi LERt & ratatad cor reapondance 


790914047a Foritfards final rapt of rapor table condition r# BWR/A HPCS 
local control panels (NRC 0E-79-O1 } 

OlLLELAHDiJ E Tannassaa Valley Authority 79/04/09. Ip 


— 7903140402 Reportable candibion on 790303 OE d«tar<nlned that defect 
■Klsted in HPCS panel M22-P02G Caused ty installation of 
nonqualified typo relay Procedural revised QA prograin 
mod if led 

a Tennessee Valley Authority 79/04/05 Spp 


DOCKET SrN-90-99A BLACK FOX BTATlONi UNIT I 


7909140S70 Describes adjusted route for transporting reactor pressure 
vassals 'Util finds environ impact to be uithin scope of 
original analysis 

OILLELAKD, J E Tennessee Valley Authority 79/09/07 Ip 


F fiecuTlty, medicalr emergency t- fire protection plans 


A, App I tcation/cQiistruction stage documents & correspondence 


7905020492 Forwards NVREO-O931i '^Investigation 8i Evaluation of stress 
Corrosion Cracking in Piping of LV4R Plants'" &t notice of 
issuance h avatlattlity U/o end 

VASSAULOi D B Assistant Director for Light Vlater Reactors 
77/03/23 2pp 


790S3004&2 Forwards addl response to 760926 meeting minutes re STRIDE 
fire hacerds analysis Includes proposed design changes to 
fire protection sys Requests early meeting to discuss 
responses 

OILLELANQj J £, Tennessee Valley Authority 79/09/20 9pp 


7909190641 Notification of 790903-04 geologic site visit w/uiil In 
InolaxQK to observe site excavation & geologic mapping 
activities 

THQHASx C 0 Light Water Reactors Branch I 79/04/06 4pp. 


D Adjudicatory correspondence 


790911041B Response to ALAB'-909 re redon emissions de minimus theory 
from Perkins record Certificate of 6vc end 
EClNTOiV F Hearings Division 79/04/tl 49pp. 


7909140919 Response tb 790404 brief of Philadelphia Electric Co»FSE40 
Atlantic City (NJ) Electric Co re de minimus theory 
Certificate of 8vc end 

KEPFORDxC R Citiiani for Safe Environment. 79/04/11 Bpp. 


7909140332 Notifies of consolidation of five intervener groups re radon 
emissions issue Parties have until 790929 in which to file 
for sunnery dtsposltton. 

OUFIOjH E. Atomic Bafety and Licensing Appeal Panel 79/04/29 
13pp. 


0 Inspection reporter IE Bulletins & correspondence 


79050-10211 Forwards IE Info Notice 79"06i ’‘Stress Analysis of 
Saf ety-Rilated Piping,*' 

D'REILLVr J P Region Sr Atlantar Office of the Director 
79/03/23 Spp. 


790903036S Forwards IE Bulletin 79~07r ’'Seismic Stress Analvsts of 
Safety-Related Piping." Licensee action required 
□ ’’REILLYrJ P Region 2r Atlantar Office of the Director, 
79/04/14 3pp 


7903040233 Forwards IE Bulletin 79-06Bi "Review of OperattonaL Errors 4i 
Sys Him ignmentf Identified During THI Xncideht, *' 

O^EILLYrJ P Region 2r Atlantar Office of the Director 
79/04/14. app 


E ^ NRC Safety Evaluation Report (8ER L supple & correspondence 


7905070669 Forwards Suppl 2 to SER 

VAROAiS. A Light Water Reactors Branch 4 79/04/09 app, 


0 Ad jud Icatory torrespondenta 


7909160904 Rasponse by util in opposition to intervenors' 790301 motion 
to suppl record u/"Tulsa Metropolitan Areax Tulsa Urban 
Study I Draft# Summary Rept» Stage 2 Study" prepared by Tulsa 
Army Corps of Engineers M/Cer tif Icate of Gve 

HORPHYrP.M. r BlELAWSKIr A. P Ilham. Lincoln 6 Beale 79/03/14. 6pp 


79050901B9 Applicant'll reipons* to Intervenors' 7903-07 motion to file 
supplemental brief 6 to interveners' supplemental brief 
itself Brief concerns failure to consider Class 9 accidents 
In environ review Certificate of Sve encl 

MURPHY. P.H < BIELAUSKtfA P. Ishant# Lincoln L Beat* 79/03/16, 7pp, 


7909070021 NRC r*spansc in oppoeiticin to intervenori 790301 motion to 
suppl record u/"Tulsa Hetr o-pol 1 tan Area Urban Study. Draft. 

Summary R«pti8tag* 2 Study" prepared by Tulsa Army Corpe of 
Engineers Certlficatt of Sve end 
DAVia.LD Branch 4 79/03/19, Spp 


7909090192 NRC response to interveners 790304 motion to 111# 
supplemental brief re latter's Exceptions ti2 tt £13 
Certificate of Sve encl. 

DAVia.DL, Branch 4, 79/03/23 App 


/9090i0tl9 Forwards request 
equipment to mitigate tr/ 
SCINTOiJ F. Hear 


7909110369 Forwards IE Bulletin 79-08. ’'Events Relevant to Bolting -^7909010 

Hater Power Reactore Identified During THI Incident.’’ equip 

Q'REILLYrV P Region 2# Atlanta. Office of the Director. VA88A 

79/04/14. ip. 79/03 


7909010341 Forward! IE Info Notice 79-10. "Noneonf ormlhg Pipe Support 
Btruts >' 

Q'REILLYrJ P, Region 2# Atlanta. Office of the Director, 
79/04/lfl, ip 


—7909010 

equip 

TEDEQ 

3pf 


7909030172 Forwards IE Bulletin 79-09. "Falluree of OE Type AK-2 790929027 

Circuit Breaker in 8af ety-Related 8ys. '* Licensee action facts I 

required. FARRlfl. 

O'REILLY. J. P. Region 2# Atlanta. Office of the Director 
79/04/17. 2pp 

79092402 : 
laui on 

7909020479 Forwards IE Bulletin 79-06A. Revision 1. "Review of THOMABi 

Operational Errors v 8ys Hisalignments Identified During THI 
Incident. " 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 79091900' 

79/04/18 Spp. DAVIS. I 
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7<?0322006a Forward! orrata ihtot corroctina arTOf* 1*1 findir>a« o# ##et 
Si concluflon* of law iiftniittnf 7*?&3aA it 2S 
OALLO* J Ithanif Lincoln & Bial« 79/04/09 ?PP 


790Sa302S9 Dlieifil** rogulatlons ra i ntorc onneckian of ly* of both 
raactorailn svsnt of accident at one reactor affectlna lafe 
operation at othar reactor, 

DAVIS. L D Branch 4 79/04/11 Spp 

7905140547 fJotlce of filing of Intervenore Cltiztni for Safe Encr-gyj 
L Sorrell ti I Younaheln propoied findings of facti 
conclueioni of law proposed order in form of partial 
inltal deciilon Certificate of Svc end 

FARRIS, Oreen, Feldetan, Hall «< Woodard 79/04/12 4pp 


— 79O914OS50 lntervsnor« Citixans Action for Safe Energg.L Burrall b 
I Younghein proposed findlnQ! of fact, tfonc fusion* of laoi U 
proposed order In form of partial initial decision re 
radiological health ft safety matters 

FARRiSr J R r WDOOARD. J R Green. FeUman. Hall it Woodard 
79/04/12 77pp 


790ftt0022& Froposed findings of fact & conclusions of law, In form of 
initial decision re radiological health b safety matters 
U/supporting documentation 

DAVIB, D L I PATOH. W D Branch 4 HOODHEAOiC P Branch 3 
79/04/13 Uipp 


7905220064 Regueste Reed r«pt It subtask repts be returned to GE Reptf 
will be made available for HRC revietn. if needed Certificate 
of 8vc end 

EDGAR, 0 L Morgan, Lewis it Boctiui 79/04/13 4pp 


7909100213 Re4U«sts extension until 790426 to file ECCS portion of 
proposed findings of fact &. conclusions of law Certificate 
of Svc end 

DAVifl, L D Branch 4 79/04/16, 3pp 


*"*7909100219 Proposed findings of fact conclusions of law in form of 
Initial decision re radiological health 4e safety matters. 

W/o ECCS section Certificate of Svc end 
DAVIS. L D Branch 4 79/04/16 Spp, 


7909240879 Retiuasts Reed Rept be maintained la confidence pending 
A8LB ruling on whether rept should be returned to OE 
EOOARrO L Morgan, Lewis U Boclcius 79/04/ie 2pp 


7909130063 Hoves for indefinite stay of proceeding concerning issuance 
of initial decitlonr pend ing investigation of THr*‘2 I* 
hearings re facility financing Certificate of Svc end, 

THOMAS, 0 , RQ0ERB,C S , GARTWRIOHr, J £ Oklahoma. State of 
79/04/19 llpp 


7909190491 Ad receipt of 79041B Itr Reciueft basis is hypoth eticali tio 
MRC personnel have requested ASL& for access to Reed Rept 
NRC technical 4t legal ataff will not have access to report 
until 790430 

WOLFE, s J. Atonic Safety and Licensing Board Panel 79/04/19. Ip 


7909230799 Advises that motion has been filed to stay issuance of 
Initial decision. 

RQGEA8,C. Oklahoma, State of 79/04/19 Ip 


7909290179 Errata sheet i table of contents to applicants 790426 reply 
to proposed findings of fact i conclusions of law filed by 
NRC it intervenors 

e Ishem, Lincoln i BeaU 79/04/26, 2pp, 


7909240924 Response by intervenors Citizens Action for Safe Powers 
L Burrill Si 1 Younghein supporting adoption of motion by 
State of OK for indefinite stag In issuance of initial 
decision. Certiflcats of 0vc end, 

FARRlBiJ. R. Greens Feldman, Hall S 4 Woodard 79/04/27, 10pp. 


7909290174 Forward* info ra schedule it coi.t analysis, Gommercia 1 
operation for Unit 1 shall begin on 890701 Si for t/nlt 2 on 
S60901 Applicants flls(r reply to WRC & Intervenors 'proposed 
findings of fact i condusicns of law on 790426 
GALLGiJ Ilham, Lincoln Si Beaia, 79/04/30 12pp. 


7903230960 Orants extension until 790909 to file proposed findings of 
fact re ECCSiper NRC 790426 request 

WOLFE, 8. J Atomic Safety and Licensing Beard Panel 79/03/01, Ip 


7903230970 Orants extension until 790911 for util It HRC to file answers 
to motion by State of OK for indefinite stay of lisuanca of 
initial decision, 

WOLFE, 6, J, Atomic Safety and Licensing Beard Panel, 79/03/01, Ip 


H Oeneral correspondence 


7903190279 Requests Info re June 1979 hearing In Phoenix. AZ Oravp 
wants to send delegation to hearing 
* Nuclear Free State 79/03/28 Ip, 


7909100393 Believes OE should publish Reed Rept re unresdvablt lafi-ty 
issues Opposes nuclear plant const Supports solar 6 wind 
power research 

BELCHER, T Affiliation Unknown 79/04/16 Ip 


7909310397 Urges NRC to release all portions of transcripts of safety 
hear ingi, inc Ludtng portions dealing w/Reed Rept 
GARNETT, H , GARNETT, 0 Affiliation Unknown 79/04/17 ip 


I Financial Information 


7909290029 Requests addl financial info on updated cast estlmatiii in 
order to complete review of revlsad financial info. 

EWING, T N Public Service Co of Oklahoma 79/09/07 3pp 


7909090357 ''Annual Financial Rept 1978 ” 

e Central |c Southwest Services, Inc, 79/09/07 40pp 


7909090399 "Annual Financial Rept 1978 « 

* Public Service Co of Oklahoma 79/09/09 39pp 


7909230424 Submits addl financial info in response to NRC 790907 
request Previous info was solely to advise of cost V 
schedule study i not In response to motions to intervene 
a VC list end 

EWING, T N Public Service Co of Oklahoma 79/03/L4. 2pp 


7909240393 Responds to NRC 790901 request for addl Info Util 79013G Ur 
Included all available financial info 

EWING. T N Public Service Co of Oklahoma 79/09/14 2pp 


0 Inspection reports, IE Bulletins l< correspondence 


7909190364 Forwards IE Insp Repts 30-956/79-02 li 50-597/79'08 on 
790306**'09. No none ompl lance noted 

aeiDLE.W C Region 4. Dallas, Reactor Construction 4 Englnrtrimg 

Support Branch 79/03/23 2pp 


—7905150370 IE Insp Repts 50-556/79-02 ft 90-597/79-02 on 790306-07 Ho 
noncompliance noted Major areas Inspected . const status, 
divelopment of concrete mix design, training i indoctrination 
i OA 

HUBACEK.W G . CROSBMAN.W. A , HALL, R E Region 4, Oalleti Of Me* 
of the Director 79/03/23 7pp 


DOCKET 8TN-50-937 BLACK FOX STATION, UNIT 2 


A Application/construction stage documents It correspondenc* 


7909020492 Forwards NUREO-OSSl, "Investigation It Evaluation of Btrsi* 
Corrosion Cracking in Piping of LWR Plants" i notice of 
Issuance i avaitabiltty W/o and, 

VA88ALLQ, D B Assistant Director for Light Hater Reactors 
79/03/23 2pp 


7909190641 Notification of 790903-04 geologic site visit u/utl) If 
Inola.QK to observe site excavatlori it geologic mapiUng 
activities. 

THOMASrC.O Light Water Reactors Branch I 79/04/06, 4pp 


E, NRC Safety Evaluation Report ISERl, suppls l< correspondencJ 


7909070669 Forwards Suppl 2 to BER, 

VARGAiB. A. Light Water Reactors Branch 4 79/04/05 Qfp. 


0, Adjudicatory correspondence 


7905160504 Response by util In opposition to Intervenor* ' 790301 motion 
to suppl record w/^Tulia Metropolitan Araa, Tulea Urban 
atudyi Draft, Summary^ Rept. Stage 2 Btudy" prepared by Tulsa 
Army Corps of Engineers, W/Certificate of Bve, 

KtmPHYrP.H. , aiELAWSKI, A,P. Isham, Lincoln li Btela. 79/03/14. «pp. 


7905090185 Applicant's response to intervenors' 790307 motion id 'fli* 
supplemental brief It to Intervenors' supplemental brief 
itself. Brief concerns failure to consider Glass 9 accidents 
in environ reviSM, Certificate of Svc end. 

MURPHY.P.N. , BlELAHBKIi A.P Isham, Lincoln li Beale. 79/03/16. 7pp. 
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7^^070021 NRC retponiB tn oppoiltion to intervonort 790301 Aotlon to 
tvppl rocord u/'^Tulia Mstropolitan Area Urban 8tudy> Draft* 

QuMar^ R«pt*8tago 2 Studv'* prepared bij Tulea Arm^f Corp» of 
Cnglneeri Certificate of Svc end 
DAVIS* t D Branch 4 77/03/19 Spp 


7905090192 NRC reeponee to Intorvenon 790304 motion to file 
lupplementel brief re lattor^c Exceptlone 112 li 113 
Certificate of Svc end 
DAVIS* D L Branch 4 79/03/23 6pp 


7909010119 Foruarde re<iufl«t for Board notification re noneaf ety-grade 
equipment to mitigate tranelente 
aCIMTOrJ.F Hearing* DlvUlan 79/04/02 3lpp 


— 79030l019ii Board notification etaff aieeesment re nonsaf ett'^grada 
equipment to mitigate tranelenti 

VA6SALL0. D B Aefletant Director far Light tJater Reactbn. 
79/03/29 2pp 


— 79090l0i98 Board notification recent iesue on noneaf ety-grad* 
equipment to mitigate traneiente More info le required 
TEDESCOiR L Aitlitant Director for Reactor Safatu 79/03/16 
Opp, 


7909290273 Requeite e*t*n*ion until 790412 to file propoeed flndinge of 
facts it conclusions of lauj Certificate of Svc end 
FARRIS* il R Cltlieni Action For 8afQ Energy 79/04/03 5pp 


7909240279 Declines to file proposed findings of fact hi conclusions of 
iau on limited record Certificate of Svc end 
THOHASiO * HOOERSiC 8, Oklahoma, State of 79/04/09, 9pp. 


7903190039 Forward* NUReo-0190* Mar i979*6uppl 2 to 6ER 
DAVIS* L D Branch 4. 79/04/09 Ip 


7903220062 Forwards errata sheet correcting errors in findings of fact 
i* conclusions of law submitted 790326 It 28 
OALLQiJ Itham* Lincoln ht Beale 79/04/09 2pp 


7909230299 Discusses regulations re Interconnection of «gs of both 
reactors* in event of accident at one reactor affecting safe 
operation at other reactor 
DAV18.L D Branch 4 79/04/11. 2pp 


7909140S47 Notice of filing of intervenors Citliens for Safe Energy* 
L Burrell I Vounghein proposed finding* oF fact* 
concLuslont of law it proposed order In form of partial 
Lnltal decision Certificate of Svc end 

FARRIS* JR. Oreeni Feldman* Hall U Woodard 79/04/12 4pp 


■--7903140990 Intervenors Cltls'tns Action for 8af« EnerggrL Burrell 4< 
f Youngheln proposed findings of f ac t* cone lueions of law hi 
propoied order in form of partial initial decision re 
radlolaglcet health U safety matters 

FARRIS* J.R * WOODARD* J R Oreen. Feldman* Hall & Woodard. 
79/04/12 77pp 


7909100226 Proposed findings of fact hi conclutiors of law* In form of 
Initial decision re radiological health tf. safety matters 
M/eupportlng documentation 

DAVIS* D U * PATOHiW. D. Branch 4. WOODHEAD, C. P. Branch □. 
79/04/13 161pp. 


7909220064 Requests Reed rept & subtask repts be returned to OE.Repts 
will be made available for NRC review* if needed Certificate 
of Svc end, 

EOOARrO L. Morgan* Lewi* hi Bocklue 79/04/13. 4pp 


7909100219 Requests extension until 790426 te file EGGS portion of 
proposed findings of fact hi conclusions of law Certificate 
«f Svc end 

DAVIS* L 0. Branch 4. 79/04/16 3pp 


“*■7903100219 Proposed findings of fact hi conclusions of law in form of 
Initial decision re radiological health tc safety matter* 

W/o ECG8 section Certificate of Svc encl 
DAVtSrL. 0 Branch 4. 79/04/16. 2 pp. 


7909240879 Requests Reed Rept be maintained in confidence pending 
A8i.D ruling on whether rept should be returned to OE. 

EIWARtO L. Morgan* Lewis hi Bocklue. 79/04/lS. 2pp 


7909130063 Moves for indefinite stay of proceeding concerning lisyence 
of inltiel decision* pend ing investigation of TMI-2 hi 
hearings re facility financing Certificate of Svc encl. 

WOMA 81 O. * RD0ER9. C 8 .* CARTWRIGHT* J, E. Oklahoma* State of. 

79/04/19. llpp 


7903130491 Adk receipt of 7904ta Itr Request basis is hypo the t lea h no 
NRC personnel have requested A8LB for access to Reed Rept 
NRG technical U legal staff will not have access to report 
until 790430 

WOLFEi B J Atomic Safety snd Licensi'ng Board panel 79/04/19 Ip 


7909230759 Advises that motion has bom filed to stey issuance of 
initial decision 

RQOERSiC Oklahoma, 8t«te of. 79/04/19 Ip 


7909290179 Errata sheet hi table of contents to applicants 790426 reply 
to proposed findings of fact It conclusions of law filed by 
NRC hi intervenors 

s Istiam* Lincoln 6 Beale. 79/-04/26 2pp 


7909240924 Response by intervenors Cltiiens Action for Safe Power* 
L Burrell h I Youngheln supporting adoption of motion by 
Btate of OK for indefinite stag in issuance of initial 
decision Certificate of 6vc end 

PARRIS* JR Oreen* Feldman* Hall It Woodard 79/04/27 lOpp 


7909290174 Forwards Info re schedule hi cost analysis Commercial 
operation for Unit t shall begin on 990701 W for Unit 2 on 
8B0901 Applicants filed reply to KRC hi intervenors 'proposed 
findings of fact & conduslo-ns of law on 790426 
OALLQ* J Isham* Lincoln & Beale 79/04/30 i2pp 


7903230360 Grants extension until 790509 to file proposed findings of 
fact re ECC 81 per NRC 790426 request. 

WOLFE * 8 J Atomic Safety and Licensing Board Panel 79/03/01, Ip 


7909230570 Grants extension until 790511 for util ht NRC to file answers 
to motion by State of OK for indefinite stay of Issuance of 
Initial decision 

WOLFE* 8. J Atomic Safety and Licensing Board Panel 79/09/01 ip 


H General correspondence 


7909130279 Requests info re June 1979 hearing in Phoenix* A7 Group 
wants to send delegation to hearing. 

» Nuclear Free State 79/03/28. Ip 


7909100393 Believes GE should publish Reed Rept re unresoWable sefety 
issues Oppose* nuclear plant const Supports solar hi wind 
power research 

BELCHER*T. Affiliation Unknown. 79/04/16 Ip. 


7909310397 Urges NRG to release all portions of transcripts c»f safety 
hear tngsr inc lud ing portions dealing lu/Recd Rept 
GARNETT* H * GARNETT* 0 Affiliation Unknown 79/04/17 Ip 


1. Financial information 


7909250029 Requests addl financial info on updated cost estimates* in 
order to complete review of revised flnenclal Info 
EWING, TN Public Service Co of Oklahoma 79/09/07. 3pp 


7903090337 Annual Financial Rept 19/w. ‘ 

e Central hi Southwest atrvlces* Inc 79/03/09, 40pp 


7903090399 '’Annual Flnenclal Rept 1978 '■ 

* Public Service Co. of Oklahoma 79/09/09. 39pp. 


7909230424 Submits addl financial Info In response to NRC 790907 
request Previous info was solely to advise of tost hi 
schedule study A not in response to motioni to intervene, 

Svc list encl 

EWINOcT N. public Service Co. of Oklahoma, 79/05/14. 3pp. 


7909240393 Responde to NRC 790301 request for addl inf o. Uti I 790430 Itr 
Included all available financial info 

EHINO, T. N, Public Service Co. of Oklahoma 79/05/14, Spp. 


O Inspection reporte* IE Bulletins 6 correspondence ^ 


7909130864 Forwards IE Insp Repts 50-356/79-02 hi 50-357/79-02 on 
790306-09. No noncompliance noted, ' 

8EIDLE*U. G. Region 4r Oallas* Reactor Construction Engineering 
Support Branch, 79/03/23. Spp, 


—7905180370 IE Insp Repts 50-336/79-02 50-557/79-02 on 790306-09 No 

none amp I lance noted Major areas inspected , const status* 
develepmsnt «f concrete mis design* training tt indoctrination 
6 BA. 

HUBACEKi W, G. , GROSSMAN* W. A. * HALL* R, E, Region 4* Dallas, Office 
of the Director. 79/03/23. 7pp 
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DOCKETED ITEMS 


DOCKET 50-364 NUCLEAR FUELS RECOVERY «c RECYCLE CE^tTER 


J Ihiuratict ^ indecnnltg information 


7«?03070497 Confirm* Incraaied liability limit to *124,000.000 for 
jioUciss NF-1,25. 43. 76103. iOO. Ill, 140, 146. 151. 161. 164. 170* 

173, 174. 17Br 177. IGO, 182. 183, 1B6. 187. 188. IS?. 192, 193, 194, 193. 

£97. 198.200. 201, 204. 206. 207. 208. 210. 212.214. 215. U other* 
aUATTRDCHHi. J American Nuclear Insurer* 79/05/01 Ip 


7905070S82 Conflrme increase In liabititv M^klt to 436,000.000 for 
policies MF**22. 26.29*38,39.44.46, 47,49, 50. 51.52.53, S4, 33. 96. 

57. 58*60,61.64.66. 67* 6B. 69. 70.71. 72, 74.76, 77,78.79.00. 86.87. 

S9 ^Otf 1 92f *?3r ?S ii ?6 

ROBERTS, D M Mutual Atomic Energy Liability Underurlters 79/03/01 

Ip 


DOCKET STN-30-S66 YELL0I4 CREEK NUCLEAR PLANT, UNIT 1 


A App 1 1 cetlon/cons true tion stage documarits Si cerretpondence 


790 3080541 Discusses otll position an leak testing, pressure It temp 
requirements of ACI 6tds 310 6 349 for piping to be embedded 
in concrete Revision to PSAR re embedded piping will be 
Implemented Immediately 

OILLELAND. J E Tennessee Valley Authority 79/05/03 3pp 


Q> Inspection reports. IE Bulletins li correspondence 


79D5010211 Forward* IE Info Notice 79^06. "Stress Analvil* of 
8afity*‘Related Piping “ 

O'REILLV.J.P Region 2* Atlanta. Office of the Director 
79/03/23 2pp 


7903030368 Forward* IE Bulletin 79-07. "Seismic Stress Analysi* of 
Safety-ReUted Piping " Licensee action required 
O'REILLVrJP Region 2, Atlanta. Office of the Director 

79/04/14 3pp 


7903040233 Forwards £E Bulletin 79-06B. "Review of Operational Errors Si 
Sys Misalignments Identified During Tlit Incident 
□ 'REILLY. UP Region 2. Atlanta. Office of the Director 
79/04/14 3pp, 


7903110363 Forwards IE Bulletin 79-08. "Events Relevant to Bolling 
Hater Power Reactors Identified During TMI Incident " 

O'REILLY, d P Region 2. Atlanta. Office of the Directer 
79/04/14 Ip 


79DS010341 Forwards IE Info Notice 79-10. "Nonconforml ng Pipe Support 
Strut*. " 

O'REILLY, J P Region 2. Atlanta. Office of the Director 
79/04/18 Ip 


7903030172 Forward* IE Bulletin 79-09. *’Fat lures of OE Type AK-2 
Circuit Breaker in Safety-Related Sy* ” Licensee action 
required 

O'REILLYrJ P Region 2. Atlanta. Office of the Director 
79/04/17 2pp 


/9030Z047 9 Forward* IE Bulletin 79-06A. Revl tion 1. "Review of 
Operatlonel Errors U 8yt hi la 1 Ignment* Identified During TMI 
Incident " 

O'REILLY. J.P Region 2. Atlanta, Office of the Director 
79/04/18. 2pp 


7905230690 Act receipt of 790409 Itr Informing NRG of step* taken to 
correct violation* noted in IE Intp Rept* 50-566/79-04 6 
30-367/79-04, 

MORPHY* C. E Region 2. Atlanta* Reactor Construction li Engineering 

Support Branch 79/04/19 Ip 


•7903230733 Respond* to NRG 790315 Itr re violation* noted in IE In*p 
Rept* 50-366/79-04 in 50-867/79-04 Corrective action*’ 
concrete cylinder curing tank temp was reaudlted 6 immerilan 
heater* were installed 

OILLELAND. J E Tennessee Valley Authority 79/04/09, 3pp. 


■7903230740 Forward* IE In«p nepti 50-366/79-04 U 50-867/79-04 on 
790220-22 It notice of violation. 

MURPHY.C.Ei Region 2. Atlanta. Reactor Construction li 

Engineering Support Branch. 79/03/15. 2pp. 


—7903230753 IE Insp Rept* 30-566/79-04 6 50-367/79-04 on 790220-22 
Noncomp 1 lance noted QA audit deficiencies 
COUOEiK J Region 2. Atlanta. Office of the Director 
HERDT. A R Region 2. Atlanta. Reactor Construction h 

Engineering Support Branch 79/03/14 6pp 


DOCKET STN-30-367 YELLOW CREEK NUCLEAR PLANT. UNIT 2 


A App 1 icatlon/canstruction stage document* li correspondence 


7905080341 Discusses util position on leak testing . pressure L ttep 
requirement* of ACI 8tds 310 It 349 for piping to be embedded 
In concrete Revision* to P8AR re embedded piping will be 
Implemented immediately 

OILLELAND, J E Tennessee Valley Authority 79/03/03 3pp 


Q Inspection reports. IE Bulletins S' correspondence 


7903O10211 Forwards IE Info Notice 79-06. "Stras* Analysis of 
Safety-Related Piping " 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/03/23 2pp 


7905030360 Forwards IE Bulletin 79-07. "Seismic Qtre** Analysis o-f 
Safety-Related Piping " Liceneee action required, 

O'REILLY. UP Region 2, Atlanta, Office of the Director 
79/04/14 3pp 


7905040233 Forwards IE Bulletin 79-06B. "Review of OperatConat Error* I 
8ys Misalignment* Identified During TMI Incident '■ 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/04/14. 3pp 


7903110363 Forwards IE Bulletin 79-08. "Event* Relevant to Belling 
Water Power Reactor* Identified During TMI Incident " 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/04/14. Ip 


7903010341 Forward* IE Info Notice 79-10. "Nonconforming Pipe Buppart 
Struts '* 

O'REILLY.J P Region 2. Atlanta, Office of the Director 
79/04/18. ip 


7905030172 Forwards IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Breaker In Safety-Related Sgs " Licensee action 
required, 

O'REILLY.J P Region 2. Atlanta, Office of the Director 
79/04/17. 2pp 


7903020479 Forwards IE Bulletin 79-06A. Revl* Ion 1. "Review of 
Operational Error* ^ By* Misalignment* Identified During THI 
Incident " 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/04/18 2pp 


7903230698 Act receipt of 790409 Itr informing NRG of steps teten to 
correct vlolatione noted In IE Insp Rept* 30-366/79-04 l< 

30-567/79-04 

MURPHY, C £ Region 2. Atlanta. Reactor Construction 6 Erg (reerini 

Support Branch 79/04/19, Ip 


'7903230733 Respond* to NRC 790315 Itr re violation* notad in IE Entp 
Rept* 80-566/79-04 U 50-367/79-04. Corrective actions* 
concrete cylinder curing tank temp was reaudlted U Immersion 
heaters ware installed 

OILLELAND. J E Tennessee Valley Authority. 79/04/09. 3pp 


—7903230740 Forward* IE In*p Rapt* 80-366/79-04 l« 50-567/79-04 on 
790220-22 U notice of violation 

MVRPHYiC E Region 2. Atlanta. Reactor Construction ti 

Engineering Support Branch, 79/03/13. 2pp 


—7905230747 Notice of violation from insp on 790220-22. 

« Region 2. Atlanta. Office of the Director. 79/03/14 tp. 


—7903230733 IE Imp Rept* 50-366/79-04 k 50-367/79-04 on 790220-22 
Noncompliance noted QA audit defieieneie* 

OQUOE.M J. Region 2. Atlanta, Office of the Director 
HERDT* A R Region 2. Atlanta. Reactor Construction h 

Engineering Support Branch 79/03/14. 6pp 


—7903230747 Notice of violatUn from insp on 790220-22. 

e Region 2* Atlanta. Office of the Director. 79/03/14. Ip, 
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DOCKET 8rM"50-34a NEP NUCLEAR, UNIT i 


O A4 jvd IcAtorij corretpondanca 


7^05240641 Ch«nQ«i tffu«nce dat* for DE8 to tarli| Mau 1979 
CUTCHiNi J M Branchs 79/04/12 Ip 


7903240940 Ulthdrau« appaarance on behalf of intarvanor Conctr-nad 
Citltenf of Rli of fecttva 790402 Cartificate of Gvc and 
C0LLtH9,C 0 Affiliation Unknown 79/04/13 4pp. 


1 Financial information 


790S290240 Notlflea of danial of raquait to withhold from public 
diactoiurer Revlalon 3 to genaral & financial info aaction of 
licantt application Forwardt SEC Itr 

PARR, 0 D Light Watar Raactort Branch 3 79/03/12 4pp 


— 7905230243 Rasponda to NRC 780809 Itr ra public availability of 
financial info submitted for licenaa application Submtiflon 
of financial Info for public divcloaura doat not contravane 
&E-C rtq^ul remanta 

COOK, J R 6acuritia« &< Exchanga Commii«ion 7Q/12/14 3pp 


DOCKET STN~30-S69 NEP Nuclaar, Unit 2 
A App I ttatlon/conatruc tion ttaga 


7903240641 Changav liiuanca date for DE8 to earl-g Nay 1979 
CUrCHlN,J tt Branch 3 79/04/12 Ip. 


7909240940 Ulthdrawa appearanca on behalf of Intarvenor Cancernad 
Cltlzent of Rlreffectlva 790402. Certlf icate of 8vc encl 
COLLINS, C.O Affiliation Unknown 79/04/13. 4pp 


790S2S0240 Notifle* of danial of request to withhold from public 
d («c loaurt, Revision 3 to general ^ financial info eactlon of 
llcanit application Forwardt SEC Itr 

PARR,0 0 Light Uatar Raecton Branch 3 79/03/12 4pp 


— 7903290243 Ratpondf to NRC 780609 Ur ra public avatlabilltg of 
financial Info tubmlttad for Ucente application Submlation 
of financial info for public diecloaura doae not contravene 
SEC raqulramante 

COQK, J R Sacurlttae U Exchange Commlttion. 76/12/14 3pp 


DOCKET eTN-30-374 BAONAC NUCLEAR POWER’ PROJECT 
0 Ad^udicatorg correepondenca 


7909240168 Oppotai liecneing of propoead Waetinghouit nucLaar powtr 
plant In Philippinae 

AINiF P. Anothar Mother for Paace. 78/10/31 Ip 


7909190239 Requettf denial of nuclaar raactor export Licenee to 
Philippinae Raactor daelgn it uneafeiiitad on earthquaka 
faultrniar four active volcanoet V in tidal wave xone, thus 
jtopardiilng U8 toldier nearbg 
HURLEY, J Neutiluf AUlence 70/11/26, Ip 


DOCKET 8TN-30-S80 ERIE NUCLEAR PLANT, UNIT 1 


A App Licatlon/conitruction ttage documenti correipondence 


7903130783 Forward* requeet for add! Info to continue review of CP 
application 

RGOANjW H Environmental Project* Breneh 2. 79/04/06. i7pp, 


7903240936 Requeit* addl info re new mgt organtxation to be 
ineorporatad into P8AR Amend 21. 

DAERiR. L Light Water Reactor* Branch 2, 79/04/30. 3pp, 


0. Adjudicatorg corroepondence 


7909160163 Forward* Board Notification 79''10 on reactor inepector 
concern* re BVW p lent*, Certlf icate of five end. 

8CIKT0, J, P Hearing* Divl*ion. 79/03/29. lApp. 


7903010113 Forward* requeet for Board notification r* nontaf ety^gfade 
aq.uipm*nt to mitigate trantient*. 

GCtNTD, J. P. Hearing* Diviilon 79/04/02 3tpp. 


— 7909010196 Board notification' ttaff a«ie**m«nt re noneafety-grad* 
equipaent to Aitigate traneienti 

VA88ALLO, D. B, Ae*i«tant Director for Light Water Reactors. 
79/03/29. 2pp. 


— 7903010196 Board notification recent Iteue on nontaf •tg~‘g rade 
equipment to mitigate transient* Hare info i* required 
TEDEaCQ,R L A*si»tant Director for Reactor Safety 79/03/16, 
3pp 


7903160112 Board notification nuclear Incident at TMl Recommend* b^ard* 
on cate* involving B&W reectore be provided w/tE Bulletin 
?9‘'09 & PNO-'67 & 67A,B.C, D, E,F,0 U H 

VASfiALUO, D B Aseietant Director for Light Water Reactor*. 

79/04/03 2pp 


7903070229 Forward* rnamo* re problem* of pipe support f>a*e plate 
de*lgn. 

BARTH, C A Branch 3 79/04/03 2lpp 


7909080377 Inform* that NRG hat recently discovered document po**ibly 
relevant to eabotage of spent fuel Info is cla*«ifl«d St may 
never be' publ Ished in final form Forward* TF Carter 790122 
memo Info a**e««nient will follow when avellable 
BARTH, C, A Branch 3 79/04/03 2pp 


7903130685 Forward* aspect* of PHR accumulator delivery re ECC8 
performance charac teri* tic* 

BARTH. C A. Branch 3 79/04/03 Spp, 


8 Reportable occurrence*, LER* related correepondenc e 


7909110203 Board notification Seebrook refueling water storage tank 
design deficiency 

eCINTOiJ Hearings Division 79/03/29 30pp 


DOCKET 8TN~3O*-301 ERIE NUCLEAR PLANTr UNIT 2 


A. App Llcatlon/construetion itage document* L c-or respandence 


7909190783 Forward* request for addl Info to continue review of CP 
epp Llcatlon 

REOANiU H Environmental Projects Branch 2. 79/04/06 17pp 


7909240936 Request* addl Info re nau mgt organliation to be 
incorporated Into F8AR Amend 21, 

BAER.R.L Light Water Reactor* Branch 2 79/04/30 3pp, 


7909160163 Forward* Board Notification 79*'iO on reactor inspector 
concern* r« B&W plant* Certificate of Gve encl 
8CINT0,J,F Hear ingi DIvi* ion 79/03/29, I4pp 


7909010113 Forward* request for Board notlf Itat 1 on re non*af etg-grad e 
•quipmvnt to mitigate transient* 

SCINta, J F. Hearing* Division. 79/04/02. 3lpp. 


-'*7909010196 Board notification staff a«sei*ment r* nonsafety-grade 
equipment to mlttgata tranvient* 

VA68ALL0, D B. Asfietant Director for Light Water Reactort. 
79/03/29 2pp. 


— 7909010198 Board notlf tcatlon; Tacent issue on nonsaf cty-gr ade 
equipment to mitigate trap* lent*. More Info 1* required 
TEOESGOrR. L Assistant Director for Reactor Safety, 79/0a/'t6 
3PP' 


7909160112 Board motif Icat 1 on: nuc leaf Incident at TMI. Recommend* board* 
on case* involving Bt*W raactor* b* provided w/IE Bulletin 
79-09 L PNO-67 & 67Ar B, C, 0, E. F, 0 L H. 

VA8BALLOfD B Assistant Director for Light Water Reactors. 
79/04/03. 2pp 


7909070229 Forwards msmoi re problem* of pipe support baee plate 
design, 

BARTH, C. A Branch 3. 79/04/09 21pp. 


7909080377 Informs that NRC haa recently discovered document pose lb ly 
relevant to sabotage of spent fuel Info is classified 9k nay 
never be published In final form Forward* TF Carter 790122 
memo. Inf 0 assessment will follow when available. 

BARTHfG A Branch 3. 79/04/09 2pp 


79Q9190689 Forward* aspect* of PWR accumulator dallvery re ECCB 
performance characteristics. 

BARTH* C. A. Branch 3 79/04/03 3pp, 


B Reportable occutrenceer LERs tc related eorreepondence 


7909110203 Board notlf tcatio-n. Seahroofc refueling water etorage tank 
design deliclcncu. 

BClNTaJ. Hearings Division. 79/03/29 aOpp. 
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DOCKET 8TN-5O-S04 OlBBSAR, OI0Q8 4* HILL 


A« Appl lcAtlon/con«truc tlort tfcage docum«ntt L corr«ipond»n.ce 


7909100117 Forwardi first round r«'<|UB»ti for sddl Info to complrts 
TiviBiiT of 0IBB8SAR Also foriuards Q~1 'f %i 0-2^« for purpo-ss 
o-f complBting formal record of revlsu 

HELTEHEQrC J Standar d 1 cat i on Branch 79/04/27 93pp 


K Utility Final Safety Analysis Itsport (FSAR) Si amends 


7909090272 Forwards Amend 13 to OIBBSSAU BOPGSAR# raf erenc tng RE8AR''414 
Includos responses to NRC Questions 032 6-032 32* except 
032 IB St 032 27 Affidavit end 

FBlETOrR Olfabi Si Hilli Inc <subff of Drava Corp > 77/09/04 

2pp 


— 7909090274 Amend 13 to 0IBB8SAR BDPSSAR referencing RESAR-AU 

* Olbbi b Hill* Inc (tubs of Dravo Corp ) 79/09/04 t75pp. 


7909230432 Forwards Amend 14 to BDPSSARi Including responses to NRC 
questlant Tafble 6 219 reissued in amend# due to pr aproduc t Ion 
error Cn Amend 13 

PRIETQiR Olbbs Si Hill. Inc (subs of Dravo Corp ) 79/0B/i9 

2PP 


— 7909230439 Amend 14 to BQPSaAR 

* Oibbs S- Hillr Inc (subt of Dravo Corp.) 79/03/18 1 3bpp 


DOCKET 8TN-30-S92 PALO VERDE NUCLEAR fiTATtON, UNIT 4 


A Application/constructlon stage documents L correspondence 


7903020316 Ack 790409 ietcon V confirms 790426 meeting in Lot Angeles# 
CA 

(?0LDBER0# J fi Antl"Trust Division 79/04/09 Ip 


7909240210 Details chronology for period from BAR docketing through 
issuance of €£R 

aTRI0HT#R L Light Water Reactors Branch 3 79/04/09. 4pp 


79 090901 BO Summary of 790329 L 0406 meeting! -w/utl 1 # consul tanti St ACR8 
in PhocniiiAZ Si Waihl ngtoni DCi r espec t i veig« re replication of 
CP for addl units 

LrClTRA#E A Light Water Reactors Branch 3 79/04/13 Spp 


7909310378 Forwards info re plant seepage ana lysis, consls ting of 
Listing of ‘‘Blmulatlon Conditlns S< Assumptions for 
Predictive Model Presented in P8^ Section 8 4. 13 1 2** Si 
matrix table an sensitivity of seepage model 
VAN BflUNTfE E Arliona Public Service Co 79/09/17 9pp 


D, NRC Draft/Final Environmental Statements, supple 6 correspondence 


79 09220090 Forwards DES for revleu W/o end. 

REQANrW.H Environmental Projects Branch 2 79/04/12 2pp. 


79 09090349 Submits no comments on DES. 

BARROWS# H.L Agr Icul ture# Oep t of. 79/09/03 Ip Ava liable at NRC 

pdr 


7909240990 Requests 30-day extension uf comment period for DES 
URBAN# M California# State of. 79/09/14. Ip 


7909310349 Comments on 066. d iscustes toll surveys drainage areas & pM 
organic matter content & texture of soils. 

RQCKGNBAUOH# T. Agr Icuiture# Dep t. of , 79/09/23 Ip 


79 093104 22 No comments on DES 

OILLABOUOK.N. Transportation. Dept of 79/09/24 Ip. 


0, Adjudicatory tarrespondence 


7909150127 NRC response to amended contention of L Bard. Opposes 
admission of contentions re transportation of spent fuel# as 
issue in controversy, Car tlflcate of 8vc end. 

80HlMKt#8M Branchs. 79/03/21 7pp, 


7909090178 Palo Verde Nuclear Intervenori '' petition to intervene is 
defective for unttmeliness L lack of standing Denies 
petition but grants Interveners opportunltv to cure defects 
by filing amended petition within ten days, 

LAZO# R. M, Atomic Bafaty and Licensing Board Panel 79/03/22 7pp. 


7909100332 Amended petition for co-intervention filed in ritpont* to 
KRC 790306 response to first petition for co-intervention If 
granted co-tnt«rvenor status# will consolidate w/L Bard 
RHODEarL. # DANIELSON#! # FULLINWIDER# 8 P Palo Varda Nucliar 
Interveners 79/03/27 3pp 


7909100002 Joint applicants^ response to undated third amendid 
contention of L Bard Submits that Bard failed to file an 
admissible contention on transportation of haxardous 
matls Suggests that contentions be limited to 790211 ordir. 
OEHR# A C # BISCHOFFrC A Snell 6 Mllmer 79/03/30 8pp 


7905220061 Req.uaitB development of nuclear power in US be stopped f-or 
sate of safety 

JOSEPH#P Affiliation Unknown 79/04/05 Ip 


7903190746 Forwards NRC rapt# 'Mnqulry inq.uiry into Allegation of 
Employee Misconduct by Restricting Investigation to 
Determine Reliability of Power Grid Serving St Lucie ^ 
BOHlNKliS M Branch 3 79/04/11 ip 


7903300937 Discusses evaluation of new Info re C-E flou blockage 
model for ECCS In order to determine lys design conformance 
to requirements of App K# iOCFRSO 46 
SOHINKI.BM Branch 3 79/04/11 2pp 


7903240133 Forwards DES for facility W/o end 
80HINKI.8 « Branch 3 79/04/17 2pp 


H Oeneral correspondence 


7909240902 Confirms agreement to meet w/r«clplant it E Rail in Art*h»l«i 
CA on 790425 

OOLDBEROrJR Anti-Trust Division 79/04/10 Ip, 


I Financial information 


7909300616 Requests addl info re ownership# sources of funds I# annuli- 
rapts to complate financial review Previous responses# dtd 
790111 & 790409# have not been adequate 

P^RfO D Light Water Reactors Branch 3 79/04/83. 9pp 


7909190202 Forwards addl financial info Info withheld (ref 10CFR2 7901 
JOHNSON. W J El Paso Electric Co. 79/04/26 2pp 


7909090069 Forwards "Sources of Funds for Sys Wide Censt Expendlturas 
During Period of Const of Subj Nuclear Plant#'* 
w/app 1 Ication to withhold document 6 affidavit of R Korpan 
Pruprlatary info withheld (ref 10CFR8 790) 

MASTER. V P San Diego Oat t# Electric Co 79/03/03. 3pp 


7909300287 Forward! "Addendum 2 to General Financial Info " 
VAN BRUNT# E E Arltona Public Service Go 79/09/23 3pp. 


— 7909300292 "Addendum 2 to Oeneral Financial Info. •" 
» Arliona Public Service Co 79/09/23, 600pp 


DOCKET 8TN- 90-593 PALO VERDE NUCLEAR STATION# UNIT 9 


A. Application/constructlon stage documents corrtepondenca 


7909020316 Act 79D409 telcon 4i confirms 790426 meeting In Loi Angela i. 
CA 

OOLDBERO, J, R. Antl-Truit Di vie ion 79/04/09 Ip 


790324021B Dstalli chronology for period from 8AR docteting Ihrotifh 
issuance of 8ER, 

8TRI0HT,R,L Light Meter Reactors Branch 3, 79/04/09. 4fp 


7909090180 Summary of 790329 U 0406 meetings w/ut 1 1. c aniuUeatl 6 AC ft's 
in PhDaTilx#AZ 4t Washington# DC# respective ly# re replication, of 
GP lor addl unite 

LIC1TRA#E. A Light Water Reactors Branch 3. 79/04/13. 3pp 


7909310378 Forwards Info re plant seepage analy s 1 e. consis t Ing of 
lilting of "Simulation Conditlns L Assumptions for 
Predictive Model Presented In P8AR Section 2 4.13. 1.2" 6 

matrtR table on sensitivity of seepage nodal. 

VAN BRVNT#E.E. Ariiona Public Ssrvlco Co, 79/09/17. 9pp 


DOCKETED ITEMS 


I) Nnc t}rAft/Fin«l Envlrantnant^l Stat«meiitsi supplt Si corr««pondanc« 


79032120059 Foruardf DE8 for ravleiii W/o at\cl 

REOAMrM. H £t\vlr<>n(n«ntat Projactf Branch 2. 79/04/12 2pp 


7903070345 8uhfl)it4 no commenl;* on DE8 

H/VR«0WS,H L Agricultural Dapt of 79/05/03 Ip Aval lah U at MRC 
Pdr 


79O524059B Req.ueitv 30-dag «itPn«lan of commont pariod for DE8 
California, State of 79/05/14 Ip 


7905310349 Commantf on DES dltcuisei loll turvegi« dralnago araai A pH 
UTBahle matter content texture of tolli 
ROCKCNBAUOHi T Agr iculture. Dept of. 79/05/23, Ip 


7905310422 No comment* on DE8 

DILLABOUOHiN Tranxportatlon# Dept of 79/05/24 Ip- 


0 Adjudicator^ corretpondence 


790 5150127 NRC retponte to amended contention of U Bard Oppoeei 
Adnleelon of contention* re tren*por tation of epant fueliat 
tseue in controverey Certificate of 8vp end 
aOHlNKt^B M Branch 3 79/03/21 7pp 


7905090178 Palo Verde Nuclear Intervenor*' petition to intervene t* 
defective for untlmellne** Si lack of etandlng Denie* 
petition tut' grant* Intarvenori opportunity to cur* defects 
filing amended petition within ten dayt 
LAlQiR H Atomic Safety and Llcenelng Board Panel. 79/03/22 7pp 


7905100332 Amended petition for co'^lntervent ion filed in^ response to 
WRC 790306 response to first petition for co-interventlon If 
granted co-lnt*rvenor etatusiwill consolidate w/L Bard 
RHODES, t. I DANlELSONiT i FULLINWIDER. 8 P Palo Verde Noclaar 
InUrvenore, 79/o;^/27. 3pp 


7905100002 Joint applicants' response to undated third amended 
contention of U Bard Submits that Bard failed to file an 
adMiteiblt contention on transportation of hatardous 
eiatls Suggest* that contentions be limited to 790211 order 
QEmrA C I BlSCHQFPrC A Snell 4t Hilmer 79/03/30 flpp. 


7905230061 Requests development of nuclear pouer in U8 be stopped for 
sate of safety 

JOBEPHfP, Affiliation Unknown 79/04/05. Ip. 


7909190746 Forwards NRC repti “Inquiry inquiry Into Allegation of 
Employ*# Hliconduct {ly Restricting Invest Igatlon to 
batermlne Relleblllty of Power Orld Serving St t.ucle '* 
SOHINKliS M Branch 3 79/04/11 Ip 


7903300537 Dlscuste* evaluation of new Info re C-E flow blockage 
madsl for ECC8 in order to determine tys design conformance 
to requirements of App Kr 10GFR90 46 
BQHlHKliSH Branchs. 79/04/11 2pp 


7905240133 Forwards DEB for facility W/o end 
SOHlNKIiS M. Byench 3. 79/04/17. 2pp 


K. General correspondence 


7905240902 Confirms agreement to meet w/reclplent 6 E Roes in Anaheimt 
CA an 790423 

OOLDBEROiJ R. Anti-Trust Division. 79/04/10. ip, 


1. Financial information 


7905300616 Requests eddl info re ownership'i sources of funds 6 annual 
reptf to complete financial review Previous responeesr dtd 
790111 i< 790409i have not been adequate. 

FARRiO. D. -Light Hater Reactors Branch 3, 79/04/23 5pp 


7709190262 Forwards add! financial info. Info wlthheldiref 10CFR2.790). 
JQHNSQMrH. J. El Paso Electric Go. 79/04/26. 2pp. 


7905090069 Forwards "Sources of Funds for 8ys Wide Const Expenditures 
During Period of Const of Subj Nuclear Plantt" 
w/appl ication to withhold document U affidavit of R Korpan, 
Proprietary Info withheld (ref i0CFfl2.790). 

KASTERiV.P, Ban Diego Oas Electric Co. 79/09/03. 3pp. 


79(>9gOO207 Forwards “Addendum 2 to General Financial Info. “ 
VAN BRUNTiE.E. Arixona Public Service Co. 79/09/23. 3pp, 


— 7909300292 “Addendum 2 to General Financial Info “ 
# Arlfon* Public Service Co 79/09/23 600pp. 


DOCKET 8TN-90-996 NEW HAVEN. UNIT 1 


A. Appl ication/cmnitructlon stage dacuments & correspondence 


7903290-093 Forward* requested R8 Boyd 790119 Itr to A Klntigh re 
alternate site analyste Wo encK 
BWANSONiO, T Branch 1 79/03/28 Ip 


7903010664 Foruarde proposed schedule for radiological safety review 
BOTDi R 6 Division of Project Hanagement 79/04/13 3pp 


7903020390 In response to 790327 I tri forward s signed agreements for 
technical support in review of facility 

DEYQUNOiR C Division of Site Safety & Environmental Analysis 
79/04/13 2pp 


7909070070 Requests addl info for completion of PSAft review Hatl 
concerns discrepancy in partf c ipat ion of operator Llctnse 
candidates in slmllator treining course 

COLLIN81P F Operator Llcanslng Branch 79/04/13 2pp 


7909030330 Comment* on "'Fed erel-Btate Autharltiee Cooperation In 
Nuclear Power Plant Licensing out I ines changes to NY siting 
law ti attempts to eliminate duplication of regulatory 
processes between federal ti state agencies 
BKOLtNBKYrJ New Yorti Stitt of 79/04/24. 2pp 


7905230637 Informs of estah lishmsnt of schedule for radlolag leal safety 
reviau of application for CF Estimates prospective decision 
dats to be Bl07oe 

BOYO.R 8. Division of Project Hanagament 79/04/24 App 


7909280107 Notification of 7?0S0a meeting w/utllrNY state 
representatives it ANL in NexlcoiNY to acquaint local 
residents w/status on environ review 

SELLS. D E> Environmental Projects Branch 2. 79/0-4/24 2pp 


7903010494 Forward* "197B Hudson River Shortnose Sturgeon Study. Scope 
of Work. “ 

RAYiH. J New York Btate Electric b Oas Corp, 79/04/89 22pp. 


790S290066 Request* addl info In order to continue evaluation of PSAR 
Sfeciftc Info requested concerns areas of containment sys* 
effluent treatment ey*i rad iolog leal ateessmenti gaol ogy H 
telemology it operator training. 

PARRiO. D, Light Hater Reactors Branch 3. 79/04/27 13pp, 


7909310464 Forwards previously omitted page from 790427 Itr re 
Questions 361.24 U 361 29. 

PARRiO. D. Light Water Reactor* Branch 3. 79/09/03. 3pp> 


7909820120 Responds to 790427 Itr requesting addl info Info- will be 
submitted as FBAR amend by mid-July. 

KtNTtGHiA.E New York State Electric N Qa* Carp 79/05/14 Ip 


B. Utility Preliminary Safety Analysis Reporti amends 


7905310342 Forwards affidavit of sve for Amend 3 to PBAR t*. CP 
appL ication 

RINTIQHi A.E New York State Electric It Oas Corp 79/05/16. 4pp. 


C. Utility Environmental Report (ER>i amends 6 correspondence 


7909070316 Requests addl info re analysis of cooling tower 6 thermal 
discharge, Amend to environ rapt containing responses to 
end q.uestlons should be submitted by 790-619 in order to 
continue environ review, 

RCOANfW. H. Environmental Projects Branch 2. 79/04/23 4pp. 


7709070467 Requests extension to file preliminerg draft of first 
chapters of environ statement. 

BHOLiNBKYiJ. New York 1 State of. 77/04/26 2pp. 


7909300477 Amend 2 to environ rapt. 

KiNTlOHrA. E Hew York State Electric h Qa* Corp 77/09/24. 303pp. 


0. Adjudicatory correspondence 


7709290393 Petitions to intervene in proceeding . Asserts health l( 
safety will be adversely affected by plant. 

NEBER«8. t DALYiH. Ecology Action of OsWego. 79/03/08. 3pp. 


.DOCKETED ITEMS 


270 


79052^009'a Pitltlon to Intarvanvi lubnl ttcif by ColwAb la Countgi NVr Toun 
cf StogvoiantiNY U C«nc#rr>«<J Cltli«n« for fi*f» Etit rgg. Inc 
KAFINfR J Kafln^R. J 7<?/03/t2 Spp 


— 7909240106 Support* petition to lnt<rv«n> luhnlttttf bg Columbia Countyi 
MYiTaun of 8tugv»iant» NY I* Coacarntd CItlivn* for Saf* 

En»r 9 gclnc Notlca of appaaratic* It ■Cortlflcata of 8vc tncl 
KAFIN. R J Kafin. R J 79/03/12. iOpp 


79052303SO Petitions to Intervene in proceeding Asserts health t< safetg 
vlll be advenelg affected bg plant 

CLARK, L Safe Energg far Neu Haven 79/03/16 3pp 


7905230409 Hld-Hudson Nuclear Opponents* petition to intervene at full 
partg re alternate site consideratiarti , need for facility, 
financial qualifications of applicants L cost of proposed 
p lant 

BftOWNiP D Mid-Hudson Nuclear Cpponentsi Inc 79/03/19 3pp. 


79O929036S Notice of appearance on behalf of util 

SCHOTT, R , ZE8RAK, 1 L Hufaerr Kagllli Laurence It Farrell 79/03/30 
Ip 


— 7909250370 Answer to intervention petitions af various groups, inc luding 
NY State Enargg Ofc, Qsuego Couttfcg Farm Bur eau, Ecatogg Action 
t< Safe Energg for Neu Haven. Certlf icate of 8vc end 
aCHUTTifi , ZEBRAKr f L Kuber, Magill, Laurence It Farrell 
79/03/20 8pp 


790910017B Response to petitions to intervene filed In Columbia/Ulster 
Countg area during Mar 1979 Intervenors failed to establish 
s tandingi petl tlens should be denied. 

Certificate of Svc end 

8HANB0M. DT Branch 1 79/04/02. i2PP 


7905240160 Answer seeking denial of 790319 petition ta Intervene filed 
tg Hid-Hudson Nuclear Opponents , Inc Certificate of Svc end 
SCHUTT, R , ZEfiRAK. r E Neu York State Electric & Oas 79/04/03 
ifP 


7905190266 Foruards first set of interrogatories to util froei NY St 
Dept of Environ Coneervatlon 

EN0EL,D A Neu York, State of 79/04/04 ip 


““*7909190271 First sot of Interrogatories for util from NY 9t Dept of 
Environ Conservation 

» Neu York, State of 79/04/04 Spp 


7909190164 Requests copg of 790402 ‘^NRC Answer to Petitions Vo 
Intervene Filed in Columbia/Ulster Countg Area ** 

2E0RAK. I.L Huber, Magill, Laurence It Farrell 79/04/06 3pp. 


7909240148 Requests leave to intervene in proceedings re selection of 
aLternate s ites. Protes ts previous denial of intervener 
status. 

KEEPINO, W. Oerdiner, NY. 79/04/12 Ip 


H. Ooneral correspondence 


7909290347 Notice to a 11 parties It Interested persons to send documents 
for U Jorden to 681 Nest Outer Drive, Oak Ridge. TN 
IfENNER, 8 Atomic 8afetg and Licensing Board Panel, 79/04/20. Ip 


7909190119 Foruards info requested in 790131 Itr re nuclear reactor 
const for utils li schools 

REOAN.W. H. Environmental Projects Branch 3 79/04/30 9pp 


DOCKET BTM- 90-997 NEW MAYEN i UNIT 2 


A. Appl ication/construc t ian stage documente I, corretpondonce 


7909290093 Foruards requested ft8 Bagd 790119 Itr to A Ktntlgh re 
altirnate sits analgsie W/o encl, 

SHANSONiDT Branch 1 79/03/28. tp 


7905010664 Forwards proposed schedule for radiological sifetg review 
BOYD, R. 9, Division of Pr effect Hanagement. 79/04/13. 3pp. 


7909030390 In response to 790327 Itr, forwards signed agreements for 
technical support In review of facllitg. 

D€Y0UN0,R C. Division of Site Safet-g U. Environmental Analgels 
79/04/13. 3pp. 


7905030390 Comments on "Federal-State Authorltloi it Cooperation in 
Nuclear Power Plant Licensing" outlines changes to NY siting 
lau ti attempts to eliminate duplication of regulatory 
processes between fedaral It state agencloi 
8MOLIN8KY, J Neu York, State of. 79/04/24, 3pp 


7905230837 Informs of establishment of schodule for radiological safetg 
review of application for CP Estimates proipactiva decision 
date to be 810708 

B0YD,R 8 Division of Project Management 79/04/24 4pp 


7905250107 Notification of 790908 meeting u/utiliMY state 
representatives It ANL in Mexico, NY to acquant local 
resident* w/status on environ review 

8ELL9i D E Environmental Brojacti Branch 2 79/04/24. 3pp 


7905010494 Forwards '*1978 Hudson River Bhortnosa Sturgeon Studg^Bcopa 
of Work *' 

RAY,H J New York State Electric It Oas Corp 79/04/25 23pp 


7909290066 Requests addl Info in order to continue evaluation of PSAfl 
Specific Info requested concerns areas of containment sgs* 
effluent treatment sgi. radiolog leal assessment, geology St 
selsmologg 6 operator training 

PARRrO. D Light Water Reactors Branch 3 79/04/27 l»pp. 


7905310464 Foruards previously omitted peg* from 790427 Itr re 
Questions 361 34 It 361 39 

PARRiO 0 Light Water Reactors Branch 3 79/09/03 3pp 


7905320120 Responds to 790427 itr requesting addl info Info ulll be 
submitted as PBAR emend by mid-July 

KINTlOHiA E New York State Electric It Oas Corp 79/09/14 Ip 


B Utility Preliminary Safety Analysis Report, amends 


7909310343 Forwards affidavit of svc for Amend 3 to PSAR St CP 
application 

KINTIOH.A E. New York Stats Electric It Oas Corp 79/05/16, 4pp 


C 'Utility Environmental Report <ERl, amends l< correspondence 


7909070316 Requests addl info re analysis of cooling tower It theraab 
discharge Amend to environ rept containing risponees to 
encl questions should be submitted by 790619 in order to 
continue environ review 

REOAN, W, H. Environmental Projects Branch 2 79/04/23. 4pp 


7909070467 Requests extension to fils preliminary draft of first 
chapters of environ statement, 

SMOLINBKYiJ New York, State of 79/04/36. Spp. 


7909300477 Amend 3 to environ rept. 

HINTIOHtA E New York Stats Electric 6 Oas Corp 79/09/34. 303pg 


0 Ad jiudicetory correspondence 


7909290353 Petitions to intervsn* in proceeding. Asset ts health 
safety will be adversely affseted by plant, 

WEBER, 8., DALY,H. Ecology Action of Osuego. 79/Q3/0D 3pp 


7909240098 Petition to intervene, submi tted by Columbia County* NY« reun 
of 3tuyvasant,NY It Concernsd Cltixens for Safe Energy* Inc. 

KArtN,R.J. Kafln,R J 79/03/12, Spp. 


— 7909240106 Bupportf petition to intervene submitted by Golunbie C-e-urttgi 
NY, Town of Btuyvesant, NY 6 Concerned Citiisns for 8af* 

Energy, Inc. Notice of appearance 6 Certificate of Bve encl. 

KAPiNrR.J. KaflniR J. 79/03/12 lOpp, 


7909290390 Petition* to intervene in proceeding Asserts health V safety 
erILl be adversely affected by plant. 

CLARK, L. Safe Energy for Nsu Haven. 79/03/16 3pp« 


7909230409 Mid-Hudson Nuclear Opponents' petition to intervene 41 full 
party re alternate site cons tderatlons, need for facility, 
financial qual If icatlons of applicant* It cost of proposed 
plant. 

BROWN, F.D. Mid-Hudson Nuclear Opponents, Inc. 79/03/19 Opp 


7909390369 Notice of appearance on behalf of util. 

BCHUTT.R,* ZEBRAKiI.L Huber, Magill, Lawrence 1, Farrell. 79/03/90 
Ip 


7909070070 Requests addl info far completion of PSAR review. Natl 
concerns discrepancy in par ticlpa tion of operator license 
candidates in siial labor training course, 

COLLINS, P.F. Operator Licensing Branch. 


79/04/13. 2pp. 


DOCKETED ITEMS 


271 


7909230370 An«w*r fro lnt«rvenfrlon pofrtfrtonf Oil VAtrlaui aup« « Inc ludf ne 
HY afr«tt Ensffly OfciOturego Counfr^ Fnrm Burniiu. Eco Ingq Action 
<i Eafft Enorfly for ^(Bu Hovon Certtflcafro of Svc one L 
SCHUTTiR I ZEBRAKi 1 L Huborr Mogillr Lounonca & FArraLl 
79/03/20 8pp 


790910017B Ratponas to pafrltlona to tntarvena fllad In Co lui«bl*/Uli tar 
County araa during Mar 1979 Infrarvonora faliad to astatUab 
1 frandingj pifrl tiam ibould ba deniad 
Carti-ficata of 8vc and. 

SWANSON. n T Branch 1, 79/04/02 12PP 


7905240160 Anawar aaaklng denial of 790319 petition to Intorvana filed 
b 9 hld^Kudaon Nuclear Opponantir tnc Carfriflcofre of Svc and 
SGHUTTiR r ZEBRAK. I E Nau YorV Stafre Electric & Oaa 79/04/03 


7905150266 Forwardi flrat aat of infrarrogator i«a to util #ro» NY Qt 
Dept of Environ Coniarvatlon 

ENOELrD A New Yorkr Stata of 79/04/04 Ip 


^-7909130271 Flrat let of Interrogator las for util from NV 8t Dipt of 
Environ Contarvafrion. 

a Nav York. Btafra of 79/04/04 8pp 


7903190164 Rai^uastfi copy of 790402 "NRC Aniuar to Patitlona to 
tnfrarvane Fllad In Colucnb la/Ulatar County Area *' 

ZCBRAKrl l, Huban Magi 1 1. Lawranca 6 Farrall 79/04/06, 2pp. 


790S24Q14B Reiiuaata Itava to Ihtarvarta in procaadings ra eaiecaiun of 
altarnata altaa Protaata pravioua denial of Intarvanor 
atatua. 

KEEPING. M Oardinar. NY. 79/0^/12 Ip 
H Oanaral corraapondanca 


7905250347 Notice to all partlaa h. Intaraatad paraona to aand documtnfra 
for W Jordan to 091 Heat Outer Drive. Oat Ridge. TN 

frfEHNER.8, Atomic Safety and Llceneing Board Panel 79/04/20, Ip. 


7905150115 Forward! Info raq.u#itad in 790131 Itr re nuclear reactor 
eonat for utile & achooli 

REOANi H H Environmental Projacta Branch 2 79/04/30 Spp 

DOCKET 50-059a NORTHWESTERN UN IV 


A App Llcatlon/conatr uctlon atage docomante frt corraapondanca 


7903170243 Raagaita that application for CP b OL for Hodal AON'201. 
Serial I14rnuclear reactor he withdrawn 
STROTZiR H Norfrhwaatern Univ 79/05/13 Ip. 


DOCKET 30-59^, CARROLL FACILITY I 


A AppllCf frlon/conatruction ataga documanfra It corraapondanca 


7909130739 Notification of 790309 maating w/titil in Bathaada.MD 
for pratendarlng diacuaaiona involving certain NRC branchae 
Inatromantatlon fc Control. Reactor Sya Cora Performance l< 
Analyeia U Containment Sya 

BlRKELrR A Light Hater Raactora Branch 2. 79/04/26 2pp 


7903S30091 Notification of 790302 meeting u/utl L. ANL. EPA. DOt U 
Gorpi of Enginaara in Savanna. IL to diacuaa environ 
leauta related to NRG llcanalng review 

HAUPTfC.A Environmental Projactf Branch 1. 79/04/26 Ip 


7905090360 Forwardf “Site Invaf tigationa of Ara«a Along MS It Lowar IL 
Rlvare.** Aug 1974. "Erie Site Oaotachnleal Evaluat 1 on. ’* 

' Hay 1973. "Preliminary Site Evaluation. La Salle |< Putnam 
Countlear ILr " 771201 H/o and. 

NAUOHTONiH. F Commonwealth Edlaon Co 79/0S/Q7. 2pp. 


7905170246 Forwarda rapta In raiponaa to NRC 790404 Itr re alte 
invai tigationa V evaluation! for araaa along US 6 Lower IL 
rlvarm.Erla Site. Oladatona North 6 Roiatta Heat alte* 
Ouad-Citiaa. Laiatla 6 Putham Countiaa.lL aitaa H/o and. 
HAUOHTaN,W F Commonwealth Edlaon Co. 79/03/07. 2pp 


7905240914 Forwarda FR notice re CP application for Inf o. due to 
proximity of propoaad alte to HI atate border. W/o end, 

BALLARD. R L. Environmental Project! Branch 1, 79/03/07 Ip. 


7905240919 Forwarda FR notice re CP application for Info H/o end, 
BALLARD. R L. Environmental Projecte Branch 1. 79/08/07 ip. 

7905240926 Forwarda FR notice re CP application far info, due to 
proximity Of alte to lA atate border. l4/o «ncl 

BALLARD. R.L. Environmental Project! Branch I 79/05/07, Ip. 

7905240966 Req,ueati comment* on alte auitabiUty environ rapt bg 
790903, 

BALLARD. R.L, Environmental Project* Brench 1. 79/05/OB. 4pp, 


7903240664 Forward! magnetic tape conteining hourly Meteorological 
obaervation data for 760BOL-770731# in reaponae to RC 
DeYoung 790404 requeat 

MAUOHTON.W F Commonwealth Ed icon Co. 79/05/09, 7pp 


7903170264 Notification that USOS quadratigle map* have bean forwar{lod 
under eeparate cover. in reaponae to firat part of Queation 
361.4 

NAUQHTDN.H F Commonwealth Edlaon Co 79/03/11 4pp 


7903220102 Forward! Amend 1 to application for CF L early alte review, 
REED. C Commonwealth Edlaon Co 79/OS/lB tp. 


‘ — 7905220107 Amend 1 to apptlc’etlan for CP I. early alte review 
Amend comprlaea util reapphses to NRC queationa re lite 
auitability generated during early e£te review acceptance 
a Commonweelth Ediaon Co 79/OS/lB 6S0pp 


7903310393 Forward! affldevit certifying 790523 dlatrlbution of eite 
aultab 1 llty /alte aafety rapt. Amend 1 

NAUOHTON.H F Commonwealth Edlaon Co 79/03/23 2pp 


Q Adjudicatory correepondence 


7903130260 Notice of hearing re requeat for early alte review 6 CP 
CHILK. 8 J Office of the Secretary of the Commitaion 79/OS/Ol 
7pp 


DOCKET 30-600 CARROLL FACILITY II 


A App licatlon/conatruction atage document! It corretpondence 


7903130759 Notification of 790309 meeting w/utll in Bethtada.HD 
for pretendering diacuaaiona involving certain NRC branchef 
Inatrumentatlon 6 Control.. Reactor 8y* Core Performance It 
Analyala 6 Containment Sya 

BIRKEL.R A Light Water Raactora Branch 2. 79/04/26, 2pp 

7903230091 Motif icafr ion Of 790302 meeting w/utt 1 . ANL, SPA. DOI It 
Carp* of Engineer* in Ravenna. IL to diacuaa environ 
laauee related to NRC llcenaing review 

HAUPTtC.A Environmental Project* Branch 1 79/04/26. Ip. 


7903090360 Forward* *'8ite Invaet 1 gat Ion* of Area* Along M8 It Lower tL 
Rivera." Aug 1974. "Erie Site Oeotechnlcal Evaluation.” 

Mag 1973. "Pral Iminarg Sit* Eva luat ian» La Salle It Putnam 
Gountiea, It. " 771S01.H/0 end. 

NAUOmON.H.F, Commonwealth Edlaon Co. 79/03/07. 2pp. 


7903170246 Forwarda repta in reaponae to NRC 790404 Itr re *ite 
invea tigationa 6 evaluatlona for areaa along MB It lower IL 
river*. Erie Si te. Oladatone North It Roxetta Ha*t alte. 
Quad'Cltiea.Laaalle !< Putham Countiet.lL *ite*,U/D end. 
NAUOMTONrH F Commonwealth Ediaon Co 79/03/07. 2pp. 


7903240914 Forwartl* FR notice re CP application for info, due to 
proximity of propoaad alte to Ml «tat« border H/o end. > 
BALLARD.R.L, Environmental Project* Branch 1. 79/0-5/07. Ip. 


7905240919 Forward* FR notice ra CP appllcatlan for info. H/o end. 
BALLARD. R.L Envlronmehtal Projecte Branch I 79/03/07. Ip. 


79052409S6 Forward* FR notlc* re CP application for Inf o. due to 
proximity of eite to lA atete border. H/o end 

BALLARD. R.L, Environmental Project* Branch 1 79/03/07. Ip 


7905240966 Requeat* comment* on alt* ■ultahility environ rapt by 
790903. 

BALLARD. R L, Environmental Project* Branch 1. 79/05/00 4pp. 


7903240664 Forward* magnetic tap* containing hourly meteorological 
obaervation data for TAOBOH 77073 in reaponae to RC 

DeYoung, 790404 reqweat 

NAUOHTON.HF Commonueelth Edlaon Co 79/03/09. 7pp. 


79Q3170264 Notification that USDS quadrangle map* have been forwarded 
under eeparate cover, in reaponae to fir*t part of Queitlon 
361. 4 

HAUOHTON.H.F Commonwealth Edi«on Co. 79/03/U. 4pp. 


7903220102 Forward* Amend 1 to application for CP It early cite review 
REED^C. Commonuiealth Ed 1 ton Go, 79/03/18 Ip 


—7905220107 Amend 1 to application for CP It early «lbe review. 
Amend comprl««« util retponaea to NRC queetian* re *lte 
auitebiUty generated during early ilte review acceptance. 
* GommenweaLth Edlaon Co 79/03/lB. 630pp, 
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DOCKETED ITEMS 


7903310393 Forwardi affidavit eirttfylng 790333 dlatritotlon of ilta 
lultab II t tg/< 1 1« «af«tg rajitfAniand t 

MAUOHTDN.W F CommonUBAlth Ed lion Co 77/03/23 2fjt 


O Adjudicatory co-rratpondcnct 


7909130260 Notice of hoarinj re ra<tu«it for early *lte review tt CP 
CHILKrS J Office of the Btcretarg of t*e Cammleeloo 79/03/01 
7pp. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0000 Battelle Columbue Leboratoricf 


7703130814 Forwards ”Slte Bacurity Pereonnel Training Plan for 
Facility " End withheld iref lOCFft2 790) 

TQYiHL. Battelle Kemorlal Institutei Columbus Laboratories 
79/03/SO 3pp 


7703010191 Forwards IE Info Notice 77-OB. « Interconnec tion of 
Cantamlnated' Sg « u/Svc Mr Sys Used as Source of Breathing 
Air " 

KEPPLERi 0 Region 3> Chlca/^o. Office of the Director 77/03/28 
Id 


7703IS0790 Forwards 770300 Itr renueitlng fee for review of security 
training ti tiua 1 1 f Ication plan Requests fee be forwarded 
within 19 days \t/o end 

UEISSrD License Fee Management Branch 77/04/S4 ip 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP 


7903010239 Forwards IE Info Notice 79-OBi "Interconnection of 
Cantamlnated Syt w/3vc Air Sys Used as Source of Breathing 
Air " 

ENGELKENtR.H Region 5» San Francisco^ Office of the Director 
79/03/20 Ip 


7703240070 Forwards revision to HFIR project safeguards conllngancy 
plan for final acceptance review Plan withhald (ref Atomic 
Energy Act of 1754 tt Energy Reorganiiatlon Act of 1974 > 

EHERHANiF L i OONZALE6, B Texas Instrumentfi Inc 79/04/12 2tp 


DOCKET 70-0102 AHHER5T COLLEGE 


7709100422 Discusses IE insp of Licenses 20- 03 370- 02 1 20-03970-03^ 
20-03370-06 U 8NM-74 on 790308 No noncompliance noted 
Major areas Inspected examinations of procedures In 
representative records U Interviews w/personnel. 

MCCLINTOCK.R 0 Region t, Phi ladelph la# Office of the OlreclQr. 
79/03/20 Ip 


DOCKET 70-0133 Babcock fj* Nile ox Co 


7903090060 Forwards revised organisation chart for PA operations t 
updated position description for nuclear matl control U 
accountability personnel# exc ludlng 8NH custodian t< 
technician posttionsr which ware not changed 

AUSTIN. H A Babcock Ic Wilcox Go . Nuclear Material Div 79/02/2b 

I6pp, 


7903080027 Responds to 790130 Itr to LC Rouse Agrees to assignment el 
Qrti as compliance section manager li deletion of regulatory 
projects coordinator position Assignment of Congedo as 
licensing it nuclear safety specialist is conditional 
CROW.U, T Division of Fuel Cycle V Matorial Safety 79/03/16 

2pp 


7903240994 Forwards Table 6 1. "Compr ehonsive Listing of Btoragi Area 
Codes" enumerating currant matl balance areas It item control 
areas Table was omitted from BStW 7B1213 Itr 
AU3TIN.M A Babcock St Wilcox Co 79/04/06 2pp 


7903220072 Ack receipt of 770220 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rspts 70-0135/70-30 8t 
70-0364/78-32 

MARTIN.W 0 Region !■ Ph lladelphia. Safeguards Branch 77/04/10' 

Ip 


DOCKET 70-0027 BABCOCK S< WILCOX CO 


7903040109 Ack receipt of 790323 Itr informing NRC of steps taken to 
correct vlolatlans noted In IE Insp Rept 70-0027/79-02 
KENNArW B, Region 2. Atlanta. Safeguards Branch 77/04/03 Sp 


“7909040114 Rasponds to NRC 790309 Itr ra violations noted In IE Insp 
Rept 70-0027/79-02 Corrective actions withheld 
Iref 10CFR2. 7901. 

EMINO. J F Babcock Wilcox Co 79/03/23 Ip 


— 7909040110 Forwards IE Insp Rept 70-0027/79-02 on 790213-16 Notice of 
violation withheld Cref 10CFR2 790) 

KENNAi H. a Region 2. Atlanta.. Safeguards Branch 79/03/09 

2pp 


— 7909220077 Responds to NRC 790130 Itr re violations noted in IE Insf 
Repti 70-0139/78-30 I. 70-0364/78-32 Corrective action 
withheld (ref 10CFR2 790) 

AUSriN.K A Babcock Wilcox Co . Nuclear Material OW. 79/02/20 
IP 


—7903220087 Forwards IE Insp Repts 70-0135/78-30 70-0364/70-32 on 

781106-1201 Notice of violation withheld (ref 10CFR2, 790), 
HARTINiWO Region i, Ph i ladelphla. Safeguards Oranch 

79/01/30 2pp 


—7905220092 IE Insp Repts 70-0133/7B-30 70-0364/78-32 on 701106-1201. 

Noncompliance noted failure to maintain stds program for 
crane scale b failure to assure gross weights and 
measurements of element Details withheld (ref 10CFR2. 790) 

KUSHNER.W.L . JOYNER.JH Region l» Phi ladeLph la. Safiguarde 

Branch. 79/01/22 Ip 



IE Insp Rept 70-0027/79-02 on 790213-16. Noncomp Uance noted 
o include weight measurements of fabrication 
esldues In limit of error calculations. Oetetls 
Cref 10CFft2. 790> 

Region 2. Atlanta. Office of the Director 
' H. Region 2t Atlanta. Safeguards Branch 79/03/09 


>tus of efforts to develop new LEMUf model 
)701 including addl time required to 
or validation Procedural mods will 
0101 

Wilcox Co 79/04/23 Sp. 


EXIGKET 70-0033 TEXAS INSTRUMENTS. INC. 


7905230277 Forwards IE Insp Rept 70-0033/79-02 on 790220-22 No 
noncomp 1 ience noted 

MARTINrW 0. Region i. Ph 1 ladel phiai Safeguards Branch 79/03/14 

2pp. 


— 7905230200 IE Imp Rept 70-0033/79-02 on 790220-22 No noncompl lance 
noted, Kajor areas Inspected* phys teal inventory verification. 

Measurement stetistlcal control of nuclear matl. Details 
withheld <ref iOCFR2 790 ». 

ZtBOLSKVrH.^ COMENi I. Region 1. Ftii ladalphia. Office of the 
Director *X1YNER. J. H Region Ir Phlladelph ie. Bafeguerds 

Branch. 79/03/14 Ip 


7905250048 Rasponds to 790221 Itr requesting assessment of potential 
magnitude of MUF bias due to degrea of verification 
currently performed No addl measurements required for 
verification Forwards measurements control plan. W/o end. 
AUSTIN.MA Babcock Wilcox Co. 79/04/20 2pp 


7903240756 Ack race ip t of 790416 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 70-0133/79-01 
70-0364/79-02. 

MARTIN.W 0 Region 1. Philadelphia. Safeguards Branch 79/04/26 

If 


--7903240763 Responds to NRC 790320 Itr re violet ions noted In IE Inijt 
Rapti 70-0133/79-01 U 70-0364/79-02. Corrective actions 
shop talk will be scheduled to review 8NM custodian 
responilbl Lit iei. 

AUSTIN.M A Babcock t. Wilcox Co, 79/04/16. 2pp. 


—7903240775 Forwards IE Insp Rept 70-0135/79-01 St 70-0364/79-D3 Cn 
790103-0202. Notice of violetlon withheld (ref I0CFR2 790J. 
KARTINrU.O. Region 1. Ph iladslphia. Safeguarde Branch 
79/03/20 3pp 


—7903240784 IE Insp Rapt 70-0135/79-01 6 70-0364/79-02 on 790103-02*2 
Noncomp 1 tance noted* failure to edvise NRC of changes to 
Interne! control sys 1. failure to adhere to control 
procedures for 8NM. Ditells withheld (ref 10CFR2 790). 

Ki/SKNER.W.L, Region 1. Philedelphie, Office of the Dji-eeter 

JDVNERr J H Region 1. Philadelphia. Safeguards Branch. 

79/03/19. 3pp 


DOCKETED ITEMS 


7<;0S<3OO9aa Atcapt* end prapoead contlngancy pUn to provide acceptattU 
UviL of ph^ilcal protection In avant of itrikeio* diicutted 
I apread upon during HJ Defilllppl 790423 vlelt Plan 
wltliheld <ref 10CFR2. 790>. 

HCCORKLE^O W Phyilcal Security Ltcenmlng Branch 79/04/26. 

2pp 


POCKET 70~Ot43 NUCUGAfl FUEL BERVICES* INC 


790&070a60 Reiponde to NFS 7B1009 Itr tranemtttlng decafflmUetonlng 
program for U-239 facllltiei 6 requeetlng that Part 2 ba 
Mlthheldlref 10CFR2 790) Requeet denied! confideratlone are 
not epee I f Ic enough 

CRQWiW-T Fuel Proceei 6 Fab. Branch 79/03/09 3pp. 


7‘I03230684 Forward* IE In«p Rept 70-0143/79-08 on 790226-0302 No 
nonco^ep 1 lane e noted. 

KENNAiU. 8 Region 2< AtUntar Safeguard! Branch, 79/03/19 2pp 


--79032306P9 IE In*p Rapt 70-0143/79-08 on 790226-0302 No noncompliance 
noted. Major area* tn«pec ted * racord* It repte. 

ItaDOEDi J. N Region 2i Atlantai Office of the Director 
OILLEQPlEiF P Region 2i Atlanta* Reactor Con*tructlon It 

Englnearlng Qupport Branch 79/03/19 3pp 


7909100664 Inform* that info reque«tad re amend to Certificate of 
Compliance 6400 will be eubmltted by 790430, 

HICliELiC^O Nuclear Fuel Service** Inc («ub* of Qettg OIL Co.) 
79/03/aa. Vp. 


7900100423 Raquett* Amend MMP-1 to Llcente aNM-124 Detail* withheld 
I ref 10CFR2 790). 

HewaLEV^K D. Nuclear Fuel Service** Inc. (eubt of Oettg Oil Co.). 
79/03/29, 2pp 


790&200039 Forward* project rapt on *9* analytl* ttudy Btudg 

withheld tref 10GFR2.79O). 

HANSEFliU.C Nuclear Fuel Service** Inc <iub* of Oettg Oil Co ) 
79/04/03, Ip, 


7903130133 Rc*pond* to 790423 Itr requtiklng time eitentlen for 
conducting low enriched U inventorg Requ>«t I* granttd 
PWITLOW. J C Material Control LUeneing Branch 79/04/26 Ip 


7903230844 Determine* that revUed It corrected laftguardi contlngincg 
plan 1* acceptable Llcen«» Condition* 91692 are being 
amended Phgileal protection requirement* end 

HCCORKLErO U Phgileal Becurltg Llcentlng Branch 79/05/02 

2pp 


7903010137 Forward* IE Info Notice 79-00, “Interconnection of 
Contaminated Sg* w/8vc Air Sg« Used a* Source of Breathing 
Air “ 

Q^REILLY, J P Region 2, Atlanta* Office of the Director 
79/03/28 Ip 


DOCKET 70-0130 PURDUE UN IV 


7903110041 Forward* lE Imp Rept* 50-182/79-01 6 70-0130/79-02 on 
790213-13 Notice of violation withheld Iref 10CFR2 790) 
a Region 3, Chicago* Safeguard* Branch 79/03/26 2pp 


—7903110047 IE tn«p Rept* 50-182/79-01 6 70-0130/79^02 on 790213-13 
Noncompliance noted tev*, locti 6 hardware deficlenclei for 
fa*t breeder blanket facility Detail* withheld (ref 
iOCFR2. 790) 

CHRI8T0FFER*0 H* MADEDA, T J Region 3* Chicago. Office of the 
Director HIND, J A Region 3* Chicago* Safeguard* Branch 

79/03/21 ip 


DOCKET 70-0364 PARKS TOWNSHIP BITE. BABCOCK 6 WILCOX CO 


7903090060 Forward* revi*#d organliatlon chart for PA operatlont 6 
updated petition deteriptlon for nuclear matl control 6 
accountability per»onnel* eaclud Ing 6NH cu«todlan 6 
technician poeltloni, which war* not changed 

AUSTIN* M A Babcock 6 Hllco* Co , Nuclear Material Dlv 79/02/26 

16pp 


7109180024 Submit! propO!ed new Section 7 7 of fundamental nuclear matl 
control plan for approvalrin reiponae to 790112 Itr 
DetatU withheld <r«f 10CFR2 790) v 

(rtANSEft^W, C, Nuclear Fuel Service** Inc <*ub*. of Oettg Oil Co ) 
79/04/06. app 


790 90S0417 Ack receipt of 790403 Itr Informing NRC of *tep» taken to 
violationi^ot.d in IE In*p Rept 70-0143/79-07 
HENNA* H D, Region 2. Atlanta* Safeguardi Branch 79/04/12 Ip, 


-7909020423 Regnond* to NRC 790312 Itr re violation* noted in IE In*p 
Rept 70-0143/79-07. Corrective action* re «afegoard meaeure* 

wllhhald Cref lOCFRa 790) . * l on Ce ) 

HAHOER.W, C Nuclear Fuel Servlcei* Inc, (tub* of Oettg Oil Co > 

79/04/03 Ip 


—7903020433 Forward* IE In!p Rept 70- 
wlthheld <ref lOCrR2 790) 

KENNAiW. n. Region 2* Atlanta* 


0143/79-07 Notice 
Safeguard! Branch, 


of violation 
79/03/12 


-7»03020«'? IE In« Dtp* 70-01 «//9-07 on 790110-0807 NoncompllMC. 
orace** holdup *tack I* Uondrg dlecharga* 

LCEiT 0. Region 2* Atlanta* Office of the 79/03/07 

HlLLlAHatO H Region 2* Atlanta* Safeguard* Branch. 79/03/07. 

tp. 


7903130137 Reqoett* admlnUtratlve change to Llceme 8W1-414, chang ing 
level* of U enrichment in matl limitation* portion of Tech 
Spec* 

AUSTIN. M A Babcock 6 Wilcox Co 79/03/01 3pp 


79/03/16 


7903080027 Reipond* to 790130 Itr to LC Route Agree! to a*«t|nm*nt of 
Qrtt a* compliance itctlon manager 6 deletion of regulatory 
project* coordinator poeltUn A*!lgnm#nt of Congedo a* 
llceniing 4« nuclear eafetg *p*ciall«t It conditional. 

CROW* W T Dlvlflon of Fuel Cycle 6 Material Safetg 

2pp 

7905820072 Act r.e.lpt o* 7902M Itr 

correct violation* noted In IE Imp Rept* 70-0135/70 30 6 

MARTIN?W^r^^ Region 1* PhlladtlphUr Safeguard* Branch 79/04/10 

tp 

—7903220077 Reipond* to NRC 790130 Itr re violation* noted in IE In*p 
Rept! 70-0133/78-30 6 70-0364/70-32 Corrective action 

"Slier Co., Nucler K.t.rl,l Dlv 79/02/20 


-7905220087 Forward* IE In»p Rept* iOCFR 2^790)^*^^ 

7fltiD6-i201 Notice of violation withheld tref iOCFRZ 
S^TlN,i 0 Rpgfon 1' Philadelphia* Bafegu.rd. Branch 




7903240344 Ack receipt of IE lR«P 70-0143/79-13 on 790414 15. No 

‘SlJlearFu.l Service** Inc (tub*, of Oettg Oil Co. ) 
79/04/20. Ip 

--7903240302 Forward* IE Imp Rept 70*0143/79-15 on 790414-15. No 

imncompUanc* noted. Director, 79/04/20, 

HEHNAiW. 8. Region 2* Atlanta. Office of the Director, 

(r 

SBSIflT ...... .. •' “• 

apR. 

790914014* fl'USSoA 

H.t.r... Cntr.ruen.ln, Br.nch. 79/04/24. SPP 


Branch. 79/01/22 Ip. 

/90S2400B9 F«r«r4, JeJ*'** tr79<^"’tJ%Un* 

r ; i;/:;'?;94 ^ ea..., 

K?R:“”S.?»c;VHnrit C... Nucler «,*«..* Dlv 79/04/10 
7pp* 

- 700221 Itr reeueitlng a»*B**m*nt of potential 

790323W48 Rejpond. to 79W21^ ^ J ,, verification 

magnitude of 1^ ” --jnurement* required for 

iiKFSvsiir.:":'- 


DOCKETED ITEMS 


7*?030a0530 R«*pon<}* to 700623 itr D«t« ganoratBif In Pu glovfboi Uni 
muit bi triitod Individually 

PA(3TLQUi J 0 Hatorlal Control Llconiilng Sroncb 79/04/24 Ip 


7909110092 roruardf 790323 Ur ro^uoitlng 4150 #■« for imtnd to d«t«v 
Pu phgilcol Invintary flaquoits poymentt ultb In IS dayi 
rocelpt of Itr 

UEI 881 D Llcenio F«b Hanargamtnt BrancK 79/04/24 Ip 


7909230706 Bunntarg ol 790420 (nesting u/BfcM re revliloni to aectlon II 
of Licinie aNM~414 re impTovomont of Pu feciUtg fir# 
protection U ventilation eg# 

BURKHARDTIf Fuel Rcprocesv l< R#cgcle Branch 79/04/26 Ip 


7903240756 Act receipt of 790416 Ur Infortrlng WRC of ttepi taken to 
correct vlolatloni noted in IE Insp Ript* 7-0'’0t3S/ 79-01 It 
70-0364/79-02 

HARTIKiW. 0 Region 1. PHlladelph far fia-fegyards Branch 79/04/26 

Ip 


--790S240763 Raipondc to NRC 790320 ItT re vloUtioni noted In IE Imp 
Repti 70-0135/79-01 t< 70-0364/79-02 Corrective action* 

«hop talk will be scheduled to revUu SNM cuetodlan 
re«pantlh ii it les 

AUfiTINiM A Babcock S< Ullcoi Co 79/04/16 2pp 


—7905240773 Forward* IE In*p Rept 70-0133/77-01 6 70-0364/79-02 on 
790103-0202 Notice of violation ulthheldlrof IOCFR2 7901 
HARTINiW Q Region 1, Ph 1 lade Iphiai Safeguird* Branch 

79/03/20 3pp 


— 79052407B4 IE tn<p Rept 70-0133/79-01 I* 70-0364/79-02 on 790103-0202 
Nonccnp 1 lance noted failure to advlfe NRC of change* to 
Internal control *yf & failure to adhere to control 
procedure* for 8 NM Detail* withheld (ref lOCFRa 790) 

KDSHNERrU L. Region li Ph i Lede Iph la. Office of the Olrecter. 

JOVNERi J H Region li Ph 1 lade Iphla. Safeguards Branch 

79/03/19 3pp 


7903300393 Accept* end proposed contingency plan to provide acceptable 
level of physical protection in event of strlkeias discussed 
& agreed upon during HJ Defllllppl 790423 visit Plan 
withheld (ref 10CFR2 790) 

KCCORKLErO N Physical aecurltg Licensing Branch 79/04/26. 

2 pp 


7903160116 Foryards Amend 1 to Indemnity Agreement 0-l«per lOOFRUO 
changesire liabllltg insurance Increase from 4140 million 
to 1-160 mi 1 1 lonr effective 790901 Supporting documentation 
enc 1 , 

QAtTZHANrJ Antitrust U IndemnUg Group 79/09/01 9pp. 


7903110203 Confirm* 790901 teU-on Increasing HahlUfcy limit Ko 
•36 million for HAELU Policies MF-9iMF-a4 U MF-BS 
ROBERTSiD, Mutual Atomic Energy Liability Underwriters 77/09/02 
Ip- 


7909270410 Forwards executed Amend 1 to Indemnity Agreement 0-1. 
LEUI 81 J R Babcock U Vfilcoi Go . Nuclear Material Olv 79/09/21 
Spp 


79050100BO Forward* IE Info Notice 79-O0i ** Interconnection of 
Contaminated fig* u/ 8 vc Air Qys Used as Source of Breathing 
Air « 

ORIERiB.H. fiegion It Phlladalphla. Office of the Director 
77/03/20 ip. 


DOCKET 70-0371 UNITED NUCLEAR CORP 


7909290099 Forward* Naval Product* Dlv training It qualification plan. 
Plan withheld (ref 10CFR2.790) 

KlRKrW.F. United Nuclear Corp 79/02/13 2pp. 


790923079B Raepond* to 790303 request to use bolt type leal on drums 
for burial. Request referred to Ofe of Btds Development 
PARTLOWrd 0 Material Control Licensing Branch. 79/04/09. Ip 


7909240704 Respond* to 790410 Itr requesting iKimption from License 
Condition 3. 1 It iOCFR70. 50E. Admlni* tretive amend fee Is 
required 

HEISSi D, License Fee Hanagament Branch. 79/04/17* Ip. 


790S2-30B90 Resp-ond* to 790330 Itr re fee for guard training L 
qualification plan. Purpose of review L approval of plan If 
to detarmlne whether llceniea meet* requirements of 
regulation*. Amend fee of 48^300 Is requlrid, 

MILLER# U 0 License Fes Management Branch. 79/09/06. 2pp. 


DOCKET 70-0734 OENERAL ATOMIC CO 


7903010234 Forwards IE Info Notice 79 -OBj '*Inttrconnectlcn al 
Contaminated Sys w/8vc Air 8gs Used a* Source of Breathing 
Air " 

ENOELKENiR H Region 9# 8an Francisco# Office of the Dlra-ctor 
79/03/28. Ip 


7909100040 Ack receipt of 790330 Ur In response to 79030B notice of 
violation Corrective action* will be reviewed during next 
phgslcal protection insp, 

NQRDERHAUO#L R Region 9# 8an Francisco# Bafeguards Branch 

79/04/03 tp 


DOCKET 70-0794 VALLECIT08 NUCLEAR CENTER r GENERAL ELEGTEllC CO 


7903230730 Forward* details of proposal to eliminate need for grantlnf 
of exemptions re excess SNM holdings at facility Proposal 
withheld (ref 10CFR2, 790) 

MOSCHNERiR A General Electric Co. #Nuclear Energy Products Div, 
79/01/11. 2pp. 

7903290062 Forward* securltg training & quailf icatlon plan. Plan 
withheld (ref tOCFR2 790) 

CUNNINOHAH.O E. General Electric Co # Hue Lear Energy Products OLv 
79/02/16 2pp 


7909010230 Forward* IE Info Notice 79-09# '‘Interconnection of 
Contaminated Syi w/Bvc Air figs Used as Sourcs of Breathing 
Air " 

ENOELKEN#R H Region 9# San Francisco* Office of the Director 
79/03/20 Ip 


7909290210 Forwards safeguards contingeneg p Ian# w/comment* en rivLiJoni 
suggested in NRC 790207 Ur Plan It comments withheld 
(ref 10CFR2 790) 

CUNNrN0HAM#O £ General Electric Go « Nuclear Energy Products Dlv 
79/04/09. 2pp 


790S3006BO Responds to 790111 Ur Agree* w/concept of tailored 
fundamental nuclear matl control li account ing# pragran for 
Advanced Fuel Lab Ang request for mod to plants plan should 
include description of process equipment L flows 

PARTLOW#J, G. Material Control Licensing Branch 79/04/23 Ip 


7909160151 Forward* Amend 1 to Indemnity Agreement 0-4# par l<KIIFftl40 
changesire liabllltg Insurance increase from 4140 ml 1 1 ion to 
4160 mil lion# effective 790901. Support Ing documentation and 
0ALrZMAN#J. Antitrust It Indemnltg Group 79/03/01. 9pp 


7909240230 Determlnsi request for amend to License 8NK-960 cnnlalhi 
administrative changes requiring 4190 administrative fae. 

UEt88iD License Fee Management Branch. 79/09/02. Ip. 


7909190302 Amend 1 to Indemnity Agreement 0-4. 

SALTZMANtJ Antitrust U Indemnity Group, DARMtTZ£L*n U Oeniral 
Electric Co 79/03/00 Ip. 

DOCKET 70-0820 United Nuclear Carp 


7909150623 Forwards fuel recovery operation training U qua I If UratKons 
plan. Plan withheld (ref t0CFR2.790). 

GlOLiaTTIiR United Nuclear Corp. 79/01/13 2pp. 


7909110027 Forwards IE Insp Repts 70-0820/79-09 L 70-2760/79-01 on 
790209 No noncamp Itanca noted, 

MARTIN# W.O. Region 1# Philadelphia# Bafeguards Branch 79/03/07 

2pp 


—7909110036 IE Insp Rept* 70-0820/79-09 L 70-2760/79-01 on 790205 Wq 
noncomplianca noted, Major areas inspected ■ export shipment 
of BNM. 

BMITHtO.C I eiGKEOWN#L. Region 1* Phi ladelphla# Office Pf the 
Director JOYNER# J H, Region!* Phi ladelnh la# 8afeguar4f 
Branch. 79/03/02. Ip. 


7905220032 Notifies that response to 790300 Ur re propased vault aaifi 
is not axptcted until further advice from licensee. 

MCGORKLEiG H Physical Securltg Licensing Branch. 7W03/19 |p 


7905230236 Forwards eddl info In form of revised pages re co-nil 4f 
recovary bay authorUsd by Amend 4 to License aNM-777* Info 
does not involve changes in process# bldg location ur aafaty 
L environ control*. H/encl drawings, 

BDWER6*C E United Nuclear Corp, 79/03/26. 7pp. 


7909220067 Forwards fa* for safeguards Insp conducted on 780922-34 
Pagmant Is submitted under protest. Raquattf refund II 
decision Is reversed. 

SCHUTZfD K. United Nuclear Corp. 79/04/06. 2pp. 


DOCKETED ITEMS 


7if03i30&3a Bxcvption ta Licdn«« 

\onkr*ctor v^hld.. to bi to !?" 

glthU prot*«:t«(| orsa Cach vahicU to ha 
puard outiidtt «i.«a ■«cortad by armid 

OlOClCTTlfR: o Unltad Nuclear Corp, 79/04/09 Ip 

BOHERQi C E, United Nuclear Corp 79/04/ao 2pp 

'■^fkllh^ld an Mf.gu.rd conttngtncg pUn chtng.i t< 

ulthhaiii (ref Atomic Energy Act of 19341 ** 

« Unltad Nuclear Corp 79/04/84 Ip. 
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KAPLAW.AL Oanaral Electric Co 79/04/09 Ip 

79/04/lS ^ ip***"***** Cd <Kucl««r Entrgg Progpcti Dlv 

^<>-“>3/79-10 .» 79»3SO N. 

79/o5;oi'" s'pp**'*''*" 


docket 70"0Q2'| DADCOCK k WILCOX CO. 


7905160140 Forwardi Amend I to Indemnity Apreement O^s, per iOCFftl40 
^^*^tllty tneurance Increaee from 4140 million to 
aupportlnp documentation end 
SAUTZMANi J Anlitruet It Indemnity Oroup 79/03/01 9pp 


/909nO2O3 Conflrmt 790301 telcon Increaeino Uabilltu limit to 
436 mill (on for MAELU Policle* MF“3# MF-Q4 k KF‘’83. 
flOBEFlTO*D, Mutual Atomic Energy Liability Underwrlteri 79/05/02 
if 


7905240944 Notlfiet Bt-W of overpayment of licanee amend fee Refund ulll 

bi ««nt 

HElBO, D Li tent* Tee Management Branch. 79/03/03 Ip 


DOCKET 70-09B4 PACIFIC NORTHWEST LAD 


--r- • WII H O H C Q AO t I « o c « noted 

ti <I«ter«inatlon of tite boundary 

unplanned releata on 701203 

Atlanta. Office of the Director 

S'* 79,0«/04”%*' 8*»*t9 


^’f Jb^icltlaS^^In^‘‘^ Teewlte of 79032A-30 ln«p conducted at fuel 

7^04/ia ^ ^^^•''•tal Electric Co rNudtar Energy Producti Olv 


7905220023 Forwarde revlieit vtMlon of App 0 to emergency plan re dot# 
dletance plote 

K^LAN« A L Oeneral Electric Co .Hucleer Energy Product! Dlv 
79/04/19 iOpp ^ 


7905290032 Act receipt of 79040& Itr Informing NRC of itepe taten to 
correct vloletloni noted in IE ln»p Rapt 70-IU3/79-07 
BUTHERLANDi J T Region 2, Atlentpr Fuel Fecllity k Hater ial« 

Safety Branch 79/04/30 Ip 


7953010223 Forward! IE Info Notice 79-08. *' Interconnection of 
Conlaminatod Dyt u/Bvc Air Syt Uetd a« Source of Breathing 
Alr> •• 

ENOtLKF.Nitt M Region 9» San Franc l«eo* Office of the Director 

7 ?/o:i/ao ip 


DOCKET 70-10071 OCNERAL ELECTRIC CO 


—7903290087 fteipondi to NRC 790329 itr r# violatlont noted in IE ln»p 
Rapt 70-1113/79-07 Corrective action! new procedure 
implemented re posting of documents reaulred by NRC 
KAPLAN# A L. Oeneral Electric Co 79/04/06 2pp 


•*-7903290092 Forwards IE Intp Rept 70-1113/79-07 on 790226-0302 k notice 
of violation 

SUTHERLAND, J T Region 2. Atlanta. Fuel Facility k Hater ills 

Safety Branch 79/03/29 2pp 


/905OlO23l> Forwards IE Info Notice 79-08, "Interconnectian of 
Cantanlnai.«d Bys u/Svc Air 8ys Used as Source of Breathing 
Air " 

EHOLLKCN^n H Region 3# San Francitcoi Office of the Director 
79/03/ao Ip 


7903240300 Forwards '^Annual Financial Rept 1978 '* 

CUNHINOIIAMi 0. C Oeneral Electric Co .Nuclear Energy Products Dlv 
79/03/30 Ip. 


DOCKET 70-10D6 WEST I NOHOUSE ELECTRIC CORP 


7903250307 Forwards "aemtannual Effluent Monitoring Rept# 
Jul-D«c 1978, 

NARDltA J Westinghouse Electric Corp, 79/03/02 ipp. 


-‘•7903250314 “Semiannual Effluent Monitoring Rept#" Jgl-Dec 1978 
NARDIrA. J WfStinghouse Electric Corp. 79/03/02. Ip 


DOCKET 70-UOO COMflU0TlClN ENOlNEERINO# INC 


7908240269 Forward! emergency plan for low enriched U oalde fuel 
fabrication plant In HindsorrCT# In reeponee to 790213 Itr, 
LICfireNBEROER Cofflbuitlon Engineering! Inc 79/04/10. Ip 


--7909240276 Cmargency plan for low enriched U oxide fuel fabrication 
plant in Windsor# CT W/780612 k 780614 Itre. 

0 Combustion Englneeringr Inc 79/04/01. aspp. 


— 7908290094 Notice of violation from Insp on 790226-0302 

e Region 2# Atlante# Office of the Director 79/03/29 Ip 


•7905290099 lE Intp Rept 79-IU3/79-07 on 790226-0302 HoncompUence 
noted; failure to post responses to notice of violations 
KAHLE# J. B Region 2# Atlante# Office of the Director 
potter# J.P Region 2# Atlanta, Fuel Fecillty k Keterials Safety 

Branch 79/03/29 Spp 


7903240222 Reviews 790321 Itr to GAO re record-teeping requirements 
found in IOCFR40. 61. Records retained for five years unless 
part of investigation 

PARTLOU# J 0 Material Control Licensing Branch 79/05/02 ip 


DOCKET 70-1143 WESTINOHOUSE ELECTRIC CORP 


7903240826 Forwards amend fee re safeguerdt contingency plen review 
Submits fee under protest 

DlPlAZZArR P Hestinghouse Electric Corp 79/01/30. 2pp 

79032302S6 Forwerds Revision 6 to "Plan for Providing Physical Security 
at Cheswict Site ** Revision withheld (ref 10CFR2 790). 

DlPlAZZArR P Mestinghousa Electric Corp 79/02/19 Ip 


7903010086 Forwards IE Info Notice 79-08. "Interconnection of 
Contaminated Sye w/8vc Air 8y* Used. as Source of Breathing 
Air " 

GRIER# B.H Region 1# Philadelphia# Q/Fice o/ the Director. 
79/03/28 Ip. 


DOCKET 70-1113 GENERAL ELECTRIC CO, 


7909140309 Forwards requested revisions to Wilmington Mfg Dept s 
emergency Rian. Changes reflect uee of protective equipment k 
svpp 1 imi t notification of offsite agencies k restoretlon of 
plant Vo safe status ^ a , 

KOFLANrA U. Oeneral Electric Co. rNuclear Energy Products Div. 
79/04/04. 9pp 

7903240600 Extends appreciation for guidance r# reporting of proposed 
changes to fundamental nuclear matl control plans. Agrees 
w/NRG position re prompt submittal of plan changes 
KAPLANfA. U. Oeneral Electric Co.# Nuclear Energy Products Dlv. 
79/04/04 ip 


105110078 Ack r.e.lpk »# 7903U Ur 


SHITH?©'"”’'’'' R#sl«n 1. Phll.#.lpM., Fu.l F.clUt# 8 (Uk.rUl. 
Safety Branch. 79/04/04 Ip 


— 7905U0077 Responds to NRC 790226 Ur re violations noted In IE Insp 
Repts 70-1143/79-02 k 30-6134/79-01 Corrective ittions:mori 
detailed sw* o^ control has been ****•£ ,^ „ . ^ 

MOORE# U. 8. Westlnghouie Electric Corp 79/03/16 2pp. 
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““7905U0102 Forward* IE liitp Rapt* 70-1143/79-02 4 30“&ia4/79-01 ort 
790l23r244 3i 4 0201 4 ro^lo of violatlan 

SMITHrO H Rafllon If Phi UdoljJh l«i Fii*l F4cllltg 4 Kat*rl«lt 

8af«l-g Branch 79/03/S4 2pp 


—7905110105 NoUc a Of vtoUtloi) from Imp oit 790ia3i24,3l & 0201 

SHtTHrO L Ragian li Phi ladalph la. Fwal Faclli4g 4 HaUrUlt 

aafttg Branch 79/0S/26 Ip 


—7905110113 IE Imp R«p«s 70-1 143/79-02 4 30-6134/79-01 on 790123* 24i 31 
4 0201 KoncD(npllance noifd failura to parform bioassatf 
anatg f i« 

CLEHONSiP f NlHITZfR, L, Rag ton If Ph 1 Udctph Uf Off lea of tha 
Olractor CROCKERrH Raglon !« Ph 1 ladalphia* Fual Factlltg 4 

HatarUl* 8afatg Branch 79/02/21 llpp 


7905160109 Forward* A«y»nd 1 to rndamnlty Agraamant 0-5fpar 10CFR140 
changatira liatllltg iniuranca Incraaaa from 9140 million to 
$160 ml lllonf affactiva 790501 Supporting documantat 1 on and 
SALTZHANfJ Antitruit & Indamnltg Croup. 79/03/01 5pp 


7905110205 Confirm* 790301 talcon incraatlng llabllitv limit to 
$36 million for MAELU PoHclaa MF-5fMF-84 4 HF-SS, 

ROaERTSrO Kiftual Atomic Enorgy Llabtlity Undarwr 1 ter* 79/05/02 
Ip 


DOCKET 70-1151 NE8TINOHOU8E ELECTRIC GORP 


7905230621 Re^ua«t« llcanta amand to accumulata eontamlnatad Law 
anrlchad *crap w/uncar talntg of groatar than iQ% for parlod 
not to axcaad Jul 1980, Contaminatad acrap will ba purified 
through lolvant ajtrac tlon. Data 1 1 * withheld <raf 10CFR2 790) 
DlPlAZZAfR,P Haitlnghouaa Electric Corp 79/02/13 2pp 


7905300712 Ra^ue*t« forwarded mat I MRD-l,84S-66a be wlthhald from public 
dleclotura (ref 10CFR2 790) 

DIPIAZZAfR P Waitlnghouie Electric Gorp 79/03/22 Ip 


7905140321 Clarifle* letuei dlccuaied In recant telcan re requact for 
Licanae 8NM-il07 exemption from ragulationaj including 
accumulation of «crap container* 

FOSTER. H Uaitlnghou«e EUctric Corp 79/03/23 tp 


7905280474 Forward* ravl*ed Page 3 of 790322 aubmlttal of propoaad 
tolld waata f ixationi tranaporta tion 4 burial info. In 
raaponta to 790323 talcon. 

REITER. E K Maatinghouaa Electric Corp 79/03/23 2pp 


—7905250477 Forward* propoted eoLid uacte f 1 xatlon. transportation 4 
burial info describing oparationa at Columbia «ita 
RElTERiEK Uastlnghouaa Electric Corp. 79/03/22. 3pp 


7905100419 Confirm* 790327 talcon raquaat for extant ion of next BNH 
phv*lcal Invantorg from 79042S to 790519 Oetailf raaeon* 
for roquast 

FOSTERiH. Hastlnghou*# Electric Corp. 79/03/27 Ip 


7905240323 Forward* IE Intp Rept 70-1151/79-04 on 790226-23 No 
noncompllanca noted. 

KENNAfW B Region 2i Atlanta* Safeguardt Branch. 79/03/27, 2pp, 


— 7905240336 IE Insp Rapt 70-1151/79-04 on 790226-28 No none amp 1 Lance 
noted Kajor area* inspac tad ‘ export llcenae. container 
Identification 4 documantat ion 4 radiation 4 contamination 
monitoring 

CLAViE.L I OILLESPIEfF P. Region 2. Atlanta* Office of the 
Director, 79/03/27 4pp. 


7905140315 Clarlflei Itfuee dlicueeed in rocent talcon re requeat for 
License 8NM-il07 axamption from r agulatlone* includ Ing emo-unt 
of incinerated aih 4 contaminated scrap w/D content. 

FOSTERfH, Ue«tinghQU«a Electric Corp. 79/03/29. Ip. 


7905240295 Forward* IE Imp Rept 70-1181/79-05 on 790319-21 
No noncompl lance noted. 

KENi^tArU.B Region 24 Atlanta* Safeguard* Branch. 79/03/30. 2pp, 


—7905240312 IE Imp Rapt 70-1151/79-03 on 790319-21 No noncompllanca 
noted, Major arte* Inapectad ■ eepor t Ilcanee* «htpp ing 
procedural 4 tachnlquae 4 radiation 4 contamination 
monitoring. 

CtAYtE.L. . OlLL£BPIE*r. P. Region 2. Atlanta* Office of the 
Director 79/03/30 4pp. 


7905090190 Raqueit* emend to Licanea 8NH-1107 authorltlng oparetlon* 
w/BNN in axpanilon of Columhia faellltg.per end 
app 1 icatton. Propriatarg portion to be tranemllted undor 
«fparete cover . Forward* fee. W/eupporting doeunantation 
DIPIAZZAfR P. Haitlnghouae Electric Corp, 79/04/03. 53pp. 


7905020187 Forward* application for amend to License 6NM-fl07 to 
authorise operation* w/8NN in expended Columbia Facliltg 
Riplaca* earlier lubmlttal of 790305 Application withheld 
(ref 10CFR2 790) 

DIPIAZZA* R P, Wo*tlnghou»e Electric Corp. 79/04/04. 3pp 


7905020146 Ack receipt of 790405 Itr informing NRC of itep* tatan be 
correct violation* noted in IE Intp Rapt 70-1151/79-03 
KENNA, M B Region 2. Atlanta* Safeguard* Branch. 79/04/12 Lp 


—7905020150 Revpond* to NRC 790313 Itr re vloletlone noted in IE Imp 
Rept 70-1131/79-03 Corrective action* withheld 
(ref 10CFR2 790) 

OaODUINtN L Mi«tlnghau«e Electric Corp, 79/04/05 ip 


—7905020156 Forward* IE In*p Rept 70-1151/79-03 on 790206-09 Hot lea 
of violation wlthheldtref 10CFR2 790) 

KENNArM B Region 2i Atlanta* Safeguard* Branch 79/03/13 

2pp 


7905020161 IE Intp Rept 70-1171/79-03 on 7902066-09. Noncompl lance 
noted failure to follow approved plan for campling Lf oxlda 
pallet* Oateil* withheld (ref 10CFR2, 790) 

BATES* J N . ROBERTSONrJ 8 r NILLIAHSi 0 H Region 2. AtlanU. 
Office of the Director 79/03/13 Ip 


7905070269 Forward* IE Intp Rapt 70-1151/79-07 on 790409-12 No 
noncompl lence noted, 

KENNAfW B Region 2* Atlanta* Safeguard* Branch. 79/04/23 Ip 


—7905070283 IE Imp Rapt 70-1151/79-07 on 790409-12 No noncampl ianca 
noted Major area* intptetad ontlta recorda 4 rept* , Oatatle 
withheld (ref 10CFR2. 790) 

OILLESPIEiF P Rag ion 2* Atlanta* Sefaguards Branch 

kiOD(3E6i J W Region 2* Atlanta* Office of the Director 
79/04/18 Ip 


7905230852 Formal Ixe* 790417 dlacuttlon ra currant LEtD modal 
Wa*tinghau*a-Co Lufflb la modal need* to ba modified to entura 
proper treatment of agttamatlc error* 

PARTLOWiJ.O Material Control Lleentlng Branch, 79/05/09 Ip 


DOCKET 70-il73 MERCYHURBT COLLEOE 


7905300051 Ack receipt of ^90427 Itr identifying Inaccurate imand 
number* In NRC 790409 Itr Forward* corrected page*, Enel 
withheld<ref tOGFR2 790). 

MCCORKLEfOM, Phyilcal Security Licentlng Branch. 79/05/07. 

2pp 


DOCKET 70-1193 CIMARRON FACILITY* KERR-MCOEE CORP. 


7905010197 Forwarde IE Info Notice 79-08* "Interconnection q-f 
Contaminated 8y* w/6vc Air Sg* Uted a* Source of Breathing 
Air •* 

KEPPLER.J 0 Region 3* Chicago* Office of the Director. 79/03/28. 

Ip. 


7905230756 Cancel* Amend MPP-2 4 it«ue* encl eefeguarde Amend HPP-3 fee 
Llcenae 8NM-L174 

BURNETT* R.F. Divlflon of Safeguard*. 79/04/09. 2pp. 


—7905230771 Amend MPP-3 to Llcen«e BNH-1174 re requlremeat* for control* 
accounting 4 phyetcel iccurlty of BNM. 
a Dlvliion of Safeguard*. 79/03/31. llpp 


7905240139 R**pond* to 781129 Itr re dl«mantllng 4 removal of solvent 
extraction *y*, Forward* lleenie Amand 3. Comment* on 
delctlone 4 ravleloni to llcenee which were rendered 
obeolete bg change In operation. 

BURNETT* R F Division of Safeguards, 79/04/09 2pp. 


—7905240146 Amend 3 to Llcenee SNM-U74 j requiring meafurement of UjFm % 
U-235 content of SNM receipt* shipment* 4 matl Invantorledr 
except where specified In Condition 2.1. 
e Division of Sefeguerdt. 79/03/31, llpp. 


DOCKET 70-1201 UF 6 CONVERSION FACILITY* BABCOCK 4 WILCOX CO 


7905190112 Forward* IE Insp Rept 70-1201/79-09 on 790327-30 No 
noncompllanca noted. 

KENNArW.B. Region 2* Atlanta* Bafeguarde Branch. 79/04/13. 2p^ 


DOCKETED ITEMS 
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•77051 90116 IE In*p Rept 70-1301 ott 790327-30 Mo none ompl Unco 
notOfl hojor oreaf inipectod licanttto action on pravlouily 
idontl^Ud it«m« 6 m8«<ur»nt«ntf U itatlctical control 
Dtt4iu «jlthhoid {r»^ 10CFR2 7901 

JONES. D M , WlLKlNSiT. D. Roglon 2r Atlanta* Offica of ths 
OlroctoT OlULEBPIEfF P Region 2» Atlanta* Safeguarda Branch 

79/04/09 Ip 


7905070240 Ack racplpt of 790412 Ur Informing NRC of atape taken to 
correct vloUtioni noted in IE Imp Rapt 70-1201 / 79-06. 

KENNA, M B Region 2* Atlanta, Safeguard* Branch, 79/04/20 Ip 


— 790907024S Re*pond« to NRC 790326 Itr re violation* noted in IE Imp 
Rept 70-1201 /79-06 Corrective action* withheld 
(ref 10CFR2 790 >v 

8ICK*E J Babcock S* UlUox Go 79/04/12 Ip 


—7905070292 Forward* IE Inap Rept 70-1201/79-06 on 790226-0301, Notice 
of violation withheld (ref 10crR2 790) 

KENNA*H B Region 2* Atlanta, Safeguard! Branch, 79/03/26 

2pp 


—7905070399 IE Intp Rept 70-1301/79-06 on 790226-0301 Noncomp 1 ianct 
noted, fal lure to determine meaeoremant bias from »td* 
program Oetalli withheld (ref 10CFR2 7901 

WlLLlAhB. 0 H I ROBERTSON, J 8 C Region 2, Atlanta, Safeguards 
Branch 79/03/22 Ip 


7905300016 Forward* IE In«p Rept 70-1201/79-11 on 790419-20 No 
nonconpl tance noted 

KENNA*M S Region 2* Atlanta* Safeguards Branch 79/05/02 2pp 


—7903300031 IE insp Rept 70-1201/79-11 on 790419-20 No noncomp 1 lance 
noted, Major areas inspectad storage U internal control A 
followup on previous enforcement matters Details withheld 
(ref 10CFR2 790) 

TQDD«0,A Region 2* Atlanta, Office of the Director 
QlLLE8PtE,F P Region 2> Atlanta, Safeguards Branch 79/05/01. 

Ip, 


7909250104 proposes adding new license conditions to Amend MPP-2 to 
allow for procedures in fundamental nuclear mail control 
plan coatrary to itr of regulation, Requests response as to 
acceptability of amend 

PARTL(1W*J0 Material Control Licensing Branch 79/05/09 3pp> 


DOCKET 70-1237 MIXED OXIDE FABRICATION FLANT, EXXON NUCLEAR CO . INC 


7909150696 Forwards IE Insp Rapt 70*vl257/79-Ol on 790212-16 Mo 
nonccmpl lance noted 

BOOK»H E, Region S* Ban Francisco, Fuel Facility t« Materials 
Bafetg Branch 79/03/16 2pp 


■7909190701 IE Insp Rept 70-1237/79-01 on 790212-16, No noncompliance 
noted. Major areas tnepactad* safety committee activities, 
training, calibr* criticality saf ety * emergencii planning 6 fire 
(i radiation protection 

CQOLEy,N j , ZURAKANSKI*P R, Region 9* Bmn Francisco* Office of 
the Director BDOK*H E Region 3, San Francisco, Fuml Facility 

Material* Safety Branch 79/03/16 Upp, 


790901022B Forwards, IE Info Notice 79-08, '♦Interconnection of 
Contaninated Sys w/8vc Air 6y* Used as Source of Breathing 
Air, " 

ENOELKENrR. H Region 3* Ban Francisco, Office of the Director 

79/03/aa. ip. 


790S1302S9 Forward* IE Insp Rept 70-1297/79-02 on 790326-31 Rept 
withheld (ref lOCFRa 790). 

NORDERHAUO, L R. Region 5* San Francieco* Safeguard* Branch. 
79/04/24 2pp 


7905160123 Forward* Amend 1 to Indemnity Agreement 0-3* per 10CFR140 
chanoi**re liability insurance from. Increase from *140 
Million to S160 mi 1 1 ton, effective 790901. Supporting 
documentation encl, 

BALTZMANiJ, Antltroet 6 Indemnity Group 79/05/01, Spp 


DOCKET 70-1308 MORRIS GPERATIONB, GENERAL ELECTRIC CO, 


790514030S Forward* table indicating no etetu* change for fuel etored 
in Jan 6 Feb 1979 

DAWSON, D M General Electric Co , Nuclear Energy Products Div. 
79/03/08, 2pp, 


7903230437 Forward* t£ Imp Rept 70-1308/79-02 on 790228,0301-08 «, 07. 
No noncampl lance noted. 

DAVIScA. B. Region 3, Chicago, Fuel Facility Material* Safety 
Branch 79/03/26. 2pp, 


— 7905230442 IB Imp Rept 70-1308/79-02 on 790228.0301-02 6 07, No 
noncomp 1 ience noted Major areas Inspected emergency 
planning t, fire protection 

AXELBON.M L , ESSIGrT.H Region 3, Chicago, Office of the 
Director 79/03/21, 9pp 


7909100426 Forwards responses to NRC 790301 Itr re decomniss toning plan 
for Morris Dparatlon 

DAMSON, D H Oenoral Electric Co * Nuclear Energy Products Div, 
79/04/04 4pp 


7905240370 Forward* Amend 7 to License BNK-1265 8NI1-12ai ts terminated 
ROUSEiLC Fuel Reprocess 6 Recycle Branch 79/04/10. 2pp 


— 79052403S3 Amend 7 to License 8NM- 1265, tormina t Ing License SNM-I2ai & 
incorporating operation epee* of consolidated BAR Chapter 
10 

R0U6E,L, C. Fuel Reproce** & Recycle Branch- 79/04/10 8pp. 


7905150297 Ack receipt of 790404 Itr informing NRC of *tep* taken to 
correct vtoletlon noted in IE Insp Rept 79-1300/79-01 
Detail* withheld Cref 10CFR2 790) 

HIND* J. A Region 3* Chicago, Safeguards Branch. 79/04/20 2pp 


—7905150301 .Retpondi to NRC 790316 Itr re violations noted in IE Insp 
Rept 70-1300/79-01 Corrective action* withhold tref 
lOCFRa 790) 

ZAHNiL. L General Electric Co , Nuclear Energy Products Div. 
79/04/04 Ip 


7905150744 Forwards IE Insp Rept* 70-1308/79-04 U 70-1309/79-01 tn 
790410-12 No noncompUance noted 

HIND, J A Region 3, Chicago, Safeguards Branch 79/04/26 2pp 


— 7905150754 IE Insp Repts 70-1308/79-04 & 70-1^09/79-01 on 790410-18 No 
nencompi lance noted Major area* inspected review of SNIi 
records, Pu-241 decay calculations U nuclear matt 
transaction Details withheld (ref tOCFRS 790) 

FIHLEV,A 0 , PATTERSON, J P. Region 3, Chicago. Office of the 
Director HIND, J. A Region 3, Chicago, Safeguard* Branch 

79/04/26 Ip 


DOCKET 70-1309 HORRIB QPERATIONB, BDURCEB V STANDARDS, GENERAL 


7905340370 Forward* Amend 7 to Licenie SNM-1 265. 8NM- 1281 L« terminated 
ROUSE, L C Fuel Reprocess & Recycle Branch. 79/04/10, 2pp 


— 7905240303 Amend 7 to License 8NM- 1265, terminating License 8NM-12SI b 
incorporating operation specs of consolidated BAR Chapter 
to 

ROUaE*L C Fuel Reprocee* 6 Recycle Branch 79/04/10. 2pp 


7905150744 Forward* IE Insp Rept* 70-1309/79-04 b 70-1309/79-01 cn 
790410-12 No nencomp Ha nee noted, 

HlNDrJ.A. Regions, Chicago* Safeguard* Branch 79/04/26. 2pp 


—7905150754 IE ln«p Rept* 70-1300/79-04 b 70-1309/79-01 on 790410-12. No 
noncoflipUance noted Major area* inipectcd: review of 8NK 
records* Pu-24t decay calculation* b nuclear matl 
traneaction Details withheld (ref tOCPR2 790) 

FfNLEy, A 0., FATT£RSON*vl P Region 3* Chicago* Office of the 
Director. HINO,0 A Region 3, Chicago, Safeguard* Branch. 

79/04/26 Ip 


DOCKET 70 " 


790511003 

STUKENB 


79032200: 
NL Nuc] 
rad toac 
1 ictnii 
CUNNtN< 
79/04/ 


DOCKET 7 


79052400 

eurvey 

decent 

CROW,V( 
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DOCKET 70-1353 ARMY. DEPT OF 


7905t00374 IE In«p Flhdlrgi LLctn««« Acic.dtd 790306. of Llcaniit 
29-01022-06. 29-01022-11. 29 - 01022 - 12 , at/B-1150. eMB-i327 t. 

8NM-1327 Inip findings no noncomp 1 lanes nofesd 

FRieOKAN.L F Rsglon i. Phlladtlphla. Offlcs o-f ths Dtroctop 

79/03/06 Ip 


DOCKET 70-1379 PARKMECL LAaORATORlEa. It« 


7903290183 Forwards guldaLlnai b Infd ra dscontsfflinatlon of fsclLttisi 
li radiation turvagi. par 790312 talcon Rsqutati 
implamsntatlon schaduls ulthln tua wtakt 

KEPPLER. J 0 Sag Ion 3, Chicago. Office of tha Dlractor 79/03/14 
9pp 


7903130635 Foruards IE Insp Rapt 70-1379/79-01 on 790301 6 notlc# of 
violation 

DAYIS.A S Saplon 3. Chicago. Fual FacllUg i Katartals Safatg 

Branch 79/03/27 Spp 


— 7903130640 Ndtlca of violation fporti Imp on 790301 

a Raglan 3, Chicago. Fual Fac illtg 9( Matariats 8af«tsr Branch 
79/03/19 Ip. 


—7903150646 IE Imp Rapt 79-1379/79-01 on 790301 Nonconpl lanca no tad 
postasflon of licinsad ntatl w/o llcanta 

FINN. J A . JANUSKA. A O . PAOLlAROiJ A Riglon 3t Chicago, Offlct 
of the Diractor. 79/03/19. 7pp. 


DOCKET 70-1021 PLUT. PROD FACIL * ALLIED GENERAL NUCLEAR SERVICES CORE 


7905150660 Risponda to 790206 Itr raquastlng rafund of application 
fa# paid hg All i ed-Oansral Nuclear 8vcs In Jan 1975 for 
propQtad Pu product faciUtg 4flll notlfg re refund request 
upon collactlcn of complste cost data 
OQNaOHUE.DJ, Office of Administration. 79/04/il Ip 


—7905150665 Raqoeste refund to All t ad-Oensral Nuclear Svei for 
application fee paid to NRC on 750124 for Pu product 
facllitg Application ulthdrawn due to sutpantlon of daslgn 
work 

BOSKEY. a, Volpa. Boskag U Lgoni 79/04/11. 4pp. 


— 7903150669 Forwards questions re Initial review of 740703 application 
to construct Pu product factlltg 

ROUSE. L C Atomic Energy Commission <Pre 1975} 74/12/10. 2pp. 


—7903150674 Forwards Catagorg I B fee for Pu processing & fabrication 
plants 

NEUMAN. R I Allied General Nuclear Servlcas 75/01/24, 3pp 


—7903150679 Act receipt of 730113 Ur ts status of const at Pu 
processing It fabrication plant Discusses problems of LLconse 
review, design it const resulting from 0E8hQ it safeguards 
stud i ff, Requests meeting 

OOasiCKiL, V. Office of the Esacutiva Director for Operations.. 
73/02/03 2pp. 


“-79031306B3 Notifies of, suspension of design work for Pu product 
facllitg. 

PRICE. N J, Allied Oeneral Nuclear Servlets. 75/01/13 4pp. 


DOCKET 70-2428 6T FRANCIS GENERAL H08P. PI, PENNSYLVANIA 


7905130727 Discusses IE tnsp of License 8NM-1689 on 790205 No 
noncomplianca noted. License Is Inactive & licensed matl has 
never bean used under avthorliatlon of iicansa 

NCCLIHTOCK.R 0 Region 1. Ph lladtlphia. Office of the Director. 
79/02/26. Ip. 


DOCKET 70-2623 MCGUIRE BPENT FUEL POOL. DUKE POWER CO, 


7905110040 Applicant serves interrogatories If requests to produce 
documents on Carolina Action, per 790225 order. Certificate 
of 8vc and, 

MCOARRY. J, M Duke Power Co. 79/03/16. 33pp 


7903090430 NRC second sat of Interrogatories served on Safe Enereg 
All lance. Certlficete of Qyc end 
HOEFLINO.R.K, Branch 4 79/03/23. 9pp. 


7905090440 Requests that 8efe Energy Alliance permit Insp If 
copging of documente identified in respensee to NRC eecond 
• at of Interrogatories Certificate of 8vc end. 

HOEFLlNOrR K. Branch 4. 79/03/23. 3pp. 


7905230766 First set of Interrogatories lubmltted to NRDC CerttfLcate 
of 8vc end 

HOEFLINO.R K Branch 4 79/03/23 15pp. 


— 7903250773 Requesti production of all documents identified by NrdC in 
rtspense to NRC first of Interrogatarles 
HOEFLING. R K Branch 4 79/03/23 Ip 


7905110037 Applicant's response to NRDC interrogatories to applicant 
Supporting documentation It Certificate of 8vc end 
MCOARRY, JM Duke Power Co 79/03/27 22pp 


7905090164 Requests Itr either withdrawing 790213 o<rlginal sicurlty 
plan submittal or act it for record as original plan 
ROUSEiL C Fuel Reprocess, ft Recgd# Branch. 79/03/29 2pp 


7905240317 Forwards statements of qual if Icationi of DH 8torrett,Gfi 
Hager.HT Snead It RW Bostian as esperts intending to teitlfg 
for applicant in answer to NRDC Interrogatories 
MCOARRY, J M Debevolse it Liiberman 79/03/30 7pp 


7905150440 Motion to dismiss Safe Energg Alliance as active participant 
in proceeding, due to Alliance's failure to comply W/A8LD 
790223 order Certificate of 8vc end. 

MCOARRY, J M Duke Power Co, 79/04/02 3pp. 


79032404B2 Serves NRC request for admission of matters S< facts upsn 
app ilcant. Certlf icate of 8vc end. 

RQiaMAN. A Z Natural Resources Defanst Council. 79/04/02 7pp, 


7905030103 NRC motion to compel Carolina Environ Study Group to reiponl 
to 790306 interrogatories Supporting brief , proposed form, 
original interrogatories it Certificate of 8vc end 
KETCHEN.E G Branch 3 79/04/03 14pp 


—7905030116 NRC motion to compel Carolina Action to respond lo 790GG6 
interrogatories, Supporting brief . proposed form of order, 
orlglitai interrogatories it Certificate of Sve end. 

KETCHEN.E 0 Branch 3 79/04/05 14pp. 


— 7905030120 NRC motion to compel Davidson Collage chapter of HC Public 
Interest Group to respond to 790306 Interrogatories 
Supporting brief, proposed form of order, orlg Inal 
interrogatories it Certificate of 8vc end. 

KETCHEN.E 0 Branch 5 79/04/05 16pp 


7905310132 Describes event re packaging to be used by util for shipment 
of spent fuel, Defect mag subs^antlallg decrease 
■ffaettvenees of packaging Certificate of 8vc end. 

CUNNINGHAM, R.E. Division of Fuel Cycle St Material Bafetu 
79/04/11, 4pp 


—7905510152 Forwards NMB8 790406 order re use of Model NF0-4 p4cla|lhf 
DIRCK8, U J, Office of Nuclear Materiel Safety St Bafeguarde. 

79/04/06 2pp 


7905090139 Forwards Yequest for addl info re proposed amend of License 
8NM-1773 to ship spent fuel from Qconae to KcOuire. Requests 
reponee by 790423 

ROUSE, L C. Fuel Reprocess. St Recycle Branch. 79/04/12 3pp. 


7905220049 Dismisses Safe Energy Alliance as party inter venar. 
MILLER, M.E AJiomic Safety and Licensing Board Panel 79/04/12 

2pp. 


7905230666 Orders intervenors Carolina Environ Study Group. NC PIHO 
chapter It Caroline Action to Interrogatories within five 
days. Adopts ichedult to govern summery disposition, 
diseovery. direct testimony It evidentiary hearing 
MILLER, M E Atomic Safety and Licensing Board Panel. 79/04/ J9 
3pp. 


7903220463 Forwards modified interim security plan for fuel steray I 
bldg It interim safeguards contingency plan, Plans withheld 
<rt# 10CFR2. 790>. 

PARKER. U.O Duke Power Co 79/04/13. 3pp. 


7903140079 Responds to util's interrogator les. Aff Idevlts of TB Cbfthran 
HR Tamplin It AZ Rolsman It Certificate of 8vc end. 

GOCHRAN.T.B , TAMPLIN, A. R. , ROIRMAN. A Z. Natural Resourcil Deftnt • 
Council 79/04/16. 32pp, 


7903240921 Requesti notification of any eddl witnesses to be lnciw4*d 
In proceedings. 

PORTER, H L, Duke Power Co, 79/04/19. Ip. 


7905240939 Confirms 790312 teleon re vital Areas during ikorags 
spent fuel, Irradiated fuil must be protected ae vital 
equipment. 

HCCORKLE, 0. W, Physical Security Licensing Branch. 79/04/20. 



DOCKETED ITEMS 


7IJ0529O&79 Otco-nd tiat af lnt»rrog«tqrl*» to applicant 

fiOiaHM'l. A, Z, Natural Ravourcai Dafania Council 79/04/23 9pp 


^KET 71-OOOS COMMONWEALTH EDISON CO 


7905240470 Malian for ardar to difmlaa Carolina Action as actlva 
pirlicipant In procaading dua to fallura to provida answars 
lo app 1 (cani; ' a to tarrogat or laa of 790316 Cartlflcata of Svc 
inel 

KCOARRYi J M Duka Pouar Co 79/03/03 3pp. 


n««pgnas unu rs^wisf rsvlslf*! «pj 

program to asat ra^uirtninti of tOCFPTt Si 
QA Prog ran for Nuclaar Ointratlns Btatlcnt.* CE-i-A 
Ravislon 6i fulfills OA riq.ulranints 
REED/C Connonwislth Edison Co 79/04/16 2pp 




docket 70-2733 HQLyOKC MQQP HQ. MASS AC HUS ETT 8 


7903290136 Ack racalpt of 790323 Itr Informing NRC of stops takan to 
corfact davlatlon notad in IE Inap Rapts 30-1873/79-01 6 
70-2733/79-01 

hCCL.IKlTOCK. R 0 Rag ion 1. Phlladalphla. Off tea of tha Dlractor 

79/04/09 Ip 


•7933290161 Raaponda to NRC 790303 Itr ra davlation notad in IE Imp 
ntpt 30-1073/79-01 6 70-2733/ /9-01 Corractlva actions no 
fodtl or drinks allouail In araas uKara radtoactiva matls ara 
usid or slorad, 

flAYUARI>i -J Malijaka Motp HQi Massachuaatts 79/03/23 Ip 


7905240847 Foruardi OA program approval for radloactUo aitl patiii 
MACDONALDfC E Traniperkat Ion Brantti 79/05/01 ip 


■7905240B54 QA prograa approval for radioactlvt oatl paciast OOOC8 
Ravislon 0 

MACOONALOjC C Transportation Branch 79/05/01 if 


DOCKET 71-0024 HITTHAH NUCLEAR b DEVELOPMENT CORP 


7905240046 Forwards raq.uast for addl info to coaplaka rrvlsw of ^ 
program 

MACDONALD. C E Transportation Branch 79/04/27 lOpp 


..7909290163 Dlscuatta IE !nsp Rapt 30-1873/79-01 U 70-2733/79-01 on 
790216 Noricomp 1 lane 0 notad drink parmlttad to ba itorad in 
Sana araa w1i«r« radla^ctiva matl stordd. 

HCCUHTOCK.Ii, O flaglon 1. Philadelphia. OffU# of tha Dlractor 

79/03/03, 2pp, 


DOCKET 70-2760 UNITED NUCLEAR CORP. 


DOCKET 71-0031 MARVLAND BH IF BUILD! NO b DRY DOCK CO 


7903150149 Proposed QA prograa does not matt raAulraaants of Afl C ta 
10CFR71 Forwards sample QA program for Industrial 
radiographs llcansaas. dtd 790402. to assist In afpHcatto<^ 
ravislon Requests revision by 790527 

MACDONALD. C E Traneportatlon Branch 79/04/37 3pp 


7905110027 Far wards IE Insp Rapte 70-0020/79-09 b 70-2760/79-01 on 
790203. No noncompl lance noted 

KARTIM.N 0 Region 1. Ph 1 ladelph la. Bafegyards Bratich 79/03/07 

2pp. 


-79MI 10036 re Insp Repts 70-0020/79-03 6 70-2760/79-01 on 790205 No 
noiicoisp 1 lane s noted. Major areas Inspected . etport shipment 
of ONM 

BHtTHiO C. I MCKCaWN.L Region 1. Philadelphia. Office of the 
Director -JOVNCR.U H Raglon 1. Phlladalphla. Bafeguards 

Branch, 79/03/02 Ip 


DOCKET 71-0033 IND TEST LAB SERVICES CORP 


7905150260 Forwards "OA Program for Use.Halnt b Repair of SMpptri 
Packages for Special Fora Radioactive Katl." Revision I 
HANDRAHAN.E Industrial Testing Laboratorg Btrvicei Corp 79/04/16 
If 


—7905150274 "OA Program for Uia Kalnt b Repair of Shipping Pecliges for 
Bpeelal Form Radioactive Matl." Revision 1 
HANDRAHAN.E tndustriel Testing Leboretorg BtrvUes Corp 
79/04/16 5pp 


DOCKET 70--«a3a CINCINNATI 0A8 b ELECTRIC CO, 


7905240100 Amends Ulcenie 8NH-ta23 Uams 4 b 9 re aspiration data b 
adds Items 6c<Gc b 14. 

cnOH.Vl, T. DivUUrt of Safeguards 79/03/06 2pp. 


-•'7903240103 riecommende approval of 790202 amend Fsquest re license 
eiplpatlon date change to allow use of nominal a Cl 
Pu-bervj 1 1 lum neutron eouree. 

OELANGY. J. C Division of Bafeguards 79/03/06. 2pp 

PACKAniNQ or RADIOACTIVE MATERIAL FOR ™*N8P0HT,ANp 
tHANSPORTATIpN OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 


DOCKET 71-0001 ANEFtO. INC 

790517027D Forwarilf request for addl Info to complete review of QA 
Uic^WALDi C, E. Traneportatlon Branch. 79/03/29. ip. 

7903290146 Forwards raviied QA program for shipping packages for 
rad Loaclivff matl 

MWPHYrJ-D Anefco.lnc. 79/03/03 Ip 

-7903290140 OA program for 

MUfif’HYi J. D Anefcoi Inc. 79/03/01. a9pp. 


DOCKET 7l-000a CHEM-MUCUEAR SYBTEMB. INC^ 

7903240041 Forwards request for addl Info to complete review of 

MACDWALOtO. E. Transportation Branch. 79/04/27. IQPP 


DOCKET 71-0034 BABCOCK b WILCOX GO 

7905020198 Forwards r.qu.st for addl info to ccaflet. r.vl.w of OA 
MMdSSSlD.C E Transportation Branch 79/04/13 2fP 


SOCKET 71-0036 ITT ©RlNNELU^CWP^ 

■,050flOiaB BA .r.gr... In t. 79W*. 

THIEtacH. H Intimation*! Tili.hin* A Tilitri.t C*.. 79/04 04 

2PP' 

-790S0BOW4 '“A Progri. R4<l»4.tlvi ^tl Shl.Jlni^Ai^Jii. 


docket 71-0038 CRANE CO 




railoe<tlvi mall paeiagt 

79/03/22 If 


. 790 M 00373 OA .m,m. f. r.... 4 .t.v. «t. MCI..* «« 

6. Tr.n.i.rt.tl.n .ranc* 77/M/« .. 


71-0039 WALWORTH ca 

„4o pr.fo... OA 


mtcket 7 1- 0006 UNITED 

7903020168 Forwards request for addl lnf« complot* review 

K;S8S;i:i.l>.C e. Tr.n.p»rt.tl.n ...nch, 79/04/11. «... 


DOCKETED ITEMS 


280 


DOCKET 7i-0047 CAPITOL INTERNATIONAL AWVS , INC 


7903150739 Foruardi for -fldill Info to complete revitu OA 

program 

mCDONALO^C E Tr eniporto t i an Branch 79/04713 Spp 


7903150692 Forwards QA rei^uirensn-ts for transportation p jcVag Ingt In 
rtiponse to 790426 tvtcon 

SPARKSrE Capitol Intarnattanal Alrtuagsr Inc, 79/04/27 Ip 


— 7903150699 "OA Roqu i ramants for Transportation Packaging <10CFR71J As 
Applicable to- Industrial Radiography Cicansass " 

* Capitol International Alruags, Inc 79/04/37^ 6pp 


DOCKET 71-0040 INTER*10UNTAIN PIPE MELDlKO 


7905190176 Proposad OA program does not mat raqulramentt of App E to 
10CFR71, Forwards sampla OA program for Industrial 
radiography 1 icansaas. d td 790402^ to assist In application 
ravlsloTi Requests revision by 790927 

KACDONALD.C E Transportation Branch 79/04/27. 3pp 


DOCKET 71-0050 MIDLAND-R3SB CQRP 


7903150318 Forwards OA program approval for radioactive matl package 
MACDONALDiC E Transportation. Branch 79/03/22 Ip 


— 7909150323 QA program approval for radioactive matl package 0050* 
Revision 0 

MACDQNALDiC E Transportat 1 an Branch 79/03/22 tp» 


DOCKET 71-0055 H R INSPECTION SERVICE 


7905240904 Forwards add I Info for approval of QA program 
ROGERS* H H H R Inspection Servl-ce 79/03/02. Spp 


DOCKET 71-0056 PHILADELPHIA ELECTRIC CO 


7905240104 Informs that Amend 33 ta FflAfl contains existing OA program* 
In response to NRC 790321 request. 

DALTROFFjS L, Philadelphia Electric Co 79/04/10 Ip 


DOCKET 71-0097 EXXON GO USA* EXXON CORP. 


790330065G Forwards Radiation Safety Committee organl latlona 1 chart* In 
response to NRG 790413 Ur. 

NE1LAN0*R U Exxon Corp 79/04/20 2pp 


DOCKET 71-0062 OZARK AIRLINES* INC. 


7905190602 Forwards request for add 1 info to complete rtvieiu of OA 
program. Requests statement that scops of audit program will 
include annual audit re personnel tra inlngt personne 1 
qualifications record keeping, 

MACDONALD* C.E Transportation Branch 79/04/13 2pp 


7903190084 Forwards QA Program for License 24-13591-01. 
YOUNO*R E Oiark Airlines 79/04/23 Ip 


— 7905190094 QA Program for License 24-13991-01, 
a Oiark Airlines. 79/04/23. 4pp, 


DOCKET 71-0069 H. P 8* ASSOC 1 AXES* INC 


79D92409S2 Proposed QA program doei not meet requirements of App E to 
10CFR7i. Forwards sempla QA program for Industrial 
radiography 1 Icensaes* dtd 790402* to assist In application 
revision, Requests revision by 790502, 

KACDONALDtC. E. Transportation Branch. 79/04/27. 3pp, 


DOCKET 71-0066 CERTIFIED TE8TINO LABS , INC, 


7905190160 Proposed OA program dues not meet requirements of App E to 
10CFR71 Forwards sample OA program for industrial 
radiography 1 icansees* dtd 790402* to assist In application' 
revision. Requests revision by 790427 
MACDONALD* G E, Transportation Branch, 


DOCKET 71-0068 VANKEE ATOMIC ELECTRIC CO 


7905240311 Forwardi QA program approval for radioactive matl pictig# 
MACDQNALDiC E Transportation Branch 79/05/04 Ip 


— 79OS24O310 OA program approval for radioactive matl package 0060, 
Revision 0 

MACDONALD, C E Transpor ta ti oti Branch 79/05/04 Ip 


DOCKET 71-0070 GENERAL MOTORS CORP 


7909240563 Informs that proposed QA program does not meet requirements 
of App E to tOCFR71 Forwards sample QA program for 
industrial radiography I Icensees* dtd 790402* to assist In 
application revision Requests revision by 790520 
MACDONALD* C E Transpor tatlon Branch 79/04/20 Ip, 


— 790524096? "OA Program for Industrial Radiography Licensees " 
» Transportation Branch 79/04/02 2pp 


DOCKET 71-0072 BABCOCK <« WILCOX CO 


7909110069 Proposed QA program does not meet requirements of App E to 
1QCFR7I Forwards sample QA program for IndustrlaL 
radiography 1 icensees* dtd 790402* to assist in application 
revision, Requests revision by 790302 

MACDONALD* C E. Transportation Branch. 79/04/27 3pp 


DOCKET 71-0074 NUCLEAR WELDING* INC 


7909110071 Proposad QA program does not meet requirements of App £ t« 
1DCFR71 Forwards sample QA program for Industrial 
radiography Licensees* dtd 790402* to assist in application 
revision Requests revision by 790902 

MACOONALO.C.E Transportation Branch 79/04/27, 3pp 


DOCKET 71-0077 HIDSTATE TESTING LAO 


790S020295 Forwards QA Program for LI came 13-11822-01 
KEILMANiT. vl Midstats Testing Laboratory* Inc. 79/04/05 Ip, 


—7909020299 QA Program for Llcanst 13-11822-01 

KEILMANfT J Midstats Testing Laboratory* Inc, 79/04/05 4pf<. 


7903240163 Forwards request for add I info to complete review of QA 
program 

MACDONALD* C.E Transportation Branch 79/04/27 3pp 


OOCKET 7 1 *-0007 NAVY* DEPT. OF 


7905110204 Proposed QA program doas not meat raqvlrementi of App E to 
tOCFR7t, Forwards sample QA program for Industrial 
radiography 1 icanseet* dtd 790402* to assist in application 
rsvlslon, Requasts revision by 790920, 

MACDONALD* C E Transportation Branch. 79/04/20 app. 


DOCKET 71-0000 BABCOCK U WILCOX CO 


7909020407 Forwards request for addl info to complete review of OA 
program, 

MACDONALD* C E, Transportation Branch, 79/04/tl ^ 12pp 


DOCKET 71-0009 NAVY* DEPT. OF 


7905070267 Forwards raqueit for addl info t« complete review of (hA 
program 

MACDONALD, C.E. Transportation Branch 79/04/13 2pp. 


DOCKET 71-0090 COMBUSTION ENOINEERINO CO. * INC 


7905290013 Responds to requast for add! Info ra QA program. Will 
continue to use existing QA program until approval of QA 
Program CENFN-WH is obtained. Supporting documantat i on incl 
LICHTENBERQERtH Combustion Engineering* Inc. 79/04/11. 4pp. 


79/04/27. 


QpF. 
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«KKET 71-0099 FOSTER WHEELER ENEftOY CORP 


79C907-0&73 Forufirdt roi^uett for «<idt info to comp Late rtvleu of QA 
program 

flACOONALDiC E Transportation Branch 79/04/ 13 2pp 


DOCKET 71-0 too TWIN CITY TEST I NO U ENOR LAB 


7905070379 Forwards request for addl Info to cotnplate revieui of OA 
program, 

KACDONALO.C E Transportation Branch 79/04/13 2pp 


DOCKET 71-0104 CHICAQO BRIDGE &t IRON CO 


7'90S07{>292 Forwards request for addl Info to complata review of OA 
pregran 

hACDQNALDi C. E Transportation Branch 79/04/13 2pp 


7905290311 Forwards QA program for License t2~09&39-0l 
WEHfiLE. n R Chicago Bridge U Iron Co 79/04/18 app 


—7903290914 OA program for License 12-09639-01, 
» Chicago Bridge ^ Iron Co 79/04/18 4pp 


DOCKET 7 J -0109 UNION CARBIDE CDRP 


7903241000 Forwards request for addl Info to complete review of OA 
program 

KACDONALD,C E Transportation Branch 79/04/20 I2pp, 


DOCKET 7t-QllO BUCKEYE STEEL CASTINGS 


7904200311 Forwards request for «ddi Info to complete review of OA 
program 

MACDONALD, C E Transportation Branch 79/04/06 2pp. 


7909240616 Forwards OA program for Industrial radiography re handling 4* 
shipping of isotopes 

KRAHER.J r Buckeye Internatlonati Inc,, Steel Castings DLv. 

79/04/27 Spp 


—7909240719 OA program for industrial radiography 

» Buckeye Internat tonal, Inc , Steel Caotings Dlv, 79/04/27. 
4pp 


DOCKET 71-0111 MATERIAL TESTING LAB. OF VIRGINIA, INC. 


7909110079 Proposed QA program does not meet reRUlrements of App E to 
10CFR71 Forwards sample OA program for induttrlal 
radlogrephy 1 icensees, dtd 790402( to assist In application 
revlsloh Requests revision by 790S02 

MACDONALD, C E Transportation Branch. 79/04/27. 4pp 


DOCKET 71-0116 NAVY, DEPT. OF 


7909110210 Proposed QA program doee not meet requirements of App E to 
10CfR71 Forwards sample QA program for industrial 
radiography 1 Icensees, dtd 790402, to assist in application 
revis ion, Requests revision by 790920 
MACDONALD Transportation Branch 79/04/20 3pp 


DOCKET 71-0119 INOERSOLL-RAND CO. 


7903070257 Forwards request for add! info to complete review of OA 
program. 

fCACDONALD.C E Transportation Branch. 79/04/13. 2pp 


DOCKET 71-0120 DANIEL INTERNATIONAL CORP, 


7908110078 Proposed QA program does not meet requirements of App E to 
10CFR71, Forwards sample QA program for industrial 
radiography 1 icensees, dtd 7904G2, to assist in application 
revis ion. Request revision by 790902. 

MACDONALD, C.E. Transpor tatlon Branch. 79/04/27 3pp, 


DOCKET 71-0121 NEUTRON PRQDUCTa, INC 


7903240136 Forwards request for addl Info to complete review of QA 
program 

MACDONALD»C E Transportat 1 on Branch 79/04/27 I2pp 


DOCKET 7i'-0t26 8TANW1CK CORP 


7709190742 Forwards request for addl info to complete review of QA 
program 

MACDONALD, C E Transp or ta fc ion Branch 79/04/13 2pp 


DOCKET 71-0127 NATIONAL ANNEALING BUX CO 


7903070202 Forwards request fur addl info to complete review of QA 
prograok 

MACDONALD. G E Transportation Branch 79/04/13 2pp. 


7903100104 Fftrwards or gani latlona I chart requested by NRG 790413 Itr. 
FRANTZ, J.R National Annealing Box Co 79/04/16 2pp 


DOCKET 71-0128 AMOCO OIL CO 


79051100B1 Proposed QA program does not meet requirements of App E to 
IQCFR71. Forwards sample QA program for Industrial 
radiography I icens ees, d td 790402, to assist in application 
revision Requests revision by 790502 

MACDONALD, C E Transportation Branch 79/04/27 3pp 


DOCKET 71-0130 CHICAGO BRIDGE U IRON CO 


7903070237 Forward i raquest for addl Info to complete Tsvlew of QA 
program 

MACDONALD, C.E Transportat Ion Branch 77/04/t3 2pp 


DOCKET 71-0131 WELDING INSTITUTE OF ALASKA 


7909140119 Fropased OA program does not meet requirements of App E to 
IOCFtt7l Forwards sample QA program for industrial 
radiography llcenseesrdtd 790402, to assist in application 
revision Requests revision by 790327 

MACDONALD, C. E Transportation Branch 79/04/27 Opp, 


DOCKET 71-0137 NETAUB TESTING CO , INC. 


7905130078 Forwards "Shipping Container QA Requirements.'* 
DEL18LE,R. Metal s Tettlng Go. , Inc 79/04/16. Ip. 


— 7905I900B8 "Shipping Container QA Requirements " 
# Metals Testing Co . Inc 79/04/16 6pp. 


DOCKET 71-0141 ROCKWELL INTERNATIONAL 


7903110084 Proposed QA program does net meet requirements of App E to 
10CFR7i Forwards sample QA program for Industrial 
radiography 1 icenseesr dtd 790402. to assist in application 
revision Requests revision by 790902. 

MACDONALD, C E Transportation Branch 79/04/27 3pp, 


DOCKET 71-0143 RANCHERS EXPLORATION it DEV. CO 


7905240161 Forwards request for addl Info to compute review of QA 
program 

MACDONALD, C. El Transportation Branch. 79/04/27. 3pp. 
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DOCKET 71-0191 HESS OIL VtROIN ISLANDS CCRP 


7?091S0S69 R 0 ipon<f« to Ttqueat for addl info rt QA program DlicvKci 
ar ganl ia^ion« dacuncnt controlr handling* ctorage It ahtgptngi 
in«pi records & audits 

PHELAN. « K Hell Oil N^trgln t<land« Corp 79/04/16 6pp 


DOCKET 71-0134 GENERAL DYNAMICS 


7905390316 Informs that term, "radiation safety officer" has been 
replaced ui/"radiation protection officer" for Litenee 
20-11913-01 

RQBERTSrV/ f1 General Dgnamtce Carp , Quincy Shipbuilding Div 
79/04/16 ip 


DOCKET 7 1-0156 INDUSTRIAL FABRICATING CQ 


7909110063 Proposed QA program doe» not meet requirementt of App E to 
10CFR71 Faruards sample OA program, for Induetrlal 
radiography llcenteesi d td 79040S* to assist In application 
revision Requeits ravision by 790302 

MACDONALD. C E Transportation Branch 79/04/27 3pp 


DOCKET 71-01 5B X-RAY INDUSTRIES, INC 


7905340203 Forwards info to clarify QA program for License 21-03472-01. 
in response to 790413 Itr 
THAMS.R N X-Ray, Inc 79/04/24 2pp 


DOCKET 71-0161 CURTISQ-WRIOKT CORP 


7905230334 Responds to NRC 790406 ttr re radioactive sealed source 
shipping procedure Fortuards revised QA program 
JACKSON, C. CurtLss-Urlght Corp 79/09/01 ip 


—7905290366 Revised GA program 

JACKSON, C Curtiss-V^right Corp. 79/03/01. 4pp. 


DOCKET 71-0162 EBASCO SERVICES, INC 


7905010103 Forwards requast for add I Info to complete review of GA 
program 

HACDONALD.G E. Transportation Branch 79/04/13 2pp 


DOCKET 71-0166 NEW YORK TESTING LABS, JNC 


790519017B Forwards request for add 1 info to complete review of QA 
program 

MACDONALD, C E Tr anspor tatlon Branch 79/04/13, 2pp 


DOCKET 71-0167 FINLAY TESTING LABOftATORIEa 


79GS010169 Forwards request for add! info to eomplite rsview of QA 
program 

MACDONALD, C E Transportation Branch 79/04/13 2pp 


DOCKET 71-0168 QUALITY ASSURANCE LABS 


7903130209 Forwards requait for addl info to complete review of QA 
program 

MACDONALD, C E Transportation Branch, 79/04/13 2pp 


DOCKET 71-0169 FLORIDA POWER 6 LIGHT CO. 


7909240934 Forwards QA program approval for radioactiva mat! packages 
MACDONALD, C E Transportation Branch 79/09/04 Ip. 


— 7909240639 QA program approval for radioactive matl packages 
MACDONALD, C E Transportation Branch, 79/03/04, tp 


DOCKET 71-0174 SOUTHERN CALIFORNIA EDISON CO, 


DOCKET 71-0173 QC SERVICES, INC 


7903020394 Forwards request for addl info to complete review of QA 
program 

MACDONALD, C E Transportation Branch 79/04/13 Spp. 


DOCKET 71-0170 ENERGY PRODUCTS GROUP 


7909020399 Forwards request for addl info to complete review of QA 
program 

MACDONALD, C E Transportation Branch 79/04/13 2pp 


DOCKET 71-0100 HARTFORD STEAM BOILER CD 


790902(1392 Forwards request for addl info to complete review of QA 
program 

MACDONALD, c E Transportation Branch 79/04/13 Spp 


DOCKET 71-0101 CONSOLIDATED X-RAY SERVICE CORP 


7909110095 Proposed QA program does not meet requirements of App E to 
1GCFR71 Forwards sample QA program for industrial 
radiography licensees, dtd 790402, to assist in application 
revision Requests revision by 790302 

MACDONALD, C E Transportation Branch 79/04/27 3pp, 


DOCKET 71-0180 MAYNARD STEEL CASTING CO 


79DS130197 Proposed QA program does not meet requirements of App E to 
10CFR71 Forwards sample QA program for Industrial 
radiography licensees, dtd 790402, to assist in application 
revision Requests ravlslon by 790927 

MACDONALD, C E Transportetlon Branch 79/04/27 3pp 


docket 71-0109 TODD SHIPYARDS CORP 


7909130169 Proposed QA program does not meet requirements of App E to 
tOCFR71* Forwards sample QA program for industrial 
radiography licensees, dtd 790402, to assist in application 
revision Requests revision by 790927 

MACDONALD, C E, Transportation Branch 79/04/27, 3pp 


DOCKET 71-0202 PACIFIC GAS 6 ELECTRIC CO 


7903290011 Responds to 790313 Itr Lists references to specific 
docketed info describing operational QA program 
CRANE, P A. Pacific Gas Electric Co 79/04/20 Ip. 


DOCKET 71-0205 QUALITY TE8TIN0, INC, 


'7903230016 Forwards QA program for use of approved packages In shlpa-enl 
of sealed sources 

MABTERSON, D J. Quality Testing, Inc 79/03/01. Ip, 


— 7903230019 QA program for use of approved packages in shipment of 

sealed sources. 

MASTERBONfD J Quality Testing, Inc 79/03/01 9pp. 


DOCKET 71-0207 CONNECTICUT YANKEE ATOMIC POWER CO 


7905240503 Informs that latest revision to operational QA program Is 
described in Revision 3A to QA rept NU-QA-1, forwarded to NRC 
on 790426 

COUNSIUtW G. Connecticut Yankee Atomic Power Co. 79/04/S6 Ip 


DOCKET 71-0209 JACKBQNVlLLE 8HIPYARD9, INC 


7903110069 Proposed QA program does not meet requirements of App E to 
10CFR71 Forwards sample QA program for industrial 
radiography 1 icensees, dtd 790402, to assist in application 
revision, Requests revision by 790902. 

MACDONALD, C.E, Transportation Branch. 79/04/27. 3pp, 


7909240399 Forwards chronology of F8AR amend re QA programf In response 
to NRC 790320 request 

BASKIN,, K.P Southern California Edison Co, 79/04/27 3pp. 
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DOCKET 71-0213 IMTERMQUNrAiN TESTINO CO 


?90502;03a6 Forwards request for addi info to completo roviou of OA 
p^PograiA 

MACDOfMLDiC E Transportation tlranch 79/0A/13 2pp. 

DOCKET 71-0214 GAS RENTALS, INC 


7905-110067 Proposed QA proqrarfl does not meet requirements of App E to 
lOCFft7l Forwards sample GA program for industrial 
radio^raphv i icensees, dtd 79040S, to assist in application 
revision Requests revision bq 790902 

KACDONALD^C E Trans por ta t i on Branch 79/04/37 app 


iXKKET 71-0215 SPACE SCIENCE 8ER\/ICE8 


7905100340 Proposed QA program does not meet requirements of App E to 
lOCFf^71 Forwards sample QA program for industrial 
radlographq 1 icenseesi d td 790402, to aesist in application 
revision Requests revision bq 790502 

KACDDNALD,C E Ti ansportation Branch 79/02/lS app 


tOClAET 71-0216 NUCLEAR ENERGY SERVICES, INC 


DOCKET 71-0234 X-ftAV, INC 


7909290066 Proposed QA program does not meet requirements of App E to 
lOCFR7t. Forma rds sample QA program for industrial 
radiography I icensees, dtd 790402, to assist in application 
revision Requests revision by 790527 

MAC DONALD ■ C E Transpor tat Ion Branch 79/04/27 3pp 


DOCKET 71-0235 ARMY, DEPT OF 


7909100342 Proposed QA program does not meet requirements of App E to 
10CFR7I Forwards sample QA program for industrial 
radiography I Ic ensees, dtd 7904 02 ■ to assist in application 
revision Requests revision by 790502 

MACDONALD, C E Trahsp ortat 1 on Branch 79/04/27 3pp 


DOCKET 71-0230 AORICULTURE, DEPT QF 


7905100167 Proposed QA program does not meet requirements of App E to 
lOCFR7t Forwards sample QA program for industrial 
radiography I icensees, dtd 790402, to assist in application 
revision Requests revision bq 790502 

MACDONALD. C E Transportation Branch 79/04/27 3pp 


7905020384 Forwards request for addl info to complete review of QA 
p rogram 

KACDDNALD,C £ Transportation Branch 79/04/13 2pp 


7909240632 Forwards QA Program 99-QP-002 

GAMBLE, 0 C obsolete code , 79/04/27 Ip 


— 7905240638 Responds to Dec 1978 application requesting approval of QA 
program Requests addl info re operating logs in results of 
dnsp 

MACDONALD, C E Transportation Branch 79/04/13 2pp 


—7905240643 QA Program 99-QP-002 

OAHDLEiQ obsolete coda 78/11/01 9pp 


DOCKET 71-0239 NAVY, DEPT QF 


7909020191 Forwards request for anal info to complete review of QA 
prog ram 

MACDONALD. C E Transportation Branch 79/04/13 2pp 

DOCKET 7 i -0241 UNITED NUCLEAR CORP 


7909240974 Forwards request for add) info to complete review of QA 
program 

MACDONALD. C E Transportation Branch 79/04/20 1 Ipp 


DOCKET 71-0251 WESTINOHQUSE ELECTRIC CQRP 


DOCKET 71-0217 PULLMAN KELLOGO. INC. 


79QS250227 Forwards request for addl info to complete review of QA 
program 

HACDDNALDrC E Transpor tot! on Branch 79/04/06 2pp 


7905150647 Responds to 790406 Itr requesting addl Info re QA program 
for License 42-165/3-01 Lists changes which will be 
Incorporated into program 
TURNER, J E Pullman, Inc 79/04/17 Ip 


DOCKET 71-0220 GENERAL DVNAHICB CQRP 


7905020376 Forwards request for addl info to complete review of QA 
pTograih 

MACDONALD, C E Transportation Branch 79/04/13 2pp 


DOCKET 71-0222 8T LOUIS TESTING LABS, INC 


790 9240293 Responds to 790406 request for info re QA program sections 
concerning radioactive matl shipping package design It 
responsibility for performing critical handling storage 
TROWBRIDGE, C D 8t Louis Testing Labs, Inc 79/04/24, tp 


DOCKET 71-0223 D F 8HAW, INC 


7905240291 Forwards request for addl info to complete review of QA 
program 

MACDONALDiC E Transportation Branch 79/04/13 2pp, 


OOCKET 71-0225 NAVY, DEPT QF 


7905020196 Forwards request for addl Info to complete review of OA 
program 

KACbONAUD, C. E Transportation Branch 79/04/13 2pp, 

DOCKET 71-0226 NEW YORK, STATE UN IV. OF 


7905020193 Forwards request for add! Info to ccmplete review of QA 
pregram 

KACDONALDfC £. Transportation Branch 79/04/13. 2pp 


7905290096 Responds to 790320 Ur Confirms that package suppliers 
need not have QA program approved per App E of L0CFR7t User 
is responsible to ensure that all transportation activities 
meet specified criteria 

MACDONALD, C E Transporta t Ian Branch 79/04/26 tp 


DOCKET 71-0285 WALWORTH CO 


790S10D347 Proposed QA program does not meet requirements of App E to 
tOCFR71 Forwards sample OA program for Industrial 
radiography licensees, dtd 79Q4D2, to assist in application 
revisi on, Reques ts revision by 790502 

MACDONALD, C E Transportation Branch 79/04/27 3pp 


DQCKET 71-0297 INDUSTRIAL LADS, INC 


7905100352 Proposed QA program does not meet requirements of App E to 
10CFR71 Forwards sample QA program for industrial 
radiography 1 Iceniees, dtd 790402, to assist in appHcatinn 
rsvlsloti. Requests revision by 790902 

MACDONALD, C E Transportation Branch 79/04/27, 3pp 


DOCKET 71-0260 ABTflOTEGH, INC 


7909110199 Proposed OA program does not meet requirements of App E to 
10CFR7I, Forwards sample QA program for industrial 
radiography I Uenseast dttf 790402, to assist in application 
revision Requests rtvlslon by 790-520 

MACDONALD, C E Transportation Branch. 79/04/20 3pp. 


DOCKET 71-0261 NAVY, DEPT dF 


7905290255 Proposed QA program does not miet requirements of App E to 
tOCFRTt Forwards sample QA program for Industrial 
radiography 1 icensess, dtd 790402, to assist in application 
revision Bequests revision by 790502. 

MACDONALD, C E. Trensportat Ion Branch. 79/04/20 3pp. 


;l 
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DDCKET 71^0266 DUKE POWER CO 


79052402H Commits to Rovition 4 to -Q^ topical rep t# DuVq'-1-A» 

to comply W/10CFR71 IS- rcutifi re^i^ents* i n rofponce to 790-402 
I tr 

Parker, H O Duia Power- Co 79/04/n Ip 


7905240839 Farwirda QA propram approval for radioactive matl packaga 
hACDONALDi C E Transportation Branch. 77/05/01 Ip 

-“7905240B45 OA program approval for radioactive matl packages U«ued to 
Duke Power Co 

MACDONALD, C E Trane porta t i Oh Branch 79/05/01 Ip 


DOCKET 71-0268 NAVY, DEPT OF 


7903100339 Proposed DA program does not meet roquirements of App E to 
lOCFR?! Forwards sample QA program for Industrial 
radiography i Ic enseas, dtd 790402, to assist In application 
revision Requests revision 770502 

41ACD0NALD, C E Transp or tat 1 o-n Branch 77/04/20 3pp 


DOCKET 71-0273 NAVY i DEPT OF 


79D510044B Proposed QA program does not meet requirements of App G to 
tOCFR7i Forwards sample QA program for industrial 
radiography I icanseet, dtd 790402, to assist in application 
revision Requests revision by 770505 

MACDONALD, C E Transportation Branch 77/04/30 3pp 


DOCKET 71-0277 ALLIED CHEMICAL CORP 


79-03070228 Forwards request for addl info to complete review of QA 
program 

«ACD0NALD,C E Transportation Branch 79/04/11 12pp. 


79Q5240B67 Responds to 770411 ItT Will discuss QA program during 
790502 meeting Mill rewrite proprara to meet NRC 
requirements 

NEWMAN, R I Allied Chemical Corp 79/04/27 Ip 


DOCKET 71-0280 ABCO PERFORATaHa, INC 


7903X90214 Forwards QA program for License 4-1723, authorizing shipment 
of radioisotopes 

COOK,C L Abco Perforators* Inc 79/03/12 2pp 


—7908150474 QA program for License 4-1723, author! ling shipment of 
red ioj sotopes 

CDOK/C L Ahcq Perforators, In« 79/03/12 3pp 


DOCKET 71-0282 WKK WELLHEAD aVQTEMSr INC. 


DOCKET 71-0290 UNITED TE8TINQ SERVICES, INC 


7905290281 Fnrwards QA program of United Testing Svc Implemented for 
LA-2717-L01 par lOCFR7lrApp E requirements N/two oversized 
pages 

* United Testing Services. Inc 79/03/20 4pp 


DOCKET 71-0296 IOWA ELECTRIC LIGHT t POWER CO 


7903100400 Plans to modify QA program in order to implement shipping 
activities No further shipments of Type D raduaste ulU be 
'made until approval is received from NRC 
LIUiL toua Electric Light Power Co 79/03/16 Ip 


7905150723 Forwards QA program approval for radioactiva matl package 
MACDONALD, C E Transportation Branch 79/04/X-O 2pp 


DOCKET 71-0297 E LEWIS COOK I* ASSOCIATES 


7903290463 Forwajds QA program for License R-3333-L3 

HUCKABEE, K W E Lewis Cook h Associates 79/03/21 Ip 


—7905290469 QA program for License R-33a3-L5 

HUCKABEE, K U E Lewis Cook 6 Associates 79/03/21 4pp 


DOCKET 71-0299 QUALITY CONTROL SERVICES, INC 


7905240173 Forwarde QA program for License 13-14036-01 
8ACH6E, J Quality Control Services, Inc 79/03/30. Ip 


—7905240183 QA program for License 13-14836-01 

8ACK8E,J Quality Control Services, Inc, 79/03/30, 24pp 


DOCKET 71-0300 INDEPENDENT TEST I NO LABORATORIES 


7905170296 Forwards QA program for License 03-13981-02 

SWAIN, M E Independent Testing Laboratories 79/03/26 tp 


—7905170299 QA program for License 03-18981-02 

&WAII4, W E Independent Testing Laboratories 79/03/26 9pp 


DOCKET 7 t -0304 TELEOVNE BROWN ENGINEER I NO CO, 


7905290308 Forwards QA program for State of AL Llcanao 899 
MEYER, M A Teledyne Drown Engineering Co 79/03/27 Ip 


—7908290309 QA program for State of AL License 899 

MEYER, W A Teledyne Drown Engineering Co 79/03/27 3pp 


7908290251 Forwards QA program for License LA-2369-LOI 
CANNON, E WKM Wellhead Systems, Inc 79/03/14 8pp. 

DOCKET 71-0286 HFB INSTRUMENTS, INC 


DOCKET 71-0308 AMERICAN X-RAY V INSPtCTlON, INC 


7908100361 Forwards QA program for License 21-18433-01 

QRASHAW, T D American X-Ray Inspection 79/03/30, Ip. 



7908180026 Forwards QA program for License 13-17342-01 
GRACE, J.O BPD Instruments! Inc 79/03/19. Ip, 


7908180027 QA program for Lions* 13-17342-01 » for compliance W/10CFR71, 
App E, 

GRACE, J.O 8PB Instruments, Inc 79/03/19 4pp 


DOCKET 71-0287 CARSON NON-DESTRUCTIVE TESTING 


790829031a Forwards request far addl Info to complet* review of QA 
program 

MACDONALD, C. E Tranepor tation Branch. 79/04/13 app. 


— 7905100365 QA program for License 21-18483-01. 

ORASHAMtT D, American X-Ray L Inspection 79/03/01. 5pp 


Docket 71-0307 texas pipe bending co of Puerto rico 


7903100368 Forwards QA program for Llcsnse 8S- 13632-01 
WARREN, H.C, Texas Pipe Bending Co (subs of Bendlr Corp 
79/03/30 Ip, 


—7908100369 QA program fer License 82-13632-01 

WARRENrM C, Texas Pipe Bending Co. tsube of Bendic Corp >. 
79/03/29 3p p 


DOCKET 71-0208 NORTH DAKOTA &TATE HATER COMMisaiON DOCKET 71-0309 WORTHINGTON PUMP CORP. {USA > 


7905100393 Forwards QA program for Uicenea 33-06801-01 7903130763 Forwards QA program lor License 29-02210-02 

BURKE, F A North Oakotai State of. 79/03/16. Ip. MOLYNRUX, E, L Worthington Pump, Inc, (subs of atudebeker-Hort hina 

n, Inc,), 79/03/30, Ip " 

**''^*^u/10CFR7i**App**E°"^**" State Water Commission" for compliance 

BURKE, P, A North Dakota, State nf 79/03/lS 3pp 
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-r7905l&0766 QA program for License 29'’02210''02 DOCKET 71-5791 MODEL Al-116, EKEROV* DEPT OF 

MOLyNEUXtE L Worthington Pumpr Inc (subs of — — — — — — — 

StJdfrbaker-Mor thing ton« Inc > 79/Ol/Ot 7p|j 

7905230691 Informs that Albuf^uerquc Oper otioriis Ofc 790130 Itr 
re-sponding to NRC 781101 request far aid! info for Models 
AL-H3 5 AL-M6 packages did not folly ansuer questions 

WKIAET 7t-03ll LQGWELLi IMC Requests advisen^ent of further info cjithin 30 days 

( MACDOMALDtC E Ti an^por tatlon Branch 79/03/30 Ip 

7W5IS06B9 Forwards QA program for License 35-13565^01 
fAlL^rF <J Logwell 79/03/30 Ip 


—7905150693 QA program for License 33-13565-01 
BAJLtY. F 0 Loguell 79/03/30 4pp 


DOCKET 71-0312 METALFORMSi INC 


790S1 50626 Forwards OA program for License Q-2261. 
BEHNETTiC Metalforms, Inc 79/03/29 Ip 


—79051150632 OA Programr f or License 8-2261 

BENNETT. C Matalforms. Inc 79/03/29 43pp 


DOCKET 71-0317 HODSON PRODUCTS CORP 


7905240206 Forwards QA program for License 8-2370 

BENEFJELD^W E Hudson Products Corp 79/04/16 tp 


— 7905240210 QA program, for License 0-2370 

EENEFIELD.M £ Hudson Products Corp 79/04/16 4pp 


DOCKET 71-0322 CONTROL COMPONENTS INTERNATIONAL 


79O529<X>01 Forwards QA program of Control Components lntl< impl emonted- 
lor Ltcenie 3265-30, State of GA 
LAHHENCE.H Babcock 6 Wilcox Co 79/04/11 Ip 


— 7?05d90084 QA program implemented for License 326S''30 State of GA 
LAW)RENCE,rt. Oabcoct 4. Wilcox Co ' 79/04/U 3pp 


DOCKET 71-4986 MODEL RA-a, EXXON NUCLEAR CO .INC 


7905240D17 Forwards Revision 4 of Certificate of Co-tnp I lance 4906 for 
shipping package Models RA-1.2i3 U 

KACDONALDiC E Transportation Branch 79/04/26. 2pp 


—7905240020 Certificate of Compliance 4906. Revis i on 4. for radioactive 
natl shipping package Models RA-i.2r3 4> J 
MAClaclNALD. C E Transportation Branch 79/04/26 6pp 


DOCKET 71-5026 MODEL BC-48-220r ATCQR. INC 


7903240608 Informs that operations b assets of Protactive Pacfcaiflng, Inc 
were trensferred from Nuclear Engineering Co to Teledgne 
Energy 8gs in Uan 1979. Requests applicable certificates of 
compliance 6e changed to this effect. 

KALLiU C. Tfltdyno. Inc 79/04/06. ip 


docket 71-5450 MODEL RCC-t,-2,-3r WESTINOHOUBE ELECTRIC CORP, 


79090203D7 Withdraws proprietary portion of application for revision of 
Certificate of Compliance 5430 j to include author 1 la t Ion of 
llCC-4 type shipping package Matl being reclaaelfled as 
nenpr oprletary 

DlPlAJZAfR P. Mestlnghouse Electric Corp 79/04/06 tp. 


7905240209 Requests registration as user of Model 94S0 
OUNNrC H Duquesne Light Co 79/04/10 Ip. 


DOCKET 71-5790 MODEL Ai-M3, ENOERYi DEPT OF 


DOCKET 71-5795 MODEL NQNE, ENERGY, DEPT OF 


7905160033 Forwards 790226 Itr requesting registration as user of ORNL 
f oamg lass shipping container Since this is DOE-approved 
packagetDQE field ofc should be contacted 

MACDONALD. C E Transportation Branch 79/04/13 Ip 


— 7905160058 Requests authori lat ion as shipper of ORNL foamglass shipping 
container undei same terms U conditions listed tn 
Certificate of Gampllance 5795 

KEENEY. W P Argonne National Laboratory 79/02/26 Ip 


DOCKET 71-5005 MODEL ATCQR VNDB CASK, ATCOH. INC 


7905230847 Requests addl infa to complete review of 790121 application 
for amend to Model Vandenburgh packaging Requests 
delineation of changes made to Drawing 0999-D-07. Rev is Ion F 
MACDONALD. C E Transp ortat i on Branch 79/03/10 Ip 


DOCKET 71-5908 MODEL DOT-GM TYPE U. nABCOCK t- WILCOX CO 


7903300490 Requests revised Certtflcte 3908 for 6M packaging 
fforr. W e Energy Oepfc of 79/04/20 ip 


DOCKET 71-5926 MODEL 100, GENERAL ELECTRIC CO 


7905150637 Forward* updated version of drawings of OE Model 100 
shipping container due to increimental editorial changes 
W/12 drawings 

CUNNINGHAM, 0 E General Electric Co 79/04/09 5pp 


DOCKET 71-3957 MDOEt DHl-l. ENERGY. DEPT OF 


7903080180 Notification of registration as user of Model BMl-1 in 
response to 790223 request 

MACDQNAUD.C E Transportation Branch 79/04/80 Ip 


DOCKET 71-6050 MODFL B3-t, NUCLEAR ENGINEERING CO 


7905070047 Notifies that Model B3~l packaging may not conform to design 
approval In Certificate of Compllanice 6038. Re vis 1 on 3 Users 
should confirm that packages were properly fabricated before 
use. 

NACDONALDfC E Transp ortat 1 on Branch 79/04/02 3pp 


--7903070058 Follows up 790318 Iti re review which disclosed that 
shipping cask Model B3-1 lifting lugs have been fabricated 
out of stainless steel rather than Cor-ten as specified in 
Certificate of Compliance 6058 
VOTHrM H Union Carbide Corp 79/03 /2S Ip 


7905240608 
were bran 
Energy Sy 
compliant 
HALL.W C 


7905130881 
Heat shle 
&< found c 
V0TH.I1 H 


7905100136 
Rad i Qacti 
Inc Shipt 
of cask 
BUR I AN. R, 
79/04/21 


790333D691 Informs that Albuquerque Operation* Qfc 790130 Itr 
reependlng to NRC 701101 request for addl info for Models 
AL-M3 & AL-H6 packages did not fully answer questions 
Requifts advisement of further info within 30 days. 
KACDOWALDrC. E Transportation Branch 79/03/30 Ip 


7905250219 

Shipping 

HACDONALI 
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— 770S230226 Cerfclflcat* af CotnpllincB AOSa.^ RbvI »lort 4, for radloactlva 
matl shipping package HadsL Ba-1 

HACDONAiLDiC E Tran^p fta t i on Branch 79/04/27 3pp 


DOCKET 71-6144 MODEL A144r 6{lJCLCAft ENOINEERINO CQ 


7905240600 Informs that operations &« assets of Protective Pac fcaging. Inc 
were tranef erred from Nuclear Engineering Co to Teledyne 
Energy By* In Jan 1979 Req.ue*ts applicable certificates or 
compliance be changed to this effect 
HALL.W C TeUdyne. Inc 79/04/06 Ip 

7905070073 Forwards Revision 3 of Certificate of Compliance 6144 for 
shipping package Model 6144 

MACDONALD, C E Transportation Branch 79/04/23 3pp 

— 7905070081 Certificate of Compliance 6144, Revi s Ion 3, for radioactive 
matl shipping package Model 6144. 

MACDONALD, C E Transportation Branch 79/04/23 3pp 


DOCKET 71-6244 MODEL 6244, CHEM-NUCLEAR SYSTEMS. INC 


7903240107 Notifies that info reguested In 790316 Itr will be forwarded 
by 790330 

REVKOLOaiL E Chem-Muclear Systems ■ Inc 79/04/11. Ip 


7903240112 Notifies that Certificate of Compliance 6244 for shipping 
package Model 6244 eepires 790331 Renewal most he requested 
MACDONALD, C E Transportation Branch 79/04/12 Ip 


7905300636 Responds to 790412 notice of 790531 ecpiratloci of 
Certificate of Compliance 6244 Espects to ecihmlt application 
for license renewal U amend by 790530 

REYNOLDS. L E Chem-Nuclear Systems, Inc 79/04/20 Ip 


DOCKET 71-6272 MODEL POLY PANTHERi NUCLEAR ENGINEERING CO 


7905240609 Informs that operations U assets of Protective Packaging^ Inc 
were transferred from Nuclear Engineering Co to Teledyne 
Energy figs In Jan 1979 Requests applicable certificates of 
compliance be changed to this effect 
HALLrWC Teledyne, Inc 79/04/06 Ip 


7905070302 Forwards Revision 2 of Certificate of Compliance 6272 fop 
shipping package Model Poly Panther 

MACDONALD, C E Transpor ta tlon Branch 79/04/23 2pp 


— 7903070307 Certificate of Compliance 6272. Re vl elon 2, for radioactive 
matl shipping package Model Poly Panther 

MACDONALD, C E Transportation Branch 79/04/23 2pp, 


DOCKET 71-6273 MODEL* 4©X, F. A. Yt ALLIED-OENERAL NUCLEAR SERVICES 


79052401SB Responds to 781106 Itr requesting review of '*U Hexafluoride 
Handling Procedures It Oantalner Cr i ter ia, ”C1R0-631« 

Revision 4«dtd Apr 1977 Unacceptable replacement for 
Revision Sigenaral notes deleted 

MACDONALD, C£ Transportation Branch 79/04/26. Ip. 


DOCKET 71-6346 MODEL* FaV- I, GENERAL ATOMIC CO. 


79050203B7 Forwards addl Info supporting appllCatloh for shipping cask 
design using alternate closure configuration Derived 
analgmei show impact limiter protects cask closure, assuring 
radioactive matls will not be released to environ. 

MQHRViH R Genera L Atomic Co Isubs. of Gulf Oil Corp ) 79/04/06 

53pp. 


DOCKET 71-6366 MODEL 235R001, ENEROY# DEPT. OF 


790S3S0341 Forwards Revision 4 of Certificate of Compliance 63B6 for 
shipping package Model 23SR001. 

MACDONALD, C. E. Transportation Branch. 79/05/0t tp. 


— 7905250346 Certificate of Compliance 63961 Revision 4, for radloectlve 
matl shipping package Model 235R0O1. 

MACDONALD, G E Transportat 1 on Branch. 79/03/01. 3pp 


DOCKET 71-6307 MODEL: 60, BATTELLE MEMORIAL INSTITUTE 


7905020270 Forwards 790319 Itr from HEDL requesting mods of NRC 
certificate of compliance to reflact new types h sites of 
fuel pins 

FlTZaiMMQNS, T R Energy, Dept of 79/04/03 0pp 


DOCKET 71-6400 MODEL' SUPER TIGER, WE8TINOHOU8E ELECTRIC CORP 


79031S0664 Informs that info requested re amend to Certificate of 
Compliance 6400 will he submitted by 790430 

MlCHEL.C J Nuclear Fuel Services, Inc (subs of Getty Oil Co J 
79/03/23 Ip 

7903300136 Forwards request for eicomptlan from 10CFR71 42tb> re 
shipment of waste matt in Model Super Tiger shipping 
container. 

DfPIAZZAtR P WestlnghousB Electric Corp 79/04/03 Ip 


— 7905300142 “Info for Pu Haste Drum Shipments ” 

» Mestlnghouse Electric Corp 79/04/03 9pp 


7903240600 Informs that operations assets of Protective Packag Ing. Ire 
were transferred from Nuclear Engineering Co to Taledyn# 

Energy Sys in Jan 1979 Requests applicable certificates of 
compliance he changed to this effect 
HALL, W C Teledyne, Inc 79/04/06 Ip 


7905240036 Forwards Revision 5 of Certificate of Compliance 6400 for 
shipping package Model Super Tiger 

MACDONALD, C E Transportation Branch 79/04/26 Spp 


—7903240039 Certificate of Compliance 6400, Revis Ion 5. for radloaetlvi 
met! shipping package Model Super Tiger 

MACDONALD, C E Transportation Branch 79/04/26 6pp 


DOCKET 71-6533 MODEL PADUCAH TIGER, ENERGY, DEPT, OF 


7905240120 Responds to 70UO0 Itr requesting review of "U Hexafluoride 
Handling Procedures 6 Container Criteria, "0RQ-65lr 
Revision 4, dtd Apr 1977 Unacceptable replacement for 
Revision 3; general notes deleted 

MACDONALD, C. E Transportation Branch 79/04/26 Ip 


DOCKET 71-6679 MODEL 1/2 SUPER TIGER, NUCLEAR ENGINEERING GO 


7905240608 Informs that operations 6 assets of Protective Pac kag Ing, Irc 
were transferred Prom Nuclear Engineering Co To Teledyne 
Energy Bys in Jan 1979, Requests applicable certificates of 
compliance be changed to this effect ^ 

HALL,MC Ttiedyne, Inc 79/04/06 Ip 


7905230305 Forwards Revision 2 of Certificate of Compliance 6679 for 
shipping package Model Half Super Tiger 

MACDONALD, C. E Transportation Branch. 79/04/26. 2pp 


—7903250316 Certificate of Compliance 6679, Revis ion 2, for radtoaotive 
matl shipping package Model Half Super Tiger 
MACDONALD, C E Transportation Branch 79/04/26. 5pp. 


DOCKET 71-6697 MODEL* 9500 PKO, GENERAL ELECTRIC CO. 


7905240327 Forwards Revision 4 of Certificate of Compliance 6697 fo-r 
shipping package Model GE-BSOO 

MACDONALD, C £, Transpor tatlon Branch 79/05/00, 2pp 


—7905240331 Certificate of Compliance 6697, Revision 4i for radlo-NCtlve 
matl shipping package Model QE-9500. 

MACDONALD, C E. Transportation Branch 79/05/00. 2pp 


DOCKET 71-6690 MODEL. NFa-4, NUCLEAR FUEL SERVICES, INC 


7905020252 Reports deviation of NAG-1 cask from specs in certificate of 
eomptlance Corrective action being taken 
ROLLINS, J D. Nuclear Assurance Corp. 79/04/02 2pp 


DOCKETED ITEMS 
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77050SQ17& Faruard« ardsr to thotu cao «04 ef f «e:t ivo irntn^d iato lij t uih 1 cti 
fTohtbltf furthor u«e of Kodel Nr3-4 pachafior rec^u Ir 
t^viluation of davlation* from design approval U require* 
further order of KRC to return pecltaging* to *vc 
DlRCKSirM J Office of Mucleqr Katerlal Safety h Safeguard* 

79/04/06 app 


-«79090'20t80 Order to shou cause« effective immed late Ig c pr oh ib Itlng 
further uie of Model NFS-4 pactagei requiring evaluation 
of deviation* from detlgn approval l». requiring further 
order of NRC to return packaging to tve 

0IRCKS«U J Office of Nuclear Material Safety & Safeguard* 
79/04/06 3pp 


7905300668 Reipond* to NRC 790406 Itr Util ho* no plan* to u*e NFS-4 
packaging to ship nuclear fuel in near future. 

B4YNARD.P Y Florida Power Carp 79/04/16 tp 


7905240414 Request* extension until 790SIS to respond to 790406 order 
to ehobj cause re Nuclear Assurance Gorp cask Model NF8-4. 

MC0ARRV« J M Debevoise ^ Uleberman 79/04/30 Ip. 


DOCKET 71-6744 MODEL POLY TiOERi NUCLEAR ENDINEERINO CO 


7945240603 Infortns that operation* %> asset* of Protective fackagingg Inc 
uer* transferred from Nuclear Engineering Co To Teledyne 
Energy Sys in Jan 1979 Requests applicable certificates of 
conpliance be changed to thi* effect 
HALLi tf C Teledyne, Inc 79/04/06 Ip 


T9050900B9 Forwards Revision 2 of Certificate of Coniptiahce 6744 for 
shipping package Model poly Tiger 

MACDONALD, C E Transpor tat ion Drench 79/04/24 5pp 


DOCKET 71-6771 MODEL 8N-lr NUCLEAR ENOINEERINO CO 


7909240600 Informs that operations assets of Protective Pac keg ing, Inc 
ware transferred from Nuclear Engineering Co to Teledyne 
Energy Sys In Jan 1979 Request* applicable certificates of 
corspllance be changed to this effect 
HALL.W C Teledyne, Inc 79/04/06. Ip 


7905070290 Forward* Revision 2 of Certificate of Cqmpl lance 6771 for 
shipping package Model SN-I 

MACDONALD, C E Transportation Drench 79/04/24. 2pp 


—7905070295 Certificate of Compliance 6771 , Revi* i dh 2, f dr radioactive 
matl shipping package Model 8N-i 

MACDONALD, C E Transportation Branch 79/04/24 2pp. 


DOCKET 71-9009 MODEL FL lO-l* GENERAL ELECTRIC CO 


7905240910 Request* amend to Certificate of CofTpllanca 9009r Rtvl* ion 8 
re Model FL 10-1 shipping package Diagratn of container 
arrangement end 

CUNNiNGHAMiO E General Electric Co , Nuclear Energy Product* Div 
79/04/16 4pp 


790529Q04I_ Forward HJBAvLftjon^S of Certificate of Compliance 9Q09 for 
shipping package Mode^l FU To-l 

KACDQNALDfC E Transportation Branch. 79/03/04. 8pp 


—7905290046 Certificate of Compliance 9009, Revi* 1 on 3^ f or radioactive 
aatl shipping package Model PL iO-1 

MACDONALD, C E, Transportation Branch. 79/03/04 4pp. 


DOCKET 71-9010 MODEL' NLl-1 /8, NL INDUSTRIES, INC. 


7903290071 Request* r*gi*tratlon of Lifted paTtle* as u*#rs of Model 
MLI-l/a cesV. Users have Revision 4 of certificate of 
ccnplience Requets forwarding of future revtmione 
ROSStD, H Energy, Dept <Jf. 79/OS/Oi Ip 


7905130576 Notification of registration a* u«er of Model NLt’-l/8 
package 9010, in response to licensee 790501 request 
MACDONALD, C.E Transportation Branch. 79/05/02 Ip. 


DOCKET 71-9023 MODEL NL 1-10/24, NL INDUSTRIES, INC 


7903230211 Informs that Licensee will provide requested info by 790615 
WLLLIAMS, C E NL Industries , NL Nuclear Div 79/03/28 Ip 


DOCKET 71-9033 MODEL. 660 6 660E. TECHNICAL 0PERATIDN3, INC 


7909240349 Request* revision to Certificate of Compliance 9033, Revision 
a, to include correct address for American Airline* 

ANDERSON, C R American Airline*, Inc 79/04/06 ip 


DOCKET 71-9044 MODEL OE-1600* GENERAL ELECTRIC CO 


7905240076 Request* registration as user of Model DE-1600 radioactive 
metl shipping package 

OPEKAgJ F Northeast Utilities 79/04/27 Ip 


DOCKET 71-7070 MODEL N-55, ENERGY, DEPT. OF 


7909240244 Notification of registration as user of Model N-99, In 
response to licensee 790222 request. 

MACDONALD, C E Transportat ton Branch 79/09/04 Ip 


DOCKET 71-9079 MODEL; HN-tOO SERIES 2, HITTMAN NUCLEAR i. DEVELOPMENT 


7909100079 Respond* to 790318 Itr re driver checklists submitted w/ 
6AR* for various radwast* packages Unless checklists are 
speciflcallq required by certificate of comp L ianc e, users 
may develop their own procedures 

MACDONALD, C.E Transpor tatlon Drench 79/04/13 tp 


DOCKET 71-9080 MODEL HN-600, HITTMAN NUCLEAR L DEVELOPMENT CORP 


7909100079 Responds to 790312 Itr re driver checklists submitted w/ 
BARS for verlous radueste packages U-nLass checklists are 
specifically required by certificate of comp 1 lane e, user s 
may develop their own procedures 

MACDONALD* C E Transportat I on Drench 79/04/13 Ip 


DOCKET 71-9006 MODEL HN-*tOO SERIES 1* HITTMAN NUCLEAR & DEVELOPMENT 


7909100079 Respond* to 790318 Ur re driver checklists submitted u/ 
BAR* for various redwaite packages Unl*«s checklists are 
specificelly required by certificate of comp Llancei users 
mey develop their own procedures 

MACDONALD* C. E Transportation Branch 79/04/13 Ip 


DOGKET 71-9089 MODEL NH-IOO S, HITTMAN NUCLEAR It DEVELOPMENT CORP. 


7909100079 Rseponds to 790318 Ur rt driver checklist* suheiitted «/ 
BAR* for various radwaite peckage*. Unless checklists are 
sptcificallg required by certificate of comp 1 ianct, us are 
may develop their own procedures. 

MACDONALD, C E Transportation Branch 79/04/13 Ip, 


DOCKET >1-9090 MODEL' 480M, ALLIED CHEMICAL CDfiP. 


790584018^ Respond* to 781100 Itr requesting review of '*U Mere# luor Ide; 
Handling Procedure* h Container Crlter la, "0Ra“63if 
Revision 4idtd Apr 1977. Unacceptable replacement for 
Revision 3} general note* deleted. 

MACDONALD, C E Transportation Branch. 79/04/86 Ip. 


DOCKET 7t-909l MODEL 30 Aj OCNERAU ELECTRIC CQ. 

% 

7909840128 Responds to 781108 Itr requesting review of ’'U 
Heeaf Lour lde:Handllng Procedures & Container Crltepiar" 

ORO''65I, Revision 4»dtd Apr 1977. Unaccep table 
rsplacement for Revision 3j general note* delated 
MACDONALD, C E Transf ortat ion Branch 79/04/26. Ip. 
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DOCKETED ITEMS 


DOCKET 7l“’?0‘72 MODEL HN-3Q0„ HlTTHAN NUCLEAR DEVELOPMENT CORP 


7905100079 Re«pand 4 to 790312 Hr re driver checlclltte submitted w/ 
BARi for vartoui raduaiste pqckagee Unieis checkU«t« ere 
«peclficetlg re^irired by certificate flf cofflp Hance, user * 

<ney develop their oun procedure* 

MACDONALD. C E Transportat i or> Brar»ch 79/04/13 Ip 


DOCKET 71-9093 MODEL HN^400. HITTNAM NUCLEAR U DEVELOPMENT CORP 


7903100079 Recpondt to 790312 Itr r« driver checklist* submitted u/ 
8ARs for various radtjaste packages. Uol es« checklists are 
specifically required by certificate of comp I la-nce. users 
may develop their oun procedures 

MACDONALD. 0 E Tr anspci<rtat Ion Drancb 79/D4/13 Ip 


DOCKET 71-9116 MODEL CNfi-BOB, NUCLEAR PACKAOtNO. INC 


790S24O497 Requests Info re status of application for certificate of 
compliance adthorlting shipment of nuclear matl in NuPac 
CN6-80B shielded cask 

HANSEN, L J Nuclear Packaging, Inc 79/04/26 Ip 


DOCKET 71-91 aO MODEL TN-IS, TRANSNUCLEAR CORP 


7903180780 Withdraws method proposed In 79013J Itr to demonstrate 
fracture toughness of Tn-12 containment vessel steels 
Outlines new aproach 

GOLDMAN, K Transnuc I ear, Inc 79/04/06 3pp 


7903230066 Forwards Revision 1 to SAB of TN-t^ packaging, in r>esponse to 
780907 request for addl info 

KACKLlNiL Trans nuclear, tnc 79/04/30 SOOpp 


DOCKET 71-9132 MODEL T-3, NUCLEAR PACKAGING, INC 


7903190786 Notifies that licensee will respond to 790305 request for 
addl Info re T-3 shipping cask by 790601 
EIMCHUK.J D Nuclear Packaging. Int 79/04/05 Ip 


DOCKET 71-9506 MODEL MS27694-3. ENERGY. DEPT OF 


7903220105 Forwards drawings for shipping container Model 9506jas 
requested In 790302 memo 

DLAUVELT.il K Monsanto Co 79/03/27 iBpp 


7905240099 Requests addl info re Modal MB 27684-3 package Albuquerque 
Operations Qfc 790302 response not sufficient Requests 
30-day notification If info will be provided 
MACDONALD, C E Transportation Branch 79/04/27 Ip 


DOCKET 71-9703 MODEL SZW/SZWA, ENERGY, DEPT OF 


79050a&264 Forwards rasponte to NBC 701221 comments re SAR for sMpmsnt 
of S2N/82Wa spent core cartridge shipping container. 

BRODSKY. R S Energy, Dept of 79/04/05 I2hp 


DOCKET 71-9032 MODEL DT-i4, ENERGY, DEPT, OP 


7903020170 In ref to 700802 Itr. requests addl info far povieu of 
Model DT-14 shipping package 

MACDONALD, C E Transportation Branch 79/04/06 2pp 


NONDOCKETED ITEMS 


TM-4ii300«0 Inforvt *»♦ rtvltu of oil cotogorg A*BiC t> gvnortc 
t«cKnlt«l ocllvUi«« It cotogoriiotlon According tio risk. 

conmtnt* on Qfc of Nucloor Rtguloiory RtfOArch 
mpk It draft Go4iMi««ion papar by 781101, 

D^YOKJNOrR C Olviaion of 8i%a Qafatv V £nvironAant«l Analyalo. 
7«/$0/27 2pp 


7t04-lA026a FoTwardt R«pt 7 on atatua of ganarlc itant rt UWRa In affart 
i« liMpllfy rtftrtnclngf numbar ing for gonorlc it««» liai 
laan ravltid 

GM'IBONrH M ACR8 -- Advitory CooMibbao on Raactor Safagu«rd« 

7^/03/21 3»pp, 


T9O4fcTO0‘?l Raiaarch Info ttr 46 dltcutiat af f actlvanaa* of eabla br*v 
coablng ataba It barrltra in rabarding coabutblon of cabla 
tub^aciad to axpoiura firat It in pravanting 
iropagaUon babwaan cabla brayt, 

L£VINE,8 Divialon of Raacbor Safaby Raaaarch 79/02/04 11pp. 


7904170363 Raapotidi bo 780906 mamo ra NH88/KRC inbarfaca on input fro« 
dlffaranb branchai. Environ ProjacbitOaoaciancati 
Hataorology/Kgdrology 6 Accidant Analyiii, 

OCVOOffOr C, Dlvltion of 8itt Saftby 6 Environnantal Anaida La. 
78/t0/'26 6pp 


— 7904300288 fUbla undar Lictnta 20-3B3a'*S b«va baan tranafarrad bo 
Curblai-Wrlght Co, 

A Hibalf 6 Conbroli Corp. 63/0S/20 Ip 


— 7904300319 Applicablon for aaand of Hat l/Bgpraducb Licanaa 20-06839^1 
aubhoriilnp 8t<- 90 bo ba utad in baba gauga 

SANO€ftB*H,E. KabaU It Ccnbrola Corp. 34251. 61/04/27. Spp. 


— 7904300328 Carblficaba of dlapatlblon of aatla undar Licanaa 
1^-08838-03 diapoaing of 8r-90 by burial at Huclaar 
Enginaaring atta in Horahaadt KY on 770628. 
jCX^AMtO 8 Taxaa Inatruaanta. Inc. 3101. 77/08/22. Ip 


— 7904300341 Carblficaba of diapoaition of oiabla undar Licanta-05e38-03 
20-09838-03 branilarr Ing Ca-60 to Tracarlab i Inc 
IfEISSiMM. Mabalt «i Conbrola Corp. 96494 67/09/18, Ip 


— 7904300342 Habl /Byproduct Llctnaa 20-09838-3 for Httalb It Cantrolar Inc 
ia aaandad par 690820 application author icing any byproduct 
aabli Co-60 6 8r-90 to ba uaad for rtpair 6 abod of non-fual 
raactor coaponanba 6 film calibr 

BRlKKHAHiR. E Abotnlc Enargy Goauaiaaion CPra 1978). 65/09/16. 

3pp 


790I1709S1 Raapondt to raciutat for cofnnanta on U Hill Tailinga 
Radiation Act of 1978 MRG baa ragulatory jurtadletlon ovar 
alU Uillrxga until 811109 6 ahouid conduct tpacific mill 
talUnga llcarialng proeaad inga. 

8CHIFTEfi,ft. Q Friadt Frankt Harriti Shrivar 6 Kaaipalman. 79/03/30 
3fP 

7904180171 Foruarda rapt of Raviaw Group for EPAi **Rla| AoaaaafKant of 
^Adioictlva Vaata laolation in Datp Otologic Foramtlona ** 
nOBERTSf 1 C. Aaaiatanb Dlractor for Siting Btandarda. 

EU.LIH0F0RD.H, Frobabl lla tic AnaLgita Branch 79/03/16 3pp. 

—7904180175 ^Riaft Atttttnani of Radioaciiva Maata" laolation in Oaap 
Oaologlc Foraabiontt ” from 781204-08 naating of Rtvlaw 
Otoup for ERA, 

a Aaaiatanb Dlractor for Siting Standardt. 78/12/08 55pp 

—7904100X79 Rttpondi to 781129 MiAo rt itatub of AO Llttla rapta 6 EPA 
plannad uat In davaloping radioactiva waaba atda. Rapta ara 
in draft atagaa It ulll ba uaad at partial aupport for uaaba 
atdi 

flARTIHr J E CnvirooMantal Protactlon Agtncy, 78/11/30 Ip 


7904190311 RgaMfcary of 781111 Matting u/NRC OA Ravlaw Taam ra plana to 
rdvitw 3A practical. 

lEftlETTi 0. L. Raaaarch Support Branch. 79/04/12. aOpp. 


— 7904300394 Carblficaba of dlapaiition nf matla undar Licania 
20-09838-03 by tranifar of Co-60 to Tracar lab i tnc. 

HElBSiH. H Tavaa tnatrunanti r Inc 30169, 72/08/29 Ip 


7904300253 Emphailiaa iMportanca of naad for fraa %i opan coiaMunlcat iona 
batwaan all or ganlxatinnal lavala in count of Managing NAC 
conflTMatory lafaty raatarch prograoi. 

KQUT8«H J Of flea of Huclaar Ragulatory Aamaarch. 76/03/04 Ip 


7904300260 Notifiaa of paraonnal changa In Powar Raactor Licanalng Dlvi 
at of 790915. 

KtMZlNOArW J. Oanaral Atonic Co. Itufai. of Oulf Oil Carp. ). 

79/04/20. Ip 


7909010032 Appaal of initial FOIA daclaion to dany raq.uaat for Baction 
4 G of contract batwaan t)«u Chaalcal Co 6 ConaUMara Powar 
Co. 

FREEDKIHiS. Public tntarait Raaaarch Group. 79/03/15, 2pp. 


7905010041 Raaponta bo appaal of danial of FOIA raRuaab for Saetion 4. C 
of 760621 ganaral agraaaanb contraet batwaan Dow Chaaical Co 
6 Coniunart Pouar Co Raixuattid Info raMaina oxaiipt Iron 
public diacloaura. 

OOBBiCKiL. V. Of flea of tha Exacutlva Dlractor for Oparatlona, 
79/04/23. 2PP. 


79D4210D61 SuMury of 790406 Miating w/Rataarch Rtvlaw Group ra future 
couria of projact "Foit-Licanalng Btudlai of Soc ioacononie 
Iap«ctt of Huclaar Powar Plant Biting. ” 

FRKKARO.C. Enviranaantal Ef facta Raaaarch Branch, 79/04/06 

3fP. 


7904210768 Raapondt to 790224 Ur ra parinatar fanca r a^ulramanta. 
Forwarda portion of "Barrlar Tachnology Handbook’* which 

dlfcuaaat parlwettr fancaa. 

PREU-rj. A. Bafaguarda Standartfa Branch. 79/03/19, 21pp. 


7909010473 Forwarda raapenaai to HRC 790227 voyuait for addl info ra 
topical rapt ATC-13a-A dtd 790227. 

BROWNSTEIN^H ATGOR. EQ 2999, 79/04/24. 68pp. 


7905010556 Rayuaata Exicutiva Branch paaltion ra Edlow Inbl Co 
application for llcantt to axport apacial nuclaar Mtl to 
Argantina. 

OOSBlCRrl.. V. Offlco of tha Eaacublva Oiraetor for Qparatlonii 
79/04/13. Ip. 


—7904210770 Rtapondf to 790224 Itr ra pariaatar fanca ragulrawanta. 
InRUlry haa baan forwardad to NRC haadquartara, 

AIRAKAffi K. ffaglon if Fhlladatph lar Off lea of tha Oiraetor. 
79/02/28. Ip. 


■T90421O774 Raquaatf Info ra raguUtiona 6 itda ra fanca daaign for 
naclaar pUnta. 

BCOTTrR, Bartlatt Conaolidatadt Inc. 79/02/24. Ip. 


7904240389 Farwarda product promotional info for Iron at Ida MOrbar to 
la uaad at fall-aafa paaaiva haat tint for raactora.If aach 
plant can contain worat poaaibia accldtntf antinuclaar 
farcaa will ba randarad Inaffactlva. 

HALLfH.O, Chaatraa Corp. 79/04/12. 2pp, 


—7904240392 Act racaipb of 760809 Itr concarnlng raduction of 
ITObabiUty of axtindad raactor outagaa by ualng hiBh 
tbarMal raactivlty cancrata. NRC cannot mandata u«a af 
product, Urgaa eontlnuad acalaa affort. 

HClNEHANfR,E, Dlviaian of Syataaia Safaty, 76/08/31. Ip. 

r^***’!!*^ Abova 6 Balow Ground ContainMant of a Claya 9 
^cldanl to a Nucloar Fowar Raactor. •• 

HAlXiW. G. Chaatraa Corp. 79/03/30. 31pp, 


Carblficaba of dlapoattion of Mtlo undar Lic« 
tranafarrad to Traearlabi Inc. 
ICl88iN.l1. Hatala Control a Corp. 70740. 68/00/13, 


tp. 


7909010960 In raoponao to raquaab far addl Info ra G^ con tpray 
diatrlbutlen prograni forward# "Frataat Pradictlon far 8«ctar 
Staan Taat Facility Cora Opray Taatt.* 

LEVINEfA. J. Oanaral Elactrlc Co. ^Nuclaar Enargy Producta OlY. 
IIFH-106-79. 79/04/17. 1pp. 


—7905010961 ’’Frataat Ffadlction for 8actor Gtaaa Taat FacLlity Cora 
Spray Tpata. * 

RMOH, 8.R. t SANOOItB.A. Oanaral Elactrlc Co. <NucUar Enargy 
Fro due ba Dlv, 79/04/13 S6pp, 


790901064B FOlA raquaab for info ra gevb conbracta on low laval 
radioactiva waaba Mgtinaai.t of contrac tort contract nuMbari 
baginning 6 coaplation dataa 6 briaf daacription af puraoaa, 
LOOKABIUUT NUB Corp. 061180 79^087. 79/03/23. tp. 


7909010692 Raiponia to FOIA raqutat far info ra govt conbracta on law 
laval TAdloaetlva wait# Mpbinaaia of cantraeton contract 
nuftbar 6 abaft 6 coaptation datoa, Forward# litba of 
coniracta. W/o and. 

FGLTQN^J, K. Divialon of Ruia# and Racorda. 79/04/25. Ip. 


7909010694 FOIA raquatt for Info juitlfylng pravl«ui fallura ta uao 
boron to flood facilityi pV'avont ing ralaaao of radioactivity 
Into ataoiphtra. 

ecoUTENfJ. H. Affiliation Unknown. 70/03/31. tp. 
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790S010657 Raiponca to FOIA r*qu«tt fur ricordt ri non-ut* o# boron to 
floQiC rioctor car«. Forw-ird* IE Bullotin 79“05A A dl9cui«ii 
roACtor scr«n tncldont. Ipf/a incl 

FELTON* J M DlvlALoti of RuLfti And Hocord* 79/04^24 Ip, 


7909010660 R««poni« to FOIA r«<Lu»st for trAnicrlptt of clofotl URC 
■■ttinft ro TMI-1 ^ront 790328-790409 Tranocripti for 
790330-0403 mfitlrfl* at« AVAllAbl* In FOR 

FELTONiJ. Kl Division oF Rtflts And Ricords 79/04/23, Ip 


7909020004 "Hi4vy-8«c tion 8l*il Tscbnology pro9rAni**« quart it I9 progrsiA 
rspt for Qqt-Dtc 1978 

WHITHAN.O D , BRYAN. R H Oat Rldgs National Laboratorv FIN B-0119 
ORNL/NUREO/Ttt-2 79/04/30 7app. 


7903020022 NURE0/CR“0a83 

■'Schavior of Dafsctivt FMR FuaJ Rods During Fouiir Ramp ti 
Flln Boiling Oparatlon ** 

CROLFCHERr D. W Idaho National Englnsaring Laboratorti. FIN A-6046 
TREE- 1267. 79/02/28 37pp 


7909020037 FOIA raquast for info rs tast tcoris for llcanslng C Fault & 
E Fradtrlct at rsactor opsrators U K Bryon 4i BO flmltli ai 
itnlor oparators. 

SCHAKNErR CBS Nawf. CBSj Inc. 79/04/06. Ip. 


7903020038 Forward! par Public Lav 9S-A01# ‘’Miana for Improving Btat# 
Part ic ipat Ian in 81 ting* Li cans ing L Davelopmtnt of Fadtral 
Noclaar Matts Fae 1 1 1 tl as, *• NUReO- 0939 
HENDRIE. J H. Commission 79/04/19 tp. 


7903020191 •'Invsstigatlon of Post-Critical Hsat Flux Transfsr far 
Watir-Coolsd Rsactor Application U Dsvslopmsnt of Two 
Phats Flow Initrumsntatlonj " prograss rspt Oct-Dsc 
1978 

CHEN, JC . SUNDARAN, R. K> , LONDON. E J. Lshigh Unlv, NRC- 04-74- IBO 
79/01/01 i9pp 


7903020194 "Crsars Rsflll Effscts Program,** Craar# Projact 343-10 
progrtis rspt Mar 1979 

ROTNE.P H , CROWLEY, C J Crsars, Inc. NRC-04-75-162 79/04/09. 

3pp 


7905020162 Agsnda of ACR8 781009 masting to discuss FFTF projsct 
a ACRB - Advisory Gommtttaa on Raactor Bafaguards 78/10/03, ip 


790302016*7 Application for sxtanslon of tlma to rsipand to Intarvinori ' 
U NRC comnants on Stanislaus commitmants Cartlflcata of Bvc 
anc 1 

WATT6, H J McCutchan, Doyla, Broun It Eraarson 79/03/07, 9pp 


7909020177 Notification of contract axacutlon* **6vs Hatnt FraoraMiing, 
awardad to Small Businasi Administration. 

KAOANi T F Admtnistrattva Contracts Branch. NRC-tO- 79-372 

eB3-4-0-8(A)79“. 79/04/10 Ip. 


— 7909020182 Contract for **8ys Nalnt ProgranwilnB** awardad to SaaU 
fiusinass Administration 

MATSON, C Admlnistrativa Contracts Branch NRC-10- 79-372 

NRC-lO-79-a72 79/04/02 I6pp 


—7909020063 NUREO-093? 

"Haans for Improving Stata Participation In Biting, 
Llcanslng ti Davalopmant of Fadara) Nuclaar Wasta 
FaclUttas *' 

• Off lea of Stata Programs, 79/03/31. B2pp 


7909020092 fiasponta to FOIA raquait for Info ra tait icoras for 
Llcanslng C Faust L E Frsdarick as raactor oparators U 
K Bryon L BO Smith as stnior oparators. 

FELTON. J.H Division of RuUt and Rtcords. 79/04/24. Ip 


7905020096 FOIA r aquas t for uiimlng proposal r# evaluation of reactor 
radiation streaming to ba provided at raquaatad 790329 
dabr iaf Ing 

HER I COLD, -0 dc lanes Applications, Inc K-t903 79/03/27. Ip 


7909020099 Raiponss to FGIA rsqusit for winning proposal for RFP 
R6-RES- 76-193 Forwards Tolavant corraspondanca tons! dared 
accaptabla for public dlsclotura M/o and 

FELTON, J M Division of Rules and Racorda. 79/04/19. 3pp 


7909020080 FOIA rsquait for outline of NRC structural organlxatlon, 
nature of administration's a x istanca, baa i c health A 
safeguard itdi L important cases of past 4, prssant, 

CONLEY, H E Bant Lag Go Hags 79/03/18. Ip. 


7905020290 Raquasti Amend 1 to Licanae l(T-0429 to extend expiration 
from 791201 to 801201 

MATBON,V Transnuclaar, Inc 79/04/09 ip 


7909020297 Raquasts Amend to Licanaa XH-B430 to modify Intarnidialt 
consignee M/o and. 

OROSa.W T. Fans tael I Inc 79/03/28 ip. 


7909020328 Dlseussai LOCA evaluation modal. Lalbnlts rule approslmati an 
justification is appropriata L affect of high heat transfer 
on calculated peak clad tamp will result in reduction by 
several hundred dagraae 

8TR(HJPE, E F Oanaral Electric Co, ,Nucltar Energy Fraducta Dlv KFH 
108-79. 79/04/19 llpp 


7909020348 In rasponia to NRC 790424 meeting w/BLW 81 177 fuel 
aseaably plant owners, SItN agreed to datcriba scope L status 
of addl analytical work Requested Info should ba provided by 
770504 

TAYLOR, J K Babcock A Wilcox Go. 79/04/29. 6pp. 


7909020349 Llcansa for Waitlnghouse to export 92 Zr tubas 
Sc mlscellanaous ipaclally designed or prepared parts St 
components for use in reactors to Italy. 

OFLINOERi 0, 0. Assistant Director for Export/tmpor t St Internetiorel 
Safeguards, 79/04/13, Ip, 


7909020004 Response to FOIA request for various Info re NRC 
organlxatlon L activities Forwards appropriata documents, 
including organlxatlon charts, 1978 Annual Rapt It other NRC 
issuances. Discusses two types of NRC stds M/o end, 

FELTON, J. M. Division of Rules and Records 79/04/25. 2pp. 


79090200B8 FOIA request for final Ttpt an Jan 1961 SL-l prototype 
reactor accident resulting in death of three naval personnel 
at Natl Raactor Testing Station, Idaho Falls, ID 
HUNTER, R. Affiliation Unknown. 79/04/04 Ip. 


7909020399 License for Hitsul V Co Inc to export 77,600 lb of 
Zlrcaloy-2 tube shalle to Japan 

OPLINOERiO.O Assietant Director for Export/Import U Inter nst I one I 
Safeguarde 79/04/13 ip 


7909020361 License for KlteulUna Travel Bvc of America, Inc to biport 
misccllanaove epecially designed parti for use in reactors 
to Japan. 

OPLINOCR,® 0 Assistant Director for Export/Import L Internetloral 
Safeguards. 79/04/13, Ip 


7909020094 Response to FOIA request for final rapt on 1961 8L-t raactor 
accident at Natl Reactor Testing Station Forwards press 
annauneemant V final investigation rapt. 

FELTON, J M, Division of Rules and Rscords 79/04/29. 9pp 


—7909020101 Forwards final rapt on 8L-1 accident occurring at Natl 
Reactor Testing Station on 610103. Concludes main caue# was 
manual withdrawal of central control rod blade from core 
beyond specified 1 iatite. 

NELSON, C. A. Atomic Energy CoAMlsilen IFre 19751, 62/09/09 iOpp 


7909020366 License for Hitsyi U Co Inc to export 29,463 lb of 
ZlrcalDy-2 tube shells to Japan 

DPLINOER, 0. 0. Assistant Director for Export/Impovt t Intarnat lone I 
Sifaguardi. 79/04/13 Ip, 


7909020381 License for Harihaw Ghamicel Co to export two mCl dr'‘90 
beta ray eourcas incorporated in 8r'’90 calibrators to 
People's Republic of China, 

OFUINOER,© 0 Assietant Director for Export/Import L Internetional 
Safeguards. 79/04/13. 2pp. 


7905020136 Licenia for Hitsui L Co Inc to export 35,463 pounde of 
Zircaloy-4 tuba shells to Japan 

OPLINOER, O, 0 Aesiitant Oiractor for Export/lmp ort It International 
Safeguards 79/04/13, Ip. 


7909O203Q9 License for Kaweeki Berylco Industriee, Inc to export 417 05 
lb of Zlrcaloy-2 seamless tubing to Canada. 

OPLINOERiO 0 Assistant Director for Export/Impor t 6 Internationa] 
Safeguards. 79/04/17. Ip 


7909020142 Proposed: Revision 4 to Rag Quid# S, 8, Relevant to 

Ensuring that Occupational Radiation Exposures at Nuclear 
Power Stations Mill Ba As Low As Is Reasonably 
Achievable, ** 

» Office of Standards DevsIopMent. 79/D3-/31. 42pp, 


7909020409 Lictnes for Ueitlnghouis Electric Corp to export full tubes, 
fuel rod springe, L end plugs (top It bottom) to Sweden. 

OPLINOER, 0.0. Assistant Director for Export/Import It Internet 1 enat 
Safeguards 79/04/17. ip. 


NONDOCKETED ITEMS 


\ to Hcan«s for Ejixon Nycl«4r Cot Inc to lApopt u 
froflii V««t Qormangi Incroailng Amount llcontod from 

U.WVg to a<>, AGO \ ka 

0 A««l«t«nt Dlroctor for Eiport/lmport U Intornftionil 
&if«gu«rdi 7<?/O4t^S0 Ip 


rqritfmrdi AAtl d««crlblng procoo* for modollng procoduroi for 
dttWibutian to 1 lcfln«A«« 

hftJhONliA, L«wi*«nc* LWorfforo l.«bar«tory 8 7<?-a49-0 79/04/23 

Off' 


7905030087 Aftind 3 to lleonto for OACi « *ttnd ln| iipt'otlon fai» for 
•ifort of motl to JjpAn 

OPLIVWER.O 0 Ai«i«tant Dlrtctor for Eif or t/Inport t ]r>tir^«tf r 
S»f§gv»Hi IEL^740 79/04/20 ip 


7903030090 Dopt of Uotor Rtsotirct* npLv to trlgf of OawUorft C* 
EdtIOP Co yhlfh *pp 4 sl§ d«njjl of motfon to ^uoih ivtf^tro 
dijcti tocum Cortifleoto of 8vc oncl 

8TRUHMA83£R,h J. DElMMEJiAff, 0 . OflUSKlK^Qff Colifornto. StoU of 
79/03/30 4f,pp 


7f03lWO4AV Afotif icAfrion of contfAct ogocotl on, Hod 1 to •‘Economic 
AiilitAnc* Bmlmtod to Antitruot Hforinfl* for Qouth TX 
Praefod inj» Cpp tr*ctor. TrongcofflAtj inc 

OCAOQUAf A. Fr Tocbnlcol Aoolotpnco Controct* SrAncf? FIN fi-A593, 

f«C- 03- 79-131 79/04/12 Ip 


—7903020477 find limktonding ported of porformonco until 79033J to 
"Economic AottitAnco Solotod to Antitruot Mooringo for Boutb 
TX Procood ingi. •• 

DOllOHPIlTVi t) ij. TochnlcAl. Aofif tpneo Controcto Branch FIN 

B-£390 79/04/12. Ip. 


7905030092 Forvardf application by Edlow Inti Co for lUtn«t to tip^rt 
49,000 kg U-30S to firafil 

HARHON.DN EdUw tittarnakional Co UNO 2 79/04/J7 |p 


'”'7903030100 Application by Edloy Inti Co for Hccn«i to ttport 
48,000 kg U-30d to Brotil 

KARHQNiDW Edlow Inttrnationat Co 79/04/14 ip 


7903030106 Application by OE for llcani* to iipert tptfiaUy 
pipo whip roatraintf to Btlgluo 


7903020402 Foi^wardi occaptono* of Ravlilon 3 to QA tqpUal rapt NU-QA-l 
fubmitUil 79000?. 

itAAOfliW. P AnaiftAnt Dlractor for Qiimllty Abaoranc* V Oparatloha 

79/04/13 Ip 


7903024493 EviilUmtion of NO-QA-l Rivlaion 3Ai “North mi t Util* OA 
Program T«pic4l Rapt,” R«pt ta accaptabla 
a Ab«i«tant Olractor for Quality A«*uranca U Dparationa 
79/03/09. app. 


7903030109 Application by Sigaa Chaalcal Co for llctnif to tifort 
aaulvaltnt of 2 kg 020 liquid In compound# contalolnj 
rftutarlum to Argentina . , » , - 

a Sigma Chtmlcal Co (foti of 8igma Aldrich Carp ) 

79/04/16 Ip 


7903030123 Application by OE for littni* to atpprt 16.452 t| U02 powdar 
Wll.^*B>0 Oanaral Elactric Co BW4-79097 79/04/13 Ip 


7905024403 t-fcoma for Watt Inghouaa to Import 92i2ai kg U from 8«ad#n 
OFUlHQERiO 0 AttiitPnt Olractor for Eiport/Impert li Intornatlonal 
flAfagwardt. 79704/20 3pp. 


7905O204G6 i.lcan«« for EKxon Nuclaar Coi Tnc to Import 40.000 kg 

i>tI-HOcSi S. O ^ AatUtlant Dlractor for Export/lmport intarnatlonal 
B«figuard«. 79/04/20. Spp 


7905020499 Licontt for Wiitinpbouio to Ofport on* C 4 >mp#n»at#d 
lonlt«tlon phambmr to N#»t .Oorwany- ^ 

OPtiwOEFli 0. 0. Aitlitant diractor for Export/Import V lnt*rn*ti6n»i 
Bbfaguardt. 2e'-lOa27 79/04/10. Ip. 

7105020905 Ulconta for Trananucltar* Xnc to oiport 2.039 75 «C1 Cf-252 

QPk.TNQER.^O^^O. * ^Aialatant Olractor for Export/lmport 6 Intarnatlonal 
Qafigwardt. 79-100/01 (TNP2. 79/04/10 «PP 


7905020910 Licanti for Halco U8A* Inc to atport I BF-3 countar typa 

* Int.rn.t.oMi 

Odfagvaailt. 79/04/10. Ip. 


7W50209ia Uicattbt for Trantnucltari Inc to atport 20.526 kg U-233 to 
0?UHOEnTS"o Aiaittant Olractor for EtpoTi/lfr.port V Intarnatlonal 
Oifaguardt. 79/04/17. 2pp. 


790S030I27 Ulcani# for Watt Injhouia to atport prattura tubai . If tuba*, 
control rod drlva mfchanlimt 6 othar mlacaUanaooa 

QPLl« 0 ^?Q^ 4 *^^”At#l#tant* 0 lrfctof fof Eiport/Uport 6 Intamat lonal 
SaftQuarda 79/04/13 IF 


7905030142 NUREO/CR-0494 to 

"Doia-Rata convaralon Factora for Ettatnal Eipoauri to 
Photon J Eltctron Radiation from ‘ ‘ 

Routln* Ralaaiai from Nucjyr 

KOCHER.O C Dak Ridga National Laboratory FIN B 0186 


wwMtw e.,«r« a* pr.,... in.p '»woo«2/«-w rwaovM 
Mr*pws?« 

79/02/22 2pp 
,.r,o»3<,i« 0. pro.r« 

mSSimI.Jim «5;«rt Im.t 
Ssui^EvTS'!' h 1 Jb?S i"" ROlon .• 

Branch 79/02/20 Off 

I w _k Wt dlacuaalng RaaCtor Bafajuard# 

7905030157 Ack rtcalpt of pU 2 a vt t ^ nuctaar 

L«.i.tfcod KMC 781128 Ur and 79/04/17 9pP 


7949020322 1-Uan*9 for Sigma Chimical Co to aiport i kg haavy watar 
ORU^RrQ 0. Aailatant Olractor for Eiport/Impdrt 8 Intarnatlanal 
iffafaguardi, 79/04/10 tp- 


”;rr.“ ;:“s: fi;:::!! Erli-jlr*"""' 


7905030015 MUnC0/CR-0425 VI Oooratlng Nudtar Pow*'' 

-ttadUtion 0049 to Condt Morkjr* at Oparating j 
FUni aitoa-Vol lr« final tSJtitutar Pmdfic 

CHWeStO H. r QHIPLBR* D. »• J^JJ**^* ?NL-2773 VOL 1. 7e/l2/3l' 

Northwagt Laboratory. HN B-JOja Ffa- 
I20pp, Avatlabla at NTt8 45/50. 


7905030060 Licanaa for M***^J**JJ iSd^drlvI machal!l#«»^4‘*°^*‘*'' 
tubaliraactor vataaU' 

iIJtJ!ri!oJl'p?iyr!*cooUnt 5J''eipS?t/lSJ5rt U Intarnatlonal 

OPLIHOettB 0, 0‘ Aaalatant Olractor 9 »t 
B afaguarda. 79/04/15. 2pp. 


7905030002 Licmnaa for TX Nud.ar Oiv to -tport 1.415 mg P9-238 to 
Bafaguard*. T-1451. 79/04/20. 2pp. 


,,030176 »0 A..... *' 

tearating Nuciaar Po«ar PUPti 
I KJKCt Inc 78/11/26 23pp 


30161 Tr.6.er|9t 770610 

■ation Pp 1“1J® ..- 1 .--.. 


«c-o 6-70-«». 

4/24 lf> 

030106 «66 1. j"*;;'!' 

.,.nc6 . f.n - 63.4 

C-04-?fl-a32 79/03/01, 2pp 
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— 7905030205 BAW-100a3 R3 

*'Rt«ctor Pr-obactlar« Rtvlvlan 3i nanpriapristjrv 

virilon. 

OftOERArC 0.1 OltBERTBONi L. A « FAIRBROTHEAr 0 bmbCQCk 1< Ullcot Co. 
79^03/31 aOOpp 


790503019A NotlfUa^ion of contract txaeutlanr Hoif 1 to *Llq.4Ji#4ictl on 
in L«ko Amatltlan Ars« During Fob 197A Ouotomtlon 
EoTthquolio ** Contractor Univ of CAirBart l*f 4 . 

HAQEy<H. ReooArch Contract* Branch FIN lB^'h279 NRC- 04-78-2 19. 

79/04/24 Ip 


—7905030203 Kod if changing par forma net data from 790531 to 790930 to 
*'Llquafaction In Lafca Amatltlan Araa During Fab 1976 
Ouatajnaian Earthquake ” 

HQRTCMrK V Racaarcb Contracti Branch. FIN B-6279 

WRC-04-70-219. 79/04/02 2pp. 


7905030199 Nottca of taking of dapoaltion of RH Oardaa an 790502 
Cartlficata of Svre and 

MATTtP K Spiagtl & KcDlarmld 79/03/26, 5pp. 


790 503022 L KU«e0/CR-0599 

"Analgeia of auparhaatad Mali Effect* During Refill at Bmall 
Scale. " 

CftOWLETtC J, » ROTHe.P H. Craerai Inc FIN A-4070 CREARE TN-2B7 
79/04/30 I74pp Available at HTIS. 4B.00 


7905030226 Notification of contract atacutloni hod 1 to "Conf Iraatorg 
Ratearch Ralatad ta Dating of Oraunif Ifatar. “ Contractor 
Univ of A*. 

MyNATT-A Raaearch Contract* Branch FIN B-i736 NRC-04-7G-272 

79/04/19. Ip, 


— 7905030234 hod ldncr«a*lng funding from 4133,033.00 to 41B3il4B46 
i allouing for purchaia of ga* chr OMatogTaph-niee 
tpactronatar to '*C«nf ira-atorv Raiaarch Related to Dating of 
Oround Hater * 

MORTON* K V Raiaarch Contracti Branch FIN S-6736 

NRC -04-78-272 79/04/01 4pp 


7903030231 NlME0/CR~0446 

"DftarAinlng Ef fact 1 yanaii of ALARA Deeig-n h Oparattonal 
Faaturaa •• 

HALt,T. M r DODD, A M. * HAIOHTiR F United Nuclear Cerp FlM B-2069. 
UMNTR-3. 79/04/30 532pp. Available at NTI8, 415.50 


7905030233 Supplemental aniuen bg POitE lo third act of intarrogatorlai 
lubtnitted bg CA Dept of Hater Retourcee Verification* H 
Gertificata of Sve end. 

DOyLC*K.H . HOULIHAN. TV r ARHBTRONOr H. H McCutchan* OovU* Browo 1* 
Emtreon. 79/03/14. 10pp. 


7903030246 NUREO/CR-0523 

'*H£D0DIF-1 1. Var labia Trajectory Plume Begnent Hddel to 
All*** Oround-Lavtl Air Coneantrat ion* 4 Depoeition «f 
Effluent Relaaiee from Nuclear Powtr Facilltta* ** 

POHELL.O.C , HCOLEY.Ht . FOX, T. D. Battalle Hamarlal Inetltuttr 
Pacific Northereit Laboratory, NRC-03-77-iat. PNL-24t9, 79/03/31. 

320pp Available at HTIB 4U. 75. 


7903030257 Notification of 790425 meeting w/Ecxon Nuclaer Co in 
BetbesdaiHD to diecuei Exion neutronlce caiculationi for 
releadt. 

HElBSfS.H, Reactor Safety Branch 79/04/20 Ip. 


7905030340 Deecribei Hark III tact* of praeture luppraetion teet 
facillty^Seriei 6002 U 6003 

SODONi L U. Oeneral Electric Co. «Nuclear Energy Producti DLv 
MFN-tlB-7? 79/04/27. 17pp. 


7903030356 Forefarde *ehedul* St fcape for ra liability analvei* of 
Intepratad control aye Sc echedule for davaloplng auxiliary 
faad^ter control Indepandent of integrated control ay* 
TAYLORrU. H. Babcock St Hilcox Go. 79/04/28 4pp 


7705040003 Ack recaipt of 790305 Itr 'requittlng NRG to leeue 6-month 
extension of comment period re NURE0-0499r "Policy 
Btatement on Oaneric Rulemaking to Improve Nuclear Power 
Plant Llcene ing. ** H/790405 Congra* * ional corr aapondanca 
DENTONiK. R. Office of Nuclear Reactor Regulation. 79/04/04 3pp. 


— 7903040015 Request for eatanelon of initial comment period to permit 
adequate public coneldarat ioti of NURE5-0499i '‘Policy 
8-tatem.ent on Oaneric Rulemaking to Improve Power Plant 
Licent Ing. ** 

BRONNrJ.H Affiliation Unknown. 79/03/05. Ip. 


79QS040024 Notification of contract eaecutlon* Hod 5 to "Study uf 
Pattern V Age* of Poet-Matamorph l*« Fault* in Part of 
Northern Piedmont of VA Si NG " Contractor VA Polytechnic 
ln«titute A State Unlv 

HADEYiH. Reeearch Contracti Branch FIN A-9027 NRC -04 -75-237. 

79/04/24. Ip. 


— 7905040034 Hod 3, changing period of performance from 790114 to 790515 
to "Study of Pettern Age* of Pait-Hatamorphlsii Fault* In 
Part of Northern Piedmont of VA St NC •* 

MORTON. K V, Ratearch Contract* Branch FIN A-9027 
NRC-04-75-237 79/01/13 2pp 


790504002S Forward* raiponte to NRC queetion* re Hark tl Improved 
chugging load definition 

80B0N, L. J. Oenaral Electric Co MFN-120-79 79/04/30 3lpp 


7905040042 Notification of contract execut ion. Had 1 to "Axial 
Photography for Droplet Six# Distribution of Two-Phase 
Dltperied Flow Through Reactor Grid.'* Contractor. Hichita 
Slate Untv 

KAOEY*K Research Contract* Branch FIN D-62SO NfiC-04-77-13a 

79/04/24 Ip 


— 7905040D52 Hod I, changing period of performance from 790630 to B0C430 
to "Axial Photography for Droplet Six* Distribution of 
Two-Phase Disparted Flow Through Reactor Grid " 

MORTQN/K.V, Raiaarch Gantract* Branch FIN B-6250 
NRC-04-77-I33, 79/04/09. 2pp 


7905040064 Notification of contract axacut ion, Mod 2 to "Hataarologlcel 
Conditloni Unique to Tornado Development Through Proximity 
Analysis " Contractor. Univ of MO 

HAGEVtH Research Contract* Branch. FIN B-6196. NRC-04-77-055, 

79/04/24 Ip 


— 7903040069 Hod 2r changing performance date from 790331 to 790630 to 
"Heteoro log leal Conditions Unique to Tornado Development 
Through Proximity Analysis '* 

KORTON.K.V Research Contracts Branch FIN B-6196 
NRC-04-77-033 79/04/01 2pp 


7905040079 Notification of contract execution. Mod 5 to ^'Steady 6 
Transient Natural Convection in Enclosed Fluid Layers u/ 

Volumetric Energy Sources " Contractor OH State Unlv 
Research Foundation 

HAOEY.K Research Contracts Branch, FIN A-4061. NHC-04-74-i49 

79/04/24 Lp 


— 7905040090 Hod 5. changing period of performance from 790331 to Q04331 
to "Steady h Transient Natural Convection in Encloteil Fluid 
Layers u/Volumetric Sources " 

MORTONtK. V. Rescerch Contracts Branch FIN 4-4061 
NRC-04-74-149 79/04/Ot 2pp 


7905040098 Application by Kaueckl Berylto Industries for license 
to export Zircaloy tubing to Canada 

OILBERTtY K Keweckl Biryteo Industries* tnc. 79/04/16 2pp 


7905040137 License for Transnuc lean Inc to import 22 071 bg U from. 
France. 

DPLINOER*o 0 Assistant Director for Export/Import U Internal koni I 
Safeguards 79/04/20 2pp 


7905010150 Summary of 780712 meeting w/Hark I owners in Bethaida, HD 
re methodology for defining safety relief valve discharge 
loads for quencher discharge device H steam condinsatlon 
observed In full scale test facility <Rs-9A Mark 1) 

ORIMEB.O Plant Bystsms Branch. 79/04/26 3pp 


7905040171 Requests Executive Branch poiltion re OE application for 
license to export components to Belgium. H/o end. 

OPLlNOERiO 0. Assistant Director fur Expor t/lmport li International 
Safeguerds. 79/04/10. Ip, 


7905040177 Requests Executive Branch pofitlon re Mitsui M Go CUBA) 
application for license to export Zircaloy-4 tube shells to 
Jepan M/o end 

OPLINOER.o, O, Assistant Director for Export/Import A Internat lone I 
Safeguard*. 79/04/10, ip. 


7905040186 Requests Executive Branch position re Mitsui V. Co (USAl 
application for license to export Zlrcaloy-2 tube shells to 
Japen. W/o end. 

OPLlNOERtO, 0 , Assistant Director for Export/Import M International 
Safeguarde 79/04/10. Ip. 


7903040189 Forwards application for axport licanie for minor nuclear 
export Ltr of assurance required H/o end. 

OPLINOER.O. 0. Assistant Director for Export/Import 6 Intef-natlena I 
Safeguards, 79/04/lB. tp 


7903040207 Comments on propoead rule lOcrR20; Ford. Bacon U Davis 
approach to Intrusion scenario underestimatas dose 
coetmltmente by eeveral orders of magnitude N/encl 
handwritten notes 6 article fro* "Health Physics." 

BARD* 8 T, Environmental Protection Agency, 79/01/22 10pp. 


NONDOCKETED ITEMS 


790^040247 Commentt on propai«d ruL« 10 CFR 19 20 ' b^tti 

<»«« not 4 ii«t for calling tt««ring on occupationAl do«« 
Halting ltd* 8 tudi»« rtfarrvd to h«v« «ll boon r«pudt«ted 
b pTopoi-od oirpo-turo llmiti too lou 
LEHl^fL. Edison Eloctric 79 / 04/16 2 pp 


7705070201 Fort««rdi -Probsblt Flood frcn Conan dc 

for Dfil|nlng U Tolllngi lapoundoant Drolngt Olworiian C.ii» 

H«^4toot•^81 " V/tupp Iftmntol dgriaotnt 

TOPF, A Now Htiico# 8tal» Of 79/03/30 6pp 




790 i!K >40200 Gomnonts on propoood rulo lOCFRSO. oppoooi «ng proposid 
rifulatlons bfhlcl-t psrmlt groator floxlbilttg irt noofcing 
public htslth in tafstg itdi TMl-a provoi nood for moro 
rtfiil *t Ldn 

OAVTO.HA Aff ll lation Unknown 79/04/09, ip 


7905040261 Gomnisnt* an propoood ruU lOGFRgO: urgt« Cofflffli««lon not adopt 
propatid- ruli R«» xamlnatlan af ang rtlaxatlon of 
viq.ul r OMont* ro nucloar powor tafotg m«chsnl 4 M« ohould bi 
conducttd T 4 it *-2 Indlcatoi n«od far maro studg 
JUariCE«Ft. t Affiliation Unknown 79 / 04/03 ip. 


7905 O 4 O 2 &S Goni<n*ntt on propodod ruli 10 CFR 20 tupporti rovoeatlon of 
lOCFftaO 304 

AAROEiU H. Waft Vlrglni 4 i Stato of. 79 / 01/13 Ip. 


7905040274 Camniantf on prcpoffd rulo 1 0 CFR 30. 790320 notlci was 
untliMflvi oppofff «tr«afflUnlng of Ucanting procadura 
Propoial to amandl App li 1 « good a« It will protact vaiial 
Inlagritg, Oppof ■« changa to App 0 . 

AWDflEUSfil C Affiliation Unknown. 79 / 04 / 16 . Ip. 


7905040203 Cofrffiantf on propoiad rolf 10 CFR 20 , ancouragai propotad 
cKangtft.Ang dltpotal of radlonucUdtt fhould bo licanvad 
p Aff I nation Unknown. 79 / 04/19 Ip 


7905040294 COMmdntf on propoaad rola lOCFRaO. calandar < 4 gartar ihould b* 
diflntd dif ltd qwartar to avoid u«a of dlffarant doit Info 
roporting pariodf 

REHDFROCR^ t) L, Waahlngton Public Powar Supply Syitam 
If 


79 / 04/06 


— 7903070213 "Prohibit ttai Flood from Canon di Kar^uti fo» 

Difignlng U Talltngi lapoundatnt Drainigt Olvtrilon 
Kar^utt* NH< Bokua Rtiourctt Cofp " 

aiMONSjD n t LI.R H Colorido Btati Univ 77 / 03/37 34 pp 


7703070222 Rtqutttf POltE tupply Northtrn CA Powir Author 
Of all partonf otll dttai to havt bttn a«pttr« of "control 
group" for ptrlodi Iron which docuaintt cliiatd ai 
priviladgtd havt arittn 

AORAQNAiJ H 8 pl«gtl ti KcOtarald 2 77 / 04/04 3 pp 


7903070382 CoflUKtntC on propoitd rultoaklng 10 CFR 20''13 oppotti pttttlon 
6 balltvft public ctrtif Uaklon prograai tufficitnl 
KA 6 PEReKl«D C Affiliation Unknown 79 / 04/10 Ip 


7903070406 Coaaantt on propoitd rultaaklng | 0 CFft 2 O -13 dorsal 
cartlf Icatlon of htalth phytlclitt unnacttiary 
SCHAFER, K K lowa'<I llinoli Oat 6 El te trie 79 / 04/02 ?pp 


7903070417 Coaatntf on propottd rultaaking 10 CFR 2''6 ftrorfiy lupporkt 
rtcognitlon that llctntlng procttdlngt thould bt condutttd 
In tintlg manntr 

CASSANiV J Powtr Authority Statt of Haw York 79 / 04/06 3 pp 


7905070424 Comatnti on propottd rultaaklng lOCni 2-7 oppoiat patitlen 
dut to pottntlal lor abuit 6 dtlayt in lUtntlnf procttt 
* Ilham, Lincoln 6 Btalt 79 / 04/06 3 pp 


7903070432 Commtntt on propoiad rultmaklng 10 CFR 2-7 rijtclt propotal b 
fuggoftt mort rigid rultt b raqulramantt to prtvtnt 
unntctttary inttrvtntlon 
a Affiliation Unknown 79 / 04/03 3 pp 


7703040303 Gammanta on propofad ruU 10 CFR 19 L 20 ‘*uggtttf wording be 
liar If lad U raplacamant of word »doft“ w/*'occupational 
doaa" wharavar It occur*. . 

STALLINOQiC H Virginia Elactrlc b Powar Co. 79 / 04/06 Spp 

7705040313 Commantf «n propofad full* 10 CFR 19 b 20 . *om* alrl Inat uia 
rad lnl ootopa 1 for in*p of aircraft* b anglntfimott ATA 
■ itibar airllna* fupport propotal. Cotwnant* from Amarlcan 
AUllna* b Air Canada and. 

TIIOHASrE.L Air Trantport Atfoclatlan. 79 / 04/17 4 pp 

790 » 7«>16 Coirmantf on propoifd Tuli ri naw 
uilng «agnaiic %apa along w/tran*cript Ion of . . 

lnt«rvL«wt w/MRC tmp loy fa* . bal lavfi program may contradict 
PTMldonl CarttrU with to raduc* fl«vt cottf 
CQ 0 WE 9 ^HU Affiliation Unknown, 79 / 03 / 24 , Ip, 

7903070042 Ltr qf agfuranea 

for Ucania to axport 143.2 mg U 2 ^Llitinnt if 

b tranafor of tbia watl U aubj to all tarm* b condltiona of 
6007 a» addl agraamant for cooparatlon. Id 

WPELtH. Euratom Bupply Agancy (Balglumi, 79 / 03 / 20 . ip, 

fW!K) 7 OO 0 & Ot 790«6 •••‘‘n* Sir*""’ “ *' 

«ucu*, ».,9 iBop •fi’j''**"; •' 5Si;i/aS tr 

HODOCQjli H. Analyila Branch 79 / 04 / 20 . ip 

7703070094 rtaaponat* to NRC 781220 Ouaftlon* ra “Mount Taylor U HIM 

PTOjact. H/ovar aliad drawing*. 79 / 04 / 13 . 4 bpp 

* Oulf Oil Corp,^ Owlf Mlnaral Ratourca* Co 79 / 04 /i.j. topp 

7 MM 7 O 108 Urga* Ittuanca of Ucania datactor* 

containing U to India to raplaca fallad datactor* wnicn 
might anJanfltr Tarapur ^aactor tafaty 
HlLSOfli 0. 0 Oanaral Elactrlc Co 79 / 04 / 23 . ip, 

7905070111 Coanaant* on P^**^®**^ ?ko f !S 
to procadural provltlon* 

af inviron rapt thoold contain daacrlptlon of mining 
HEHaLOrp'lLi M Rocky Mountain Enargy Co. 79 / 03/14 4 pp 

7909070171 Cpmmanta an propojad 
cartIficatUn by Amarlcan Board of Htalth pny*»c» 
pralarabla to MRC eartif Icatlon app, 

DVLEYtJ.M, Affiliation Unknown. 79 / 04 / 12 . app- 

r?OM 701 »l on 

fPoputltUn b nqta* addraaa of Matl Ragiaarg 

frctaetlnn Taehno log I* t*. ’ro/nA/Q9 2 pp 

BHITHiHhI*. Aff 11 latlon Unknown. 79 / 04/09 pp 


7903070442 Commtntt on propottd rultntking 10 CFK 2 O -13 oppetit petit Ian 
bictuft objective* are currently being achieved undtF 
■lilting regulitlone No evidence of need lor further 
regulation 

JENSjW H Detroit Edleon Co 79 / 04/03 2 pp 

7905070493 Forward! Initial evaluation of Oiv of Oparating Reaetort ' 
fire protection needt for 19 B 0 ^oyPke/To 

HALLiR E Brookhavan National Laboratory 79 / 04/30 4 pp 

7903070533 Forwardi proprietary rept BAW-lOOBSP, Revitlon 6 ,*R#act«r 
TAYLOR? i°H ^^Babcoek V Wllcoi Co 79 / 04/12 3 pp 

7 W 5070 S 44 In,,,.* th** •«> ‘"'t.”/™® "Uti;*!;!,",'*'’****'' 
o, ,Unti »h««n C-E N 8 S 8 «ill k, 

^HEl^yrr^ LD- 7 B- 0 a 8 77 / 0 »/ 0 . 

si-sjs; 

— 7909070660 Accepti Revlilon 3 A to OA jip 

HAA 88 ,W P Quality Aiiurance Branch 79 / 03/13 2 PP 

e Quality A**urance Branch 79 / 03 /OY »P 
—7903070666 NU-QA“l 

r ?* 7 /o 3 /o,. v,„ 

7 , 0 » 080 «B PPU M 4 U..t r.pk 8 

DivKIon *' 


info, 

FELTON, J M 

.-,7909080033 BECY-Ta-lSC reiponta to PlR® patltimn 

m!»eUE*"li.‘"'oMl.« □» 8,.n,«rd. D.y.l.,«n‘ 78/iaM» 
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NONDOCKETED ITEMS 


^'7^3090036 #or rultM«1clrg to proi»ulll*t« rigulaklony 

nucU«r power pUnt d8Conniiflonl.np 

eGHULTZ<V4 B < ABBOTTS, J i>ubllc Rii««rch Qroup 

77/07/03 llpp 


‘'-7'90 90900 40 ForurArdi conmanti tuppartirg of pafeitton< in raipontt tc 
770909 NRC notice 42ER400&3 Fiva aif-dl group* have raqua«ta<f 
tnciuiion aa ca**patitlon«r« FoT*far<{t adiandadi patitton 
Corracti trrontoui Hating of J Abbo-ttf aa aoiiulr-* 

^BBOTTSfvf, Public lnt«ra«t Raiaarch Oroup 77/10/07 7pp 


— 7909090047 Forwariii conatainta Iti cuppurt of pptitiodi raapon^ ing to ItRC 
rtotlc* of 4SrR5<9374 on 771114 Matl Cantumar Law Ctr EnarpV 
Project r*q.ufit-f participation a« cO'^pet 1 tionar 

ABBOTTB.J > BAMCRQFTiK H i SCH1K.TZ,M B Public Intarait Rataarch. 
Group 79/01/03 4app. 


7709090093 **Hatar Raactor Reeearch Directorata Konthtg Repti *' Fab 
1979 

YBARRQNDO* L J Idaho National Eng In a «r log Laboratorg 79/02/2S, 

200pp 


7909080070 Tranicrlpt of 790419 seating In Ha thing ton. DC Pp 1-93 
Initial rflieuteion of upgrade rule L aupporting guldanca, 
Supporting documentation end, 

OILINSKV.V . KENNEOYiR T . BRADFORD. P. A Comm lia ton 79/04/10. 
34pp 


—7909000002 6ECY-79-197 

Dlecueaei itrengthenad phveical protection raqutrementf for 
fuel cgcla faellttiee U. tranepor tatlan Involving formula 
quantitlaa of etretagic 8HH Supporting documantatton end 
MLNOOOErR B Office of Standardi Development DIftGKB.M. J Office 
of Nuclear Hater ial Bafotq U Bafeguarda 79/03/tA 172pp 


7909000001 Reipande to 790322 Itr re proceeilng elte deelgnation for 
CanoTiiburgr PA. eupporting draft engineering evaluation tt 
environ analgiia rapta Foruarda relevant NRC cammente Hill 
arrange meeting aa requeeted 

DIRCKSrH J. Office of Nuclear Material Safety U Bafeguarde 
79/04/1 a tp. 


— 7905080007 Gotnrnenta on draft engineering aieeatment bg Ford* Bacon 
DavLa Utah of formir Vitro Rare Matali plant at Canonaburg. 

PA dlacuaita radioactive contamination St cocta of remedial 
action* 

MARTIN. J B Aaelatant Director for Fuel Cycle Sefety St 
Llcenelng 70/00/21 2pp 


—7905080101 Revlewa aummarv eveluatlon of radiation eapoturea for 
workera «t former Vitro Rare Ketale plant in reaponae Vo 
761023 requeet Propoaed CPA criteria ehouU be coneidered in 
corrective action aelection 

MARTIN. O a Aifiatant Director for Fuel Cycle Safety <t 
Licenting 79/11/24 Ip 


— 7909080108 Requeata revltu of end propoaed deaignatlon of proceaelng 
ilte at Canonaburg. PA. Requeata meeting between NRC tc DOE to 
diteuaa alte L other relevant info, 

CLUSENrRC. Energy. Dept, cf, 79/03/22 4pp 


7909000109 TFBP-TR-209 

•PBF-UaCA Teat Sariea.Teat LCW-ll *• 

LARSON.J.R. . ALLI80N.C K. EO H 0. Inc. FIN A-6041. TFBP-TR‘‘209 
79/03/19, 87pp. 


7909000114 F(n<wardf request for addl info to complete review of OE 
rtptiNEDO-21039. Radioactive Uaete Treatment 0ya. “ 

PARR.Q D. Light Hater Reactora Branch 3. 79/04/19. 2pp. 


7909080137 Raaponda to 7912264 790112 U 790202 Itra noting inetancee of 
lack of timelineaa It luggeatlon that policy be implemented 
for prompt board notlflcat ion. Forward* ay* procedure* it cae* 
analyala of the** failure*. 

OENTQNrH R Office of Nudeer Reactor Regulation, 79/04/12. 2pp 


— 7909080144 Office Ltr 19 eatabliahlng procedure* lor board notification 
of relevant Bt new info Forward* notification procedure. 

J Yore 780207 memo it A RoeenthaL 70O2OB Memo. 

CASE. E, 0 Office of Nuclear Reactor Regulation. 70/07/06 26pp 


—7909080194 Submit* ABLB comment* b <ugge«tlone re NRC board 
notification of relevant i. naw info re llcen*lng caiei, 
8ugga*ta different procedure* before It after publication of 
referencad NRC docunonta, 

YORE. J. R. Atonic Safety and Llcenaing Board Panel. 70/02/07, 
Spp 


— 7909080163 A8LAB cominenti rt NRC notification to board* of rtlivant me 
Info re llcenaing caaea Endorata A8LB suggtatlon of 
different procaduraa before it after publication of NRC 
documentation 

ROSENTHAL. A 8 Atomic Safety and Llcenaing Appeal Panel 
70/02/09 2pp 


— 7903080171 Forward* package of info re clriterla for buckling of tUtl 
containment ahell* Info judged too preliminary for board 
notification at thi* time H/o end 

VA00ALLO. D B Aaaiatent Director for Light Hater Riactora 
78/03/29 Ip 


— 7909000170 Inform* that 8ihwell memo contain* eapert opinion* which arr 
relevant Info for plant* w/dfftlgn concern of «taal 
containment ihell buckling Requeetc identification of cate* 
in hearing proce** w/«tAller daeign criteria 
OROaSMAN.MJ. Hearing* Dlvlilon 70/04/10 Ip 


—7903080217 Board not if icatton. buckling of «teel containment ehtllt Info 
i« «t£ll preliminary L NRG position not yet clear End 
question it representative of info supplied to applicant* 

RscooMBnd* con«ideratian of fr>a «tanding «t**l ahell* 

VABSALLOi D B A*«i*tant Director for Light Hater Reactor*. 
78/04/10 2pp 


— 79090B0230 Board notification buckling of eteal containment ihellf 
Racommendi waiting for result* from technical a**i*tance 
program before making further determination 
VA80ALLQ, 0. B, A««l*tant Director for Light Hater Reactar*. 
78/09/20. ip 


—7903000249 Eipreeie* pull lament over rea»on* for not informing heard* 
ra buckling of steel containment ihells If Info indicate* 
Inadequete or nonconservatlva technique*. board* ehould be 
informed 

8CINT0.J F Hearing* Division 70/10/11. Ip 


— 7909000239 Board notification, containment buckl Ing. Forward* backup Inf* 
from original mamo St list of board* to be notified. Backup 
info coneiits of Allen* Creek P8AR question* It answer* 

VA88ALLDrD B Assistant Director for Light Hater Reactor* 

70/10/31 7pp 


— 7909000263 Notes draft rapt on containmant buckling 1* preliminary 6 
will be graatly revised before itsuanct In Feb 1979. Suggest* 

NRG wait until final rapt ia issued before notifying board. 
Supporting info end 

8CHAUER.F Structural Engineering Branch 79/01/Ll lOpp 


— 7909080270 Board notification EOltO. Inc analysts on a*ymm*trlc load* 
Buggasts forwarding end R Stiger 771104 memo to board* for 
FHR p lent*. Sample forwarding itr end. 

VABSALLD.D B Asiistant Director for Light Hater Reaetori. 
70/02/24 6pp 


-“7909000206 Notes delay of almost one year for relaaee of rapt 
questioning steel containment buckling criteria NRC should 
promptly transmit such data to Uesnsing boards I* public. 
ROISMANj A Z. Natural Resourcts Dtfanse Council. 78/12/26 2pp 


—7909080296 Forwards I Blhuoll 700130 memo re need to notify ACRS 
licensing boardi on containment buckling criteria. Nemo 
underscores problems outlined previously. 

RO IBM AN. A Z. Natural Resource* Dsfinte Council. 79/01/12 Ip 


7909000139 Forward* MI House of Representative* resolution dimandlng 
invevttgetion rs allagetion* of safety problems at plant* in 

state, 

BRYANT.H. R Michigan. State of. 79/04/12. Spp 


7909080169 Requests Executive Branch position re OE application for 
license to export 18.492 kg U to Spain 

OFLINOER.O 0. Aiilstant Director for Expor t/Impor t 6 Intsmiklonsl 
Safeguarde. 79/04/23 tp. 


7903000174 Forwards application by Transnudsar. Inc for licensi for 
minor nudear export Ltr of assurance required. 

OPLINOER.O. 0, Assistant Director for Export/Import 6 Intsrnat tonal 
Safeguards 79/04/24 tp 


7909000190 Forward* 790409 export license emend requeet M/p end. 
OOSStCI^.L.V Office of the Executive Director for Operation*. 
79/04/24, ip. 


V 
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7^50<802t9 GoMfliftnIrf on propoiad Rag OuLda 1 1^4 fra 4 .tfancg of audit* 
iNould bt attabllihad b««ad upon tgp« of activibig 4 «ip*rl 0 -nca 
4 othar ral4vant factor* ANSI N4S 2 12-1977 provld** *uch 
latltud* 

LIN9rvl Aaarlcan Sodatii of Mechanical CngUear* 79/03/23. 2pp 


7905000242 Forward* ‘•Operating Frocedur# Ouldellna* for Saall Braalci " 
/background Info that ulll h* u«*d a* training aid for 
oparator *. 

TAVUO«* J.M Babcock U Mllcoit Co. 79/05/03 2Spp 


T90XJSOQ64 Forward* 790426 document* r* BCtW tran*tant & accldant 
analyel* aathod* 

HATTSONift 0 Dlvltlon of 8 y*t#ma Safety, 79/04/26. Ip 


—7905000372 Forward* background Info re BtiM operating plant re«pane« to 
tranalant* w/po*tuUted equipment melfunction*. BtiN will 
tubnlt detailed analy*e« per echedule to be decided at 
790426 meeting w/NRC 

ROY, D H Babcock i MUcok Go 79/04/26. 64pp 


7905000393 Forward* r**ult* of LOFT T**t L2-3, In re»pon«* to NRC 790117 
Itr 

OWSLEYiO.F Emon Nuclear Co., Inc, (*ub*, of Exxon Corp ), 

79/04/30 01 pp 


7905000405 Forward* handout* from 79020B midyear review 6 *ub«equent 
program review meeting* on ORNL *if ety'>relet*d operator 
action atudg Handout* include preliminary reeult* re 
operator time margin 

farmer, N. 8 , Reiearch Support Branch 79/04/13 llpp 


7905000440 Forward* “Teit Reeult* For Solenoid Valve Performance Te«tr'‘ 
final rept,NEOE-230Q7, per F Clemenion raque*t, 

BHERHOaDrO 0 Oinerel Electric Co. MFN 110-79. 79/03/01 Ip 


-7905060442 NEDE-aSBO? 

"Teet Rifult* For Solenoid VaWe Performanca Ta*t» " final 
rept. 

• General Electric Co, 78/04/30 I9pp 


7905090004 Ll«t* all NRC contract* I* rept* of 1970-79 re low level 
radioectiv* watte 
» Commliiion 79/04/25 3pp 


7905090011 FOIA rtquett for 1970 d lary, calendar It telephone log of 
ComAlvtioner Otlineku 

HAHN. J.R. Affiliation Unknown. 79/04/02 Ip 


7905090013 Reiponte to FOIA requett for 1970 diarg. calendar It telephone 
lop of ConAi*«lfln«r Oil in* Vy^ Commlitioner doe* not maintain 
teiephon* log or diary Calendar le being placed In FDR 
FELTONiJ M. Dlvleion of Rule* and Record* 79/03/01 tp 


7905090014 Notice of 790313 meeting u/ACRB Subcammlttee on Fort St 
Vraln Hucleer Power Station, util l» NRC eteff om Longmont, CO 
te review operating exper lance, ref ue 1 Ing operation* 6 
prepo*ed nod* for facility, 

HOYLE, J C ACR 3 - Adviaory Commlttea on Reactor Safeguard*. 
79/02/22. 2 pp 


7905090018 Notice of propoeed maetlng* from 790223-790312 of ACR8 
tebcommlttee* 6 working group*. 

HOVLEir^l. C, ACRS - Adviaory Committee on Reactor Sefaguarde. 
79/02/22, 5pp. 


7905090023 Notice of propoied meeting* from 790323-790719 of ACRS 
f ubcommlttee* 6 working group* meeting* from 790323-0719, 

HOYLE, d.O. ACRB - Advieory Commltt** on Raactor Befeguard*. 
79/03/20 3pp. 


79Q<5O9a025 FQIA requett for info re eonat of propoeed nuclear power 
plant* before year 2000 , «p eel fic location*, «vc area* t, 

HN output of each plant, 

OOWNEB^L. T. Affiliation Unknown. 79/04/16 2pp, 


7905090028 Revised notice of 790405-07 meeting ttf ACRS 6 NRO In 
Hashing ion, DC to 41*cu*f bail* for shutting down five 
nuclear plant* to resolve piping queatlon*. Revision cite* 
change* in meeting schedule, 

HOYLE, U.G. ACRS *<- Advisory Committee on Reactor Safeguards^ 
79/03/26. 3pp. 


7905090030 Retponse to FOtA request for info r# proposed const of 
nuclear power plant* to be built by year 2000 tn Info 
concerning presently operating plant*, Forward* site msp 
FELTON, d.h Division of Rule* and Ricords* 79/04/27. Ip 


7903090031 "PA 37 Pip* Rupture 8 tudy“, 

CLARKE, H.L. Oenerel Electric Co. NRC -04-7 3-202. 79/03/09. 4pp. 


7903090032 FOIA request for outllni of NRC structural organixat ion, 
nature of aditini wtratlon '« e«i* tence, ha* Ic health It 
safeguard* std* L "Important po<t" It present cases 
CONLEY, M E. Affiliation Unknown 79/03/10 Ip 


7903090034 Response to FOIA request for record* re MRC urganl latlun 
health 6 safeguard* std* 6 "important" cases. L|it« documents 
available frun OPO 

FELTON, J.H Division of Rulas and Recards, 79/04/23 2pp 


79O3O9O04B HUREO-0333 

"Cctst U Funding of Btata 6 Local Oavt Radiological Emergency 
Respunia Plans It. Preparadn#** In Support of Commarical 
Nuclear Power Station* " 

SALOHON 16 . Office of State Program*. 79/03/30, IBlpp 


7903090111 Transcript of 790329 public meeting in Weihing ton. DC ra 
continuation of discuesian of 8ECY-79-34A, f inal rept 
"Regulation of Federal Radioactive Haete Actlvltiee. " 

Pp 1-31. SECY- 79-34C end. 

HENDRlEtJM. , 0 IL 1 »£BKY,V , KENNEDY, R T. Commission. 79/03/29 
S2pp. 


—7903090117 aeCY-79-034C 

Provides followup to NRC requirement* re inltal briefing 
on SECY-79-34At draft rept, "Regulation of Federal Radioactive 
Haste Activities " 

DENTQNiH, R Office of Nuclear Reactor Regulation. 79/03/26 2 pp 


7903090130 Respond* to request -for Info re W Peeples 790221 Itr 
protesting lOCFRTltApp E bsceute tt* packaging requirement* 
are unjustified Requirement* apply generally to shlppsrs of 
fissile mail k Type B quantities 

CORNELL, E K Office of the Ciecutlve Director for Operation*. 
79/04/02 6 pp 


7905090161 Minute* 6 app* Qf 781207-09 224th ACRS meeting In 
Hashing ton* DC re MRC safety rssearch program <NVRE0-a496 I , 
ATN 8 resolution 6 combination of dynamic loads in nuclear 
facilities design.FR notice of meeting end, 

* ACRS “ Advisory Committee on Reactor Safeguard* 70/12/09 
ISOpp. 


7903090163 "AppUcetioH of Internal Friction Nondestructive Evaluation 
Technique for Detecting Incipient Cr-actlng of Bypass Lina* 6 
Pipes in BHR Piplng"^ Progress Rept 9. 

VEAOERiL L Oaedalsan Aisoetates* inc. NRC-04- 70-242 79/04/09. 

ttpp. ' 


7903090160 Forward* generic letter to all BNR llceneees re relief 6 
safety relief valve* which ere Installed in reactor coolant 
*ys 6 /or automatic deprsssur ixat ion sys 
CLEMEN80N, F Plant System* Branch 79/04/03 Ip. 


—7903090171 Conclude* that Implemehtation of raqulrement for increased 
surveillance testing it not most effective way of assuring 
safsty relief valve rcl labl I i ty. Rtque* ts answers to 
questions re target rock safety relief valves. 

0RIME8, B> K Assistant Director for Enpintsr* & Projects. 
79/04/03. 4pp. 


7903090176 Comment* on propoted Reg Quids 3 0, Revision 1: recent CEO 
rule for EI0 should b* raviiwed Changes in E10 process* 
could be used In guide, 

WOLFF, T, Mew M*rlcor State of, 79/03/16 Opp, 


7903090192 Notification of ACRB Subcoeuni ttee on Waste Mgt 790410^19 
eiaetlng e#/NRC ‘ tants in Richland, WA 

to discus* r* 
viirif icatior 
GHtLK, B, xJ. C 
2pf 


7905<I90194 
790426-aa 
review 19 

CHILK^ a. u 

2 pp. 


7903090197 
Instrumei 
BLOTCKY, ( 


7905090203 
for Nuci 
arrestor 
alternat 
THORPE/ J 


— 7905090: 
Planti 
a Ofi 
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— 7905090354 Pr«ll(frln«rv v« tupporieing draft r #9 
goidt* “Llghtnl ng Protection for Nuclear Power Plante “ 

"Prapoead Alternate Re^ulatorvi Position* end 
« Office of Standards Devalopjsent. 78/13-/12 ip, 


790S0702-6t CooMRentt on propoeed Reg Guide B Or Revision 4: notes 
edltoriel atiitakes re certain footnotes 
WEfiER«ff D American flue I ear SodetV’ 79/04/12 Lp. 


790S0902&2 Gomntenti on proposed Reg Guide 3 9’ believes NRC should 
address only radiation safety h not general safety 
Mo need for detailed corporate organlxatlon repti in 
application if general coaipetance is daicribad 
YELDERHANiJ C VB Steel Corp, 79/03/19 3pp, 


7905090266 Notice of 790329 eieetlnp of ACftB SirbconAl ttee on Palo Verde 
Nuclear Generating Station^ Units 4 l< Sdts consultants St NRC 
staff In Uathlng toni DC to review const application 
MOYLCtJ, C. ACR 8 '* Advisory Conmlttee on Reactor Safeguards 
79/03/08, 2pp 


7905090267 Notice of data change of nesting of ACRB BubcoMnlttes on 
Evaluation of LERs In Math Ing tori i DC from 790323^24 Vo 
790322’‘84. 

, KOYLEr J, C. ACR 8 Advisory Comnittes on Reactor Safeguards. 
79/03/09 ip 


7909090260 Forwards Revision 1 to HPL-TOP^lAr ^Operational OA Hanual^ " 
per NRC 781211 instructions 

REAVES* T E Mississippi Potuer b Light Co. AECH/79’*36. 79/05/01 

ip 


-•‘7905090271 “Operational QA Manual “ 

BTAHPLEV^N L Mississippi Power b Light Co 79/05/03 iSpp. 


7905090270 Notice of 790403 meeting of ACRS Sutcaami ttee on Combination 
of Dynamic Loads* its consultants b NRC In Nath Ingtooi DC to 
review teenical basis of order to shut down five plants 
w/safety-related piping nonconfornltles 

MOVLCtJ C. ACR 8 - Advisory Committee on Reactor Safagvards. 

79/03/15 2pp. 


7905090276 Notice of 790323-24 meeting of ACR 8 Bubcoiwaittee on 
Evaluation of LERe< Its consultants b NRC staff in 
Washington* DC to review LERs of 1976-78 

HOYLE* V.C ACR 8 - Advisory Committee on Reactor Safeguards 
79/03/01 Spp 


7909090290 Forwards raviaw of updated WCAP-8691* "Fuel Rod Bowing. ** 
Acceptable basis has bsan provided for calculating critical 
heat flue on bowed rode 

6 TQLZ 1 J F Light Water Reactors Branch i 79/04/05 Ip. 


—7905090294 Topical rept evaluation of WCAP-8691« "Fuel Rod Bowing 
Rapt provides acceptable data base for critical heat flux 
bowed bo 85X of bow necessary for contact 
« Light Water Reactors Branch 1 79/04/05. 9pp. 


7909090306 Details changes to Tech Specs re uie of reflsctor elements b 
fuel element positions 

BALDWIN, H.N. Babcock b Wilcox Co 79/05/02, 2 pp 


7905090327 Summary of 790426 meeting w/Westlnphous e to discuss 
capabilities of natural circulation for Wastinghouse plants. 
Forwards responses to q^uostions raiisd rs power operated 
pressuriser relief valve opening 

ANDERSON, T. M. Westlnghouse Electric Corp Na-TMA-2078. 79/09/01. 

Off 


7905090366 Due to Increased workload from THlrATIfS data per NRC 790219 
retiuest will bi submitted 790301. 

ANDERSON, T. M. Westinghouse Electric Corp, Na-TMA-2077. 79/05/01, 

Ip. 


7909090396 Notification of contract esaeutioni "Design of NRG Supply b 
Maint Hoduies of Property b Supply Bye." Awarded to Bmwll 
Business Administration b subcontract awarded to Rshab 
Group, Inc, 

HAOANiT.F. Administrative Contraete Branch, NRG** 10-79-378. 
BB3-44-BA79G44. 79/04/03. ip. 


—7905090399 Contract for "Design of NRC Supply b Maint Modulas of 
Property b Bupply Btfs" awarded to Small Butlnsii 
Administration b subcontract awarded to Rehab Group, Inc. 
HATTIArK, J. Administrative Contracts Branch, NRC- 10-79-378. 
79/03/19, t 2 pp. 


7909090401 NUREG/CR-0299 

“CCMT£HPT-LT/02d; Comp uber Program for Predicting 
Contalnaint Preieuro-Temp Responses bo LOCA, " 

HARGROVES* D, W. , METCALFE* L. U. EG b 0 , Inc. FIN A-6O07. 
244pp. Available at NT18 


7905090406 NURE0/CR-072a 

"Test Plan Large Beale Molten Bait-Water Vapor Exp loti an 
Studies to be Conducted at Ispra, Italy " 

HENRY, R E, Argonnt National Laboratory FIN A-2026 79/02/26 

27pp Available at NTIB 


7905090408 NUREO/CR-0590 

"An Evaluation of Fuel Rod Behavior During Test LOO-li," 

COOK, TF, EO b 0, Inc FIN A- 6 O 4 I 79/03/31 I09pp Available at 
NTIB. 


7909090413 Forwards NRC computer security program, responses to 4A0 
reconmendatians b NRC Manual Chapter 2101 "NRC Security 
Program " 

HENDRIE, J H Commlsilon 79/04/12 07pp 


7909090416 Comments on proposed Reg Guide 1 28, Revision 2 languifi of 
ANSI N49 2-1977 should be maintained. Requirements for 
specific procedures eliminate desirable flexlbiltby. 

SULLIVAN, T V. Consumers Power Co 79/04/03 Ip 


7903090417 NUREO/CR-0734 

"An Exploratory Study of Inhibition of Intergranular Bbross 
Corrosion Cracking in BensltUed Type 304 Stainless Steel.** 
BROWN, B.F , a^DELL,C.S. , FOLEY, R T American Unlv FIN B-9607 
79/04/30. f2Spp Available at NTIB 


7909090422 NVREG/CR-0642 

"Ref Critical Experiments," progreet rept Oct-Dec 1978 

GOEBEL, 0 R * OH. I. , PECORA, D. Rockwell Internationa I Corp FIN 

A-1036 RFP-20B8 79/04/30 S9pp 


7909090428 NUREO/CR-0494 

"Effects of Nuclear Power Plants on CoiMitunitg Growth b 
Residential Property Values," final rept, 770930-7811 19 
GAMBLE, H 8 * DOWNING, R H , BAUERLENDER, 0 H Pennsylvania State Univ 
FIN B-6i73 79/04/30 89pp Available at NTIS 46 00. 


7909090430 Comments on proposed rule lOCFRSO re acceptable criteria for 
ECC8 for LWRs. eupports relevant research b forwards lieb of 
reeearch repts 

LEVENSOM.M Electric Power Research Institute 79/03/19 flpp. 


7905090431 Comments on proposed rule re generic rulemaking to Improve 
nuclear power plant 1 Ictnslng* agrees w/NRC proposed change b 
forwards suggestions 

HEDBMANrH. N Environmental Protection Agency. 79/03/19 4pp. 


7905090433 Commente on proposed rule re generic rulemaking to improve 
nuclear power plant I Icensing. endorses concept If It does 
not delay or cause expensive b complicated backflbs on 
plants alreedy In licensing process. 

LINBLADiW vl, Portland General Electric Co. 79/03/09 3pp. 


7905090439 Comments on proposed rulemaking 10CFR2-7: proposed change has 
potential for addi caetf b delays w/o corresponding henefits 
to public. Should not be adapted 

BAUH*e A Virginia Electric b Power Co. 194 79/03/20. 3pp. 


7905100004 Forwards corrected motion to reschedule RK Oerdes 
deposition on 790326. Certificate of Sve end, 

6TREBEL,8.V, Bplegel b McDiarmid, 79/04/12 Ip. 


—7905100007 Corrected motion for rescheduling of RH Gardes deposition 
served on 790326. Certificate of Bve end. 

MATT, P. K. , BTREBEL, 8 J. Spiegel b McDiarmid. 79/04/12 7pp. 


7905100020 Transcript of 790419 briefing in Wash ing ton, DC on 
operational safety data-gather ing b analysis. Pp 1-99. 

OlLlNSKYiV , BRADFORDxP. A. , KENNEDY, R.T Conmlsiion. 79/04/19. 

100pp. 


—7905100026 Requests briefing on operational safety date-gathering b 
•nalyels. Outl Ine b relevant LER end 

GHILK, 8. J Office of the Secretary of the Commission. 79/02/22 
I5fp, 


—7905100030 BECY-79-207 

Proposes Itr be prepared from Secretary denying Kranish FQIA 
Appeal 79-A-3. Ltr should state that deleted portions are 
properly classified, 

BICKHtT,L. Office of the General Counsel 79/03/23 Spp. 


— 7905100048 Responds to FOIA 701107 request for transcript of 781106 
Commission meeting re Gotiick testimony. For tlons of 
transcript withheld. Appeal possible. 

FELTON, J.H, Division of Rules end Records. FOIA-TS-SIO 
79/03/01. Ip. 


79/03/31. 
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'^'•T909t<KM>47 CQAffii4«lon dttercnln^tton r> public di<clo«ur» of 7B1I0& 
Irtt^icrlpt of Oo«tlcV toitltnong Portiont of rocord 

CttlLK»a J Office of the Becmtar^ of tho Cammteoiop 79/03/24, 

Ip 


^'^7909100030 Appeeli delotionc from 7Q1104 ConuAioiion (ikootlng tranftcript 
-Ruppli^d in ri«pont« to FOIA 70-310. 

KRANISHiA Trandi Publlihlng. Inc 79/03/09 tp 


— 7^03100408 Reepondt to 790309 appeal of Initial de tarniLnat ion in 
FO!A 78-310 ra^uaitlng tranacript of Gommisaion mteting on 
781104 Govt In SunaMna Act procludai making daletid 
portloni available 

GHiLHrS J Office of the Secretary of the Cotnmisflan 79/03/09 

tv 


7909100031 “Bteamline Rupture Anal^tla for Generic C-E Plant Clncludlng 
GoncorranI Steam Oanerator Tube Rupture) Phate 1,*’ 

CQNNCLLiH R. > LEV^lNEiH H t SHIER. U 0 Broothaven NationeL 
taboratorg. PIN A-3003 BNL-NUnEO 29S99 79/03/31. 72pp. 


7909100033 Inforaie of circuit breaker failure Indicating defecta 
affecting eafetg of nuclear pouer plante Shaft mounting 
ratched driving pawl broke at weld & cotter pin tecuring 
latching pawl rhaft brake 

CONtfORS. J E Golden Gate Switchboard Go 79/03/30 3pp. 


7909100028 Raipondt to 790316 Itr re Lewie rept. Would uelcome 
efpoftunltg to meet 4 diecuae ittue in future 
Teetinong of HR Denton on 790321 before Gongreae end. 
HENDRIE, J, h Commlaalon 79/04/23 Ip. 


— T909100032 Bel level HRC preaa releeae of 790119 waa major eourca of 
confuaion alnce poaltive finding! of Lewla rapt ware, not 
mantloned V releaaa put entire WA8H*'1400 on aame level as 
eaicutlvt summarg. 

^DSONiC.R lUlnolir State of 79/03/16, 3pp 


-- 790S100038' Tranacrlpt of 790321 itatement before Subcommittee on Energg 
In Water Development re computer code raadinga on eelemic 
design of pipe atreaa analgiia Supporting documentation 
end " 

WNTOKj H R, Office of Nuclear Reactor Regulation 79/03/21, 

Mpp. 


7949100036 PoTwarda notice of denial of petition for rulemaking re 
aaandins 10GFR20| "Stda for Protection Agalnafe Radiation. *' 

Reg guide will be iaaued to clarlfg meaning of regulation 
KINOOUEpR. B Office of standardf Development. 79/04/49 Ip 


7949100043 Foriwarda relevant preaa releaaea V ppeliminarg not If Icatlona 
Iseued to date in reaponae to 790330 tele a re TKt incident 
HAmCRER.G. Office of Gongreaalonal Affalra. 79/04/10 4pp. 


7909100049 Act receipt of 790406 Itr re Info on nuclear safetg 
laiTgancif evacuation plana. 

KAMHERERiC. Office of Congrei aional Affairt. 79/04/10. 4pp 


7949104091 Acl: receipt of 7904Q2 Itr requesting securltg status tept 
on lecurltg at Oconee li2 Ss 3 In light of TMI incident 
KA»1ERER*G, Office of Congreiaional Affairs. 79/04/10. 4pp. 


7909100093 aECV-79-270 

Forwatdtifor ComMlatlon cons Ideratlenf appl Icatlon from Ed low 
Inti Co for licanae to export U hexaflourlde to Argentina 
eHEA«J R Office of International Rrograme. 79/04/16. Ip 


7909100496 Racommendi llcenae be granted to Weatinghouse to Import 
92t281 kg U from Sweden Requeata notification of licensee. 

CHILKrS J. Office of the Secretarg of the Conkmias ion. 79/04/20. 

*p. 


7949140099 Draft evaluation of Bokum Retourcaa proposal will not 
Include radlolofical astessment section due to insufficient 
info. 

SCARANQiR.A. Aasiatant Director for Waste Management (Pra 7909041. 
79/04/09. ip. 


7909100083 Forwards JR Cavanaugh 790403 Itr expressing support for 
federal central status ctr for US nuclear plants Requasti 
infe nseesearg for replg, 

PRICE. H. House of Rep. 79/04/09. 9pp. 


7909140090 Minutes of ACR8 A/E Balance of Plant Subcommittee 790126 
nesting in Waahingtoni DC to review Fluor Power 8vc„s«^lnc 
BCPSSAR Si relationship to BSiW Std Ref Bgs BaAfi--209 for 
preliminary design approval 

» ACRS - Advisory Committee on Reactor Safeguar'ds. 79/01/36. 16pp. 


7909100091 Ack receipt of 790330 Itr re TKI Incident Complete response 
will be forwarded as soo-n ai possible Forwards NRC press 
relaases & prallmlnarg notifications re incident 
KAHMERER.C Office of Congressional Affairs. 79/04/10 3pp. 


7909100101 Responds to 790319 Itr Northern CA Power Authority IMCPA) 
does not agree that It la time to move ahead w/previoualy 
authoriked dlieoverg directed toward individual NCPA member 
NC?A will not permit util to search mambar city flies 
MCDIARMID. R C Qpiagel 6 McDlarmld 79/03/30 2pp 


7909L00136 Act racelpt of 790409 Ltr re TMt incident Complata response 
will be forwarded a.s soon as posalbla Forwards NRG press 
releases ti prellmlnaru notifications re incident 
KAHMERER, C Office of Gongrasslonal Affairs 79/04/10 3pp 


7909104138 Supports A5LB 7900129 ordar denying 8outhern CA Edison Go's 
790349 motion to quash subpoena duces tecum. Supporting 
documentation &. Cartlflcata of Sve end 

OOLDBERO. J * VOLQER.B H Anti-Trust Divlalon 79/04/10 49pp 


7909100142 Response by util to KRC U Intervanors ' preliminary 
comments re cammitmtnts. Discusses specific suggested changes 
to commitments Supporting documentation 4c Certificate of 
8vc end. 

DOYLEiH M . ARKSTRONO^W H i MATTS* H J McCutchen. Doyle. Brown li 
Emerson 79/04/16 lOOpp 


7909100193 Forwards revision to HPI operator Instructions per IE 
Bulletin 79-09a 

TAYLOR, J H Babcock in Wilcox Co. 79/04/17, 3pp. 


7909100199 Ack receipt of 790402 ltr re TMI inc 1 dent. Gamp late responia 
will be forwarded ai soon as poisible Forwards ralevant 
reiaasas L preliminary not if f cations. 

KAHMERERiG Office of Congrosa Iona I Affairs. 79/04/09 3pp 


—7909100166 Requests info re design or operational problams ganerlc to- 
B6VI facilities 6 relationehlp to similar problems 
experienced at TMI, 

FAZIO, V House of Rep. 79/04/02, 3pp 


7909100169 NUREO/CR-0643 

^Matl Compatabtllty Teste for LOFT Nuclear Raactor Fuel 
Centerline Thermocouples '* 

CHAM, A X< I MEYERS/ 8, G , BEUTUER, P. 8 Hanford Enginearlng Devalopment 
Laboratory. FIN B-622B. HEDL-THE-7Q-79 79/03/31. 69pp 
Available at NTIS. «9.29. 


7909100176 Ack racalpt of 790403 ltr ra safaty of South TK project In 
light of TMI 

1iAMMCR€R,C. Office of Congresetonal Affairs 79/04/10. 3pp 


7909104189 Forwards third submittal to App D of NEDB'<2401 1-F-A 
"Oeneric Reload Fuel Application '* Enel withheld 
iref 10GFft3 790). 

QUIRK, J F. General Electric Co /Nuclear Energy Products Div. MC 
682 79/09/08 2pp 


7909100190 NUREO/CR^OTDA 

"Traneportat Ion of Radioactive Matl in IL, " 770606-780606 
a Illinois, State of. 79/04/30 30pp. Available at NTIS 44.90. 


7949100194 Forward t eecond submittal to App D of NeDE-*240l l-P-A. 
"Oensric Reload Fuel Application End withheld 
Craf 10CFR2. 790). 

QUIRK/ vi.F. Oeneral Electric Co. , Nuclear Energy Products Div. HC 
6Q2. 79/02/28, 4pp. 


7909100198 In reiponse to 790401 ltr re TMI Inc Ident, forwards press 
release H preliminary notifications issuad to date 6 fIRC 
response to Governor Brown's request to close Rancho Seco. 
HAMMERER, G, Office of Gengreaslonal Affalri. 79/04/10. 3pp. 


7909100213 NUREO/CR-0673 

**Radlatioii Dose Estimates 6 Haxard Evaluations fur Inhaled 
RadionulcUdesf ** annual progress rapt, July 1977-June 1970. 
HEWHINNEYf J. A Lovelace Biomed it Envlrommontal Research Institute. 
LF-63. 79/03/31. 04pp. Available at NRC. h7 00. 


7909100210 Act receipt of 790402 ltr re TMI Incident. Complete respons ■ 
will be forwarded at soon as poseib le. Forwards KRC press 
releases 6 preliminary no-tlf Icatione re incident. 

HAMMERER/ C Office of Congressional Affairs. 79/04/09. 3pp. 


7909100229 NWE0/GR-Q724 

"Btudg of Reverse Osmosis Applicability to LWR Radwaste 
Froceaeing. " 

MARKIHDrJ. / VAN TRANrT. Abeon Inc. 79/04/30. i32pp. Available 
MTI8. 47. 29. 
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7?09100Sao 8 up|il«n»nt« 790117 1 ir Lican'«ing action on application i^or 
flipor-t of conpononlrs to th« Phlllpplnai not 5 |*t conpkotad 
Goit pro^tntif^ undtr c-onildtratlon 

R Qfllo of I-nt*roation*l Program* 79/04/27, Ip 


790S 100240 MUREO/CP-0009 

"PracaadlriQi of Confsranca on High Laval Padiaacilva Solid 
y«ita Formi Dac 19-21*1978 «t Danvar.CO ■* 

A Off lea of Nuclaar Katarlal Safatg ftt Bafagvarda 

78/12/19 aCOpp. Aval labia at NTtS. •21.90 


7909100243 “Blocld# Byproduct! in Aquatic Environ*" i^aartfrlg pragrasi 
rapt for Qct-Dac 1970 

ANDERSONrO. a * BEANr R. H < OiasONiG I Battalia Htnorlal Inatltota. 
Pacific Horthuaat Laboratory FIN B-2098-9. PNL-2931. 79/03/31 

41pp 


7909100293 NUREO-03aO V3 N4 

"Program aummary Rapt* “ Vol 3* No 4 

a Off lea of Hanagamant and Program Analgal* 79/04/20 lOOpp 
Aval lab la at NT18 412 90. 


7909100264 On bahalf of flaruhani Catiadar Ltd* r *< 100*11 axtanilon of 
■ xpiratlon data of Llc*n*a XU-B399 to 000401 To datai 90i 000 
fcg ir-308 arportad agalnct llcanit 

MARHQN.D.y Edlow Int«rnat Iona I Co 79/03/19 7pp 


7909100268 Commanit an prapoiid draft rag gulda "Quallf Icatlon of QA 
Program Audit Paraonnal for Nuclaar Pouar Plant* " A 6 ME cod* 
actlvltla* would bt akcludad In ANai/A9hE N4S 2.23 uniat* 
otharwlaa indlcatad, 

TRIMBLE* D C Arkanta* Power ti Light Co 019-4 79/03/23 Ip 


7909100277 Summarg of 790226-27 maating u/OA Co In flan DlagorCA r* 
OCFBR & HTOR program dt«cr Ip tloni » lie intlng ovarviawrRLD 
program* L inaarvlc* ln«p r *q.ulr •nanti. 

MlLUIAMSiP H r MEVERtJ F Advanced Reactor* Branch. 79/04/17 
14pp, 


7909100278 Uaaklg Info rapt for watt andlng 790420 

REHMfT. A. Of flea of the Exacutiva Director for Operation* 
79/04/27 27pp 


7909100267 Raquaat* Info ra application for 1 leans* to export to IAEA 
.22 tnicrtxgrart Pu-239 L uihathar or not It li lubj to tarmt of 
US-IAEA agraanant for cooperation 

PETERQDNrM Off lea of International Pragramc 79/03/01. Ip 


7909100323 Ltr of asauranca In ratponie to NRC 790322 Itr re 
Rautar-Stoka* application for licanta to ixport 0-239 to 
blorway. Tran* far will be «ubj to all term* 1( condition* of 
670600 agrtamant for cooperation. 

RINDAL*A. Norway. 79/03/30. 2 pp 


7909100330 Bummary of 700620 moating w/Bacramento Municipal Util 
Dlttrict li BLM re cooldown traniient of 700320 
ZUETZlOr 0, £. Operating Reactor* Branch 4. 70/07/13. 6 pp 


7909100343 Act receipt of 790330 ltr Informing NRG of step* taken to 
correct davlatlon noted in QA Program Inap Rapt 
99900400/79-01, 

P0TAPQV8*U. Raglan 4* Dalla<« Vandor Inapactlan Branch. 

79/04/U Ip. 


— 7909100391 Rafpanda to NRG 790301 ltr r* devlatlan noted In QA Program 
Intp Ropt 99900400/79-01, Correct Iva #e tion* ? change Inquirg/ 
authorl lation 1* bilng procactad to correct <ieiign 
Ineonalatenc la* & rtviaw of contracts will ba conrfuctad 
HAGMELLANi J.H. Dabeocl L Nil cox Co 79/03/30. 4pp, 


— 7909100396 Forward* QA Program Cnsp Rapt 9900400/79-01 on 790212-16 6 
notice of deviation. 

PGTAPDVBr U. Region 4* DaLlaa* Vendor Impaction Branch. 

79/03/01. 2 pp 


— 7909100360 Notice of deviation from ln»p on 790212-16 

a Region 4 j Dallaa# Vendor Inspection Branch. 79/02/26. Ip 


— 7909100366 OA Program Intp Rapt 99900400/79-01 on 790212-16, 
Naneomp 1 ianca noted . equipment spec 6 ty* deacrlptiori valve* 
far *af stg-r»lated «gs did not agree w/eya raqulranant* 
spec. 

ANOERBOKi 0. 0. I HALEr C. J. Region 4i Della** Vendor Inepectlon 

Branch. 79/02/26. 10pp. 


7909100390 Request* axtanelon of aspiration data for export lican** 
XaNK-1270 from 790801 to 800601. 

MATfiONtV. Transnue lear* Inc. 79/04/04. Ip. 


7909100410 Porwards QA Program Inip Rapt 99900921/79-01 on 790226-0301 
L notice of deviation 

POTAPQVflrU Region 4. Dallaij Vendor Inspection Branch 

79/03/09 2pp 


— 7909100413 Notice of deviation from Imp on 790226-0301 

e Region 4 j Della** Vendor Ineptctlon Branch 79/03/0Q tp 


— 79031004IB OA Program Insp Rapt 99900521/79-01 on 790226-0301 
Noncomp llanc* noted Section 11 of project internal 
proccduTe* manual not ravlsid by 790129 a* commlttad. 

BRiCKLEYiR N . KALErG.J Region 4. Dal las. Vendor Inipectton 

Branch. 79/03/08 6 pp 


7903100419 8ECY- 79-269 

Foruardf. for Gommlifion canfideratlani application from 
Trantnuclaar* Inc for license to export U-239 to the 
Netharlandf. 

SHEArJ R Office of Intarnatlonal Programs 79/04/16 Ip 


— 7903100417 Forward* application for llcanst to export U-239 to the 
Netherlands 

MATSON. V TransnueJaar. Inc 79-121/01. 79/04/11 Ip 


7905100424 Forward* Abnormal Occurrence 30-312-75-3 for Rancho Ssco 1. 
e flacramento Hunlclpal Utility District 79/03/11. Ip. 


—7905100430 Abnormal Occurrence 90-312-79-3 on 790212. turb Ine/gsnarator 
tripped when overspeed trip relay became faleely 
da-en*rgliad due to callbr drift Faulty transmitter 
replaced 

« Sacramento Municipal Utility District 79/03/11 Ip 


7909100436 Inform* of review complatlon of util data re 780320 raactor 
trip 6 resultant cooldown transient Concur* w/util's intent 
to return plant to power operation at level below 79*4 full 
power. w/cer tain recomnendetlont 
JAN IS. J T Babcock L Nlleox Co 70/03/23 2 pp 


7909100449 Gonflrm* transfer of lead responsibility made verbally 
781223 re steam generator level control during auxiliary 
feedwater operation 

JORDAN.E L Division of Reactor Operation* In«p*ctlon*. 

IE. RQI. TP-79-01. 79/01/16 2pp 


7909100447 License for Hoke. Inc to export bellows sealed instruaint 
isolating valve* to Canada, 

QPLINOERrO. 0 Assistant Director for Export/Impor t U Internationa) 
8 afe 9 uar<Bi 79/04/27. Ip 


7909110029 Requests extension of License X8NM-909 fron 
790901 to 781231. 

KEENAN.R. P Nestlnghouse Electric Gorp. 79/03/19. Ip, 


7905110026 Comments on proposeti rulemaking 10CFR20-13: pet 1 tlon 
should be denied. Supports certification of health physic* 
personnel. although NRC should not have function of 
certification. 

flHCX}P«P. R International Brotherhood of Electrical Uorkari. 
79/04/09. 2pp. 


7905110033 Project on structural integrity of water reactor pratture 
boundary componants. monthly progrtss rept for Mar 1979. 

LOflfltF J. Navy* Dept of. Naval Rttaarch Laboratory. 79/04/10 6 pp 


7905110055 Commant* on potential affect of loop seals in a pretsurlrer 
surge line, greater emphasis must be placed on this matter In 
light of THt -2 

NOVAKrT, Reactor Systems Branch. 78/01/10. Ip. 


— 7905110060 Comments on potential effects of loop seal* in a pretsurlrir 
surgs line. recommends bases for design raqulremant be 
ftudl*<l for all CP reviews to determine if loop seal can be 
eliminated. 

NOVAK. T. Reactor Systtmi Branch. 78/01/10. 2 pp, 


7905110061 Presents Analysis Branch contribution to task group 
evaluation of protection of operating BLN plants against 
feedwater transient*. Info typically provided is not 
fufliclant, 

ROSZTQCZYi Z. R. Analysis Branch 79/04/10. 9pp. 


7905110064 Assigns R Tedetco a* group leader of Ta*k Oroup on Oenarlc 
Review of Feedwater Transient In BltN-Deslgnad Reactor*. 

CASE.E. Office of Nuclear Reactor Regulation. 79/04/09 ip 
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TfO!IUC>09& Foruardf UCAP-940Sr '*V«r if lc«tlon Tatfclns & AnAlvi«« of 
17ifi7 Opttnltid Futi Aitanbly.” non(»ropi‘l>t«ry 

IkNOCaSONi T. H Wattinghouio Electric Corp NS-TNA-2074. 77/04/27 

IP, 


— 79aSll007B lKAP-7402 (NP) 

icetion Teeting l< Analgeii of 17x17 Gptiailted FveL 
Aieeali Ig# ** nonpropriaterg 

KFAheR.F.^ t CADEK.F F , AKDERBON, T H Meet iT^ghouee Electric Carp 
79/03/31 70pp 


7903110114 Cleriftei unctr teintiee re ODYM eveluetioo 8t propoted 
licvnelng basle Eveluetion completed re neutron e-fpecilve 
veld correlation uncertainty Evaluation withheld 
<ref tOCrR2. 790) Affidavit and 

COOK.K If General Electric Co MFN 79/04/30 4pp 


7900110137 CQflwnente on propoicd rulemaicing lOCFnft-A* endoreee petition, 
STEVENS, JR. New England Power Co. 79/04/04 2pp 


7903110141 Commentf on prapoeed rulemaking iOCFR2-7* it would only eerve 
to cewpHcati elreadg rlgoroue liceneing proceee 
Streemlinlng of nuclear plant liceneing procedural le 

needed 

SZALI4tSHlrP.A Affiliation Unknown 79/03/20. tp 


7905110143 Board notification BN'79-"10. reactor inepector concerne re 
Bhll plant! Rieoflunendc Boarde be notified Supporting 
dot irmentatlon end. 

VASBAL1.ar D, B, Aetietant Director for Light Water Reactcrc 
79/03/04, 9pp. 


7703110149 Connentf on propoeed rulemaking lOCFft2-7. pr eeent nulee re 
Intervention ere adequate. 

PftIKCErR J Affiliation Unknown. 79/03/24 Ip 


7909110146 Commente on propoeed rulemaking lOCFUS-*? oppotie amendf 
wording of "good cauee'* ii vague. 
fIW.sl K. Affiliation Unknown. 79/04/02. Ip. 


79091i-0t90 Commente on propoeed rulemaking 10CFS20''13, would place 
vtijuetified i< potentiallg uneafe raquiremente on operation 
taergincy planning. 

HUWDTHiL K.. Arieona Public Service Co. 79/04/06, 2pp, 


7909110104 Forwerde charter ii member liet of Taek Group on Oeiterlc 
Review of Feedwater Tranelente in BitM Deilgned Reactore 
OAViSjD K Syetematie Evaluation Programe Branch, 79/04/02 

2pp 


7909'110179 Forwarde info on poeelblt nuclear incidente In USSR, Propoeei 
briefing by ORNt. 

QILINSKV^V. Commieelon. 79/04/23. 7pp. 


TTOSilOIBO Dlecueeee Tech Space for reactor coolant ege heatup 
coohdown ratee It preeeure/temp limitt. 

QTELLa.V. Divleion of Operating Reactore. 70/04/17. 3pp. 


7905110163 Ack receipt of 790414 memo defining eiatl eubj to roiA 
requeet Rcqueete clarlf Ication re pcreonal dlariee h tepee. 
OILINSKYiV Commieelon 79/04/16 Ip. 


7905110306 Bummarixee etatue of HCU briefing, evacuation plan takke 
w/Oevernor Brown re BbU reactor problem 
4IL1N3KY,V. Commieelon 79/04/03. Ip. 


7905110324 Requeite viewe on Roeitoczg 790410 memo re feedwater 
traneiente. 

0IL1M6KV(V, Commieelon. 79/04/12. ip 


-’'7909110226 Preeente Analgeie Branch contribution to taek group 
evaluation of generic feedwater tranelente in BitN reactore 
ROBITOCZYiZ, R Analgeli Branch. 79/04/10. 9pp 


7905110337 Determinei that little benefit would reeukt frPM reducing 
all DUl plante to 50X power ehould event elmllar to Tfll 
occur. 

TEDCGCG, R. L, Aeeletent Director for Plant Sgeteme 79'/04/04. 


7905110263 Tabulatee reactor eafetg reeaareh eupplemental funding 
MURLEV,T.E Dlvitlon of Reactor Safety Reeaareh. 79/04/24. 3pp. 


7905110266 Forwarde "G-E Beet Eetimete Pre-Teet Analgeit of LOPT Teet 
L2-3,« 

BCHERER^A. E. C-E Power Sgetemt. LD-79-029. 79/09/00, Ip. 


—7905110294 LO-79-029 

"C-E Beet Eetimete Pre-Teet Analgete at LOFT Teet L2'’3, " 
May 1979 

* C-E Power Sgeteme 79/03/06 S6pp 


7905110341 Movee for poefcponement of 790402 deadline for diecovery 6 
790418 preNearing conference dua to TMI Incident. 

BCQTTrS M, Tesae Public Interest Research Group 79/Q4/05. 3pp 


7905110342 Motion for poitponement of 79041S prehearing conference 
pending full Inveetigatlon of TMl 

DOHERTYrJ F. Affiliation Unknown, 79/04/04, 4pp. 


7905110347 Motion by Interveners ts reopen record indefinitely 8, 
postpone decliiort on generic eefety leeue conelderat ione 
pending full Invee tlgatlon of TMl, 

PFEFFeRKQftM, W O, PISHHO,D,C Pfefferkorn h Coo I eg r P A 79/04/03- 
9pp 


7905110349 Olecuesee It clariflee actions for Emergency Procedure 9, lose 
of letdown w/radlolog leal control program. 

TEDE8C0»R L Aieletant Director for Plant Byetems 77/04/09. 

3pp 


7905110353 Motion to reopen eeftty hearingi to conelder suepeneion It 
revocation of CP, 

DATTILO, TM Affiliation Unknown, 79/04/04. 2pp 


7905110353 Requeete comnenti re environ quel If icat 1 on It inetr umentatlon 
to follow couree of an accident 

MANAUER, B H, Aeeietant Director for Plant Bgeteme 79/04/06 

2pp 


7905110379 Hotiflcatlon of ACftS Subcommittee on Power U Electrical 6ye 
790330 meeting w/lte coniultante It NRC etaff In Maehlngtonr 
DC to review interconnection of protection t< eafetg eye 
u/reactor cotroL eye on RE6AR-414 deelgn 

HOYUEf J G ACRB - Advleery Committee on Reactor Bafeguarde. 

79/03/14 2pp 


7905110396 Forward! OA Program Inep Rapt 99900104/79-01 on 790209-08 
Mo noncQmpl iance noted. 

POTAPOVS, U. Rig Lon 4, Dallaei Vendor tnepection Branch 
79/03/05. 2pp. 


—7905110404 OA Program Inep Rept 99900 104 /79-Oi on 790209-00. No 
noncompliance noted. Major ereae Inipec ted: implementation of 
IOCFft50«App Dicrlteria & applicable codes !< itde Including 
action on previous f Ind Ings, Inep L teete. 

HUNTER, V M. » UHITESELL, D. E Region 4, Dallas Vendor Inspection 

Branch. 79/02/28, 9pp. 


7909110412 Motif Uat Ion of contract ox seutlon' '’Development of Improved 
Technlquti lor Analgiing Matl Control kc Accounting Data,** 
awarded to Science Applications, tnc. 

BOMNERtJ. Technical Aeeietan.ce Contracts Branch FIN B''6399-?. 

NRC-Oa-7 9-026. 79/04/20 Ip. 


— 7909110419 Contract: ’’Development of Improved Techniques for 
Analysing Hatl Control L Accounting Data,*' awarded to 
Science Appltcatlone, Inc. 

DOUGHERTY, D. J Technical Aestetance Contracts Branch. FIM 

6-6379-9. NRC- 02-79- 028, 79/04/20 20pp, 


7909110414 Board notification. IE reactor inspector concerne re DLH 
plants, 

VASSALLO^O B. Aeeietant Director for Light Mater Reactore 
79/04/02, Ip. 


—7905110420 
790326 m 
MOSELEY^ 
79/00/29 


—7909110421 

H08CLEY, 

79/03/21 


7905140019 
In RicHlai 
MOELLER, D 
Reactor B. 


7905140040 
of Protec 

Oleeeter 

e Envlro 
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7709140096 Su(wt*rv of 7903^0 (aifr^ln>g u/BNt, ptrtonntl to diicun 
old'^yaor rovlt^f of prograii on EV79~ rioctfir fliyolct 
tachnlcol aitlitKnc* propron 

DUNEWFELD.M Con Ptrformonco BroncK 79/04/17. 3pp 


7909140099 Natlflcotlan of contract aiacutlon* "Coniultat 1 on it Bavlo-u 
of Kuclaar Povor Plant Slta-i* ** awordad to US Dapt of 
Intorior 

OLAOOLA.A F Tochnlcal Aioiotanco Contract! Branch FIN B-69>4B 

NRC-03-79-145 79/04/13 Ip. 


*'“7909140069 Contract '^Consu 1 tatlon St Rtvlaw of NircLaar Poutr Plant 
8tt««4‘' auardad to 08 0»pt of Intarlor 
DQUOHERTVi D. J OlvLolon of Contract!. PIN B“694a 
NftC“03-79-14g 79/04/ ta Spp 


7909140069 Motion Cltlt! of Anabrlm It Rivarild«jCA to mchtdula 
dopofltlon of RH 0!fd«« for 790502 Urg«« A81.B vacat# 

790409 ordar dafarrlnQ dapotitlon U rainitata 790326 notiea 
of dapofltlon Carttflcata of 8vc artel, 

KATTiP K Sflasal k HcDlarMld 79X04/11. 7pp. 


7909140093 Application bg Slgna Chinlcal Co for lictnta to eiport 9 Ig 
dautarlum liquid to Canada 

a Sigoia Chinlcal Co. (auba of Sigma Aldrich Carp ) 79/04/99 Ip 


7909140096 Application bg Kltiublihi tntl Gorp for licansa to atport 
290 mC 1 1 ancapsulatad cimant uiiratCf-292 to tfapan 
TANAKAtN Hltiublahi Intarnatlonal Corp. (tub! of HitaubUht 
Gorp. } 79/04X27 Ip 


7909140099 Notification of contract aiacutlonr Hod 4 to **^^ariou« Talk 
Agraamanti. " Contractor Battalia Columbu! Labt 

KYNATTiiA Raiiarch Contract! Branch, NRC-04“76“a93 79/04/01 

Ip. 


— 7909140109 Hod 4^ updating contract by adding naia clau!! to **Varlou! 
Tati Agraicnant! ** 

HORTONrK.V Divlilon of Contract!, KRC-04“76“29a 79/04/01 

3pp. 


7909140102 Act racalpt of 790404 raqusit for all NRC docuAinta It 
coaHaunlcationi ra THl.Llita racordt alraadg In PDRi othan to 
ba plaeatF thira upon dltcloaura. 

FELTONtO M Olvlilon of Suit! and Ricord!. 79/09X03. Ip. 


7909140126 Application by Nuclaar Valya 01 v of Borg-Warnar Corp for 
llcania to txport 3/4-inch l( l-lnch 600 lb carbon ataal 
glcba vaLvairmanual k air actuated, 

HANiS. Borg-Marnir Carp. 79/04/16 tp. 


7909140149 NUReO/CR-0649 

'‘Spant Fual Haatup Following Loai of Natar During Storagi '* 
BENJAHINrA 6 , HCCLOSKEVr 0, < FCMERB, 0. A. BandU L«bor«torlf! FIN 

A-2090. BAND77-1371 79/03/31. 171 pp, Aval lab la at MTI8 


790914019a FOIA ra^uait for ACRB 690331 raptrAEC 690630 InUrnal !taff 
ftudy ri cafftty of largo nuclaar raactora A£C 691112 rtpt on 
riactor lafoguardi k lir to Baaborg concerning oalaty 
quaitlani 

KENDALL. M.C. Indiana. Btat# af, 79/04/12, 2pp, 


7909140160 Ratpon*! to FOIA riqueit for ACR6 690331 rapt on raacto-r 
!af aguardit AEC 690630 Intarnal ataff itudy ra eafatg of 
large nuclaar raactorf. ACR8 691112 rapt on raaetor 
lafaguard!* k Itr to Saaborg concarning aafaty qutatlon! 

FCLTONjJ. H OlyltUn of RuUa and Racordi. 79/09/09. 2pp. 


-“7909140164 ^'ACRB^Itt Rola in Nuclaar Bafaty ** 

LAWflOSKifS. Argonnt National Laboratory. MOELLER^ D.N. Harvard 
Unlv, 7B/09/26. 39pp 


— 7909140169 Forward! eommanti on uatar raaetor aafaty raatarch program, 
Empbatlst! iMportanca of public haalth k eafaty 
HENDRIEr J. N. ACRB - Advitary Coaunittaa on Raaetor Baftguardi. 
69/03/20 £p. 


—7909140169 CofManti on watir reactor aafaty program p Lan. Covaraga 
naadid on propofid large hiatar raactora lindar atand Ing of 
fuel failure! naadad Urgaa aupport be given to capable 
paraonntl Analyela of accident pravantion naadad. 

HENDRIEf J. H, AGR8 - Adviiory Goawiittaa on Reactor Safeguard!. 
69/03/20. 9pp. 


— 7909140174 RcaMphamlit! previous racommandatloni ra naad for aafaty 
raaaarch. Urgaa addl RliD ra stiamlc afficta on aodtum-coolad 
fait raactora 6 environ affaeti, flora alfart naadad in 
apamlnlng fual failure. 

HENDRIEi J. N, ACRB - Adviaorg CooMittaa an Raaetor Baftguardi. 
69/11/12. gpp 


7905140170 Notification of contract amcutlon; ‘‘Implamantat ion af Kad 
to NRC Contract Info Syt. " awarded to Small Bualnaai 
Adminlatration 

MEDROW.L A Adminlitratlva Contract! Branch NRC -10-79-33 1, 

79/04/27 Ip 


““7909140179 Contract far “Implanantatlon of Mod to NRC contract Info 
fiya, " awarded to Small Buaineae Administration w/Soclal 
Reiearch Application Corp ai aubcontractor 

MATTIA. H J. Contract Pol icy Branch NRC-10-79-381 79/04/30 

70pp 


7905140177 FOIA raqueat for winning technical propoial for 
NRC-02-79-039. **flafaguarda for High Laval Haata 
Repoattor laa, 

RAOANiK M Kinetic Rtaaarch. <nc. NRC -02-79-03 9. 79/02/19 Ip 


790S140180 Forward! RFP k winning technical propoial for MRC- 02 “79-0351 
"Safeguard! for High Laval Uaate. '* in rtaponia to FOIA 
raqueat 

FELTON. J N Dlvlalon of Rulea and Record! NRC“02“79“039 
79/05/08 2pp 


7905140183 FOIA raqueat for 'Internal NRC memo alleging that Idaho 
Falla. ID low power plant accident involved lovara' triangle. 
WILLIAM.W.A Affiliation Unknown, 79/04/06 ip 


-“7905140187 Addraaeat potentiality of Idaho Falla. ID stationary lew 
power plant incident. involving lovera' triangle Cautlona 
agatnat ahortcominga in tachnolog ical devalopmant 6 
aereenlng. aupervialon k aurvelllanca of paraonnal 
HANAUER. 8 H Atomic Energy Conunlaiion (Pre 19751 71/09/iO. Ip, 


7909140184 Forward! 710910 memo in reipanae to FOIA raquavt for 
Internal NRC memo alleging that etationary Idaho Pallet ID 
low power plant accident involved lovera'^ triangle. 

FELTON. J.N Divtiion of Rule! and Rerorde. 79/04/26, Ip 


7909140191 FOIA requeat for document! prepared or rtcaivad ra environ 
impectf 6 haalth effect! poialbly reaultlng from nuclaar 
teiti conducted for Project Plowahara Program during 1960a 6 
early I970i 

STRAIN.?, The Denver Poit 79/04/02 tp. 


79D9140197 Forward! document! in reiponie to FOIA request for info rt 
impact! of nuclaar teat! lor Project Plowahara Program Addl 
Info available from CO Public Health Dept k DOE. 

FELTON.U N Dlvieion of Rulee and Racorda. 79/05/01. 2pp. 


-“7909140200 Inform! of completion of reorganisation of Div of Peaceful 
Nuclaar Eicploeivea Plowahara activltiee l< paraonnal 
poiitioni of Special Project! Div traniferrad to 
hiadquartarf on 690918 Liito pertonntl aitignmentt. 

KELLYiJ 8 Atomic Energy Commiasion (Pre 1979). 69/07/3t. app 


‘“7909140203 ^Development of Regulatory Criteria for Control of Radiation 
Expoiuree to Population from Contumer Product! Producad by 
Plowihare Application!.** <R6D“3 Plowthore) 

RDOERB.LR.I HESTER N/ F. Atomic Energy Commieeion iPra 1979) 

69/04/11. 26pp. 


7905140213 forward! IE Circular 79“06 ‘•Failure to Use Byringa Dottle 
Shield! In Nuclear Medicine** !< Hat of addrefaeae 
PAPPAS. H. Region 3t Chicago. Office of the Director 79/04/25 
49pp. 


7905140337 Notice of 790404 meeting of ACR9 Subcommittee on Rtdulalory 
Aetlvitit!/ NRC b contultanti in Haihingtonr DC to d|icuaf 
varlou! propotad rag guide!. 

HQYLErJ C. ACR8 - Adviiory Committee on Reactor flafaguard!. 

79/03/14. Gpp, 


790514024B Notiea of 790312 meeting of ACRB Bubcommlttaa on Beduoyah 
Nuclear Power Station in Haih Ington. DC to ravlew TVA 
application for OL. 

HO^ErJ G ACR8 - Adviiory Goiimlttea on Reactor Safeguards, 
79/02/22. 2pp. 


7909140252 Forward! matl provided 790404 It ra levant fibN 6 NRC m 
faedwter avanta at B6W planti, 

ORNSTEINrH Office of the EKacutiva Director for Qperationa 
79/04/06, 19pp 


7909140274 Addl Info requaited in 790209 Itr re two loop teat apparalwt 
teat raeuLts being raviawad to datarmina ochadula for 
raiponaa Review raeulte expected by 790417. Hatting luggeitad 
for week of 790423 for addl teet data evaluation, 

SHERHCXlDr 0, 0 General Electric Co. > Nuclear Energy Produett Div 
HFN-099-79. 79/04/06. 2pp. 
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Product. Div 


riiiu»*t for JCC««1 to docuamt* in rj|ion*l 
3' Chicago. Offico of tha Dlrtcigr 


m^MOaia F^orward* draft NUREO-OOWt *<q«uond /»- . 

Funding . In Qoppovt of Commarclal Kucloar Pouov Station/" *“ 

Ratiuvata tommanta ty 79000? W/o and. 
nVANi R. 0. QffUa «f Btata Proflraraa. 79/0-4/10 Ip 


^acilUitt**^^''*" raquoit for rocorda not in WC PDft n 


FELTONdJ K 


Olvlaion Of RuUt and Rtcordf 77/00/08 tp 


'- 77 O 31403 aO FoTwardi NUnEO- 0353 , -‘Bayond Daf .«i.-lnr> 0 .pth' Coat t. 
Fur^dlng, ,ln Support of Commartlail Nuclaar P&uar Btationm •• 
R*'q[U*it» comnanta fag 790309 . M/o ancL 
RYANi R 0 Qffioa of Btata Programt, 79 / 04/10 Ip 


- 7905140^33 Forward* draft NUREO-O 333 r "Bayond D.fafti«-in- 0 #pth>Co*t l, 
Funding.., In Support of Commardal Nudaar Powir Btatlonali'* 

Si raquaaia tOMfuantt faafor* 790309 . Final rapt ylll fat laiuad 
iKortly altar 790809 . W/o and. 

RYANi R 0 . Off lea of Btata Programa. 79 / 04/10 tp 


rTU./1-rv.f/tf nim&U/UK' vvdi 

^PWR Blowdown Kaat Tranifar 8«paratf-Ef f aett Prograa Data 
Evaluation RaptdTHTP Tait 8<rt«s II - 

W^luIKSdC B . HYHAMrC R r CRADDICK, W 0 Oak Rldft KatUnal 
Laboratory FIM B-OtSS ORNL/FWREO-33 79/04/30 189# a 

Avallafala at NT18 


7903140373 NUREO-0544 

“Handbook of Acronyai Initialimt ■ 
a Offlca of Adafnlatratlon 79/03/31 121pp 


■7903140339 Forward* draft NUREO- 0533 . "Bayond Daf an**-.ln-D*pth.Coit fa 
Funding. .In Support of CommarcUl Nudaar Powar Btatlani. 
flaqu«*i« co<m*#ntf bq 790309 . W/o anej. 

RVAHrS 0 Qlfita of Btata Program* 79 / 04/10 ip 


7905140373 NU«E0/CR“0fa43 

“MifltldUanilonal AnalytU of Fluid Flow m LOFT Cold Log 
Blowdown Plpt During Lott-of^Coolant Eip«rlntnt “ 

DEMHlEdP K f HOFflANHi K R Idaho Kational Engtnoorlng Laboratory 
FIN A’'A04B TREE-1333 79/03/31 77pp Aval lab la at MTI8 43 00 


■*- 7903 140-331 Forward* draft NUREO-O 333 r “Bayond Daf *T\**-tn*‘Daptfa Goat fa 
Funding, . . in Support of Commardal Nuclaar Powar Btation* '* 
Riqwaat* commant* fag 790309 W/o and. 
nVANiR.O, Offlca of Btata Program* 79 / 04 / 10 . Ip. 


790314 O 31 i 4 Commant* on OF Ro** to EO Ca«a mamo ♦ummariiing matting ro 
natural circulation conaidarat ion*. Davi«-B*««a 1 771029 
tranilant raiultad In aubcooUng of BO P or mora Erronaou* 
laplleation* mada rt Hlchalaon Rapt. 

TAYLOflf J H. nabCQck b faliloo# Co, 79 / 08 / 04 . Ip. 


7905140336 Foruariia n«w application for axport licanta w/raquattad 
carr act Iona. 

HAariMEZ.F P. Spain. 79 / 04 / 09 , Ip. 


-*• 790 51 40320 Gorractad application by Oarman Oomlnguai for licanaa to 
«Ep-ort 51 kg U« a* U liaRaf luorlda i to Spain 
« Spain. 79 / 02 / 30 . ip. 


7903140392 Forward* proprlatary rapt NE0E-S19a3-P4 "Bubmargad Btructuras 
KodaliKaln Vant Air Dlactiargaa Evaluation Rapt.** Affidavit 
and, Rapt avallafala in Cantral Flli*. 

SOlDOffjt vJ. Oantral Elactrlc Go « Nuclaar Enargy Product* Dlv. 

HFW- 121 - 79 , 79 / 04 / 30 . 5 pp. 


7905140426 SutMlfa* r*4Ut*t*d Info ra 2'*lQop tait apparatu* fa 
•valuation modal raactor calculatlontiyapor Uation 
eorralailtin dalai fa radpan** to NRC quattion ra vaporliatlon 
In 2-laap tait apparatu*. H/tncl 790129 Itr. 

STRCWPEiE. P, oanaral Elactrlc Co HFN-022-79. 79/01/30 74pp 


7903140376 NUREO/CR-0646 

“Computar Program K-FIX/KODI Nod of Gomputar Program K-PIX 
for Application to Fluid Flow Simulation In LOFT 8y« 

Piping “ 

DEttMIE»P N I HQFHANNiK R Idaho National Englnaarlng Laboratory 
FIM A-604a TREE-1324. 79/03/31 Q4pp Avallablt at NTIS 43 00 


7903130003 Trafiicript of 79046 apan mtating for NRC tarliflng on fiva 
ihutdown plant* (laiimic dtilgnl Pp 1-67. 

HENDRlEiJ.H « 0ILIN8KY.9 « KENNEDY i R. T Commit* Ion 79/04/26 

68pp 


7903130003 Ack ricalpt of 790313 Itr w/ftatamint on •Proballttu Rlik 
Attiitmint fa Iti Application in fttactor Bafaty fa Licanting “ 
Forward* NRC policy itatamant ra Lawi* Rapt fa inatruttlen* 
to NRC fa tattimony btfora Udall lubcommlttaa 
HENDRIE,.^. H CammUilon 79/04/23 ip 


—7903130000 Forward* copy of “Proballitlc Rt*k A*«***mant fa It* 
Application In Raactor Bafaty fa Licanting* lubmittad to 
Commlttaa on Intarlor fa IntuUr Affair* 

RICKARD«C.L Oanaral Atomic Co (lub* of Oulf Oil Corp 1 
79/03/13 6pp. 


■7903150009 Tattlmony of PA Bradford bafora Bubcommltta* on Enargy fa 
Environ of Hout* Commlttaa on Intarior fa tntular Affair* 

BRADFORD, P A Commlliton 79/02/26 4pp 


— 7903130010 Tattlmony of JN Handrla bafora Oubcommlttaa on Enargy fa 
Environ of Houia Commlttaa on Intarlor fa Inauiar Affair* 
HENORIEiJM Commiltioti 79/02/26 26pp. 


•'-7905140420 Oiacutaft NRC concarn ra haat tr«n*far cgafflciant of 4 -inch 
SAFE coda fa OS cUr i f icatlon. 

BIRCJUPE.e.P. Oanaral Elactrlc Co. hFN-oat-79. 79/01/29. 3pp 


7909140469 Forward* «llda* praaantad «t 790315 maating w/nrg ra ECC 8 
•valuation modal. Bubmittal contain* proRriatmry info 
iraf lOCFfta. 790 ». 

AHDCrtBON, T M. Waitlnghou** EUctrlc Corp. N8-TMA-a06S. 79/04/lB. 

t#- 


7905140509 Forward* map furnlihing Info fa ll*t of burial aita* in 
rtiponit to FOIA raauaat for Info ra all nuclaar plant*, 

•ilktr coMplatad wndar eon«t fa all nuclaar waata burial 


f ( t • f V/o and. 

FCLTONiJ.M Olvi«lon of Rwlaa and Racord*. 


79 / 05 / 10 . 


ip. 


7995140511 FQIA raquiit for map fa currant gaographical Hating of all 
Nudiar plant* althar complatad or Ondar con»t fa all nuclaar 
wift* burial aita*. 

COHUarR 0 AffLllatlon Unknown. 79/05/01. ip. 


7905140521 Coawaant* on draft rag gold# fa }•**”*.! 

<'»faiclt4r Analyai* fa Datlgn of Concrata Radiation Bhljldlng. 
Opaictflc crltorla for dttign of concrata radiation thialoing 
atrveturai thould ba provldod. 

OAVlOAMiF-X. Enargy, Oapt of. 79 / 04 / 02 . Ip. 


7905150014 NURE0-D540 VI N3 

“Tltla Liat of Documant* Hada Publicly Aval labia for Nar 

|i&70 H 

* Offlca of Admlnlatratlon 79/03/31. SSlpp. AvalUbli at NTIB. 
*3. 00, 


7905150029 Llcan»a for Trantnuclaar, Inc to a*port 413 kg LH235 fa 
0 0325 kg U-235 to «a«t Oarmany ^ , i. 

aPLINOER;o 0 A**i*tant Dlractor for Eiport/Iaport fa Intarnatlonal 
6«faduard< 79/04/27 2pp 


W8190030 U«M. ,.r ». ..pj.t V.IV...V.W. 

laanifoJd, *aalad gloha valva*, •aalad Initrumant laolating 

OPLlN0CRrS*0*^*^A«*litant*Dir actor for Eipart/Import fa Intarnaitonal 
Bafaguard*. 79/04/25. Ip 


905150031 Licanaa for Trantnuclaar, Inc to aiport 635 kg U -233 fa 
79 / 04/27 2 p*. 


7 WM» 03 a Ucn.. ,.r E.«.u Huclwr C«, luc t. l»M 4 It O-W* 

Wt’wlB" 0, Dir.tlor ,«r E„.r*/l.p.r» E Inl.ru.ll."*! 

Bafaguard*. 79/04/27, 2pp. 


7905140525 R*apan*a ta FOIA r# 4 ua*t for info r* ‘*^**'**';»,J; •P*** 
modal Thtratron SO,Co-60 tilatharapy 
documant*, drawing fa Hat of dr-awing* wlthhald •• 
propriatary. Documant* fa drawing* not and. 
m.TOK,J,M. Dlvl*lon of Rulo* and Racord*. 


79/05/09, 2pp. 


7WM90033 ,.f Hul.-IUC t. LU... tl.l. «»«•■ 

SuN«‘,S?S“ S””*"' 'O'- E.t.rl/lMorE E l«*«n.tl.n.V 

Bafaguard* 79/04/27. Ip. 


790514D527 FOIA raRUaat for Intarnal filp* 2^ fadUtlai. 
BLOCUll,^ Ju Mllwaukaa Sant Inal, 79/04/12. Ip. 
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790319003& Lli;*n«t for Hak«i> Irtc to oxpart boLldWo vialid Inttrvioont 
i^oloting vol vo«r loal td v^lvoi l« volva naitifold* to 
Canado. 

□FLIN<3£l^rO 0 Aififtant Diroctor for Eiport/lM^iort It tntornatlonal 
Qifoguardt 79/04/87 Ip 


7905130037 Liconto for Hokoi toe to oxport boLlowi tooled Lnttru««nt 
tiolotlng velvof li tporaot s^«lvo ovanifoLdo It loaltd 
tnitpoatnt valvti to Canada 

OpLlNOERrO 0 Aitiotiant Dlt'octor for Export/Irtport It tntornatKono 1 
Siaftguardt 79/04/27 Ip 


7905130030 Llconta for Hokti Inc to export btllokfi tealed tnitrumant 
Itolatlng valvit to Canada 

OPLINOERtO.O AitUtant Director for Export/Iaport It International 
Safc-giierdt 79/04/27 ip. 


7905130D40 Licenti amendaent for OE to expart 8.49 kg Pu It 6i kg 
natural U to France. 

OPLINCERt 0. 0. Affletant Director for Export/Ifiport It International 
Safeguard* 79/04/8&. Ip 


7909150D47 Ltr of etiuranca eartiffjltig fuel eleaente aenttoned In 
General Atonic 790282 application ulll be eutj to 
condition* of ^00725 addl agreement for cooperation 
OOPPEI.1K. European Coevnunlbieit Coamlteion of. 79/03/S7 Ip 


7903130066 Notice of 790319-aO ACftS flobcoaalttee on ECCS Meeting* 
M/itf confultantf It NRC in Lot AngaleiiGA to dltcuee 
ttetuv of phgiical coda inputfi current kieenflng actions It 
aeegaetrlc bloudoun forcee, 

HOVLEiJ.G. ACRa Advitorg Committee on Reactor Safeguard*. 
79/02/26, 8pp 


7905130093 Ritpond* to 790312 ltr re4,ue*tlng NRG axtend coanent period 
for NURE0’<0499t "Preltmlnarg Statamank on Oeneral PoUcg for 
Rulemaking to Improve Nuclear Pauer Plant Licensing " Ho 
eittnilon* planned 

DENTONtHft Office of Nuclear Reactor Regulation 79/03/16 8pp 


79051301 55 Forwerd* petition to Intervene It ra^ueet for hearing dp 
behalf of Ctr for Development Pollcg It two other Interveno-ri 
re application for export llcenee U/o end. 

ASHERtT R Aehert T R. PC XSNNO 1471. 79/04/20. Ip 


7905130139 Licenve for Htteullne Travel 8vc of A«erica*Inc to expork 
at«callaneou« reactor parti to Japan 

QFLlNOERt 0 0 AieUtant Director for Export/Inport It international 
Gaftguarde 79/04/13. Ip 


7905150161 Application bg Sigma Chemical Co for Itcenie to export 
compound* containing egulvalent of 4 kg deuterium liquid 
over S-gear period to Auttralla 

e Sigma Chemical Co (tube of Stgma Aldrich Corp, ). 79/04/11, ]p 


7905150168 Llcenee for KltiuUna Travel Bvt of Amerlcar Inc to export 
aiicel laneou* ipaciellg detlgned or prepared parte for uie 
in reactor* to Japan 

OFLINOER, 0.0, Afiiitant Director for Export/lmpor t It International 
Safeguerdi 79/04/13. Ip 


7903150179 Requeete approval of propoial to expand ecope of DOR generic 
l*«ua B-S3* "Degradad Grid Voltagtt'* to accoamadate caute* 
of dagradad voltaga identified bg Arkanea* Huclaar One 
abnormal occurrence 

VOLLHCRiR. Afeietent Director for Sgitem* It Proj^aett, 79/01/03 
3pp 


7903150183 Executive Srench poeltion re Edlow Inti Co application ler 
llcanea to export SOOiOOO Cl of tritium to Swltxerland. 

Llcanea should be granted 

KOSEKlQiL 9 State, Dept, of, Bureau of Ocean* It Internet 1. Enviren 
It Bciantific Affaire 79/04/19. 2pp 


7903130186 €Kecutiva Branch poiltlon ra Mtstinghouf* application for 
1 leans# to export fuel rod tube*/ tpringe It end plug* to 
Bwed«n Llcenia «hould be granted 

NQSENZOiL V. State, Dept oft Bureau of Octane Sc Internatl Environ 
U Sclantlfic Affaire 79/04/18 8pp 


-*■7905180098 Comaente on NURE0-0499i "Pro 1 Iminarg Statement on Oeneral 
Pollcg for Rulemaking to Improve Nuclear Plant Licensing.*' 
Altornetlve energg so-urc#* should ba considered Ic believes 
there is no need for adding bataLoad capacity 
HtTTtR.E Appalachian Resaarch It Dafansa Fund* Inc. 79/03/12 

2pp 


7903130093 Executive Branch position re Hitsvlina Travel 8vc of 
Amsrlcatlnc application for licenis to export reactor 
components Ic parts to Japan. License should ha itsuad 
N08EHZQ, L. V. Statei Dipt, ofe Bureau of Ocean* It Internatl. Environ 
li Scientific Affairs XC(>H~158 79/04/83, Ip 


7903150099 "Water Reactor 6afatv Research* Heat Transfer 
Highlights" Jan 1979, 

LOTTES* p. A Argonne National Laboratory. DOE 40-530-75 79/11/30, 

6pp. 


7903130101 Nottficatton of contract execution* Had 6 to "A/C Consulting 
Svee. * Contractor. Burnt It. Roe* Inc. 

NVNATTiA. Research Contract* Branch. FIN B-68ao NRC-04-77-097, 
79/03/31. tp. 


— 7903130109 Mod 6*no-eo*t time extension through 900331 to "A/E 
Consulting 8vcs " 

MORTON* K.V Research Contracts Branch. EIH B-6220. 
NRC-04-77-097 79/03/31 2pp. 


7903130103 Application by Hoke* Inc for License to export aoterlied It 
isolating valves 6 spare parts to Korea. 

LIND«en,T P Hoke* tne. 79/04/16. Ip. 


7903130106 Application by Hekij Inc for license to export bellows sealed 
instrument isoietlng valvee 6 valve manifolds to Korea. 

« Hoke* Inc. 79/04/19. 8pp. 


7903130188 Responds to 790307 ltr. 8lnc* QA program description dees n«| 
meet NUREO-O39O1 It will not be Introduced to NRC topical 
rept program M/tncl topical rapt program description 
HAABa,W P L K Constaek Engineering Go. 79/03/29 9pp. 


7903130191 Executive Branch position re Hltsulline Traval 8vc of 
America* Inc application for license to export 19* 000 poison 
tubes to Japan License should be granted. 

K08EHZO*L, V State* Dipt, of* Bureau of Oceans b Internatl. Environ 
6 Sclontiflc Affairs. 79/04/19. 2pp. 


7905130195 Application bg Transnucltar* Inc to amend export ilctnil tb 
include eddl quantity of 0 2 g of J-233. 

MATSON* V. Tranenuclear* Inc 79/04/19. Ip. 


7905150199 Application bg Edlow Zntl Co to amend export licsnsi Is show 
ABEA ATOM as only intermediate consignee. 

HARMON, 0. Vi. Edlow International Co. 79/04/10, Ip. 


7903150199 Respande to 8ECY-79-9B "Timing of Certain Requlrsmentt of 
UMill Tailinge Radiation Control Act of 1979," Detalle 
position re faderal-state authority to license ml Lie 
w/regard to requirements of AEG Act* Section 274. 

KtN0*B. Niw Htxico* State of. 79/03/07, 9pp. 


7905150203 Application bg OE to amend license to export metl la Japan 
Requste reichedullng of first shipment to 790831. 

WILSON* B.O, Oeneral Electric Co,*NucIear Energy Product's Dlv 
BDW-79098. 79/04/13, Ip, 


7903130208 Application by Oeneral Atomic Go to amend license to iipbrl 
fuel •laments containing U to Japan. Requaits extension of 
expiration date to 900701, 

MOViRy*Vi.R. Oeneral Atomic Co, (tubs, of Oulf Oil Corp. }, ICL-lOtP. 
79/04/13, Ip. 



7905130183 Exaeutlve Branch position re Mitsubishi Zntl Cerp 
appUcetlon for license to •xport 348 kg U-235 to Japan. 

Licante should be granted, 

NQSCNZOrL V, State* Dept, of* Buraau ef Oceans 6 Internatl. Environ 
tt Scientific Affaire. 79/04/16. 9pp. 


7903150140 Monthly ltr rept for Feb 1979 r# technical project status 
of '^Aerosol Measurements tyHodellng for Fast Reactor 
Gafttg, - 

0IE8EKE*J,A. Bettelle Memorial Institute* Columbus Let ore tor las, 
79/03/28. 3pp. 


7903150134 Summary of 790330 Meeting w/OC re Target Rock safety re I tel 
valves 6 review of progroes toMrd roduclng number of BWR 
blowdowns, 

NONIGKLB. J. Operating React 


7903150213 NUREO/GR-0593 

"Assessment of Intergranular Fracture Hlthln Unrestricted 
U02 Fuel Due to Film Bolling Dpsratlon. " 

CROWENBEROiA W , VACKLE,T, R. EO V 0* Inc. FIN A- 6046. TREK- 1 330. 
79/03/31, 93pp. Aval lab Is at NTI8, 


7903150219 NUREO/CR-0513 

"Rsactor Safety Research Progremi* " quarterly progress rspt 
Jul-8ept 1978 

KOUTStH. J.i KATOiW.y. * ROMANO* A. J. Brook haven National LetoraUrw. 
EY-TA-C -02-0016 BNL-NUREO- 50931. 79/11/30 219pp. AvaUaVU at 


inch 2. 79/04/12. 16pp. 
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7909I909S9 Gommaint* on propoioi) riiUt lOCPRl? & 20 •ndoriii propofiit 
Unit for man d-d ting monitort-ng of minor* 18 gt«r« of age 
or und«r uha ar« aKpaiad to radiation abovt natural 
backgrautid L«v*l« 

LAMPKft# J V Bwnkor Hill Community Collage 79/03/19 3pp 


7909190962 Inforai that FH nottca of dtnlal of patltlon for rt^ltaailng 
ha* batn aodlflod to indieato that fiv* rathtr thin four 
pooplo have eubattteil conatnt* on petition for ruliaatinf 
PRM 20-9 Ravlfed pege of notice end 

BARKBltR F Traniportetlon Product Standard! Branch 79/0^/09 

2pp 


790919O33Q PmtitLon to eaparata HRC Into twq entitlee one covering 
poi»iar reattora^U min Ing* nuc 1 ear ueapone mfgi nuclear fuel 
proceieore At otl^er dealing ui/bgpraduct matl 
PEEPLEU4 U P Nonane* tructive Teetlng Kanagement Aeioclatton 
79yoA/ia arpp 


7709190311 Reeponde to 790S1S Itr re application for llcenta to export 
aonailta ora to Ind la. App 1 Ication uae forwarded to Executive 
Branch on 700621 for review 

QltEAi sf. R. Aeeletant Director for Export/Import ti International 
aafagumrde 79/04/13. Ip. 


790919031-4 Application by Borg-Warner CoTpj Nuclear Valve Dlv for 
Itcenaa to axport globe & check valvesi carbon eteal & 
etatnltte etael to Qelglum. 

ANDERaONiB. Bor g-Warnar Corp 79/04/16 Ip. 


7909190327 Act recalpt of 790321 Itr providing view* on NRC 
Interpretation A Imp lemantation of U Mill Tailing* 

Radiation Control Act of 197Q. 

OliAPARiM K, Office of the Executive Legal Director 79/03/07 


Ip 


7909190332 Heeklg info rept for week ending 790427. 

T A Office of the Executive Director for Operation* 
79/04/01 a9pp 


7909190343 NRC review of application need not be completed by 790331 
due to probable change of ownerihlp A mgt for WY ^J^*’*** 

Carp Keata pro j ec t. Forwarde Reeource* Corp 790313 Itr .to 
CO Dept of Health - 

HAILE# A J ColoradOf State of 79/03/16 4pp 


7909190349 Coiwfltnt* on NURE0-0933r "Summary of Operating Experience «/ 
neclrciMatlng Qteatn Oeneratore *' Conelder* thi* one of the 

DUnUTCIK^a '^^Hleconein Electric Power Co. 79/09/10 2pp 

79091 9036D Movee for protective order to prevent dtpo*ltlon of 
RH Oerdee Certificate of Rvc end. 

WATTB.H. J . DOVLE.M M McCutchen. Doyltr 

fURBUaH^ H. H. Pacific Oee L Electric Co 79/03/31. lapp 

mH50369 ««,«..». th.t OE r.pt NEOe-aiW-P -oujrt.r 8«.l. Pr«.ur. 
auppriielon Pool euell Teet ProgramiPlant Unique Teite be 

''MliJi’.k. Public no«r Dl.brlct. 77/08/0B lb 


CoB««»nt» an propo»«J ruU ao *dtnuic» ol 

occupatlonel doie 79/04/19 Ip. 

BTRELCHTift. Comebrtwealth Edleon Co. 79/04/19 ip. 

--7909190490 Coeweente on pmpoiid rule 

!5p{lJitr^i?lIIgJ"cg!l!lSt‘S!opo«rMe not been thoroughly 


MVENfl-T. H.Mi-Journbl Oq MI.B.Iuar# 79/03/19. Ip 
T909l909as Rtcponn b« FOIA P*'*'** J jIir'"Dw'Ju*rin* 

iJ r; « Pcur 

r-cr-.. 79/o»/io 

T »ant 99900060/79-01 on 790206-09. 
7909190001 Forward e OA Pregra# inep 

Ko fienceeip Hence noted. .. Office of the Director 79/03/06. 
PQTAPOVa#U. Region 4. Dellae. Office ur 

apf. 


—7909100909 OA PTegraj J”*? liplemintatlcn of 

lOCFROO.AfP "AiSIi'j S'*? iHITESeLLfD.E. R*d«»n 
kelly, H.O.. JOHNSON' 

Vender Inepec Branch. 79/oa/oix. rr 


— 7909190388 Comment* on PRH 20-9 re allDuabli radiation levale for 
radiographer eafety L radioictlve transport euggaiti 90 
1* better level than 100 (at 9 cml.but 79 aay ti 
fultable coapronlte 

RHITEbll C . viACKiO G Atomic Energy Control Board. Canada 
77/07/18 Ip 


—7909150392 Comnintt on PRH 20-9 L PRH 34-1 present limits an 
pragmattci providing necassary protaction Racemainds petition 
ba denledtas compliance would be too difficult to docuatnt h 
enforce 

SCHENDELiK R Uastlnghouse Electric Corp MRD-LSIiS-279 
77/07/18 ip 


—7909190997 Comments on PRH 20-9 b PRH 34-1 niw raguUtions not needed 
to overcoat impractical Ity U Incontiitancy of rasult* in 
determining radiation Intensities at surface* Change* will 
he too reitrictive 

RHODE. 0 K Niagara Hohawt Powar Corp 77/07/18 Ip 


—7909190609 Comment* on PRM 20-9 chang* restricts operations at nuclear 
power plant* L doe* not follow ALARA philotophy Present 

rule Is adeooate ^ 

UHRlOfR E Florida Power b Light Co L-77-229 77/07/29 2pp 


-7909190611 Coawsent* on PRM 20-9 conflrme oppoiltion 770710 

telegram Find* first proposal T*atonable« but «*cond b third 
proposals are unacceptable 

JACKtO C . HHITE.M C Atomic Energy Control Board. Canada 
77/08/03 5pp 


—7909190619 Comments on PRH 20-9 change dot* not improve quality of 
eurveyritor does it provide better 

ratei Propo*eii mods would be more impractical than existing 
DE^RlTTiE L Rochester Oas b Electric Corp 77/08/10 Ip 

7909190614 Comment, on propo.ed rules 

of ^uarterlg dose limit b approves of fj-Jf?!*' 

BAIETTIiAL Affiliation Unknown 79/03/26 2pp 

7909190692 Comments on proposed Reg Guide 6 23 acceptable eontamiratlon 
8TRAU88?K*J^^^Mlchael Reese Kosp b Htdlcal Center 79/03/21 Ip 

icMrs i"'‘ 7,/o3/i» 


—7909190706 Re<iOi*t* «**o^*®''*,^!.*J* 
recommendation* for 


demlologlcal 
lower stds 
79/03/09 


data b associmted 

ip 


>09190709 ?3JSo/tr790«rM/^tncl 

Dljeltl? for Eiport/lmport b International 


7909190710 Oral argument 
ASLB 790129 order wUf 
DUFLO.M E Atomic 8a 
Spf 


7909190716 Denies Cl 
790902 a* date for 
miller rM E. 

2pp 


79091907 
valuab 
in dec 
their < 
OADHIEI 


79091907 

ueere 

w/expa 

profoe 

eVRAET 
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7903130731 Motif Icatlcn 790910 Aoitlno It NY St;at« in 

8iuyvf»ant,NY to pravido NRC t*a«i oppoTtuolty to 

Vloit alttrnatt «ita In ordar to dlachaTga N6PA obligation 
SELLS* D E Envlroncnahtal Project* Branch » 79/04/27 2pp 


7909130734 Coaaanti on propoaad flag Ouida 10 G -thin wlndou" aurvav 
Attar not ntcaitary to datact low rad latLon. Sami t ivlty 
rtqulrtntnt for arta wlpa taata too low 

OORMAN.H C Lakavlaw KarflcaL Cantar DA^UllnoIi 79/04/03. Ip. 


790313073Q Commint* on propaaad rulaaiaklng 10CFR2 714 racoawandt danial 
of patltlon 41 dflitructlva of praaant balanca bataraan 
citlitn intarait It ad«ln.tatratlva naadi, Procaading* could ba 
Indi icriMlnataly ra-opanad It continuad 

TfiOMBRlDOEi 0. F Bhaw. Pittman* Potta# It Trowbridga 79/04/ia 4pp 


7909190741 CoiMiinti on propoiad flag Oulda l.SfRivliiOn 2'baliavaa 
itafflng raqulraAinta for tacbnlcal compatanca ara aiuch too 

HILLISiC A Phtllppinaa. 79/04/0S Ip 


790S1S0792 Comaintt on propoiad Rag Ouldt 3 G oppoiai provlaloni 
rtquaiting Info on ora bod^ location <t opaningi of ralatid 
mlnai bacauia mlU optrator ahould only ba raapontibta. 

MALPCX.EJ J R, Amariean Mining Conjraai 79/03/14 13pp 


7909190777 "Study of PUftonlum Oxitfa Laak Ratal from Ghlpplng 
Contalnan*" quarterly prograai rapt Oct-Dac 1970 

fiCHWENOIMANfL. C* MADIA* W.J i MI8MIMA*J Battalia Mamorlal InatltutOi 
Pacific Northwait Laboratory FIN 8-2093, PNL-22A0-9. 79/02/01, 

43pp Availabli at NTIS. 


7909190734 Raquaiti quantity of natl ba ralaad to 79 tllot of ThF4 It 
aKtaniion of aiplrailan data to 791831 for llcania to asport 
thorium to Scotland. 

COLTQNiE Carac. Inc 79/04/27 2pp 


79091907G9 Coaatnti on propoaed rulamafctng 20-13 anand may ba 
appropriate for nuelaar power plantiibut tbould not covar 
airline amployaai 

ANDERSON* C R Anar lean Alrllnaa* Inc 79/04/12. Ip. 


7909190787 Lictnaa for OE to export four NA 200 local pawar range 
aonitdra to India. 

OPLlNOERfO 0. Aiilatant Director for Export/lrnpor t It International 
Saftguardi 79/04/30 Ip 


7909190792 Forward* QA Program Inap Rapt 99900077/79-01 on 790226-0301 
No nuncompUanca notad. 

P0TAF0V8*i; Raglan 4* Dallaa, Vendor Inapaction Branch. 

79/03/15 2pp. 


—7909190797 QA Program Inap Rapt 99900077/79-01 on 790226-0301 No 
noneonplianca noted. Najar araai Inapactad : iaplamantation of 
10CFIt.90j Apfi B critar lap appllcab la codaa ti atdi 4 actlona on 
pravloui Imp finding 

ROBEflOSrH N « HONNICUTT* E> H. Region 4* Dallaa* Vandor 
Impection Branch. 79/03/14 9pp. 


7905190803 BupplaMintal anawer by util to flrit tat of Intarrogaiorlat. 
Affidavit b Certificate of Sve end. 

DQVUE* H K. I HOULIHAN* T. J, McGutchen* Doyltr Drown 4 Eneraon 
M£18S,R L Pacific Oaa I, Electric C». 79/04/16 6pp. 


7909190804 Lletitaa far Air Product# b Ghamicalai Inc to axport 100 g 
* dautariuM to United Kingdom 

OPLiNOERiO 0 Aaalatant Director for Export/Import b International 
Bafaguardt. 79/04/27. 2pp. 


7909190807 Executive Branch paaltlon re Edlow Inti Go application for 
lictnaa to export 993 kg U-239 to United Kingdom for 
fabrication into fuel aaaoAbliaa for reload in Italy 
Lictnaa ahould be granted Ltr of aaauranca end. 

NOSENZOrL V. State* Dept of* Bureau of Qcaana b Internatl. Environ, 
b Scientific Affaire. 79/04/24. 2pp. 


7909190808 Rtipond* to 790323 raqueit. Providea commenta b 
racommendationa ra prapoaed revlaion of Rag Ovide 1,89. 

Statananta conflict ra length of time that equipment muat 
function aafaly 

VOLLMER*R Aaalatant Director for Byatama b Prajaeta. 79/04/19, 
4pp 


7905190810 Llccnta far Tetady na Uah Chang Albany to export 16*000 lb 
Zirceloy to Canada 

QPLINOCRrO 0. Aaalatant Director lor Export/Import b Intarnational* 
Safaguardi. 79/04/27. Ip, 


7905180813 Llcenia for Sigma Ohanical Co to export 2 kg heavy water 
to Belgium, 

OFLINOERrO.O Aaeiatant Oiractor for Export/lmpert b International 
Safeguard*. 79/04/27. 2pp. 


7909150B19 Llcanaa for Tramnuclaar* Inc to export 360 kg lJ-239 to 
Belgium 

QPLINOERiO 0 Aiaiatant Diroctor for Export/lmport It International 
Qafeguarda 79/04/27 2pp 


7909160103 Gommanta on 790306 r aquae t fop tranamiatlon of Info to A9LB 
re reactor inapactor'i concern* about BbW plant* 

SMAPARiH K Office of the Executive Legal Director. 79/03/29 app 


— 7909160109 Forward* procedure* for notifying ABLBfASLAB h MAC of niu 
info 

SKAPAfltH. K Office of the Executlva Legal Director 70/07/12 

6pp 


7909160228 Executive Branch poeition re Eberlina Inetrumant Corp 
application for licanea to export 81,6 nlcrogram* Pu-239 to 
Indonaeia 

Naa£NZO*L. V state* Dept of* Bureau of Ocean* b Intarnatl, Environ 
It Bclantiflc Affair* 79/04/24 2pp 


7909160234 executive Branch po«ltion re Cordia Corp application lor 
llcanaa to export 49 g 11-238 to Saudi Arabia b Jordan, 

I^SENZDiL. V, State* Dept of* Bureau of Gcaan* b Intarnatl Environ 
6 Bclantiflc Affair*. 79/04/23 2pp 


7909160290 Tranacrlpt of 790426 maatlng of Gubcammittaa on LLcenaae 
Evaluation Rapt* Ih Haihington* DC Pp 1-242 

MOELLER* D.H * ETHER INOTON* K * RAY* J. J ACR8 - Advlaory Committee on 
Reactor Safeguard*. 79/04/26 244pp. 


7909160370 Raepond* to 790907 raquait for add I Info ra "Evaluation of 
Tranfiant Behavior It Small RG8 Sraakt in 177 Fuel Ataambly 
Plant. ** Forward* ref matl b addi info ra App 2. 

TAYLQR*J.H Babcock b Hilcox Co. 79/05/10. 26pp. 


7909160373 Raepond* to NRC requeat for addl info r* small briat 
analyslf In "Evaluation of Tranaient Behavior b Small 
RC8 Break* in 177 Fuel Aiiembly Plant." Forward* raquaattd 
ana lytla. 

TAYLORiJ K Babcock b Hilcox Co 79/09/12 44pp. 


79091603GB Reipondf to NRC raquast for info on BbU 790907 rapt ra 
"Evaluation of Trantient Behavior b Small RC8 Break* In L77 
Fuel Aaaembly Plant." Dlicuiaea pump atatua* operating limit* 
b poeition on pump integrity 

TAYLOR^J.H. Babcock b Uilcox Co. 79/09/10 3pp, 


7909160391 Submit* aehtdule for completion of generic licanaing topical 
rapt in ratponie to NRC 790426 request. 

CLARK* G.N. Ederer* Inc <*ub*. of Formac International* Inc.) 

79/09/ tt. Ip. 


7909160441 Comment* on NUREO-O931i " Investigation b Evaluation of 
6tre«e Corroaion Cracking in Piping of LWR Plant*:" laora 
detailed racommendation* for intarvict inap being praparail* 
Requeat* addl Info 

ORlDLEYrR.L Oanaral Electric Go iNuclaar Energy Producti Dlv. 
MFN-t30-79. 79/09/04. 9pp 


7909170277 forwardi "Upward Fire Propagation in Vertical Cible Tray 
Fire Propagation Over Central* Thermally Thin Gahlaa" b 
"Fire Raeietanca of Cable Penetration 8eala:Thaory for 
Radially Isothermal Cable*. “ 

F£IT*R. Dlvialon of Reactor Safety Rataareh 79/04/12. 2pp 


—7909170279 rR-39 

"Upward Fire Propagation In Vertical Cable Tray 'Fire 
Propagation Over Central* Thermally Thin Cablet.. " 
HUNTER* L.M John* Hopkln* UnlV. 79/03/12. i2pp 


—7909170282 TR-40 

"Fire Raeietanca of Cable Penetration 8eal«:Thadry for 
Radlalty Ifotharmal Cablaa. " 

HUNTER, L.W John* Hopkln* Univ. 79/03/30. 9pp. 


7905170280 Application by Hoka* Inc for licanea to export btl lowk-t pa 1 ad! 
inetrumant leolatlng valvea to Canada, 

LINDNER* T.P. Hoke, Inc. 79/04/06. 4pp. 


79051702B3 Application by Hoke* Inc for llcanaa to export bal Lawi- taal •€ 
inetrument leolating valvae to Canada. 

LINDNER* T.P. Hoke, Inc. 79/04/04. 4pp. 


7909170289- Application by Hoka« Inc for llcanaa to export ta llowa-**al «i 
taalmd globe pattern* nonrliing atem valvai to Cmnmdm. 

LINDNER. T. P. Hoke, Ine. 79/04/09. 4pp. 


7903170289 Application by Hoke* Inc for licanfa to export btllowi-eait ad 
valve** three valya manifold* b ballowa-aaalad Inatrueiant 
taolmtlng valvaa to Canada. 

LINDNER* T*F. Hoke, Inc. 79/04/09, 4pp. 


NOIMDOCKETED ITEMS 


79031703*^3 Applic^tinn fag (nc for 

vflVtt'i iKr«4i y^lv# M4filfoI<^<i 0 lot* VAlvvi & 
LVQUttnq V4ily«« to CdhadP. 

HN0ME/9(T,P Hok«i Inc 79/04/03 9pp, 


fcfa axpart 
initruftcnt 


btUawi''t«aUd 


ify03J9O{>53 Litit cont'r«cf: coddi/praviout 
radiation «x;pQigr0. 

* Officd of Infraction tn Enf brcfiffnt. 


■mploga* codes for prfviout 
79/02/12, Ufp 


;ffOSl90063 fiotpondf to 790113 Itr Pofuardf 
• loctriCA), oriuiprtoni q^uol if Itation 
AMDeWaON# T, Nh UoftlnghQUfw Electric Corn 
aapf 


r«qua«ted 4d41 lolo r« 
N8-TWA-2039. 79/03/14 


J90319MM Di«cu«««» expafor* at TL0» to radUtUo under ipiclfUtf 
cond 1 1 ionoir 1 n r#«ponie to NRG ro^uofte 

ElSE^^IOUEffi e li Conjfluorcej Dept of. Notional fiureeu of Stenderdt 
79/04/20 Ip 


reqoefted Info re «m«Ll brae* ECCB analofif 
ANDEnaON, T*M N«e tingfaaufO Electric Corp, N8-TMA“20e9, 79/05/16 

JUppH 


Lt. Ja N»»<: tt T%fiflpn»4 fir 

llceStet^^* difcjoxlnf printout tipetof-e recorft to 

SRONSON, p Hielth Phgtlci 8oci«tg 79/03/16 


dliiolutton cf U prcfutt 

te«p\»« Iron four U oilU 

LEVfNE.g oyiUf oP NvcUfr ReguUtorg R««iirch Uf“39 79/04/04 

5pp 


7905220051 8eCY-79-256 

Notlfli* Of KRC revifi/ of propoted ttsueoca of llctnit to 
Ejioo Kgcleer Co, Inc to laport 40.0o0t( 0-235 Iron fiutiU 
RecoMnondt Ucente be l«fo»d 

SNEAfv/. ft Office of tntfmetionel Propreat 79/04/12 3pp 


— *7903220060 Clcfixee for Eiron Nuclier Coi Inc to leport 40,000 If, 
enriched to •«> of 3 1% In 1^233 Itotope *% U he r*f luor He* 
fTCfk Roifla 

QPLINOEfttO 0 Affiftant Director for Ecf art/faport 6 
Intffnjtionel Sifeguerdt 79/01/25 2pp 


7905190161 roruame ^'Evaluation of Tranflant Behavior A Onvell RC6 
flrtatf Vn 177 Fuel Aeipinblg Flanti " VqI» i i n,App 
1AVL0n,J, Babcflcl 4i Wtlctue Co. 79/05/07 2pp 


*•'*7903170164 "Evaluation of Tranelant Behavior 8t Small RGB Breatf In 177 
rvit Ataemblg Flaotr" */oli I II^App. 

9 Qabcock ii tlllcot Co, 79/05/07. SOOpp 


79113190200 Dltcu-lfae organl latlonal chanpet in 04 dept which will b< 
iMflemantid durioq naxt revlilon to SltM QA planrSNSOAP 
t-74A 

HftLVrl? B Otona U Uebetar Enginaarlng Corp> 79/05/09 2pp 


7905310094 Camnuntf on IBBE 379 draft of Hag 1976$ not accepted because 
of conifuelng language 

IIATIAUCR* Q H. Office of the EKeeutWa blractor for Operatiane 
76/06/17 ip 


7909210136 rorwarda *'Hatk*-HI Demejnetration AeeambUee Uicenelnp fteptr** 
proprtatarg 4i nonpropriatarg vareiona Affidavit for 
wIlKholdlng end (raf 10Crft2. 790> 

TAYLDflivl. H llaliCUCk 6 WiUoJf Co 79/03/03, 7pp 


7903220036 Providei further reeponee to DQ Ceaeg 781003 Itr reqi/titlnp 
docuaenti re NURE0~75-O67 6 OE aUft pipe erecting problt*! 
occurring since 1975 Forwards tifaliogrephy of available 
documents 

FELTON « J H Division of Rules 4nd Records 79/04/lS 3ff 


7905220079 Transcript of 790302 Srieflng on st#*« lentrator denting 
i( rtplecement, held in Naihlnp ton« DC Fp 1^69 
HENDRlEiJ H , OILlNSKy/V , KENNEDV, ft T Comaisslon 79/05/02 
70pp 


7903220080 Forwards nonpropr letarg it proprietefg vers tens of Amende 
3-NF 6 3P to cENPO^tOBi ^Evaluation of Uneertaintf in Nurlrar 
Form Factor HtosurSd bg Qelf-Pewered Find Incore Detector 
age - N/affirfavit for withholding irof lOCFRa 790> 

SCHERER/ A E Coafavstion Enginsoring, Inc l.D~79-025 79/04/30 

3pp 


—7905230003 CENPD-153 3-NP 

Nonproprletarg vorston of Aeand 3-NP to CD4PD-I53r 
"Evaluation of Uncortalntg i*i Nuclear Form Factor Koasurad 
bv 8#lf~Powerfd Flied Incora Detector Sy*' ’ r»vjt#d Chaptar 
4i rod power calculation error 

♦ Combustion Englnoeringi Inc 79/04/30 53pf 


— 790W1013Q » AVI- 1 M3 


•"Hark-rtZ DitnQhetration AssembUae Llcenelnp R#pt< 
monpropr latarg vartUti 

* Oatseoct & WlUo* Ca. 79/04/30. Upp, 


7905220324 Forwards 6uppl 1 to Section 6 of "Evaluation of Transient 
Behavior 6 Small ftC® Breaks in 177 Fuel Asismblg Plant." dtd 
790507 

TAVLORiJ H Babcock b Wilco* Co 79/03/12 Ip 


7905210146 RaeptMid* to 7G0W6 Itr Forwarde addl Info re reactor core 
f-aipeirtia to adcaialve eacondantf ftaam releases Remaining 
mutations will ba answered by 790/01. ^is.Km,f,n 

AN[JEitBON..T h WasVlnghoos# Electric Corp NB-TMA-20B0. 79/05107 
WPF* 


7909iai013;( Pdfe/ards ♦'Mark ( Containment Program 0afetg/ReUef Valve 
Models for l/s# W/ffaffttfiead Olacharge 
Test y. 1. 1. I, W/ef f Idavlt for withholdlnp iref . 

BODONvl.. d. Oeneral Electric Cd iNocltar Energy Products Dlv, 
79/00/07. 190pp. 


7W2lOi66 F0M Amend 35 tnccrporatlng changes to 

# Hanford engineering Development Laboratory HEDL-ti 750D«-^ 
79/Q4/ao. 65pp. 


7905210104 Forwards FQAR Amend 30r revision of Chapter 17 "FFTF Tech 
apecf.'^ Does not constitute DOE technical approval for fv»el 

BAlRPiO, U Hanford Eng inter tng Development Leboratory 00205 
79/D3/14 tp. 


—7905210107 Revision of chapter 17 “FFTF Tech SpeCfi" submitted as Amend 

e^ Hanford Eng iiteer Ing Development Leboratory, HEDL-T 1-73002 3 
79/03/a I, a78pp. 


7905210232 Rummer y of "Decay Meat Removal Ourlnp 0«eU Bre 
B1«H 209 Fuel AieeFbly FUR," ^ 

HICMELSCW^C* Babcock 6 MlUoc Oo, 70/0 l/^l- Wb 


7909220023 Forwards BN^TOP-A Revision li 
Tamp Tranaient Anelysie. •* 

OLIOOiO.'C Bechtel Power Corp. (sgbe. 
Ip* 


••aubcompertment pressure V 
Of Bechtel Corp 1. 79/05/10. 


-■-7908220330 "Evaluation of Transient Behavior V amall RCS Breaks in 177 
Fuel Assembly Plant." Vol 1, Section 6 O^Suppl l 
a Babcock k Mlleoi Co 79/03/12 4lpp 


905220348 Olscussti LUbnltt transfer 

in LOCA models Provides verified results demonstrating 
that current LOCA evaluation model is conservative In 

nrN-«4-7» 79/«/(« «l„. 


■vosaaoMB F.r»«*. su.M i ‘o a.p a* '8*«» o."*”*” f"** 

Stress Evaluation " ^R,fv*,.rk 

TAYLOR. 0 H Babcock 6 WlUos Co 79/05/10 Ip 

-7905220410 "Steam Generator Tub# Thermal Strese Evaluation. * Suppl i to 

App 2 . * Ll, 1 


(20422 Responds to IE BuWstVn 79-06A re 
1 to clarify position on Item 7 rt opera 
lining instructions 




THt Incident Forwards addl 
ting protedurst 6 

MB-THA-20«7, 79/05/17. 


tlcatioo for llc*";V ?;fJ.,,’'**A-.ort/Im»ort 6 Internatlo 




7908220468 Forwards distribution Ust for bundle taet 

?&1HER,MU Fuel B.havior Branch 79/04/17 2pp, 


—7905220026 9M-TOP-4 AfloUsU. " 

• flub comp mrtment Prepture ) 77/10/31. 

w Bichtol Power Corp. tsube. of Bechtel corp. i 


sSpp. 
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7903230090 Sumfltary of 790301 nattlng w/C-E In B«i:ivtid4i HD r« 
natural circulation In C-E oparatlng r«Aeior*i 
a Raactor 6v*t«oia Branch 79703/01. 


7903230280 8ubnlt« Info ra ronaual of Llctnta 8TB-*7e AppUcahion to 
ba filad 30 dagi bafora okpiratlon data of oxiatinf llcania 
LAYFtELO<ft L Atomic Enargg CoiMiliaion (Pro 1975) 64/07/06 Ip 


—7903230738 Submits add! racommandafeioni ra Mf^ procadurt control* 
Propoiti- radiation maaaijrai canductad to aiaura aufficiant 
radiation control Include* raaulta of turvag conductad re 
radloactivltg in controlStd & uncontro-lltd araai 
CARRlQAHiR H Fallowi Medical Hfg Co. » Inc i Fa 1 lciu««^Tea tagar 
Div 64/12/17. 3pp. 


—7905230247 Raiiudatx ax tension from 641122 to 641222 of aubialaiion 
daadllna for procadurea of controlling apraad of 
contanlnation. 

CARRIOANiR H FaLloui Had leal Hfg Co r Inc i Fallowt-Taa tagar 
Div 64/11/04. Ip 


—7903230506 Act receipt of 680126 Itr notifying of licenaa expiration 
Foruarda application for renewal of Licen-ia 6TB-670 
CARRIOANfR H Fellowa Hadical Hfg Co. « Inc t Fellowa-Te-t tagar 
Div. 596, 60/00/07 Ip 


—7905230670 Motif let that Lie ante 810-670 etplrti 600331, 

MUSQBAUM^rD A. Atomic Energv Comnlttlon (Pro 1973) 68/01/26 

Ip 


7905230124 FOIA rtivuitb for info rt Thor otratlf 1 leant ing* manufacturart 
& licenaatt. 

FELDMAN, 8 M Faldman 6 Feldman 79/04/06. Ip 


7905240176 Application bg OE for llcania to export 29,526 tg iou 
anriebad U oxide powder , enr Ichad to max of 3 6SX (1-235, to 
Japan. 

UILSONrD.O OaneraL Electric Co , Nuclear Energg Producte Div 
79093 79/04/03. 4pp. 


7905230180 Agenda for AG83 790416-17 maetlng v/NRC k nuclear Ihduttrg 
rapraterktatlvex in Nath ingtfln< DC to ditcuaa IE Bulletin 
79-05A, ^'Nuclear Incident at THI, “ 8( othar ralatad itani. 

« ACR8 - Advitorg Cammlttae on Reactor Rafaguarde, 79/04/11, 3pp 


7905230301 Executive Branch petition ra Hlttulllnt Travel 8vc 
application for licenta to export camponantt 6 parti for 
text raactore to Japan Llcente thould be ittued 

NQSENZQi L V. State, Dept, of, Bureau of Oceant It Enternatl. Environ. 
It 8cientiflc Affair*. 79/04/19. 2pp. 


7905230396 FOIA re^uett for related docirmantt on WASM-i400 l» 
a£CV-70'*l37, ai Identified in HR Denton 701211 mimo to LV 
Ooatlclt 

BURTfL Haeeachuiatte, State of 79/04/18 5pp. 


7905230400 Retponia to FOIA requeat for related document* on NA8H-1400 
1( 6ECY-78’*137 Forward* 14 requettad document*) other* not get 
reviewed bg NRC 

FELTONi J M Dlvition of Rule* and Racorde, 79/05/11 2pp, 


)lftcu«*e« ravlaw of draft liquid pathway generic *tudg 
I to luhji ra NASH-1400 Contamination rtak* ihould 
Id real Ittlcal Ig, par reconMiandad ravleiont. 

Office of Nuclear Regulatory Retaarch. 76/00/09 9pp 


irda draft raapontee for CA Energy Resource* 

I Developnent CeiiMii** ion, in raaponca to 760723 
lick 

robafailiitie Analyai* Branch 76/00/23. 12pp, 


»nt« on EPA draft publication concarnlng technical 
» projection method* to ba u«ad a* bail* for 
.ion* for nuclear accident*! r*pt i« of little 
only hypottietical condition* evaluated. 

'ice of Nuclear Regulatory Research, 76/10/07. 3pp 


)*«e* techriical error* noted in Judge JB HcHlllen 
irollna Environ Study, Inc, et aljv* AEC,et al 
(ar«tanding of tevlne't teitimong b, arror in 
ite heat rejected bg plent* i* significant. 
Probabilistic Analysis Branch, 77/05/17, 4pp. 


mt« on draft NJREO-0396. ^'Hodlf led Planning Basis for 
) State & Local Oovt Radiological Emergency 
I In Support of LNRs:** ute of lO-eile 6 30-mile 
ie radii is aicaisive 

fice of Nuclear Regulatory Research. 7B/05/22, 3pp 


—7905230443 Comments on sections of 08A draft environ statement re 
disposal of Charleitown Naval Auxiliary Landing Field' 

"hazards" should be refarred to as "risks " 

BUHL, A. R Probahlllstic Analysis Branch 70/06/06 2pp 


—7905230449 Dlstusses revisu of ATNS suppl (NUfiEO-0460) ATtfS is nok 
overwhelming eafoty problem In plant deelgn ATN8 risk 
estimates cannot be lubitantially Improved 

BUMLrA.R Probabilistic Analytls Branch. 70/09/21 2pp, 


— 7905230453 Forwards comments on " Invaitigatlon of Probability of 
Hypothetical Cataetrophic Accident* In Oyster Creek Nuclear 
Power Plant,'* by PR Davis* upper bound estimate of protection 
sg* failure probability 1* not justified 

LE\/INE,S Office of Nuclear Regulatorg Research 76/11/09 lOpp 


—7905230460 8ECV-70-624 

Request* approval of NRC raiponie to PIRO, at al, petition for 
ruleneking to amend lOCFRlOO re population density criteria 
around nuclear reactor site* 

HIN00UE,R B Office of Standard* Development 78/12/04. lS7pp 


— 7905230470 Comments on 6ECY-70-624, PIRO petition for rulemaking on 
population densitg around reactor sites, proposed responee by 
NRC If deficient. 

PEDERSEN, K 8. Office of Policy Evaluation* KELLEY. J L Off let 
of the (General Counsel 79/01/04. Hpp. 


— 7905230701 Informs that NRC will soak recommendation of Sitlnp 
Policy Task Force before taking action on 8ECy-7a-624. 

CHILKi 6 J Office of the Secretary of the Commission 79/01/04 
Ip. 


—7905230484 Requests progress briefing by Biting Policy Taek Foret t» 
work status, problems, p Ians 6 principal Issues receiving task 
force attention Comment* on role of certain concepts in 
policy for site avatuation 

CHILK, B J Office of the Secretary of the Commission. 79/01/05, 

If 


—7905230494 Comments on 8ECY-7a-624f PIRO petition for r ulema king an 
population density around reator sites:NRC should not 
respond to petition until further info is rtcelvad Agraes 
u/raquest for task force briefing. 

AMEARNErJ F. Commission 79/01/09 Ip 


—7905230499 Comment* on aECY-70-624r PIRO petition for rulemeking on 
papulation density around reactor s itas ' CommlitionoT Ahearne 
believes task force should be informed of specific questions 
re petition or proposed responses. 

CHILK, 8 J Office of the Secretary of the Commission. 79/01/11 
Ip. 


— 7905230713 Comments on 8ECY-78-624i PIRO petition for rulemaking on 
population dansitu around reactor sites;RT Kennedy proposed 
reeponse to petition Is acceptable 

8HAPER,H. K Office of the Executive Legal Director. 79/01/11 

2pp. 


—7905230500 Proposed Reg Outde 1.3, "Assumption* Used far Evaluating 
Light Hater Power Reactor Biting Oistancei for Purposes of 
lOCFRlOO. " 

» Offica of Standards Development 70/12/31, 13pp. 


— 7905230511 Proposed Reg Guide 1.4 "Assumptions Used for Evaluating 
Potential Radiological Consequences to Public from Design 
Basis Accidents in LHRs for Purposai of lOCFRSO 6 51. 

Proposed revision to lOCFRlOO end. 

s Office of Standards Development. 78/12/31, 4ipp. 


7905230524 Requeets Executive Branch poeltlon rt Hoka, Inc application 
for license to export components to Argentina. 

QPLINOERiO. 0 Assistant Director for Export/Import N International 
Safeguards 79/04/26 ip 


7905230533 Requasts Executive Branch position re Transnue leer, Inc 
application for license to export 8NM to Denmark. 

0088[CKfL, V Office of the Executive Director for Operations. 
79/04/26. Ip. 


7905230537 BECY-79-272 

Informs Gommiesloners of receipt of withdrewal of 780600 
license appllcetton by Senlncorp, Inc to export matl to 
India 

8HEA,J R. Assletant Director for Erpor t/Impor k h InternatIcnel 
Sefeguards. 79/04/17. Ip 
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— fta^ponai to 7*»(«iia itr r« Application fQt Itcanea to 
monatLta ot# tq India, Appl icatign fork^atdtd 7Q0631 to 
EiaCutiy* Brantli tor rovliu, l^avlaw cloott to computlon ighan 
application uat caricallad in Dae 1970. 

Off lea of Intarnatlohal fropram*. 79/04/13. ip 


r90933'0g41 Commant* on propoiad ruUmatinp lOCE'Ra-*? oxliting rglpt ar» 
adt<iu«ita for protaetton of riphta of partial (i ntctaiard to 
Vty* finality to procaadingt. 

POfiTCft.M.L Duka Powtr Co. 79/04/13 2pp 


790&»309a3 

Prpvldat background info r« propotad ii«uanc« of Ucan«a for 
Cdlow tntt Co to import anrichvd U frt^a Japan Racammtnda 
(Utn.it ba giriinttd 

vl n, Offict of Inttrnational Prograaii 79/04/16. 3pp. 


■'-7905230647 Contract “Two Phaia Flo»# Atptcti of Riactor SaUtV' '* 
awardtd (o Dartnoutk Collig* 

flOUCHERfYiO J Olvialon of Contracti FIM 8-6525 
NRC-03-79-102 79/04/24 I6pp 


7905330669 Etocuttv* Branch poiltion ri 8W Shattuci Cttaical Co 
application for lictnit to tiport 10 3 lb daplttid U to 
HtKico Licantt ihould ht qranttd 

NOSEMZO^L V 5tat«« Oipt of» fiurtau of Octam b Intirnatl Environ 
tc ficlantlfic Affalri 79/04/30 2pp 


7905330602 Kotiflcatlon of contract itacutlontMod 0 to “Aiivtiaint of 
Mucltar Induitrial Impact on Environ " Contractor Unlv of 
UA 

HAOEYtH Rfitatch Cootraeti Branch FlK B-5679 NBC '•04 -7 5-222 

79/04/26 Ip 


7909200339 Etacutiv* Branch poaitlon r# Bgrop Jactioo Pomp Dlv 
«ppt(catlQfi for Utanta to axport compononta b parti to 
Bvltiarland. Licanda ihould b« granted 

ffOdENlrarU V, Btat»< Dapt oft Durtau of Octant b Intarnatl Environ. 
ti BrLantific Affaln 79/04/24 3pp 


7909200967 Ra^uaiti llcania to Impart fuil aiiamhliti bting rtturnad 
l/B frafx Japan for raproctiilngi on bthalf of BrltliK 
liuclaar FuaUtUtd Untigntd Import lictnit #ncl 
tCLQUtJ Edloui inttrnational Co 79/02/07. 3pp. 


7909230972 Aganda of 79030B-10 227th ACRS matting In WaihingtomDC to 
ditcubi varlcioi ACRB rapti rt itatui of kWR gantrJe ittmi 6 
dunanic loadt at dtilgn hatU for nucltar facilitltf 
1 ACB.8 Advliorg Cqmmlttat on Raactor Qafaguardi 79/02/28 9pp 


—7909230690 Hod 8r continuing funding 6 work on Talk 4 to 
“Atiaaiaint of ffucUar Intfuitrlal iapact on Environ ' 
HOftTONiK V. Rtiaareh Contract! Branch FIN B-5679 
NRC-04-75-232 79/04/ J 9 9pp 


7905230696 Notification of changt in 790329 talagram 6 790331 Hr to 
r«ad "(/ranlo'* initaad of “Urantoi " 

MlLBONiB. D oantral Elactrlc Co, 79/03/30 if 


7905230697 Notification of contract ti»cution< Hod 3 to ‘•Jmprovtoont 
of Lldtr Tachnlao#! for Analyilng Ataoiphtric Dliptrilon of 
Nucltar Powtr Plant Efflutntt “ Contractor Btanford ntitarcH 

MAOEYtW (taaaarch Contracti Branch FIH 9-6222 KftC-04-77-l47 

79/04/25. Ip 


790323057^5 Eadcutivt Branch pofitlon ra Bgron Jaetton Pomp Dlv 
application for llctntt to tupari part* for uta In raactor 
cooUnI pump fcp Ital v tSouid to grant td i « 

MOBEMlOtU.V. Btatai Dipt, qfi Ouriau of Octant 6 Inttrnatl. Environ 
b BclantlPIc Affair#. 79/04/24 2pF. 

7903^30377 CoiUmanti on propoatrf Rag Ould# Q.23 guldt It too tpaclflc 6 
U4va« no Uawag for haatth phgticlitt to follow bttt coortt 
flf 4c4lofi.0ifld9 aimtrf at proctdurt U 
eVflAETBi J C. Htalih Phgtic# Bocittg. 79/04/17. 2pp 


— 7905233702 Hod changing parlod of pfrformanct to 7904^ at no coitrto 

♦^Improvtmant of Uldtr Ttchnlgu#! for Analyilng Atmoiphirlc 
OUgariton of NUcUar Powtr Plant EfflUtnti “ 

MORTONiK V Rattarch Contracti Branch FIH B-6222 

NRC-04-77-t47 79/04/25 2pp 

7905230700 Emcutlv# Branch poiitlon r# Edlow Inti Corp application for 
lletnia to uport 2i 190 kg 0-235 to Swadan Utciota ihpuU ba 

NQSENZoIl^V *^fltati!**Oipt ofi Burtati of Ocaani V intarnatl Environ 
b Bcitntific Affalri 79/05/01 2pp. 


T90S23090i Forward* QA Program Imp Rapt 99900510/79-01 on 790226-0302 

rOTAnOvS^U^ ^^^^Rtglon 4i DalUi* Candor Impaction Branch 
79/03/10' apf. 


--7905230507 Notica of dtviatlon from ln«P on 

0 Rtgioti 4. Dallair Vandor Inaptction Branch. 79/03/14 


Ip 


— 793&a30a9a a a program Imp Rapt * 

Honcompllanca not*d‘ rt laatad ravltad H 

(ommlttad corractWa action complatlon Vandor 

CaeTELUQiJ n.* browner. u. BAUE*C O najun 4* Dauaa. vamo 
Inapaclolort Branch. 79/03/14 I5pp. 

7905230a97 Ex aevtiva Branch poattlon I'* ^ VUonaa to 

• iForl cowponanti V parti to Japan. Llcanaa ahould 

HOBEnJo. U.V Btata, dcaani U Intarnatl. Environ. 

4i ftclantlfic Affair#. 79/04/24. app- 

7905230606 NotlfU# of Currant itatm of 
far tranapor tatlon accldtnti InvoWlng 
Or*l% »•«* if NRC/BOT .tud^ "J,. MMld« 

rtlaaaad f«r public commantu which HRC muit t 

SiHoSve.ft S Off lea of Otandardf Davalopmant. 79/04/17. ip. 

WWSaaOiJl F«r«.rd. MM-? 1-4. V 

conilrfaration in conjuction with rulimating pr 

K5«SS.‘r.M, D.r.cv.' f.r 

79/04/17. Ip. 

TtOSaaOMlR M«od 4 do LUonio TrononuclMf. 1"*' •> " 

SJrlweil’S.i * A«T.n“^lr«?2S f.; e,oort/I«p.r* 4 Int.ro.t.oool 

B«lttuord(. 7T/04/I3. ip. 

7«Ba30*a4 Provldop NRC ' 

fiSS^STS: CMC. Of Inl.rn4U.04t Pro.'... 79/(.4/*7. Ip. 

B, TachrtUal Mil*tanca (oomrtc 

HRC •'03-79-102. 79/04/84 IP- 


7905230716 BUbmlti NRC conclwiUni ri 

Ucanat to aiport 18* 951 kg U to Wait Oirmang Ut%m% «h«uld 

HaQRe*R*N Off lea of Intarnattonai Program* 79/04/27 Ip 
77Ma30n7 M.Ufle.tl.n it c.ntr.U 

pvh«-».*9. 

79/04/30. Ip. 

—7905830720 Mod 5id*cra*ilng funding bg 480 47 to “NB8 Control 

f^oom Infiltration program “ ptu a-5329 79/04/30 

OOOOHERTYi D, J DlvUlon of Contract# rim b 

3pp. 

,,<>»S«74t R,...rej; in,. Ur 47. 

«/««« 

SSUa^e’li* 'S;‘.rd'.i‘''H.r..n 4 R.i...n. 77/o3/« RfP- 

—7909230740 UC8 ■—''•"‘H 


77*8230741 Mm-iiri'.-J*' ‘J' *" 

ii£irvVT*j“''o:r.u-.r. ».«« *''• 

rTcM - *dU..r, « R.«l.r e.7.,u4,d. 79/11 . 

R.n Ouldi X.ntt rFunctlonal Bp*c for 
7905230778 CooMianti bn pfopdijj Plant# * 

I, ANSI «78 l\ .,pUr.Ull'V. 
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790S23&781 Con^lrMt understanding i r* 781013 1 icat Inn for 

lictnft \q export U0«S30 16 Zlrcaloy-^ tube ihatl* to 
Wait Oarmang Licania action will ba uithhalil pending 
ratranifar atturancti from Iranian govt. 

OPLtN0£R»O 0 Aiilitant Dlractor for Exporl/Inpor t It Intarnational 
Safaguardi 79/04/13 Ip 


7903230787 Agenda of 790104-03 223th ACR8 naating In Waahlngtonr DC tc 
dltcuii ATWB 6 rag gulda« 

a AGRS Advliorg Csnimlttaa on Reactor Safaguarda. 70/12/83 3pp 


7903230788 **DoilAatrg It Blotranaport Mode la to Implaaiant ALARAr ** 
Huartarlg progreai TeptiOct-Dac 19^70 

KlLLOUOHfO 0 , KOCMER.O C Oak Rldga ffatlonal Laboraterg FIN 
B-0106 aRNL/KASRD-21. 70/1S/8S 4pp 


7903230801 Notlflaa that C Halt la Plant Sga Branch rapraiantat Iva to 
foUouf fflatlf aipacti of qualification tilting avalvation. 

STELtOfS/, Dlvialon of Op ara ting Rate tori 79/04/06 ip 


7903230814 Raquaiti plant ihutdouin* ba achadulod to avoid blactouti* 
FirM'i production it dlractlg dapandant upon avaUabllitg 
of alactrlc cooling «gi 

MAYiKN Affiliation Unknown 79/04/26 Ip 


7905230020 BECY-79-142A 

N-otlflii of NRC ravlfhr of propoiad Waitlnghouaa llcanaa 
to impart low tnrUhad U from Swadan. Racomnanda llcanaa ba 
laiuad 

8HEA«J. n Of flea Of Intarnational Programi. 79/04/18. 3pp 


7908230022 SECY 79-283 

Informe of complatton of f<WC ravlaw of propotad amand to 
Exxon llcanee to Import partlallg cotnplatad fual ataambllt'l 
from Wilt Qarmang Amend ihauld ba iaiMad, 

I SHEAiJ. R Office of Intarnational Programi 79/04/18, 3pp 

I — 79O3S3O820 Amand 1 to Exxon Nuclaar Co, Inc Licania to axport incraaie 

' quantity of 0-233 to Haat Oarmany 

OPLINOERiO 0 Aiiiatant Dlractor for Export/Import 6 
Intarnational Safeguard t 79/01/08 Ip, 


—7903830039 Llcanti for Exxon NucLaar Go* Inc to axport 8i337 kg U-833 
to Wait Oarmang 

OPLINQERiO 0 Aeeiitant Dlractor for Export/Inpor t 6 
International Safaguardi 77/00/83 8pp. 


— 7903230046 Amend 1 to Exxon Nuclaar Corlnc lUania to Import Inc 
amount of U from Witt Oermany, 

0PL1NQER»0 0 AfiUtant Director for Export/Impart 6 
International Safaguardi 70/18/04 Ipp, 


7903240028 NUREO-0040 V3 Nl 

"Llcaniaat Contractor 6 Vendor Intp Statuf Raptf'* quarterly 
rapt 

a Office of Impaction & Enforcamant 79/03/31 130pp AvaiUbli 

at NTia 412.90 


7903240031 NUReO-0040 V2 N6 

"Utcanaaar Contractor t* Vendor Imp Statuf Rapti ■* quarterly 
rapt 

< Office of Inipactlon & Enforcement 70/12/31, 237pp Avallafala 

at NTIS 412 30 


7903240033 NUREO-0040 VI N3 

"l.lcaniaa«Contractor 6 Vendor Imp Status Raptt " qxuuJuirLtf 
rapt 

* Office of Inipection It Enforcement 76/03/31, 227pp. Available 

at NTie 47 30 


7908240047 NUREO-0040 VI N2 

"l^iceniaa* Contractor 6 Vendor Imp Status Raptr " quarterly 
rapt 

a Office of Impaction 6 Enforcement. 77/12/31 264pp. Available 

at NTIS 47.50 


7908240030 Requasti Executive Branch poeltlon rt Borg-Warnar Carp 
application for Ucenea to export globe 6 check valvai to 
Belgium 

OPLINOERjO 0 Aiilitant Director for Export/Import It InternatUral 
Safeguardi 79/04/26 ip 


7908240031 NUREO-0040-77/2 

*'UlcaniaB(ContTactor & Vendor Imp Statue Raptr'* quarterly 
rept. 

* Office of Inipaction 6 Enforcement. 77/06/30. i47pp. Available 
at NTIS 47 30 


7903240033 NUReO-0040-03 

"LlceniaaiContractor 6 Vendor Imp Statue Raptr** quarterly 
rapt 

a Office of Inipaction 6 Enforeamant. 77/03/31 173pp. Availabka 

at NTIS 418 30. 


7903240030 NUREO-0040-02 

•^Llcemati Contractor 6 Vendor Imp Statue Raptr*' quarterly 
ript. 

a Office of Impaction It Enforcamint. 76/06/30 tSSpp. Avatlabla 
at MTIS. 46 73. 


7903240039 8eCY-79-120A 

Forwards backgound info re proposed iieuanca of licania to 
Exxon Nuclaar Cot Inc to Import low enriched U. Uicanii ihauld 
ba granted. 

GHEArJ, R. Office of International Programs 79/04/08 2pp 


f 


i" '} 



7908230B49 Forwards riqueit for addl info ta NEDO-2ie00r **Kark I 
Long-Terte Program Load Definition Rapt ** 

EISCNHUTj D 0 Division of Operating Raaetors. 79/09/03. Spp 


7903240001 8ECY-79-102A 

Provides NRC reiew of proposed Issuanca of lUansa to 
Hlttubishl Inti Corp to axport source natl to Canada. 
Requests Commissioner comisantt by 790330. 

SHEAift. Off let of International Prograeit. 7^/03/SO. 3pp 


— 7903240003 Forwards application for license to axport source mat! to 
Eldorado Nuclaar Ltdi Canada. 

TStiJIiK Mitsubishi Intarnational Corp <subs. of Hitsublshi 
Corp L NYC/HA-646. 78/09/14 Ip. 


— 7903240010 Application for HitsubLihl Inti Corp to asport 338i311 kg U 
contained in 633«036 bg l/'-30S to Canada. , 

TSUJlfK. Mitsubishi International Corp. of Kitsubishl 

Corp. ) H8A-36a6-01. 78/09/14 8pp. 


7903240021 NRC position ra Trananuclaarr Inc application for licania 
amend to axport low tnrlched U to Swi tzarlend. Llcanta should 
be granted 

HQORErR, H. Office of International PrograAi. 79/04/09. Ip 


7903240023 Forwards application for axport li cense for minor nuclaar 
export, Ltr of assurance required. W/« and. 

OPLINOERp 0, 0. Aasistant Director for Export/Iaport lx International 
Safeguards 79/04/26. Ip. 


7903240023 NUREO/CR-0040 VI N4 

••Lieenaear Contractor i Vendor Insp Status Rapti ** quarterly 
rept. 

# Office of Inipaction lx Enforcement. 78/06/30. 30Spp« Available 
at NT10. 412 30. 


7903240061 NURE0-0040-0I 

"Ltcemeti Contractor It Vendor Inep Status Rapti** quarterly 
rapt. 

a Office of Inspection & Enforcamint 76/03/31. 67pp. AvalUbla 

at NTI& 44. 90. 


7903240063 NUREO-0040-03 

"Llcanseaf Contractor It Vendor Imp Status Rapti'* quarterly 
rept 

a Office of Inipaction (t Enforeamant, 76/09/30, i44pp. Avallab|.a 
at NTIS 46 00. 


7903240068 Confiraa 790420 talcon informing that Ofc of Oaneral Counial 
will serve Executive Secretary of DOS V HK ShapariNRC 
Executive Legal Diractonra Uaetinghousa application to 
export BMH Wastlnghouie has bean served, 

ASHER. TR Asher. T. R. PC. 79/04/80. Ip, 


7903240090 Agenda of 790403-07 28Sih ACRS matting «/NRC It DOC In 
Washington. DC to discuss various ACRS rapts ra generic 
Ittms lx salactid reactors 

« ACRS - Advisory Committea on Reactor Safaguardi. 79/02/28 6pp. 


7903240102 Notification of 790301 meatlng w/Exxon Nuclear Co to dlacutt 
Exxon rod bow modal. 

HANNON. JM. Operating Reactors Branch 3. 79/04/10. 2pp 


7905240103 Gommantt on 790116 ACRS meeting in Washington. DC' apacs of 
OA coda applications should ba provided as fully 6 clearly 
as potilbla 

WUiT Y. Wu.T.Y, 79/02/16. 2pp. 
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790»2flOH37 Notlflc«6ian of contract •xecutionr Mod 4 to ‘‘Antltrutt 
Consultant*.** Contractor Charloi Rivar Atooclata* 
teilOi C D Tschnlcal A«*ittanc* Contract! Branch FIM fi-5141 

79/04/24. Ip 


7909240264 Notification of 790531 prafantatlon tg Karrg Dlaaond Lab to 
Quakif Icatton Tilting Evaluation RittarcH Rivltu Group to 
dUcu!! fluidic divtlopatnt r* noclatr plant! 

FCiTiR Division of Riactor Bafttg Rtitarch 79/05/02 2pp 


— 7905240111 Mod 4td»craailng amount obllgatad bg «3»902, 92 to "Antltruit 
Consultant! ** 

OOUOHERTYf D. -J DlvUlon of Contracts. FIN B-5141 79/04/30 

If. 


7905240113 "Acoustic Etnl !S lon/riau Rslatlonships for Insirvlci 
lionltarlng of Muclaar Prastur* V«ss*ls» “ Mar 1979 prograis 
rapt r* flaw growth A333D prai«ura vassal steal, 

IIUTFOHi P. M. I QCHtlENKi 0 * KURTZ, R J Battalia Mamorlal Institute, 
l^aclUc Northwest Laboratorg. FIN n-2O0a. 79/04/17 lip. 


7905240116 Application bg Isotope Products Labs for llcansa to export 
tjO mCl Cm‘*244j contained in ceramic disc, to Canada 
AKLAUERiK Isotopa Products Laboratoriea Vf/0 6035 79/04/23 

app 


7905240201 BECY''79-25a 

Ketifies NRC of receipt of Transnucleari tne application for 

llcansa to export hlghlg enriched U to Bwaden 

BREArJ R Office of International Program 79/04/12 Ip 


7905240313 Inform that Cqmol si ioners have revieved License 18NM-7B004 
of Exxon Nuclear Coi Inc 1, accepted 6ECY-79-235 
riCoeuRendation to amend license to Increase quantity of iou 
enriched U to be tcsported from Nest Otraang 

CHiLKiS.J Qflice of the Bscrotarg of the CooMisslan 79/04/20 

Ip 


7905240316 Research Info Ltr 40 forwards NUREO-O3e2, '‘Tectonic Overview 
of Central Midcontinent 

LEVINE. 8 Office of Nuclear Regulatory Research 79/04/03 4pp 


79^5240110 Notification of contract execution '‘Computer Package for 
Dageslan Analgsls of Attribute Data u/Arbltrarg Prior 
Olstrlbut 1 onti ** awarded to K0 State Univ 

HAOEV.H. Rase arch Contracts Branch FIN B-6705 NRC -04-79- 102, 

79/04/24. Ip 


—7905240326 Nim£0-O3B2 

"A Tectonic Overview of the Central Kidcontlnent ■ 

HINZEiH J , BRAlLEiL N Purdue Univ KELLER. 0 R Texet. Unlv 
of 77/11/30 (06pp Available at NT18 46 50 


—-7905240125 Contract “Computer Package for Bayesian Analgsis of 
Attribute Data w/Arbitrarg Prior Distribution!.'* awarded to 
Ka Gtate Univ. 

HORTON. K V. Research Contracts Branch. PERRY. R H Kanses 

Btate Univ, FIN 0-6705 KRG-04-79-ia2. 79/04/17 6pp. 


7905240119 Forwards appUcation for license to export moveable 
In-cors detector to Belgium 

KeGNAMiR, P. Westlnghouse Electric Corp IC0-SSS6 79/04/19. Ip 


-*7905240123 Application bg Westlnghouse for license to export one 
Movable Incore detector containing 0.0041 g U-aO0 to 
Belgium 

KEENAN. R P. Maitlnghoose Electric Corp, 79/04/20 ip. 


7909240121 niquests expiration date of License IBNM-i610 be extended 
from 790630 to D00630. 

HATOON.V. Transnuc liar, Inc, 79/04/10. Ip, 


790'9240130 flummarg of 790410 meeting w/DbW in BethesdarMD re 
natural circulation in QbW reactors 

RO00. D F Division of Project Management 79/04/24 I4pp 


7909240147 8ECY-79-240 , 

Hotlliif NRC of receipt of British Embassy application for 
License to eiport source matl to United Kingdom. 

8NEA1J.R. Offlc# of International Programs 79/04/06 Ip. 


7903240320 "Fire Protection in Operating Nuclear Power Statloni." 
Indian Point Unit 3 BER review 

HALL. R E Brookhayen National Laboratory FIN A-3107 79/03/21 

6pp 


7905240325 Application by Hoke. Inc for license to export nuclear 
components to South Korea 

LINDNER, T.P Hoke. Inc 1132 79/04/16. Spp 


7905240337 Request* eddl Info to complete review of BVTfi-1-0. "QA 
Program Description * 

KAA88. U P Quality Assurance Branch BVTR-1-0. 79/04/30 I4pp 


7905240346 "Environ Statements Project, Cost/Benif it Analysis Group. * 
progress rept for Feb 1979 _ 

TEPEU. R C Oak Ridge Nattonel Laboratorg FIN B-0411 79/03/22 

3pp 

7905240353 "BWR Blowdown/Emergency Core Cooling Program" monthly rept 

BURNETTE. G.H General Electric Co tNuclear Energy Products Dlv 
MRC-04-76-215. 79/04/05 6pp 


7909240358 Notifies that Commission has reviewed It accepted 
Traninuclear. Inc license to export 4,23 kg U. enriched to 
93 3X U-235, to Caneda t8ECV-79“i57>. > , 7o/ns/n7 

CHILK, 8.U. Office of the Secretary of the Commission 79/05/07 


7905240153 Wtsklg info rept for weak ending 790406. 

RENMiT.A. Office of the Executive Director for aperatlon# 
79/04/11 26pp. 


90924035? 8oi»*«? «. 790425 ml.tln? y/utll In ™ r, vUlt »o ..cill»« 
to acquire Info for further development of fault trees bg 
Bandte Labs. 








7905240159 Wettklg info rept far week ending 790330 

REHM.T. A. Office of the Executive Director for aperatloni, 
79/04/09. 2tpp 


7901840164 Forwards RE Ml 1 1 lams 790328 i ___ 

contamination at Cotter slteiOhukle 790219 memo re tailings 
ImpoundMtnt ^ WA Mahler ,, , 

MCGRATHi E. U. McQrathi E J. 79/04/U. 


ip. 


--7909240170 Buggeste method for monitoring 

Cattar site Notes well* which should be used. Suggests 
l«Jtlon ^f e^othsr which should be drilled M/article on 

a. 79/03/28. t4„ 

....... 4pp.u.w9«/r..oH 

79/04/0*. .. 

ISSillKru V. 0..U. 0. th. EX««UV. Blr.ctor ... 0,.r.*l.n.. 

79/04/CK>. tp- 

790524080# .♦ 790»i0-.a S894h MW M.Un# tn W..h.n,t.n.DC. 

SloUfUiM-. •‘wewT.M.B . «|Nocr,h^ - a-vu..# c..»iu.. .. 

Riaclor Safeguerds 79/09/10, 960pp 


TraninucUar. Inc licsnse to Import 9. 500 kg U, enriched to 
2 3X U-239i from France <8ECY-79-2B6), 70/05/07 

CHILK.8 J. Office of the Secreterg of the Commlsilon. 79/05/07 

Ip 

OE 7W4.3 ... 

iVuV. 79/04/2.. .. 

airborne emissions for gypp, 

T0PP,A.A, New Mexico. State of, 79/04/ao a^pp. 

7905240309 -UMS Th..«4l H94.«.n. D.v.l.CA.nt P..g..«. " 

t.....*-? r.H a-304». 79/03/3. 

spp. 

7905240398 Fo.M.d. NUREO-OSlli V.l. 1-8. »D..f t OEIB .n U mllin..' 

v.«":‘i,...v ..9 uc.n.i«. B..nc6. 79/04/10. .. 


79/04/30. 
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—7903240413 NUREO-OSU Va 

^'Drafts 0£I8 cn U Killing^** Vol SiApp* 

« Of^iet of Nucliar Safaty & Gifaguard* 79/04/30 

a70pp. 


79032404011 Forward* itata aganciai ^ coobmant* on ffJf!E0-0499« "Pral lalnary 
Stataaant on Oanaral Policy for RolaAaklng tso Irtprova 
Nuclsar Power Plank ticanalng " 

YOONOHLOODrJ Arltona. Btaka of 79/02/13 18pp 


7903240404 '•PhyalcaJ Protaetton of Nuclear F«c tl 1 tia*. '* proyraa* rapt 
for Feb 1979 

CHAPflANfL D SaniEla Laboratorlai FIN A-i060 79/03/16 9pp 


7903240409 Not if lea t ion of contract a vacutloni Had 3 to *'lnvaetl6atl an 
of Ui* of Cyclic . Tonlonal 3craiir Plate Taafc to Datarntne 
Iniltu Lituefactlan Potantlal of Gohat 1 artlatt Salle. ** 

Contractor Univ of FL 

HAOEV.H Raiearch Contract* ftranch. FIN 0-6234 NRC-04-77“t7l 

79/04/24 Ip 


—7903240420 Hod 3, adding fund* for aacond gear of S-yr contraeti 
* to "Invee tiyat tan of Uia of Cgc lie* Tonional Screw Plat* 

Taet to Daternine Incttu Liquefaction Potential af 
Gohetionlaee Sail*.** 

MORTONiK V fteeearch Contract* Brancli FIN B-6aS4. 

NRC"04''77-171. 79/04/24. 4pp 


7905240410 Forward* etata aganctae' cona.«nt* on NUREO-O499i Suppl 1« 
**PrtUainartf Stataatnt on Oanarat Policy for flulaaaking to 
laprove Nuclear power Plant Llcintlng " 

YOUNOBLOOOr J, Arliona, Stata of. 79/02/07 3pp 


7903240419 <*Thermal Hydraulic LHFBR Safety Exparimant*. •* Monthly 
highlight* for Har 1979 

JONESiO G firooli haven National Laboratory FIN A-a024 79/03/31. 

4pp 


7905240417 Offer* na coiamant* on MUREO"-O499i Sirppl Ir "PraliMlnary 
Statinent on Oanaral Policy for Rulaeiaklng to laiprova 
Nuclear Power Pl-ant Llcanalng *' 

HALLACe.A Iowa« State of. 79/0 1/S6. Ip. 


7903240424 Offer* no coffimant* on NUReo-0499« "Pral latlnary Stataixent on 
Qentral Policy for Rulemaking to rmprova Nuclear Plant 
Llctnelng " 

TEHPEST.L Utah 4 Btata of. 79/01/03 Ip. 


7903240427 ‘‘Short Sagnentad Ca«b Coda Devalopmant Validatlont" pro.|at 
highlight* far Kar 1979. 

AORAUALi A K, Brookhavin National Laboratory FIN A-30tS-a 
79/03/31 7pp, 


7905240431 Executlva Branch poeitlon ra Caran praclelon Enginaaring 9i 
Mfg Carp application for llcen*# to export 20r000 diamond 
Inconel ipring* to India, Llcanaa *hould faa granted 

NOSENZQjL. V. 6 tat*< Dept of# Bureau of Ocean* Cntornatl. Environ, 
h Scientific Affair*. 79/04/30. 2pp. 


7903240433 Cottfient* on propotad rul •: out I ina* biographical etatament 
ttnphaeixlng nuclear plant eiting aicperlanea 
HCOORDHrU. B, Ohior State of 79/03/02 2pp. 


7903240435 Detail* di«cu*sion of aKtaneion of Interim fuel cycle rule 
through 790313. Note* NRC roquaat for aaating ra "Statanent 
of Goniideratlon for U Fuel Cycle Rule" <RM B0-3}« 
vubtaquantly tchadulad for 790502 

CKlLKrS.J. Office of the Secretary of the Comeiiftlon. 79/05/01. 

Ip. 


7903240438 Offer* no conment* on NURE0-0499» **Pral lalnary Stataiaent on 
Oanaral Policy for Rulemaking to Inprovo Kucltar Power Plant 
Licanfing ** 

YCKR^OBLOODi J. Arlxonor State of. 79/03/06, 2pp. 


7903240439 Notification of contract aiecutloni Hod 3 to “tnetltutlonal 
Radioactive Hiita*,** Contractor: Unlv of KD. 

HAOEVfH Reaearch Contract* Branch. FIN B-S9S9 NRC-04-76-344. 
79/04/24. Ip. 


--7903240447 Hod 9i axtanding perold of parformanea until 790630 to 
"Inttltutiona L Radioactive Waatas. 

MORTQNiK. V Rattarch Contract* Branch FIN B-5454. 

NRC-04- 76-344. 79/04/24. Spp. 


7903240446 Raquaat* 7S1214 FR notice (Vol 430241fPp 38379-81 }bt tent 
to partia* lifted. 

LEWlSiK. Af fi 1 iatlon Ontnown. 79/02/16, 2pp. 


7905240494 Foryardf "Rept on Analytl* Method* for RCS Natural 
C Ircula tl on. ** 

TAYLOR*^ H Babcock 6 Wilcox Co 79/03/18 Ip 


— 7905240495 "Rept on Analyil* Method* for RCS Natural Circulation ** 
a Babcock U Nllcox Co 79/03/16 33pp 


7903240496 Notice of availability of NUREO-05 11. "Draft OE18 on U 
Milling " 

SCARANQiR. Ah Uranium Recovery Llctnelng Branch 79/04/16. 4 pp 


7905240529 “Advanced Riactor Safety Analyei* Technical A4*i*tanc«f 
Reactor Projectei** monthly highlight* for Har 1979 
BARI#R A Brookhaven National Laboratory. FIN A-3000 79/04/10 

5pp. 


7905240340 “Safeguard* Analytl* for Byproduct Matli U Small QuantiUet 
of SNM* *• monthly progre** rapt for Mar 1979 

CHE 6 T£R<R.C ^ KIRK 8 CEY.K A, « RANDSLPH.K L Oak Ridge National 
Laboratory FIN B-6108 DRNL/HA6RD-34, 79/04/09 Spp 


7903240542 Forward* lift of document* on file In lupport of Oulf 
Taylor U mill lleen«e application 
HACKIN.J. New Mexico. State of 79/04/25 6 pp 


7905240552 “Flret Quarter FY79 Progre** Rept on Refill Effect* 
Program '* 

CRQWLEYiC si , RQTHEfP H i CARYiC.N Cr*ar*r Inc NRC-0 4-75- 162 
CREARE TN-292. 79/04/30 26pp 


7905240553 "Physical Protection of Nuclear Matl In Transit Projectr " 
monthly rept for Mar 1979 

CHAPMAN# L D Sandla Laboratories FIN A-1173 79/04/17 4pp. 


7903240356 “Rept on Foreign Travel of T 8 Hre** to Kar I «rohei Germany 
U Cadarachti Franco. '* 

KRE 8 B 4 T .8 Oak Ridg* National Laboratory. FIN B-0121 
ORNL/Flft-386. 79/04/19 37pp 


7905240567 Application by Neftinghous* for licenta to export reactor 
Internals# reactor control drive mechanism*! component* for 
reactor fuel charging 6 discharging mechln** to 
Bwitxerland 

KEENAN. R.P Noftinghoui* Electric Carp 1C8-8574 79/04/23 2pp 


7905240576 “Environ Assestment* of Fu*l Cycle Facilities." monthly 
progress rept Feb 1979, 

ZITTELiH. E Oak Ridge National Laboratory. FIN 8-0279. 
□RNL/EO/EIB-aO 79/02/28. 6pp. 


7705240577 Application by Nastlnghoufe to amend license to export 
equipmantf pert* It component* for nucltar reactors to 
Belg lun It France 

HERBCH.H M. Nestinghouif Electric Corp. IG8-B580, 79/04/24. Ip, 


7905240587 “Eveluatlon of Docket File* of Terminated Lleeneee.** 
monthly progress rept for Har 1979, 

HOLOUAYfC F < LANTZ.P.H 1 DIGK&ONrH.N. Oak Ridge National 
Laboratory FIN A-90a5-7. ORNL/HAafiO-33. 79/03/31. 6 pp. 


7905240663 Notification of contract oxecut Ion. Mod 4 to "Rad ionuc 1 1 dt 
Retention 6 Land Form Hod in Surface Fathway*. " Contractor, 
ilnlv of State of NY 

HAOEYtH. Research Contraeti Branch FIN B-6000 NRC-04“77-t69 

79/04/25, Ip. 


—7905240669 Mod 4. extending period of performance to 790331 at no eoit. 
to “Radionuclide Retention 6 Land Form Mod In Surface 
Pathwey. " 

MORTON# K.V. Reisarch Contract* Branch FIN 8-6008 
NRG-04-77-169 79/04/25. 2 pp. 


7905240776 Requests denial of UCa 771104 petition for emsrgency k 
remsdiel action k 0C8 760503 petition for reconsideration of 
NRC 780413 memo k order, 

EDWARDS# D. Yankee Atomic Electric Co. 79/05/16. lOpp. 


7905240787 Notification of contract execution# Hod 3 to “Antitrutt 
Hearings." Contractor: Charles River Associate*. 

LEBO.C D. Technical Asiistanc* Contract* Branch. Ar(49-24l-00flS 
79/04/24. Ip. 


— 7905240608 Mod 3, decnasing amount obligated for "Antitrust 
Htaring* “ 

DAOOHERTY# D. J, Division of Contract* AT (49-24) -0005. 
79/04/30. ip. 


7909240476 Summary of 790425 meeting v/C-E r# natural circulation 
capabilities 

THADANItA C Reactor Systems Branch. 79/05/02 40pp. 
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7909240820 Accepti r»comm*nd«t 1 an for Dipt of Ar«v to •sport 290 tp 
dsplattd U to Unlt«d Kinpdom R«qu«tt« nottflc«tlon of 

& dvUvftrv of llcanso to Dipt of Army by 790307 
CHlLK,e. J Gffici of tha 8«cr*tftry of thft Commission. 79/09/01 
Ip 


7903S40S60 Riquiiti Esscutivo Branch position r« TX Nuclvar Dlv 
•ppllcstion for llconss to isport 8NK to Peru, 

OPLINOER<0 0 Assistint Dtroctor for Eiport/Impor t tt Intsrnat 1 ons 1 
Safiguiirdf 79/04/09 Ip 


7909240S63 Confirm* 7904S9 tslcon approving agriimont b^tusin NRG U 
P0&£ for astaniion of tlmi to fils motion to compal 
dlicoyiry to NRC first sst of suppl*msnt«l intsrrogatorioi 
EVANSrD J. Anti-Trust Division 79/04/23 Ip, 


— 7909290041 Foriifard* application for licftnf* to ssport •nrlchad U 
h«xmfluorid« to Japan to bs uisd for fabrication of fual 
BSS*Mbl iss 

NATANABE»N HittirbisM Intsrnatlona I Corp (subs of Hltsublshi 
Corp ». HSA-5470-08 78/07/29 3pp 


— 7909230049 Forsiards 700914 and uss itatamant, 

NATAMABCrN Mitsubishi Intarnat lonal Corp (subs of Hltiublshi 
Corp. ) XBNM-l3aA 78/10/19, 2pp, 


— 7905230094 Exscutiva Branch position r« Mitsubishi Inti Corp 
application for licsnss to ssport 943 kg U-233 to Japan 
Japansi* Itr of asiurancs and 

H08ENZ0>L V StatOr Dapt ofii Quraau of Qeaans tn tntarnatl 
Environ & adantlflc Affairs X8NM-13B6 79/03/09 4pp. 


7909240879 Esscuttvs Branch position rs Byron Jackson Pump Dlv 
application for licsnss to ssport tuo rotating slamanti & 
two mscbanlcal ssal cartrldgss & accsssorlas to Japan 
Licsnss should be granted, 

ffO&ENZOrL V States Dept of 79/05/02 2pp 


— 7909290097 Licanss for Mitsubishi Inti Corp to export 343 kg U-23S* 
contatnad In 16.341 kg U. to Japan 

OPLlNOERiO Q Assistant Dirsctor for Expor t/Impor t L 
Intarnatlonal Bafaguards 79/04/02 3pp 


7909240863 Executive Branch position re Spas Industries* Inc appllcatlo-n 
for licanss to export 0 09829 g U-239f contained in 3 g U 
for usa In mass spectrographlc analysis* to Japan Licanss 
should be granted, Japanese Itr of assurance end 
HOSENZOiL 7 State, Dept of 79/03/07. 3pp 


7903290038 Responds to 790121 Itr re 10CFR20 304 S. Ifatts Retreat Farm 
Farm is Licensed by State of NC. not by NRC. Propoeal to amend 
I0CFR20 304* pressntly under cons idere tlon? wou Id allow burial 
of radioactive matl w/NRG approval, 

KER-RrO, U Office of State Programs 79/04/17. ip 


7909240886 NUREO/C 6-0789 

•'COMMrX-1: Thrsi-Dlmenslonnal Transiint 81 ng la-Phasa 

Component Computer Program for Thermal Hydraulic Analysis *'* 

U/errata sheet correcting NUREO/CR-0415 to NURE0/CR-O7B9 

8KA*M T. , DOKANU81H H j BCKMiTTiR C Argonna National Laboratory, 

FIN A-2049 78/09/30 120pp 


7909240889 Executive Branch position re OE application for Licensa to- 
export 331 kg 0-234i contained In li*769 kg U enriched 
to max of 3 IX. to Jepan. License should be grented . Japanese 
Itr of assurance end 

N0SENZa*L 7 State . Dept of 79/03/07. 3pp 


7909240897 Executive Branch position re OE application for licanea to 
ixport, over lO-yr per iod, spec ial ly designed or prepared 
TSactor parts U components to Sweden. Li-c ense should be 
granted. 

NOSENZO.L V State* Dept of 79/03/07. 2pp 


7909240929 NIIRE0/CR-04S6 

''Survey of Postlradiatlon Heat Treatment as Moans to 
Mitigate Radiation Embrittlement of Reactor Vestel Steels. " 

HAWTHORNE* J ft. Navy, Dipt of* Naval Research Laboretory 
NfiC-RE8-79-103. NRL REFT 8267. 79/02/14 34pp. Available at NT18, 


7705240977 Advises that addl matl to CENPD-169-P re method for 
determining overall uncertainty In DNB operating 
margin is acceptab la, Forwards revised evaluetton, 

BAERrR.L. Light Water Reactor* Branch 2. 79/04/09, 7pp, 


7909230090 Requests addl info S* c lar if Icat ions to complete evaluation 
of gansric licensing topical rapt EDR-1. Request! schedule 
for responses so rept review schedule can be drawn up, 

BAERrR L, Light Water Reactors Branch 2. 79/04/26 9pp, 


7909290063 Advises that Commissioners have approved proposed llcenee 
by Transnuclear* Inc to axport 19,8 kg U,enrtchad to 93 0% 

11-239, to Netherlands Requests dascrlptlan of security 

measures 

CHILKi B J. Office of the Becretary of the Cammission. 79/04/Ll. 
Ip 


7903290069 Comments on proposed rule lOCFftl9-20‘ forwards talk 
presented at AIF 79D402 conference re regulation of 
rad lation. Proposal would be very costly to Implement, 

LEe»B. Commonwealth Edison Co. 79/04/06, 24pp. 


79-03230036 Summary of AGRB Subcommittee on Procedures It Administration 
790207 meeting in Wash Ington* DC re work aislgnments of ACR8 
fallows Si possible fellows appointments. Enc 1 withheld 
<ref 10CFR2. 7901 

e ACR8 - Advisory Committee on Reactor Qafiguards, 79/02/07 9pp 


7903230102 Notification of 790901 meeting w/C-E In Bitheada*MD to 
diec-ues plant transient responies Sc Mlchelson rept, 

THAOANliA C Reactor aystems Branch 79/04/26. ip 


7909230S06 aummarlifs ACRS ECCB Subcommittee 790319-20 meeting 
Angeles, CA re ltd problem program. 

ZUDAMSfZ. Franklin Institute Research Laboratory, 79/03/30 


in Los 
2pp. 


7905240979 Notifies of NRC position change re application of ANSI 
43, 2, 13, referenced in Reg Oulde 1. 123, Discusses currant 
position S< request* acceptance or alternative propoeal 
within 30 day*. 

HAABBrW. P Quality Assurance Branch. 79/05/02. Ip, 


7909240990 Requests addl info to complata revisw of N€DE-2t82l L 
NE0E-21B21-01i "BHR Ftedueter Noxi U/8par ger, " final rapt U 
Suppl Irrespectively. 

EIBEMHUT, D O. Division of Operating Reactors. 79/03/08 2pp. 


7903280111 Evaluates Bandia 790226 mid-year review n upper heat 
Ingection RELAP model devilopmant, statist leal LQGA studv< 
two-phase jets, steam explosion phenomsna L molten cor* 
interactions. 

CAT TON, I, California, Unlv. of, Los Angelee. 79/03/22. 4pp 


7905230113 Notification of 790902 meeting w/OE in B*th#sda,MD to 
dltcues two loop test apparatus W model development. 

H0D0E8, M. Analysis Branch. 79/04/26, Ip. 


7903240991 Forwards lictnss application suewnary h safety review 
submlttsd by Cottar Corp to CO Dept of Health. U/o end. 
MCGRATH, E.J McGrath, E. J. 79/04/11. Ip. 


7905240997 Lists licenscss who recslvtd IE Bulletin 79-096* ''Nuclear 
Incident at THl-8uppl " Bulletin end. 

FAPPA8*H. Region 3, Chicago, Office of the Director. 79/04/23 

2pp. 


7905290033 BECY-79-ia3A 

Discusses NRC revisw of proposed issuance of export llcenee 
to Mitsubishi Inti Carp. 

SHEArJ. R. Office of International Programa. 79/04/02, 4pp 


— 7903250037 Application by Mitsubishi Inti Corp for license to export 
343 kg U-239* contained in 16*341 kg U, to Japan. 

T8UJI,K. Mitsubishi tntsrnational Carp, (tubs of Mitsubishi 
Corp. I. )(flNM-1386, 78/09/89. 3pp. 


7909230114 Notification of contract a xecut I om Mod 3 to "Ravlsw of 
Proposed Pile Foundations for Ballly Nuclear Generating 

atation. Contractor jMT Davisson. ^ ™ 

PERLMAN* J. Purchasing Seetlon. NRC -03-78- 1 66. NRC-0a-7B- 1 66 

79/03/07, I p 


— 7903250120 Mod 3,#xt*ndlng period of performenc* to 790424, to "Review 
of Proposed File Foundations for Ballly Nuclear Generating 
Station. ** 

HAROETTt t>. J. Division of Contracts. NRC -03 -78- 166, 
NRC-03-7a-l66. 79/04/11. Ip. 


7903230113 Ltr of assurance confirming govt authorl xatlon for licanse* 
to receive L possess nuclear matl Idantlfled In application. 

Transfar will b* eubj to all conditions of 660800 agreamsnt 
for cooparation betwaan Swltxarland li UQ. . 

MULLER, R E Bwltxsrland. 631. 513 BKM-MR/. 79/03/26. Ip. 
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7?052SOit8 R»vi#wi LERi op«r«tor tr^inlitg If ntidfd Olfcofff* 

iftv«r«l Inctdantf Udtcitlng opfrftor pToM«»« U r*iuf»fcf 
narrAtlvf fallpbfup rtpts coyfrlng noted LERt 

CATTONi I, CallfarnlA, Univ, of. LoiAmgaLfi 79/04/17 3pp> 


7903230237 LUfOff for Edlow Inti Co to ficport 2,190 kg U-233, conto Infd 
in Atf790 fcg U h*i«f luor tdf r to Sweden . « • ^ 

OPLIWOERhO 0 Aiiiitant Director for EKport/Import & International 
SAfeguerdf 79/05/09 Spp 


7909230122 Somiearg of 790423 Meeting u/fllack It Veetch Consulting 
Engineeri in Kaniei Citg, HO re toplcel rept BVTR-l-D, 

”SA I’rogren Deicriptlon " 

SPRAUL, J Quelltg Aeiurance Branch 79/04/27 2pp 


7905290264 BECy“79''268 

PoTuardf application from Aerojet Ordnance Co to eepor 


foorca atatl to Canada 

Bf«A#JR, Office of International Programs 


79/04/U 


t 




7903290124. Requests comments on KUREO-OA&O re operating esparUnce of 
emtrgsncg onsite dlasal generators at LWRs. 

VASSALLOiD B Aeslstant Director for l_lgf»t Mater Reactors 
79/04/ie 3pp. 


7909290133 Comments on ACR8 ECCS Subcoamittas 790319-20 aaeting ra cods 
work on transient two— phase flowti-OFT L2-2 test. BHR core 
sprag test prograai CREARE douncomer prograa & std problem 
program 

ZALOUDEXrF fl. Battclle Memorial InetitutSi Pacific Narthsrest 
Latoratorg 79/03/28 Zpp 


7903230139 Comwents on Mart I owners group 790219 maeting ra vent 
clearing b pool swell phase of euppresilon pool load 
definition study, 

CATTON. I California^ UnW. of, Los Angeles. 79/03/08 2pp, 


79032301^0 "Rept on Foreign Travel of BO EadSf Manager for Advanced 
Instrumentatl on for Reflood Studies Program *• 

EADS. B. O Oat Ridge Matlonel Laboratorg 0RNL/FTR-38I 79/04/20 
Spp 


7909290UA Informs that itr of assurance hat besn sant re Eberllns 
Instrument Corp license to eiport 0.22 etlcrograms Pu-239 to 
Austria 

a Austria 79/04/13 Ip 


—7903290270 Application for amend & renewal of llcenio to export 100.000 
kg U to Canada 

SCHWARTZ. H. Aerojet Ordnance Co 79/04/06, 2pp. 


7909230869 Application by Reuter-Stokei. Inc for license to export 
Reuter-Stokee Model RS-Cl-1210-139 compensated Ion chambsr 
to Franc# ^ . 

SMARUPAi J D Rswter-atokiii Inc, U-8129 79/04/87 ip 


7903230872 License for Hoka. Inc to sxport ntsdl# va I ves. bol 1 ous-iealed 
instrument Isolating valvss. bs I lows-ttaltd manuaUg U 
pnsumatlcally opsrated valves, hlesd it drain valves S. thrse 
valve manifolds to South Korea , 

OPLINOER.O 0 Assistant Director for Export /Import 1< International 
Safeguards 79/03/09 Ip 


7909230276 License for Hoke. Inc to export bel lowi-sealad Instrument 
Isolating valves to Korea 

QPLlNOEft.O 0. Assistant Director for Export/Import It International 
Safeguards 79/09/09 Ip, 

7903230292 License for Hoke. Inc to export bellows sealed manuallg tt 
pneumaticallv operated valves, bleed I drain valves 1< three 
valve manifolds to Korea . . , ^ , 

OPLIhlOER. 0 O Assistant Director for Export/Import it Intsrnat lonal 

Safeguards 79/09/09 Ip. 


7903290167 Act receipt of invitation to speak to Univ of VA Btudent 
Legal Forumj reluctant to give firm commitment at thle time 
HEKDRIE. J K. Commission 79/04/86 Ip. 


-*-7909230169 Extends invitation to speak at Student Legal Forum at Univ 
of VA School of Law 

hSMDRlE.J H Virginia. ITniv of 79/04/lS. Ip 


7909290189 Summary of 790308-10 287th ACR8 meeting In Mast Ing ton. DC 
ra review of request for OL for Zimmer Nuclear Power Station 
Unit 1. alternat i ves for resolution of AtWS tc raview of 
'*Statui of Oeneric Items Relating to LMfts. ** 

CARBON. H.M ACR8 - Advisorg Committee on Reactor Safeguards. 
79/03/28 app. 


7909830193 Ack 790381 Itr requesting joint hearing ra liceniae 
app 1 Icatloni concurs w/sugges tion. Both organixat t one have 
already developed procedures to be proposed to ang joint 
hear ings, 

HENDRIErJM Commission 79/04/84 Ip, 


7905290207 Amend 8 to Llcsnsf XU-e34a. increasl ng quantity of mat! to 
139.099 kg U. contained in 136.000 kg depleted U. f or export 
to Ceneda 

OPLINOER.O 0, Assistant Director for Expor t/lmport it Intsrnat lonal 
aafaguards 79/09/09. Ip 

7903230291 Amend I to Llcsnsf XBNM-0937. del sting TransnucUar as other 
party to export & substituting Nliiho-Iawei Co, Ltd. for 
transport purposes only ... 

SHEAiU. R. Assistant Director for Expor t/lmport A Internationmi 
Safeguards. 79/09/09. ip 


7909290299 License for Hoke. Inc to export bel lout-tealid Instrument 
isolating vaWsi It three valve manifolds to South Korea. 

OPLINOERiO.O Assistant Director lor Export/Import It International 
Safeguards 79/09/09 Ip, 


7909890299 Motlftcetlon of contract axecution: •’Reactor Vestel 
Irradiation Demegs." awarded to Naval Rtstarch Lab, 

OLAOOLA.A.F Technical Assistance Contracts Branch FIN 8-6009. 
20-19-04-08-2. 79/04/03 Ip. 


—7909290209 Propotss joint hearing for cons i darat ion of issues over 
which NRG U NY Stats Public 8vc Commission have coi\currant 
juriediction. 

ZIELINSKI. C A New Vorkj State of. 79/03/21. 2pp. 


— 7909290309 Updates contract for "Reactor Vessel Irradiation Damage. •• 
Extends period of performance It Incrtatst cost sstlmate 
DOUOHERTY. D, J. Technical Assistance Contracts Branch. FIH 
B-6809. NRC-03“79-t4a. 79/04/02 7pp. 


7909290207 Notiflsi that NRC has not compketed licensing action on 
application to export low enriched U fuel to Jepan. Favorabls 
Executive Branch view received on 790307, Final matters under 
review 

Office of International Programt. 79/09/07, Ip. 


79092S02I4 "Crack Arras t Technology" monthly progress rept for Har 
1979. 

ROSEMFIELD. A R. BattsUe Memorial Institute. Oolumbus Laboratories 
NRC-04-76-293-0 6 . 79/04/11 3p p , 


7909290300 License for Hoke. Inc to export hsl lows-ssalsd Initrwment 
isolating valves It three valve manifolds to South Korea. 

OPLlKOERfO 0 Assistant Director for Expor t/Imp ort It International 
Safeguards. 79/09/09. ip. 


7909230306 Application by Isotope Products Lafas for Uctnse to expert 
O.Oi mlcrogrami Cf-292 nsutron source welded In stainlsss 
stssl capsule to Australia. 

AMLAOEA.K Isotope Products Laboratories, 79/03/01. Ip. 


7905290224 Transcript corroctioni of 790119 hearing 
LINKER, H. Natural Resources Defense Council. 79/08/27. ip 


7909290831 Notification of 790426 nsiting w/EPRI it util re IE Bulletin 
79-01. 

iXIRDAN. E, L, Division of Reactor Operations Inspections. 79/04/19, 

2pp. 


7903230292 License for Edlow ZntI Co to import ii9 kg 0 as irradiated 
KTR fuel elements. 

DP LiNOERr 0. 0 Assistant Director for Export/Import U International 
Rafsguardi 79/09/09. 2pp 


7909290299 License for Consolidated Controls Corp to export twenty 
428 LOi resistance temp detectors to Italy 

OPLINOER, 0, Oj Assistant Director for Export /Import li International 
Safeguards, 79/09/09. Ipp 


7905890312 Notifies of shipment of 1 g Th-238,0,6 g U-230 L 0 09 g 
Np-237 to Russia between Jun Ik Qct 1979. Requests procedural 
instructions. 

CHETlRKlHrP.V National Aeronautics h Space Admin. LB' 836-9. 
79/04/13. tp. 


7903290321 Convmsnts on H R, 944, H. R. 2 V H. R. 1039 per, request. Forwards 
comments on S 2 which is similar to H R, 2, Objects to 
duplicative budget review but supports objectives of bills 
to eliminate overlapping federal programs. 

HENDRIE.J M. Commission. 79/03/16. 2pp. 


— 7903250386 Responds to request for review of 8.2 bill passed by Senate 
on 781011. Supports legislation to eliminate waste It 
duplication in federal govt, Questions eff ectl vaness of 
citl tans 'commission, due to statutory Umttatians. 
atOIBERiC, Offlct of the Oensral Counsel. 78/12/19 8pp. 
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■'-7'9O?S&03:39' Forwartf* H R SA4 to r»q.uira outtiori tlon of now budgat 
«utKpritg for govt progromt at l«ait tv«ry ftv* yaaro to 

procadurt for zoro-baovd budgoting. r«vi«hf 

la cbBOLar^ta 

BRDOKSi J Houft of Rap t Oovarnmant Oporationo 79/0L/S9. 39pp 


--790!7SS{>336 Foruiardt H R 1039 to raquLrt author 1 zat Ion al na«f budgat 
authorLtg l« raviau for govt prograni at laast avarg flva 
Vaar« Rac^utita raviau !< cOBninta. 

BROOKGrJ Houaa of Rap , Oovarnmant Oparattana. 79/02/07. S2pp 


-*•7903290337 Forwards H R. 2 raquirtng nau budgat author Itg ti program 
ravlahf at toast avtry tan yaara 

BROOK B< 0 Housa of Rap, r Oovarnmant Oparatlant 79/01/24 66pp. 


7709290322 Ri-aaarch Info Ltr 92 larthguata intanaltg acala.USOB 
Should promuflgati niw Intamity acala band on analysis 
dascrlbad in Itr. 

&£MTONi H R Qffica of Nuclaar Raactor Ragulatlon H1NDQUC*R B 
Qfflca of Standards Davalopmant. 79/04/33 4pp, 


7909290333 Authorlzai isauanca of ItcaniS to ^dlouf Inti Co for osport 
of frl«790 kg g, anrlchad to 3. 93X U-2a9i to Bwadan 
hOQRGi R 2 Qffica of Intarnational Programs. 79/09/09 ip 


7909390<327 Application by Unlpaz Inti for lieanaa to axport 900 tg 
daplabad U to Korta 

YUN. O. U Unipax Intarnational 79/03/29 4pp. 


7909230331 Advisat that Gommissionars haya appravad praposad licansa by 
Edluw Inti Go to import anrichad U from Japan <flECY-79-27l). 

Rf4.u«fti notification of Issuanct 6 dallvary of klcanaa to 
Edtow bg 790911 

CHILH, B J OffUa of tha Sseratary of tha Gomraltalon. 79/09/0S 
Ip- 


7909290333 Application by MELCO USA i Inc for Ucanoa to axport radiation 
datactoT to Japan 

NAKATANhT, MaUo U 8. A i Inc. 79/03/23. 4pp. 


790929'0334 Summary of NRC 790903 discutslon In tlash Ington* DC ra B-3 
ru I ana king. 

C 1-111.11 1 6. J Off lea of tha Sacratary of tha Gommisiion. 79/09/04 

Ip 


79092^0338 Summary of 790429-26 naatlng w/ANL in Argonntr IL ra 
prap«ration of final 0EI8 on handling It storag# of ipant 
LUR fual. 

RQHERT8«J.P Fual Raprocais It Racycla Branch 79/09/02 Ip. 


790929034S Roquastf Exacutiva Branch position ra yastlnghousa 
application for licansa to axport mlictllanaous parts It 
componants to SuritxarUnd 

OPLlNOERi 0. 0. Assistant Diractor for Export/ Import &( Intarnational 
Bafaguardi. 79/09/09. Ip. 


790923C376 Commants on praposad rule 10CFR19-SO: rula dots not allosi 
flaslbliity provided bg S(N-1Q} doia avtraglng formula 
8C»ENeOM,B.H Radiation Barvicasi Inc, 79/03/14. Ip, 


79O9290i379 Informs that tonfaranca w/counf«l will ba hald on 790919-^17 
ra brlaf & rssponsas filad bg partias 6 objactlons to util'll 
fourth sat of intarrogatorlffi It motions for protactlva 
ordar. 

HlLLERiH.E, Atomic Safatg and Licanslng Board Banal, 794^04/17. )p 


7909&3044S Cxacutlva Branch position ra Klssho-Ioial A«.ari-can Corp 
application for licansa to axport 9 448 kg U-^239 to Japan 
Licansa should ba grantad. 

ND8ENZO4L U. Statfr Dapb. off Buraau of Qcaans li Intamatl. Environ, 
tc Bclantiflc Affairs. 79/04/30. 3pp. 


7909290444 Forwards commanta racaivad as of 790330 ra N'JRe0-0396» 
"l^lannlng Basis for Davalopmant of Stata li Local Oovt 
Radiological Emtrgancg Rasponsa Plant in Support of Light 
Ifatar Kuclaar Pouar Plants.'* 

GOLLlNSrH. E. Assistant Diractor for Emirgancg Praparadnass. 
79/04/09. Ip 


•‘-7909290447 Notice of availabllltg of NUReO-0396f rapt of NRC/EPA Task 
Force on Emargancg Planning. 

RYANfR.O Office of State Programs. 78/12/19 Ip 


- -7909290400 PCBE-79137 

Goawants on NUREO-0396: amargancy tone thovld ba planned for 
small area around raactor. Dneo tasted 6 parfactad^ cone 
could bt expanded to appropriate liza. 

CLEARYfP. Cititans for a Batter Environment. 79/03/29. 9pp, 


—7905290499 Comma nts on NUREQ-0396 NRC/EPA task fores la not 
repraisntatlv* of publ ic. Protactlva action l< goidea rely on 
tubjactiva evaluations Reliance on Rasmussen rapt 
calculations are q^ueattonab la Rapt should ba recalled. 
LEMIBjH I Affiliation Unknown 79/01/3 i. Ip. 


— 790929049B Comments on MUREO-0396 lad of NRC sanctions agal-nst 
inadaquata plans shovs fuhdamantal flaw Ralianca on 
NASH- 1400 is misplaced 

RDI8MAN1A I Natural Rasourcas Dafanaa Council 79/0-1/19. 3pp. 


— 790329046D Comniants on MUREO-0396. ob jacts to absanco of ragulato-rg 
impact assaasmant It quastloni reliabllltg of Info uiad to 
ivpport planning basla alamants Placing paramatars on 
amargancy planning zona is pramitura, 

REEDf C Commonwaa 1 th Edison Co 79/03/26. 9pp 


‘-79092904A2 Coismants on NUREO-0-396 amargancy planning zones unnacassarg 
inappropr iata Rapt is overly consarvatlva It unrealistic 
Implanantat ion of rapt ilams will ba vary costly & lead to 
posatbla public mialnformat loo. 
ilMITHERrC F Oaorgia Power Co 79/03/9B, 2pp 


— 790929D466 Comments on NUR60-0396, GO-miia radius amargancy plan it 
absurd. Rapt not raponilva to state program directors' naads 
Utils may ba Taqutred to finance state amargancy plant 
Calls for raaliatic planning 
PARKER, W.O Duka Pouar Co 79/03/27. 2pp. 


— 7909290467 Comma Pits on NUftEO-0396 planning for Class 9 actions is 
not JUS t if ladi questions validity of info supporting rapt 
Establishment of amargancy planning xonat will ba vary 
costly. 

RENBEROER. D. L Nash Ing ton Public Power Supply Syatam. 79/03/2B 

9pp. 


— 7909290469 Comments on NUREO-0396 . p lann i hg for Glass 9 accident is 
11 bogicaUrapt lacks parspactiva on public risks & 

Implaaiantation costs U faasibtlltg art mlsrspr aiantsd 
Requests value impact assassmant L withdrawal of rapt. 

NARDiJE Atomic Industrial Forum 79/03/30. &pp 


--7909290473 Gommants on NUREO-0396 rapt is prematura U based on 
Incomplete Info Issuing rapt could complicata liciniing 
process. Planning far Class 9 tvents should ba racont idarad , 
VANDENBUROHrD. Van kit Atomic Electric Go 79/03/28. 9pp 


—7909290476 Comments on NUREQ-0396 potential exists for confusion ra 
licaniaas' emergency planning obUgatidns Raquaiti addl 
clarification prior td NRC adoption of rspt. 

REterH F. LowanstainiNawmanrRaisiAxalrad 6 Toll 79/03/30 7pp. 


—7909200479 Comments on MUREO- 0396. adopt ion of rapt could ba vary 
•costly. Raquasti NRC provide adaquats support in. planning l< 
tmplamantatlon. Raquasta withdrawal 4i raconi idaratl on of 
rapt 

BULUIVANiT. J. Gonsumars Power Co. 79/03/23. 2pp. 


—7909293491 Comments on NUREO-D396. prassht plans are adequate. Guistions 
validity of amargancy planning zones Imp lamantat i on wnuld 
ba vary costly. 

ALLENrO.J. Citrus Countyr FL 79/03/19. 4pp. 


—7909290493 Comments on NUREO-039&: suggest t rapt ba adviaorg only 
Espandad amargancy planning zonae are axcassiva It 
bvrdansoma. Five ti twantg-milt radii zones are more 
raatonabla. 

TEMPLE, J Orundy Gountyi IL 79/03/23 2pp. 


—7909290494 Comments on NJREO-0396: rapt could be helpful if used early 
in planning proctss.Usa of rapt would laad to 
intarjur ltdictlonal planning 6. substantial coats. 

HEiiSNER*A. T Connactlcuti Btata of 79/03/09, Ip. 


—7909290499 Comaiants on NURE0-D396! local govts offer more meaningful • 
planning participation than other govts Saluda Township, IN 
would like to- participate in amargancy planning discussions, 
but lacks funds. Inquires whathar NRC can provide funds. 

0«AY,R , CRAFTQN.M Baluda Township, IN. 79/01/13. Ip, 


—7909290496 Comments on NJREO'0396i currant amargancy plana ara adequate. 
Quaations atandardiiad approach. Supports rapt validity. 

K0B8,R. R. Kaeraunai County, WI. 79/03/06, 2pp, 


—7909290497 Comments on NUReo-0396. planning for Class 9 event Is 
unraaionabla. Quastions validity of dosimetry data. 

KPHLERfR. Florida, State of. 79/03/23. 3pp. 
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— 770M30498 Foru*riJi «QMiant:« un MURE0”039i ptannlnj} on 9 

Jtcldont i% not r««li«tlc EAtrganc^ plJn critorlo fthauld bo 
con«ifttnt with Ueonilng crittrio Ton r*dll 

thould bt oliAlnittd 

LEUI8<L /^fflli4ttan Untnoun. 77/03/S2 3pp 


— 790923049? Civil Difonio Ofc »»*« no comitortto on HURE0-039A 
B-OTOiH. K Richlond Gountg* SC 79/02/00 Ip 


—7909230900 Cnounontt on NURE0-O396 fiu countg govto h*v* fxp#rtli» to 
prop«ri omtrgtncg ploni Hor« gutd«nc« niodo 
MAiUNEVrS.R. Ailtsn County, SC 79/01/15 Ip 


— 7905290902 Cpmimnt* on NURE0-O39& local JOvlt do not havo •xptrtl«« 
to undor^tanif or impltmant ropt Rapt provlda* no objacttvo 
oioant to m«A«urt ■Aorgoneg 

RlOQRiR R Contra Cotta Countgr CA 79/03/20 app 


—7909290503 Act raetipt of KllRE0''O396 Ra^uvats addl Info for prtparlng 
ca«n«ntt Raq.uattf info on UA6H''t400 raavaluatitn ii Itt 
impact on MUREO*'039d> cent Idarat Ian tchadula 
RAttACKfE l>. Affiliation Unknown 79/01/29 Ip 


— 790S290904 Cammantf on NUR60-0396’ compTihtnt Iva amargancg riipontt 
plan alraidg axltta for GT Rapt dot* not addrotf raal haalth 
It tafaty titadi of public Supgaat futura incLualan of 
madlcalr Mttaorolog leal b tranaportat Ion axparttaa &n rapta 
MAMCUSQrF Connactlcut, Stata of, 79/01/00 2pp 


— 790S29DS09 Coffvmanta on coa t af f ac tivanaif la not adt<iuataLv 

traatad in rapt U/artlcla from 790320 Char lottaivlila Dally 
Prograif ra Laulaa County invat tlgat Ian of fallout 
fatlUtlaa near North Anna plant 
HOtlDiWC Virginia. Unlv of 79/03/22, 2pp 


—790929050b Comma ntf on NUREO-0396 qua at lout rtlianca of rapt on 
VfA8H'i400 Rapt ahould provida datallad daacrlptian of 
woTit cata LOCAravoid avaluatian of avant probability 
& luggatt public avaluation drilla 

IfiSERtH U California State Univ , Sacramanto. 79/D3/2b 2pp 


— 7903290907 Porwardt tunmary of 790214 public htaring tla ana prasant 
lupportad axtrnalon of praaant 9>29 mil# amarganeg 
planning aonaa to 10->90 ml la radii propoaad in MURE0‘‘O39b 
Countg Comnlaa ientra oppoia lona antanaion. 

OflANTiJ. Cltrui Countg^ FL. 79/03/19, Ip 


— 7909290908 Commanti on NURE0~O396; agrtai w/vlaai* of 60 Buraao of 
Radiological V Environ Gontroi Countg la outiida pluna 
axpoaura pathway for accldanta diicuaiadfno addl coat for 
•mtrgincy planning 

KINO, R B Anderaon Countg^ RC. 79/01/12. Ip. 


—7909290910 Gommanti on HUREO' 0396, rapt 1ft vague ra lavel of planning 
raqulrad for amtrgencv Planning lonaa Hora conaideration 
chauld bt glvan to Claft 1-8 actldantf 
HQQRE,TC South Carolina, Btata of. 79/61/19 Ip 


—7909290911 Commantft on flVRE0-0396i aitabl labnint of amarganeg planning 
zonia of ltd dlatancaa from all faelUtiat la Inapprapr lata 
Suggaatt lonaa ba attabllihad at raquirad for aach facllltg. 
W/780BU itr eommantlng on draft NUREO-0396. 
hlENDER60N,a,K Pannigkvanlar Stata of 79/03/16 9pp 


—7909290912 CoiHAantc on NUREO-0396: guldanca vcafulibut axpactft 
conaidarabla coita in Imp lamant ing 30-mlla amarganeg 
planning lonai Plant aitlng 6 amarganeg planning ahould bt 
Iniaparab La. 

EPPERSON, L M Arkaniait atata of 79/01/12. 3pp, 


— 7909290913 Commanti on propoftad amandi to 10CFR90,App E;propoaal la 
unnacifiarg. Quiitloni ratlanala for Inpoilng Intarim 
ragulationa. Aftandi would ba vary eoa tl g, Raquaatf dafaat of 
propoftil 

COUNatLrM 0. Northaaat Utilitlaa 78/10/10 2pp. 


—7905290514 Gommanta on NVJBEO-0396; mo»t local civil dafanta dlractora 
do not hava axpartiaa to undarctand rapt. 

BLACK, B. Qconaa County, BC. 79/01/19. Ip. 


—7909290919 Gammantt on NUREO-0396; quactlom rapt rallanca an KA6H-140Q 
6 validity of amarganeg planning tone radll.Rapt naadi mara 
work t would bt coitlg to Implamant. 

VON£8,0, L. Virginia, Stata of. 79/03/21. 2pp. 


—7903290518 Statai no connanta ahould ba atada an NURE6*0a96 uptll aftar 
raglan t itata civil dtfanaa praparadnaaa aganclai conduct 
briafinga & confarancaa w/Iocal rapraatntativaa. 

PRICE,HH. FI or a nc a County 4 8G 79/01/15. Ip, 


— 790929091'9 Comnanti on NVREO-0396 crittcixai rapt mathodologg for 
calculatiana of accident probab i lltla« Offara altarnativa 
Funding not availabU for Implamantatian of rapt 
PARROT, n M, Oregon, 6tata of 79/02/08 2pp 


— 7909290921 Cowmanti on NUREO-0396’ expanded amtrgancy planning lonaa 
not nacaiaarg t, coatly to Implamant Buggaite Incluilon of 
guidance for local adjuitmantft to lona radii 
BHANAKAMrW.R Humboldt County, CA 79/01/16 2pp 


—7909290923 Cammantft on NVREO-0396 rapt imp lamentation would ba vary 
cofttly Queatlonft faaftlbllltg t, legal baiia Rapt lacka 
hlatorlcal parapactlva 6 technical baiia in uiing Clan 9 
accident ai planning baili. 

COUKISIL, M 0 Marthaait UtiUtlift 70/11/13 4pp 


— 7909290929 CoiMvanti on NVREO-0396 unilateral adoption of rapt 
methodo-logg bg NRC will probably not hava dtftirad ravulti 
Rapt if good for bldg conitnioi tn abitnea of ilgnlflcant 
modi to NASH- 1400. 

VA6KE,R T Office of State Programi 78/09/29 4pp 


— 7909290402 Commanti an NUREO-'0396 r evil ton la coimatic in nature & 
pravlout ccewnanti still apply, Forwardi 781129 comment* on 
draft of same rapt 

KAaPERSKXfD C Oilbart Afioctatei, Inc, 79/02/23 Ip 


—7909290489 Foruardf commanti on Draft 2 of NUREO-0398 planning for 
Claai 9 accldanti If unnecaiiary Diiputai NRC uie of 
NASH-'MOO Questions appropriataniii of doia calculation 
methodology Rapt will Incraaio public confusion 
KASPERSKl^D G. Ollbsrt Aiiociatai, Inc 78/11/29. 4pp. 


— 7909290901 Forwards requeitsd Inf o* demograph ic ttatiitici on reactor 
iltaitrepti an adequacy of compoiita population diitributian 
i( mataorlogtcal transport used in riactor «afaty study 
maps showing nuclaar plant locatlone 

COLLINS, K.E Assistant Director for Emergency Praparidnats 
79/02/01 Ip 


— 7909290492 Requests dimographU info for use in preparing comnenti ett 
NVREO-0396. 

.waaOiN C. Virginia, Univ of 79/01/24 Ip. 


— 7909230909 Comments on NUREO-0396. ra quests info ra relationship of rapt 
to existing safety analyses axtins Ivanast of amergancy 
plan Suggests rapt be used guide, not regulation 
HUHPERtH J. Bechtel Power Corp tiubs. of Bachtal Corp. 1. 

79/01/16 Ip 


—7903290916 Act receipt of 790116 Itr re NURE0^a39&. Rep t not intended at 
regulation No relationship exists to past analysis parformad 
on plant sit Iqg. Forwards NURRO-0396 1, NURE0-7fl/lll. W/o and 
COLLINS, H £ Assistant Director for Emergency Praparadniis 
79/01/16 ip. 


■7909290917 Act receipt of 790223 Itr commenting on NUftEO-0396 Clariflit 
concept of 90-mlle emergency planning xone.Rcpt 
imp lemantatton should not present substantial costs. Objecti 
to suggestion that planning be based on historical events. 

COLLINBi H E Assistant Director for Emergency Preparedness 
79/03/26 2pp. 


— 7909290920 Commentf on NUREO-0396: would be very costly to implement 
NRC should bear the cost. Bt Lucie County Commission voted 
to obpect to SO-mile concept at 790220 meeting 
RODlrP, J. Bt Lucls County, FL. 79/02/23. Spp. 


7909250448 No comments on NUREO-0499, Suppl 1, ’^Preliminary Btatement 
on OenermL Policy for RulsmaVing to Improve Nuclear Powar 
Plent Licensing. ” 

WALLACE. A T. Iowa, State of. 79/01/19. Ip. 


7909250491 No commtnte on NURE0'-0499, Supp I 1, ’’Prel iminary Statement «n 
Oenerel Policy for Rulemaking to Improve Nuclaar Powar 
Plant Ltcenting. '* 

HAYWARDiN. Da la ware, State of. 79/02/08. Ip. 


7909250493 Requests info re NUREO-0499, xpriUmlnary abatement on 
OsneraL PoUeg for Rulemaking to Improve Nuclear Power Plant 
Licensing. ** 

J0LH8RUD, J. H Penney Wania, State of. 79/02/01. Ip 


7909250494 Comments on proposed rule lOCFR 19-20* questions .justification 
of expanaa of changing regulation which is currently 
acceptable Suggests continuation of present regulations to 
protect populaco from radiation. 

CASH, A. Yuba Heat Transfer Corp, 79/03/27. 2pp. 
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on NUREO-0499, *«PrtI iminary Siatamant qr Otnaral 
Pellctf for fluUni^kinB to Itnprova Nuclaor Poyar Plant 
Lie am 1 rvq; ** nay llcanaing for nuclaar planta li futiia «inca 
utllli art rvo-t raq.ufltting now planto 
LEtllSi K I Affiliation Unknown, 79/01/31 Ip. 


7909290085 Ack rtcolpt of 790327 Itr inforaing NRC of itapi takan to 
corra-ct davlatlon notad Ln QA Prograa Imp Rapt 
99900403/79-01 

POTAPOVfli U- Rag ion 4# Dillaa^ Vandor tnapaetlon Branch 
79/04/23 Ip 


7905350463 No comcaanta on propotad rult "Pralialnary Statamant on 
^tnaral Policy for Rulamaking to Improva Nuclaar Powar Plant 
Utcanalno *' 

HiLLiFt. N, Navada* State of 79/02/06 Ip 


79O529046Q Cofutnanta on propoied rule "Pralimlnarg Statamant on 
O-aneral Pol leg for Rulamaking to Improva Nuclaar Pauar Plant 
LIcenairtg' ** propoaad projact doaa not advarialy affact atata 
plan* 

DEOACfAcP V, Kanaaar State of 79/02/12 7pp. 


7905330470 Cowman ta on NUREO-O449r Suppl l.ra nuclaar plant llcanairag 
iwprovaoiante at aimpla ai poailbla. 

YOWOBLOOD^J Arlionai Stata af, 79/02/06 IQpp, 


— 7903290091 Aaapondi to NRC 790220 Itr ra davlatlon notad In QA Progra« 
Imp Rapt 99900403/79-01 Corractlva actlom audit rapt 
contant a^ill be addad to chackllat for Intarnal audita prior 
to nait ichaduLod intarnal audit 

BARNARD f \l Oanaral Electric Co rNuclaar Energy Producta Dlv 
79/03/27 9pp 


—7903290097 rorwarda OA Program Inap Rapt 99 900 403/ 79- 01 on 790205-09 i 
notice of deviation 

PQTAPOVSr U. Region 4» Dallaai i/andor Inapactlon Brench 
79/02/29 2pp 


— 7903290104 Notice of deviation from inap on 790203-09, 

« Reg tan 4^ Oallati Vondor Impaction Branch 79/02/26 Spp 


79092304S3 Rag Ouide 3. 11 1 • *'Oparattanal Inap fc Surveillance of 
Ewbankmant Retention Sga for U Hill TaiUngi.** 
e Office of Standarda Development 79/04/30 Spp 


7705250407 Commenta on propoied Reg Quid# 7 9.atrloua technical 
•rrdr.fual rod* cannot contain anything within cladding 
Oolde ahouJd not ba dlatrlbutad. 
tCNtS. Nl. Affiliation Unknown. 79/04/13 Ip. 


790:5230322 rorwarda commenta on NUREO-0396' amergancy planning should be 
d«ne by llcaneee prior to OL Planning lonei are adeyuata 
t«pleaiertt«t ion of rapt would be vary cottly. 

CLACK, a. J Oaorgia. Stata of. 79/02/21. 3pp. 


7901250931 Commatita on proposed Rag Guide 1 28. Revision 2’ racotemanda 
clarification of term *'aaf ety-rtlatad. << beilavta Section 
C i ie too reatrictlva. 

V|CX.ETTGfU B. Qechial Power Corp (aubi of Bechtel Carp ). 
JBV-79*70. 79/03/30. 2pp 


7909230339 Forwards NRC determination itatamant re public withholding 
of transcript of 790420 dlfcuialon of personnel matter 
CKiLKfQ J. Office of the Secretary of the Cowniation 79/03/08 
app. 


7905230940 Porwards 790316 Ur In end use atatemint from Radlum-Chemia 
Ltd.ae addl injfo to export llcenaa application, 

H, Radium Chemical Co. . Inc 79/04/18. 3pp 


—7903290113 OA Program Inap Rept 99900403/79-01 on 790205-99 
Noncompliance noted audit summary rapt did not mention audit 
ttaai maet inga. d id. not Idintify chackliats uiad tt did net 
list persona contactad during audit 

COSTELLO. J R . BROUN. R. L . HALE. C J Region 4. Dallas. Vendor 
Inspactlon Branch. 79/02/26 22pp 


7903290101 Forwards aptcific info ra propoaad and uses of tritium gas 
for export llcania submitted on 790213 U/a and 

OPLINOES.O 0 Aaalstant Director for Expart/Iavport It International 
Safeguards 79/04/26 ip. 


7903290107 Forwards Outf Nuclear Inc comment on propoied rule 
lOCFRt9 Ic 20. 

PAULrR. Houat of Rap. 79/04/18 Ip, 


— 79032901 iO Comments on proposed rule 10CFR19 It 20 opposes rule because 
no latitude allowed t< wording Indicataa overaxpoeurts art 
deliberate 

PEEPLEa.W.P. Affiliation Unknown. 79/04/11 3pp. 


7903290113 Comments on proposed Rag Ouidas 1 144.1 128 Ravlalan 1. t 72 
Revision 2 le 1 9 Revision 1. 

OILtELANO.Af E Tennessee VilUy Authority 79/04/05 flpp 


7905290118 Forwards axport license application for Trananoclear. Inc to 
axport kg U. to Denmark. 

KATeOM. V. Trantnucliar^ Inc 79/04/20 Ip 


79&3a9(>00a Tranicrlpt of 790302 Affirmation aetilon 79-10 in 

gathliifftoxiiDC, Pp 1-3. ^ - 

il£NOftIE*J M . OlLINBKy.V . KENNEDY.R. T. Gommlatlon. 79/03/02 4pp. 


—7903290121 Application by Transnudian Inc for llcenaa to export 
IS 03B kg U. in form U-233 anrlchad to max 93 3X. to Danmark 
HAT80N.V Tr ana nuclear. Inc 79/04/20 3pp. 


7903290013 Respunds to 790409 Ur to UN Handrle requesting Info re 
operaiof license requlramenti Forwards Rag Guide 1.134. 

*Hadical evaluation of Nuclear Power Plant Paraonnal 

SoYofR^B^ ^ Assiatant Director for Light Water Raactors. 79/04/19. 

tp. 


■“-7903290018 Rag Oulda 1. 134. Ravia ion li ♦‘Nadlcal Evaluation of Nuclear 
Power Plant Peraonnel Requiring Operator Liceneaa. 
a Office of Standard! Davalopmant. 79/03/31 2pp 


-■-7905290024 Requaati info on nuclear power plant paraonnal regulations 
on Alcohol before l« during duty hours, 
a United Ghr Istian Action. Inc. 79/04/09. Ip. 


7903498038 Commantt on propoaad rule 10CFRt9 h 20. approves allmlnation 
of accumulated dose averaging . 

AMOG. kf,H. West Virginia. State of. 79/04/06. Ip. 


7903290124 Commante on propoaad Rag Guide 1.144 suggeata dtlatlon of 
paragraph QfOA guidance It provided in Reg Guide 1 33 
rautii .ii .1 u..,. w««fc voy 




7903290127 Llcenie for Ebirllni Instrument Corp to export 0 22 kg 

WLIMOER.Q.Ot Aaslatmnt Director for Export/lmport t International 
Bifigoarda. 79/04/23. 2pp 

7903290128 Uicenii for Edlow Inti Co to export 800.000 Cl tritium to 

OPLli«e«?S!'o A..l.Unt Dl.tctor ».r E.p.rt/Ud.rt l< InUrn.»l«»l 
Bafeguardi 79/04/23 ip 


5290131 Defers RH Oerdea^ dapoattlon. served on 790326. until after 

90318-17 prehearing conference. vo/oa/os 

IILLER.H. eI Atomic Safety and Liceniing Board Panel 79/04/05 


7903290043 Comments on proposed role 10CFR19 t 20, failure of Individual 
to dltclote exposure rates could , 

MCCORNACk* J B. Affiliation Unknown. 79/04/04. ip. 

7903290047 Commantf on propoaad rule 10CFR19 k 20; favors making 
3 rems/yr dose limit for whole body espoeura. Limit 
for caUndar quarter should be abolished. Regulations should 
reflect moet coneervatlve annual limits 7O/04/04 

OALLAOKER r P. C. California, Unlv. of. Santa Barbara. 79/04/04. 

7903290067 Lifte northern CA 

thukdewh of plant Margin* are insufficient to prevent 
eugicmer loetf curtailment should addl forced outages occur. 

H/79042i> teimaram to public util coatmlssion. ^r*,tsA/‘ 3 A 

5Scr.«.l>U mmclp.l Utmt, Dl.trtct, 7V04/24. Sp. 


7909OT0193 Ult.n.. tor Tr.Vil 8V.: »" •».».* 

"niiutf i.'u.... « pr.p«.. P*v». «> tor I« 

Safeguards, 79/04/23 Ip 

w„mias .ippu.. ..r lie.".. ♦» 

control drive mechaniems. componsnti for reactor fuel 
3pp charging k discharging machjnsi to Gpaln . - 

KEENAN. R.P. Wastlnghouie Electric Corp. 79/04/ia. app. 


/MMTOI36 Appll.. ..r ncM, ..... t. .r,Tlch-.nt 1. 0-83* 

fTom 3,. 14 to 3.20 w/o max, 79/04/17 Ip 

OAHLSTROM.C.O. Hostlnghouaa Eloctrlc Corp. 79^04/i7. ip 


316 


NONDOCKETED ITEMS 


7909290139 Application bg Httiullin* Tr4yil Svc df A(K«rIc«ij Inc for 
llcant* to ixport 20 ptic«« of uattr tubing -fdr Qz8 BWR 
fuel to JAptn 

TAMA{AKt«i1 Hltiuliinb Trava 1 Sirvlct of An«r£c«« Inc. 79/04/13. 
2pp. 


7909290141 Application bg £tflow tntl Co fov' lic«rt«« to axport 3 
anpoiflot of SflH 4*339 Pu''242 to Swidon 
HAflHQfiiD.W Edlow Int*rnitlon«i Co 79/04/19 2pp 


790929016Q Application bg Air Product! it ChaAicali* Inc for llcknao to 
axport lrB86 lltart of diutarlum to England 
NOVAKARD.D Air Product! t Cttamicalir Inc. 79/04/17 Ip 


7909290161 Rtiiuaiti participation in ruiiaotlng re radioaetiva eipoiura 
of ororteri 

LEWISjH EnviTonmtntal Coalition on Nuclear Potuor. 79/03/23 Ip 


-’'79092901G7 Raqueeti that J Johnirud li C Kapford be granted 
participation In ruloaeklng re radloactivt eapoeure of 
worker!. 

LEUtE^K Enyironinental Coalition on Nuclear Power 79/03/23. Ip 


7909290166 Advi!e« of correction to Edlow Co application for licence to 
export eourca aiatl to Sraill Natl it natural U tc elenent 
weight ihould read 7lt?( 

OPLINOERrO 0 Aciittant Director for Eiport/reipor t ti International 
Safe guard* 79/04/26 Ip 


7909290190 Sutnlti application tg Nlttho-lijal Aaiarican Corp to amend 
licence tg changing interned late contignee 
TEU^IjK Nletho-Iwii AatricaTi Corp 79/04/20. Ip, 


790929 0231 Notification of contract executiontNIO'd 10 to "Oeologlc It 
Seiinologlc Review 6 Appraleat of Nuclear Fa<illtieft» 
Mitcellaneou! Invei’tigetlQne *< Technical Support ** 

Contractor' US Dept of Interior 

OLAOOUA^A. F Technical Aieittance Contracte Branch. 

NRC-03-73-H3. 79/04/24 tp. 


— 7909290242 Mod ISiectthding period of perforakance to 701030 w/no change 
in eottrto "geologic 6 Btiinologlc Raview t« Appralial of 
Nuclear Fac i l it ieit Mitcellaneout Invettigatiane k Tecnlcel 
Gupporti " 

DObOHERTYrD J Dlvitlon of Contract!, NRC-0a*'73’-l 13. 79/04/24 


7903S9029G Application bg Aerojet Ordinance Co to anenif & renew Hcenie 
to eiport lOOfOOO kg U to Canada 
BCHMARTZiM Aerojet Ordnance Co 79/04/06 2pp. 


7909290469 Reepondi to retueet for comment! on Buniet bllUrN R 2 I, 
H ft 69 Support* pUn to promote govt efficlencg bg 
eliminating overlapping federal program*. 

HENDRIE# J N Co«ml*«lon 79/03/16 9pp. 


—7909290478 Forward* H. R 2 which would reawlre budget euthorltg k review 
of govt program* every 10 gearti & H R 69 to improve 
Cohgreeeional overelght of federal prograne ftequeite 
reap one i by 790309 

BGCl-tNOiH Houee of Rep r Committee on Rule*. 79/02/26 199pp 


7909290491 *Ounemlc Photoeleetic 8tudg of Creek Arre«ti<* menthlg 
pragreit rept for Mar 1979 

OALLYfJ, W Narylandr Univ of NRC-04'7A’'l72 79/04/02 9pp 


7709290490 -"Kethod* in Dosimetry for Nuclear Regulation! '< quarterly 
progresi rept for Oct’-Dec 1970 

BEftNARDi8..R r CRIBTYiN • FORDi M. R. Oak Ridge National Laboratory 
FIN B-0410-6 0RNL/HA8RD-22 79/01/04 4pp 


7709290903 Requeit* proposed amend to regulatlone which would eliminmta 
eccuoiulatad dose overeging formula mentloried in end 
ertlclet '"Radiation’ Task Force Rept Fear* Hmxard* Hag Be 
Orcater that Frtvlouslg Suspeeted " 

ELLlOTtJ C Tennessee Valley Authority. 79/04/03 3pp 


7909290923 Request* Info re cracking of AMR feedwater noixle mockup I* 
develpoment of improved ultrasonic testing procedures Info 
will be used to resolve generic feedwater nozzle inservice 

iiiue 

8NAII>£R»R P Systematic Evaluation Pregrame Branch 79/04/16, 

Ip 


7909290973 Application by Air Products & Chemicals, Inc for license to 
eiport 0 4 g of deuterium to England. 

NOVAKOVICHtD Air Products 6 Chemical!, Inc. 79/04/24. 1pp. 


7709290979 Application by Neatinghouae for licenas to export 
compenaeted ionltetion chambers to France. 

POUCMAL, W. F Weitinghouse Electric Corp. 79/04/30. tpp. 


7709290969 AppUcetlon by Air Products k Chemical. Inc for Ucenee to 
export 7 cu ft deuterium to United Kingdom 
EBERT. R Air Prodocti It Chemicels, Inc. 79/03/00. Ip. 


770927W77 Hotificetlon of time change of 790301 meeting W/C-E in 
Betheade.HO to diacuaa plant transient reiponies h 
Hlchelaon rept 

THAOANliA.C Reactor Syitemi Branch. 79/04/27. ip. 


7909270299 Forwards NEDE*-21944“P. *'l/4 Scale Pressure Suppretelon Pool 
Swell Teat Program’Piant Unique Teite, " Vole 1-4 Affidavit 
for withholding encl.ftept withheld <ref 10CFR2 790). 

SflBON.L. J, Oaneral Electric Co. .Nudeer Energy Producta Dlv. 

MF«-l 13-79 79/04/24. 9pp. 


7909290262 Transcript of 790908 meeting In Wash ington, DC Pp 1-220. 

SHEHMON.P 0., KARKrJ.C. , ETHERINOTON, H AGR8 - Advisory Committae on 
Reactor Safeguards 79/09/08 220pp. 


rrograsi rep* ,v, • 

irradlatlent. doiimetera. t, finances 
PLATO. P. Hichigen. Univ. of. NRC“01-7?-lB0. 


T«i- n«r »TfT on wrtv-ui' 






79/03/30. 19pp. 


#?orOd'to^J!ri97a”!’’* Fission Product Behavior in LNRe 

Ridge Netionel Laboratory. FIN 8-Q127. 
ORNL/NWEO/TN-3 77/04/30. 20pp. Aval lab I eat NHO 


7909270260 Transcript of 790916 meeting in Betheida* HB. Pp 2436-2662. 
MlLLptiH E. . LUTON, E.P NENNER.B, Atomic Safety and Licensing Board 
Panel. 79/03/16. 226pp 


1 7 isr cq hr uenton requesting that k-rau 
he* Investigated”^*'^ ** P4«««ic County KJ Gomnunity College ^ 
VOUNOfF. W Assistant Director for Program Development! 79/03/ il* 


7909290311 Comments on proposed Reg Guide 1. 0‘ paragraph C. 1 li 
contradictory, paragraph C 2 provides needed definitian of 
equivalency k. value/iapaet etetement ii unsatli factory 
DEftHYERrVI. D Affiliation Unknown 79/03/20, ap, 


7909270424 Suggeste subsurface txploretione in bedrock k soils to 
reveal true a trat Igraphle k atructurel condltiosia prior to 
eonit. iAuthoT 'a name k affiliation deleted), 
a Affiliation Unknown. 69/09/07 8pp 


7909270431 Notification of contract execution, Hod 2 to " 
Hearlnga Consulting Bvea " Contractor:RU Beck. 

Aailatenc* Gontrecte Branch 
AT < 49-24 » -0260. 77/04/30 1 p , 


Antitrust 
. FIN B-I117. 


5'!* .la.ws.ar t. doting out oonlroct 

^ntltruat Hearings Consulting 8vci, " 

Division of Contracts. FIN B-1119. 

AT <49-24) -0260. 79/04/30. Ip. 


between EFA Region tl k NY State 
5i?i-*** Electric Generation Siting k Environ. Nemo 

eelegatee Siting Beard authority to ieeue permitf for Mjsr 
electric; generating stations. * 

eiANCl,j. H. New York* State of. 77/09/22. 2ipp, 


R.,|,.d, lo»,rv,„tion in «-r,, tocknUlon trolnln, ot 

7MU7 u;r‘?.iJ «<>«« «< 

PICKETT, J.F. Affiliation Unknown. 79/04/24. 7pp. 


Awioodoo. " Ld L rs* iv "i * 

STElNrH. H. R6A Corp. 79/04/11 9pp. 


Of contract executLon 




"BOA to Develop 
awerded to 

Branch. 


DOOOHCTtv.B.J Divlilon of Controcto. NltC-oa-77-aoi-M. 
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3^5300170 Ko 1 11 1 cation of contract oxocution "Conot of Nuclaar ti 
Fooltd Pawir Plantti *' auardod to U8 Dapt of Labor 
QC-A<H3L04A P. Tachnlcal A«oi«tahco Gontractf Branch FIN B-6940 

WC-03-79-125 79/04/20 Ip. 


— 7905300186 Cortt‘«Ct "Gonit of Nuclaar b Fo«ill Fuala«t Poiirar Plant-*'* 
«ir*r(lad to D«pi of Labor 

DOUGKERT/r D, J Tachnlcal Ai«i«tancB Gontracta Branch FIN 

B-69tO. NRC -00-79- 125 79/04/18. 4pp 


7909300180 '^Roactar Oparator Training Program* Utiliting Nuclaar Poutr 
PlA-nt Sfnt^latorf 

COCLINSrP F. Oparator Licanalng Branch. NS 16(4) VI B 

79/05/20 aOpp 


7905300194 Kotlfleatlon of contract axacution* Kad 2 to *'Ravleiir a# 
Propoaad Pile Foundation* for Qalllg Kuclaar Oaneratlng 
Station." Contractor MT Davitton 

PERLKAN.J Olviflon of Contract! NRC-03-7a“l66 79/04/24 If 


— 7905300200 Mod S/addtng mlicallanoui txpantaa to contract ta '"Ravlam of 
pTopoiad PI la Foundation for Balll^ Noclaar Oanaratlng 
Station 

HAftOETTiO J Dlvlilon of Contract* NftC-03-7a-l66 79/04/24 

IP 


7905300228 Katification of contract oxacotloni Mod 2 to “Application of 
lULlAG IV TRE9 for Oatarmlning 8al*mlc Environ at Nuclear 
Po-wiT Site* ** Contractor NASA-Amaf Raaoarch Ctr 

■CX-AGOLArA F Tachnlcal Atiiitanca Contract* Branch FIN B-6494. 

6tflC-03-7Q-162. 79/04/24 Ip 


—>905300237 Hod 2r daobi Igat Ing 949 j 961 OOi to “Application of ILLAC IV 
TRES for Dfttarmlnlng Saltmlc Environ at Nuclear Power Plant 
Slta* “ 

DOVOHERTY.O J DWlilon of Contract* FIN B-6494. 

NRC-03-7e-l^h2 79/04/24 2pp 


7905300247 Notification of contract exacution “BOA to Develop 
Regulatory Franeuork for Nuclear Uaete Hgt»^* awarded to 
FUCROr Inc 

LEBO^C D, Technical A**l«tanc* Contract* Branch. 

ffflC-02“77-a01-44 79/04/26. Ip 


— 7905300260 Contract: “BOA to Develop Regulatory Framework for Nuclear 
Ni*t< H 9 t<“ awarded to FUORQi Inc 

DOUOHERTYiD J Dlvi*lpn of Contract*. NRC-02-77-aO-l44 
79/04/26 Ip 


7905500269 Notification of contract execution' “Economic Goneultlnp 8vc 
in Connection w/FL Power b Light Co'* Application for 
Llcenie to Conit Bt LucltrUnit 2rNuclear Power Planti “ 
a-wardad to J Kuhlmen. 

OCAOOLAi A F Technical A*«l«tance Contract* Branch. FIN 

B-6S03-9 HRC-03-79-147 79/04/24. Ip. 


--7905300230 Contract. “Economic Con*ultlng Bve In Connection «/FL Power 
k Light Co^« Application for Licanee to Contt 8t Lucle4 
Unit 2<Nucl«ar Power Planti “ awarded to J Kuhleian. 

DaWHERTYrD, J. DlvUlon of Contract*. FIN B-6503-9. 

NftC-03-79-147 79/04/24. 4pp 


7905300278 “Llcenelng b Certification of Pereonnel at Nuclear Power 
Plant* ^ 

• Office of Nuclear Reactor Regulation. 79/03/22 12pp 


7905300232 “NRC EKamlnation Reeult* for Nuclear Power Plant Pereonnel" 
Aft A. 1971-74. 

* Comnlceion 74/12/31. 14pp. 


7905300235 I AEA-BH- 178/34 

'"Reactor Operator Training Programs Utilizing Nuclear Power 
Plant Simulator*, '• 

COLLINSip. F. Atomic Energy Co«ml**lonf Directorate of t-tcenelng 
4 Pro- 19751. 74/18/31 26 pp. 


7985300289 “License Exemlnatlon Result* Update* 1975-1978. " 
MOUMANiiJ J Operator Licensing Branch. 78/12/31, 27pp. 


7905300290 -Notification of contract execution* Hod I to “Electric 
Cnglrteetlng Gontractural Assistance for Booth TX Antitrust 
pTOCiedlng." Contractor . RU Bock b Aisoclatee. 

81AOOLA*A.F. Technical Aislstanca Contract* Branch. 

MftC -03-79- 129. 79/04/24. Ip. 


—7905300297 Mod i* extending period of performance to 790630 b changing 
principal engineer to "Electric Engineering Contractual 
Assistance for Sooth TX Antitrust Proceeding*." 

DOOOffERTYf 0. .J, Division of Contracts, NR C -03 -79- 1 29, 79/04/24 

2pp. 


790530029S HUREIJ-0560 

"Staff Rtpt on Oenerlc Assetsment of Fteduater Transients in 
PNR* Dailgned by DbN “ 

* Office of Nuclear Reactor Regulation. 79/05/85 GSOpp. 
Available at NT18 


7905300303 Notification of contract ezacutionfHod 2 to “Safeguard* for 
High Level Ne«te Repasltarie* “ Contractor Bclence 
Application* 

HEHCZERirU B. Technical Asslitance Contract* Branch FIN 

0-6376-9 NnC-02-79-035, 79/04/24 Ip 


790S30030S Hod 2* changing key personnel to “Safeguard for High L*vel 
Ua*ta Repo*ttorle« '< 

DOUGHERTVrD J »ivl«ion of Contract* FIN B-6376-9 
MRC-02-74-035 79/04/24, Ip 


7905300317 Responds to DO Ei«enhub 701023 Itr. Submit* info re axially 
varyina R-factor* In order to broaden *copi of KftC 
approval of N£DE-240li-P-A* “Otneric Reload Fuel 
Application," U/o end. 

£NOEL«R E General Electric Co * Nuclear Energy Products Div MC 
6B2 79/05/15 9pp. 


7905300321 Forwards application for export lieanio 

HOWRY* M R, General Atomic Co Csub* of Gulf Oil Corp. >. lEL-i053 
79/04/26 ip 


—7905300326 Application by Gtnaral Atomic Co for license to export- 
eiultirange plcoemmetert linear power channel* wide range log 
power channel* flux controller b bistabl* trip module to 
Egypt 

HOHRY*H.R General Atomic Co, (lubs of Gulf Oil Corp.). 
79/04/26 Ip 


7905300332 Forward* application for export license. 
HQADLEVtS. 0 Monsanto Co. 79/04/25 Ip 


—7905300339 Application by Monsanto Resaarch Corp for lictnso to export 
0.33 g Fu BOX «nrlched in Pu-23a saalsd neutren lourc* 
encapsulatsd to Tvrfeag. 

HOADLEY. B. Monsanto Co 79/04/25 Ip, 


79G5300342 Forward* nlnutas of Risk Assettnent Raview Group 780829-31 
meet Ing 

AUSTIN* JH Office of Policy Evaluations. 79/02/27 Ip. 


— 7905300350 Summary of 700029-31 Risk Aissssaent Review Group meeting 
In Washington* DC FR not ice* attendance list b list of 
avallabl* documents enc 1 

w Office of Policy Evaiuetlon* 79/08/87 8pp. 


—7908300355 Respond* to 780804 FR notlci r*au*sting eommtnt* r* agenda 
for meeting of Risk Assesenent RevIsw Oreup. flabotag • b 
evacuation Issues should bs resxamintd. 

GARRETT* E G. Affiliation Unknown 70/08/13. Ip. 


7905300356 Submits prsllmlnary info re natural circulation cooling at 
THI*3 

LAFLEURiJ D. Office of International Program* 79/04/28 2pp 


7905300359 Submit* preliminary info which It subj to confirmation of 
regulatory action r* BbW plants. 

LAFLEURiU. D, Qfflc# of Internatlgnal Program* 79/04/27. 8pp 


7905300365 Forward* IE Bulletin 79-08B re procedure* b training for 
establishing b maintaining natural circulation b reactor 
vesvots integrity at BbW plants. W/o end. 

LAFLEURiJ D. Office of International Program*. 79/04/23 Ip. 


790530036B Fyrward* responias to NRC Te heat transfer b flow 

distribution aspects of revised flow blockage model. Requeets 
approval of model for future licensing submittal*. 
aCHERERiA, E. C-E Power Systam*. LD-79-030. 79/05/23. I4pp. 


7905300369 Forward* IE Bulletin* 79-06* 79- 06A* 79-06B V 79-00 addr*«*lng 
aspect* of TMI incident which apply to Wsstlnghouse or C-E 
reectere, H/o and. 

LAFLEW^J. D Office of International Program*. 79/04/10. ip. 


7905300370 Submits ppaltimlnary Info on THI Incldant, Fur thar action* 
aheuld be contldirsd for all LWRs*«lnce pressure Level 
indication probltm may he generic In nature 

LAFLCWRrJ. 0. Office of Internet loiiel Program*. 79/04/11. app. 


7908300374 Commenb* on trainlngr e xamlnatlon b licensing program for 
plant operators. Program ha* serious flaw* b need* prompt 
attention , ^ 

MEDEIROS* t1, 0 Reactor Bystem* fltandardi Branch. 79/04/20. 7pp. 
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7909300379 R*«|i4in(]t ^9 FOIA 790413 04S6 r«qui«tf for trAn«crl|iti of 

clo«»i! NRG ro TKI incldan^ Oiicrlboi proeict 

involvid in obtolnlng Info Lift of clofiif Cfl«Milt«lon 
Asotingt ri Till IncLdant one 1 

FELTON* J H Olvlfilon of ftuUt 4in<f R«cord«. 79/09^23 i>?p. 


7909300383 FOIA r«qu«»t for &r«nicripti of NRG naat logs* pub I Ic 
■ totf-mint« \i in^ornal monto* t« THI Incldont. 

ETHEREOOEiL floioochuittti Imtltoto of TachnoLagq 79/<y4/iS Ip 


7909300389 FOIA rtquti-t for tapof of NHC Mtatlngc r> THI incldint 
ETKEREDOCrL In«tttut> of Todinologv 79/04/26 Ip 


79093003B9 Aiipoodi to FOIA 790420 roquait It forward* UA8H-1400 & 
UA&K^7404 L<w 1* rapt U NRC 790110 pollcg fUt««anb 
FELT0NrJ.i1. Divlflan of RuUf aod Rocordi. 79/06/19 Ip 


— 7905300394 FOIA r» 4 u*«t for Ra*«ino»««n rapt<WASH-1400> 
KAV. H Affiliation Unknown 79/04/20 Ip 


7905300400 Forward* charttr of Ta«k Oroup on Oantrlc R*vtau of 
Faadwatar Tramlant* in RLM Dofignad Raactor*. 

GASErE 0 Off lea of NucUar Rtactor Ragulatlon. 79/04/02 2pp 


7909300414 Notification of contract axacut lon^Hod 3 to "Honrlng 8 g« for 
Flaating Nuclear Pow«r Plant*. ** Contractor. US Naval 
Facilltla* Englnaaring Coanand. 

HENCZERfH.B. T«chnical A**l*tanca Contract* Branch FIN 6-9304 
AT<49"24)-0il2. 79/04/24. Ip, 


- -7906300423 Mod Srfvcraailng fund* bg ilO* 209. 48* to "Naarlng Bgs for 
Floating NucUar Power Plant* " 

DOUOKERTYr D. J OlvUion of Contract* FIN B-9304 
AT< 49-24) -01 12 79/04/24 Ip 


7905300449 Conmant* on NUREO-0931 . ln<uf f Iciant jo*tlf lc*ttQn for 
r*c Uffilging rictrculatlan-rlaar piping to nonconforming 
«vc-«in«l tive catagorg 

UTLEY, E E. Carolina Pawtr b Light Co, 00-79-1338 79/06/21 Ip 


7909300460 Forward* tlgntd •xccutlva partonn«l dalagatlon parformanct 
agraaMint in raiponia to 790410 memo. 

KENDRIErJ.M Coaunl** ton. 79/04/20. 2pp. 


7909300464 Extend* gratitude for 790419 Itr re recammenda tlon* for 
improving regulatory procti* 

H£NDRIE*J. M CoiMii«eion 79/05/01 ip 


— 7909300467 Forward* copy of Up to Prat 1 dent Garter 6 790417 Ur to Ntu 
Yort Tint* rt re-connendat Ion* for Improving regulatorg 
proctfi 

8 HZTN 1 H E Mateoroleglca I Evaluation Service*^ tnc. 79/04/19 
7pp. 


7909300481 R**pond* to 790430 It 790504 TULueit for aiaating transcript* 
Explain* etatu* of claiilfiad unclatclfled portion* of 
tran«crlptti «otn* of which will be mad# availabla following 
clae* if ication revlaw 

CHKLKfS, J, Qffici of tha fiecratarg of the Co«aii**ion. 79/09/14. 

Ip 


—7909300487 Raqueet* dl*clo*ur« of tranecript* of lilted NRC maetlngt re 
export of nuclear reactor* U natle Cite* applicable portion* 
of 8 unehlne Act 

JACOBS* T. J Project far Open OovtrnAtnt. 79/04/30, 3pp. 


tin* NRC export licencing authority over xlrconlum which 
dcaloned or prepared*' for nuclear facility 
fataintd generic retran*fer aeiurance* 

*adlng partner* 

79/06/11. 2 pp 


requlreneTit for Lieens-lng ceport of Zr in 
concern* of conctltuint that 

79/04/02 Ip 


OHMtente on freedoa of 


I of coaMient on first aeisnd 
n« that coiMifnt 
'ing rile to 


— 7905300931 Requests explanation of nianing of stattaent mad* rp 
opposition to fir*t amend made at 790331 prat* conference on 
THI 

FRElDt^IHiJ W American Mawipaper Publiiheri Association 
79/04/17 Ip 


7906300632 Forwards "Evaluation of Effect* of Corrosion Part idee on 
Control Rod Drive Gperatlan " R»pt will aitist In evaluation 
□I 0 £ proposal to delate control rod drive return line 
SNERNOODtO 0 Oeneral Electric Co *Nuclsar Energy Product* Dlv. 
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DtCKEHANf R. t. Affiliation Unknown. 79/04/16 6 pp. 
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ICHORICiJ H CoMMlaalan 79/09/11 3pp 
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HEMDRICK.W 0 ftaaiag Englnaarlng Co 79/04/25 Ip 


*^-7909300607 Di«cu«aa« d if faring Impraialoni craatad bg NRC ttitlmong 6 
790316 wtaidg info ropi ra PIPEBTRERB coda trror or 
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UOALLiH K Houat of Rap 79/03/22. 2pp. 
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ravlaw Ruling on patltlon to coniplldata application u/ 

XR-120 ttt ta liiuad bafo-ra final daciaion. 
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Urgai laauanca of XCOH'^OOIO to avoid raactor con«t dalagt 
PICKERlNOf T. n Qtat*. Dipt, of, Buraau of Octant it Intarnatl. 
trnviron Scltntlflc Affalrt. 79/02/19 2pp. 


— 7905310074 Application bg TX Nuclaar Olv for llcanit to tiport 1 76 ng 
Pu-238 to Holland 

HEHOaiCKiM 0 Rantag Englnatring Co 79/04/25 Ip 


7909310321 Forward! magnatic tapa of tiaa hlitorlt! uitd to gantratt 
cuMutativa damaga function curvaa for NM&3 application! 
praaantfd in NEDE 24010-P Indaa of contanta# Info on 
formatting it aKanpla printout! of tlma hlatorg and 
SOBOHfL. J Oanaral Clactric Co, .Nuclaar Enargg Product! Piv 
HFM-i 90-79 79/09/29. 7pp 


7909310339 Raquaat! propriatarg computtr program PI8Y8 6 NEDE-24077< 
•*PIBY8 Uatra Manual" dtd Har 197Si ba wlthhald 
(raf 10CFR2 790) Affidavit and 

SHERUOOOi 0. 0. Oanaral Elactric Co «Nuelamr Enargg Product! DiV 
HFN-143-79 79/09/22. 9pp 


790930071D Dltciraata aupport naadad to implimant Rag Oulda 1.97r 
^ I na truM-antation of tUR Planta to Aaaaaa Plant Conditlont 
During fc Following Aceidant 

LAIKAQi 0 Plant 8^|atama Branch. 79/04/10. 2pp. 


7905310343 Clarlfiat commitmant containad in JH Taylor 790428 Itr ra 
acbtduli for davaloplng auxtllarg faadwatar control igi 
Indapandant of Intagratad control agt 
TAYLOR. J.H Babcock it micox Co 79/05/22 2pp 


7909300725 Concur* w/RO 1 140.Rtvi«lon l» "Dailgn. Taatlng fc Malnt 
Crlttrla for Normal V/antllatlon Exhauat flga Air Filtration It 
Adaorptlon. Unlta of tight-Uatar Goolad Nuclaar Powtr 
Planta * 

CARBON. M.M ACRB - Advlaorg Commltta# on Raactor Safdguarda. 
79f04/IO. If 
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OOPP£L«H Europaan Conwnunitiaa. Commliaion of. 79/09/07 tp. 


7909310015 Oanarator Tuba Intagrltg Program, « prograaa rapt far 

Mar 1977. . 

CLARK, R. A Qattalla Manorial Inatitota. Pacific Northwaat 
labaratorv. FIN 0-2097 79/04/1 1. 9pp 


7905310377 Forward! Suppl 3 to Vol l,Baettot> 6 of "Evaluation of 
Tranatant Sabavlar of Small RGB Braaka in 177 Fuil Aaatmblg 
Plant" dtd 790524. 

TAYLOR, J.H Babcock fi Wilcoi Co 79/09/24. ip 


—7905310386 Buppl 3 t« Vol l.Saetlan 6 of "Evaluation of Tranalant 
Bahavlor of Small RC8 Braaka in 177 Pual Atiamblg Plant " 

# Babcock fc Uilcm Co, 79/05/24 5pp 


7905310406 Forward! affidavit lupporting raquaat for proprlatarg 
claailficatlon of BAH-46B9i "Praaauriiar Rif Lag 
Ef farvaacanca Taati " dtd 770301. 

TAYLOR, J.H Babcock & Wilcox Co 79/09/18 8pp 
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BURSTEINrS 

aURSTElN.B 

BUfiSTElN.S, 

BUR STEIN. 8 

BURSTElNrB, 

BURSTEIN. S 

BURSTEINRS. 

BURSTEINRS 

BURSTEINrS. 

BURSTEINi 8 

BURSTElNiS 

BURSTElNr 6 

aURSTEINi 8. 

BURSTEINrS. 

BURT, L. 

BURTrL 

BURT.U 

BURTit 

BURT.L, 

BURWELL. 8 B 

BUaCKr R. N. 

BUSCH. R, M 

buskin. K P. 

BUTLER, R M 
BUTLER.R M. 
BUTLER. R. K. 
BUTLER, fl H 
BUTLER. R.M 
SUTLER.R «. 
BUTZELrA K. 
CABA.E.C. 
CASEKrF. F. 
CAHlLLiH J 
CAHlLLfN. J. 
CAHILLrN. J 
CAMILL.H. U. 
CAHILLrU.U 
CAHiLLrW.U 
CAHILL. M. J. 
CAHILL. H J, 
CAHILL. W, J. 
CAHILL, W. J 
CAHILL. H. U. 
CAHILL. H J 
CAHILL. H. J 
CALDNELL. R A 
CALDWELL. R.A 
CALlFANOi J. A. 
CALKINS, e. D. 
CAMPrO T. 
CAMPBELL. J. 
CAMPBELL. H, 
CAMPBELL. M, 
CAMPBELL. H 
GAHNOHrE 
CANOVAr M. A. 
CAHOVArM. A. 
CANTERrH L. 
CANTRELL. r.S 
CANTRELL. F S. 
CANTRELL, F. 8. 
CANTRELL. F. 8. 
CANTRELL. F. 8. 
CANTRELL. F, B. 
CANTRELL, F. 8. 

r.AUTne^ , ^ M 


7905030337 

7905340519 

790810025A 

79051002A3 

7905240303 

7905030271 

7905100314 

7903100315 

7905300316 

7905240831 

7903080470 

79051 5020S 

7905150448 

7903240611 

7905240627 

7905290204 

7905160363 

7905150349 

7905150370 

7905150381 

7705240397 

7905310359 

7905070036 

7905240943 

7905090411 

7905330396 

7905340794 

7903140040 

7905140159 

7903140161 

7905230314 

7905390654 

790514043 S 

7905150397 

7905330021 

7905300011 

7905300013 

7905240983 

7905140235 

7905110090 

7905290134 

7905290105 

7905250348 

7905040004 

7903070349 

7905090207 

7905190015 

7905190021 

7905170344 

7905230365 

7905310396 

7905300354 

7905300350 

790S23026S 

79O51SOS04 

7904170110 

7905160015 

7905160399 

7905100310 

7908160194 

7905160077 

7905160007 

7905390251 

7905090342 

7905000561 

7705110086 

7905290174 

7905290717 

7905020049 

7905020019 

7905020471 

7905020423 

7905010275 


50-502 

50-266 

30-301 

30-301 

50-366 

50-266 

50-301 

50-301 

30-366 

80-366 

50-502 

50-266 

50-266 

50-366 

50-366 

50-366 

50-266 

50-301 

50-502 

50-301 

50-366 

50-443 

50-471 

50-471 

50-471 

50-443 

30-523 

30-323 

30-206 

30-471 

30-471 

50-293 

50-471 

30-471 

30-471 

50-549 

30-346 


50-3 

50-3 

50-347 

50-3 

30-347 

50-3 

50-3 

50-247 

50-3 

30-247 

50-247 

50-247 

50-205 

50-112 

50-320 

50-320 

50-395 

5P-304 

50-320 

50-320 

50-320 

71-282 

50-318 

50-317 

30-312 

50-335 

50-369 

50-280 

50- 380 

50-339 

50-369 

50-330 

50-250 

50-348 

50-320 

50-311 

50-320 

50-330 


MCAP-9402 {NP> 


50-320 

80-10 

50-320 

50-320 

50-320 

50-320 

50-334 

50-271 

50-307 

80-387 

50-289 

50-322 

50-563 

50-277 

50-307 

50-307 

50-309 

50-113 

50-344 

50-344 

50-294 

50-294 

50-320 


ACCESSION DOCKET 
author NUMBER NUMBER 


REPORT 

NUMBER 


CARRXER.U, G. 
CARRIER. N C 
CARfttOAN. R. H 
CAftRIOAN.R H 
CARRIOAN.R.H, 
CAARIOAN.R H. 
CARRIOAN.R. H 
CARRICAN.R H. 
CARHIOAN.R.H 
CARAtOANrR H. 
CAflftlOANrR, H 
CARRlOANtR H. 
CARRIOAN.R.H. 
CARR I CAN, R H 
CARRtOANrR H 
CARRtOANift H, 
GARRtOANrR. M 
CARRICAN,R H. 
CARRIOAN. R, H 
CARRIOAN. R. H. 
CARRHOAN. R H 
CARRIOAN.R.H, 
CARRIOAN. R. N. 
CARRIOAN. R H, 
CARRIOAN, R.H 
CARRIOAN. R.H. 
CARROLL. J. T 
CARROLL, J T. 
CARROLL. J, T. 
CARROLL. U T. 
CARROLL, U. T 
CARROLL.^ T, 
CARSON, J. E 
CARTER, T. F, 
CARTER. T. 
CARTHRIOHT.K 
CARTWRIOHT. J. E. 
CARTHarOHT. W R. 
CARTWRIOHT. H, R 
CARTWRIGHT. H R. 
CARTWRIGHT, W. R. 
CARTWRIOHT, M. R 
CARTWRIGHT. W, R. 
CARTWRIOHT. W R 
CARTWRIOHT. W. R. 
CARTWRIOHT, M R 
CARTWRIGHT, W. R 
CARTWRIOHT. M R 
CARTHR lOHT, W. R 
CARTWRIOHT, W R 
CARTWRIOHr.W R 
CARTWR IGHT. W. R 
CARTWRIOHT, H R, 
CARTWRIOHT, W. R. 
CARTWRIOHT. W.ft. 
CARTWRIOHT.H.R 
CARTWRlOHTrW R, 
CARTWRIOHr, W.R. 
CART.C N, 

CASE. E 0« 

CA6C, E 0. 

CASE, E, 

CABET.L A. 

CASH. A. 

CA8HELL, 8, 
CASHMANi T. U, 

CAS JEN3i L. 
CA89AN. V. J. 
CATALANO. O, R. 
CATCHPOOLE. 0. J 
CATTONi I 
CATTON. L 
CATTON. I, 
CAVANAUOH. W. 
CAVANAUOH. 
CAVANAUGH, W, 
CAVANAUGH. H 
CAVANAUGH. W. 
CAVANAUOH. W. 
CAVANAUGH, H. 
CERNE.A C. 
CKAI>WELL,H, M. 
CHAN. J. 

CHAN, J. 

CHAN. A. I. 
CHANANIA. r, D, 
CKANANIA.P, D. 
CMAHANXA. F. D. 
CHANDLER. L. J. 
CHANDLER, L. J. 
CHANDLER. L. J. 
CHAPELL. D. 
CKAPHAN. L. D. 
CHAPMAN, L. D. 

CHENf U. C 
CHERNO.U.G, 
CHESTER, R. 0. 
CHETIRMN, P.V, 
CHIANOI.N, J. 
CHILOS.W.V. 
CHILDS, H.V 
CHILDS. W. V. 
CHILDS, W, V. 
CHlLOe.W.V. 
CHILDS, W.V. 

CHILD, 8. J. 


7905220352 

7905290205 

7905230390 

7905230388 

7905330380 

7905230370 

790S230357 

7905230352 

7905230351 

7905230345 

7905230338 

7905230332 

7905230328 

7905230320 

7905300315 

7905230306 

7905230299 

7905230204 

7905230276 

7905230261 

7905230247 

7905230758 

7905230233 

7905230226 

7905230506 

7905230214 

7905010520 

7905190003 

7905290430 

7905070557 

7905090329 

7905140327 

7905040462 

7905070141 

7904270399 

7905100009 

7905130063 

7905020396 

7903020403 

7905020464 

7905020248 

7905070533 

7905070659 

7905070662 

7905080447 

7905080449 

7905110147 

7905110152 

7905160437 

7905160444 

7905 160454 

7905160450 

7905210260 

7905220296 

7905230071 

7905300404 

7905300400 

7905300412 

7905240552 

7905060144 

7905300400 

7905110064 

7905100240 

7905250454 

790501 O40S 

7905230013 

7905250201 

790D0704I7 

7905100078 

7905100172 

7905250139 

7905250111 

79058S0MS 

7905O704B3 

7905110002 

7905140279 

7905170265 

7905190053 

7905210264 

7905300002 

7905240684 

7905070604 

7905040561 

7905300573 

7905100165 

7905230622 

7905150216 

7905230743 

79052S027I 

7905250143 

7905300362 

7905040262 

7905240404 

7905240553 

7905020151 

7905100290 

7905240540 

7905250312 

7905140419 

7905010503 

7905010500 

7905150477 

7905300416 

7905300514 

7905300527 

7905300613 


50-320 

50-320 


40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 


50-317 

50-317 

50-317 

50-219 

50-219 

50-219 

50-329 

50-320 

40-2061 

50-556 

50-338 

50-338 

50-330 

50-338 

50-330 

50-330 

50-338 

50-338 

50-330 

50-33B 

50-338 

50-338 

50-338 

50-338 

50-330 

50-33B 

50-338 

50-338 

50-338 

50-338 

50-338 


50-201 

40-8681 

40-2061 

40-8693 


50-313 

50-313 

50-313 

50-368 

50-313 

50-313 

50-368 

50-363 

50-315 

50-237 

80-237 

50-250 

50-395 

50-393 

50-445 

50-445 

50-443 

50-320 


50-305 


50-400 

50-333 

50-333 

50-333 

50-333 

50-333 

50-333 


7905240552 


NURE07CP-0005 


NUREO/CR-0643 


7908240404 

7908240583 

7908020151 

XN-NF-79-87 

7908240840 


PERSONAL AUTHOR INDEX 
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AUTHOS 

ACCC8SION 

HUMBER 

DOCKET 

NUMBER 

REPORT 

NUMBER 

CHlLK^a J. 

CiHlLRiS 0 

C^ILK. e vl 

CHtLX* S J, 

7909230701 

7903230484 

7903230499 

7903100026 

90-320 


CMtLX- 8 ^)r 

790SQ902B3 

90-313 


CKIU^. 8 U. 

7903100047 

50-320 


CNILK. 8 J. 

7903100408 

50-320 


CKILK.S J 

CKIUHL.S J 

7905090192 

7903090213 

50-320 


CHILK. 8 J 

CHiLAhS J 

7903090194 

7909140033 

50-344 


<HILXr8 J 

7903300268 

90-320 


CKlUCr8 nI 

7903230678 

50-409 


CHILK^ S J 

CHILK. 8 J 

7903290063 

7909230646 

90-200 


CKtUH.* B J. 

CHICK. B J 

CHICK. B J 

7903100096 
7903240313 
790323066 1 

90-344 


<H|CK«B 

7909230373 

50-303 


CHICK. S J 

79032407X8 

50-424 


CHICK. S J, 

7903190260 

90-599 


CHICK. 3 J 

CHICK. 3 vl 

CHICK4 a J 

7903240433 

7909240020 

7909240910 

50-338 


CHICKa 6 vl 

7909230169 

50-400 


CHICK, a J 

CHECK. S J 

CHECK, a J. 

CHICK. S J 

7909290334 

7903240330 

7903240366 

7909290479 

90-320 


CHICK. G J 

7903230209 

50-309 


chick. 8 J 

CHICK, a J 

CW1LK.8 J 

CHDPKO^ n 

7909290331 

7903230939 

7903300481 

7905220434 

90-320 


CHOPKQ. H 

7909220436 

90-320 


CHOM.e T 

7903090179 

50-409 


CWIGTHAM. J N 

7909230660 

50-330 


Ch^lSTHAPr J H 

7709240814 

90-330 


C«^lBT«AHr J 

7909Q30207 

50-338 


CHRJBTHAlf. J 

7903030209 

90-338 


Cl^tBTClKfERi 0 M 

7909110047 

90-182 


CW.C K 
CHURCHILL. B ^ 

7909300961 

7909290339 

90-902 


CHUBCHILL. B W 

7909300104 

90-344 


C lAHCl > J 

CtEBlKCEUlCZ, Q, 

7909290439 

7909160399 

50-10 


CCACK. 8 J 

CLARK. C 

7909230922 

7909290390 

90-896 


CLARK, t. 

7905Q404QQ 

50-20 


CLARK. C K 

7903160391 

50-329 


CLARKE. W L 

7909090031 


7905090031 

CLARK, vl ft 

7909020214 

50-201 


CLARK. R K 

7909300090 

90-449 


CLARK. H 

7909100208 

30-449 


CCARKi ¥ ft 

7909220387 

50-333 

7909310019 

CLARK. R ti 

7909310019 


CLARK. A T 

7909290202 

50-201 


CLARK. R A 

7905240046 

90-299 


CLAy^ £. L 

7909240069 

50-339 


CLAVc E. C, 

7909240336 

70-1151 


CLAVr E. L 

7905240312 

70-1151 


clavtoh.k l 

7909230777 

90-348 


CLAVTOW- F, U 

7909100279 

90-348 


CLAVTDW. F L 

7909020242 

90-340 


CCAVTOM. F L 

7909240443 

90-340 


tCAVTOM. F, L, 

7909300710 

50-348 


CLAYTON. F, L 

7909020247 

50-340 


tLAYfON^F.C 

7909300994 

50-348 


CLAYTON^ F L 

7909070631 

90-348 


CCAYTDNjF c 

7909090079 

50-348 


Clayton. f,l. 

7909290036 

90-348 


CLAYTON. F.L, 

7909110242 

90-348 


CLAYTON* F L. 

7909140306 

50-348 


CLAYTON. F L 

7909160403 

50-348 


CLAYTON. F. L. 

7909170266 

50-348 


‘LAYTON. F.L 

7909230361 

90-348 


:LAYTONtF L 

7909230414 

90-340 


:layton^f.l. 

7909300900 

50-340 


ILAYTON. F,C 

7909310376 

50-348 

C BE- 706 9 

;l€ary. p 0 

7909230239 

50-320 

ILEARV. P 

7909290490 

50-443 

PCBE-79i37 

;lcarv. u V 

7909170291 


:leeto«*a ft. 

7909290299 

90-471 


;leeton. a ft 

7909290292 

90-471 


^cemehsdn^f. 
rCENONB* P 

7909090168 

7909110113 

30-6134 


LUSEN. ft.G. 
‘OALUeCL.T 

7909080108 

7909190399 

90-264 



7909100022 

50-320 


:OCHRANrT 0 

7909140079 

70-2623 


OCHftANr 0. J. 

7909190809 

90-990 


:OEHi R^ 

7909080940 

50-237 


:OEN> R- 

7909170229 

50-237 


:C)H£H.W 8. 

7909300606 

90-309 


OH£N. I 

7909230288 

70-33 


:OULrN. A 

7909300039 

90-290 


OLLrN. A- 

7909190799 

50-290 


OLL. N- A. 

7909190793 

50-250 


DLL.. N' A 

7909190799 

90-290 


0CX». W. A 

7909240973 

90-290 


DLX.I K* A. 

7909240830 

90-389 

* 

{JULENS'-C a. 

7909240940 

50—568 


oll.tns*h,c 

7909230248 

90-320 


0LHN»-ae. 
olliks.h e. 

7909290916 

7909290901 

7909290917 





ACCESS ION 

DOCKET 

REPORT 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

COLLINS. H E 

7909290444 



COLLINS. H E, 

7905090214 

50-380 


COLLINS. D H 

7909230202 

50-380 


COLLINS. J T 

7909230096 

90-320 


COLLINS. J T 

7709230074 

50-380 


COLLINS. J T 

7709210230 

50-320 


COLLINS. J T 

7909230109 

50-380 


COLLINS, J T 

7909230143 

50-320 


COLLINS, J T 

7909230293 

50-380 


COLLINS. J T 

7909230197 

50-320 


COLLINS, P F 

7909070070 

50-996 


COLLINS. P F 

7909240166 

50-292 


COLLINS. P F 

7709290204 

50-267 


COLLINS. P F 

7 909300 ISO 



COLLINS. P F 

7909300203 


I AEA-SK- 178734 

COLOMBO. P.W 

7909110039 

50-3 12 


COLOMBO. R N 

7 9091 00202 

50-312 


COLOMBO. R N 

79051 10307 

50-3 12 


COLOMBO. R U 

7909290437 

50-312 


COLCVIfiO.R N 

7909290004 

50-3 12 


COLOMBO. R N 

7909300409 

50-312 


COLTON. E 

7909150704 



COMBS. R 8 

7909140511 



COMEV. D D 

7909230239 

50-380 

C 88-706 5 

CONOEL. F 

7903160129 

50-380 


CONOEL. F 

7903190107 

50-320 


CONOEL. F 

7909300300 

50-380 

NUREO-0590 

CONLEY. M. E 

7905090032 



CONLEY. M E 

7909020000 



GONLON. r E 

7909010471 

50-302 


CONtOW. T E 

7909240310 

50-348 


CONNER. T B 

7909290171 

50-398 


CONNER. T. B 

7909290176 

50-398 


CONNER, r 6 

7909150151 

50-398 


CONNER. T B 

7909300067 

50-398 


CONNER. r B 

7903100229 

27-39 


CONNER, r. B. 

7909030214 

50-399 


CONNER.! B. 

7909310010 

27-39 


CONNER.! 8 

7909100237 

27-39 


CONNER. r fi. 

7909240130 

27-39 


CONNER. T 8 

7909230512 

50-277 


CONNER. T B. 

7909140137 

50-399 


CONNELL. J K 

7909300270 

50-206 


CONNELL. J H. 

7909300277 

50-206 


CONNELL. C 

7909130304 

50-286 

7909100021 

CONNELL. H R 

7909100021 


CONNORS. J E 

7909100023 



CONNOLLEY. J L 

7909140494 

50-285 


CONNOLLEY, U L 

7909210259 

50-285 


CONNOLLEY. J, L 

7909210271 

30-289 


CONSTABLE. 0 L. 

7909190604 

50-180 


CONTE. R J 

7909070150 

30-272 


CONTE. R U 

7909290149 

50-249 


CONVERf 3 

79031.90199 

50-380 


CONWAY. U T 

7909140090 

50-320 


CONWAY. \i, F. 

7909000552 

50-271 


CONWAY. W F. 

7909080953 

50-27 1 


CONWAY. M, F. 

7909290037 

50-271 


CONWAY. M F 

7909290040 

30-271 


CQOK.C.L 

7909190214 

71-280 


COOK.C L 

7909190474 

71-280 


COOK* T r 

7909090400 


NUREO/CR-0990 

COOK*K U 

7909110116 



COOK*U R 

7909290245 

50-960 


COOK.R J. 

7909290296 

90-329 


COOKE* P a 

7909290042 

40-8698 


COOLEY. M. tl. 

7909190701 

70-1297 


COOLEY. R A 

7909140117 

90-320 


COONEY. M, J 

7909070016 



COONEY. M J 

7909220200 

30-277 


COONEY. M J. 

790 922020 4 

90-277 


COONEY, n J, 

7905080464 

90-277 


COONEY. M vl 

7905040578 

90-277 


COONEY. 41 vl. 

7905040077 

90-277 


COONEY. H J 

7909040092 

90-277 


COONEY. If J 

7905020347 

90-277 


COONEY. K J 

7905020396 

90-277 


COONEY. K J 

7905040901 

90-277 


COONEY. K, J 

7905160303 

90-277 


COONEY* K il 

7905170236 

90-277 


COONEY* K. J. 

7905290214 

90-277 


COONEY* H, J 

7909290216 

90-277 


COOPER* K.F. 

7905070391 

90-272 


COOPER* vl. 

7905040090 

90-302 


COOPER* J 

7909040094 

90-302 


COOPER* vl. 

7909070602 

90-302 


COOPER* J 

7909070626 

90-302 


COOPER* vl 

7909070940 

90-302 


COOPER* vl. 

7909070648 

90-30S 


COOPER* J 

7909040632 

90-302 


COOPER* J 

7909070694 

90-302 


COOPER* J. 

790S070281 

90-302 


COOPER, vl 

7909110244 

90-302 


COOPER* J. 

7909190020 

90-302 


COOPER* vl. 

7909230373 

90-302 


COOPER.vl. 

7909300903 

90-302 


COOPER* vl* 

7909250309 

90-302 


COOPER* J. 

7909300491 

90-302 


COOPER, vl. 

7909310403 

90-302 


COOPERSTEINr ft. 

7909300691 

40-8102 


COOPERSTEIN. ft 

7909150634 

40-8721 


COOPERATE IH. ft. 

7909240899 

40-8663 


COOPERSTEIN. R 

7909150006 

40-8902 


COOPERATE IN. R. 

7909850012 

40-8714 


COPELAND* vl.O 

7909000387 

90-466 


COPELAND* J. 0 

7909080331 

90-466 
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PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUHSER 

DOCKET 

NUMBER 

REPORT 

NUMBER 

COPELANOrJ 0 

7909250230 

90'-466 


COPELAND rU 9 

7909230177 

90-437 


COPELAND rJ 9 

7905300066 

50-466 


COPELAND rJ 0 

7909310407 

90-466 


COPELAND* J 0 

7905390068 

90-466 


COPELAND* J 0 

7905240310 

50—466 


COPELAND* J Q 

7909240043 

90-466 


COPELAND* J 9 

7905250239 

90-466 


COPELAND* R L 

7905020293 

90-537 


CORBETTfU 6 

7905220454 

27-47 


COREi H 

7905070943 

90-283 


CORE* H 

7909220306 

50-285 


CORNELL* E K 
CORNELL* E K 

7905070198 

7909020197 

27-39 


CORNELL* E K 

7905220491 

50-320 


CORREA* C 

7905290089 

30-272 


COSTELLO* J 

7909190273 

50-302 


COSTELLO* J 

7905190419 

50-382 


COSTELLO* J R 
COSTELLO* J R 
COTTLE, H T 

7909290U3 

7905230593 

7903020423 

50-369 


COTTLErW r. 

7909290717 

50-369 


CQU4HLIN, J 

7909140097 

50-546 


COU'OHLiNr J 

7905290433 

50-346 


COUOHLiNiU 

7905080419 

50-546 


COUGHLIN 

7905 J 60400 

50-546 


COUGHLIN 

79033 10420 

50-546 


COUNCIL* if 0 

7905290446 

50-213 


counsiLiN a 

7905240392 

50-213 


COUNSILiN 0 

790S240903 

50-213 


C0UN8lL*if Q 

7903310473 

50-213 


C0UN8IL*N 9 

7905070342 

50-213 


COUNdtL*N 9 

7905300323 

30-213 


COUNSEL* N 9 

7905010483 

50-245 


COUNSEL* N 9 

7905010496 

50-245 


COUNStLrN 9 
COUNSrL* M. 0 
CGUNSILiif 9 

7905290513 

7909250923 

790S070638 

50-213 


C0UN8IL* N. 9 

7909040093 

50-336 


COUNSEL* N 9 

7905040135 

50-336 


COUNSEL* fri. 9, 

7903070359 

30-336 


COUNSEL* H 0 

7909070621 

50-249 


COUNSEL* U 9. 

7903080962 

50-245 


COUNSEL* N 9 

7905000454 

50-245 


COUNSTL. W 9, 

7909080406 

90-336 


COUNSEL* W 9 

7905100320 

90-336 


COUNSTL, M 0 

7905160262 

30-336 


COUNSEL* N 0 

7909 1 60376 

30-336 


COUNSIL* H Q 

7909220116 

30-336 


COUNSEL RO, 

7905yW073 

50-213 


COUNSiLrW 0 

7909300005 

50-245 


COUNSEL* W 9 

7905300009 

80-336 


COUN3IL* H 0 

7909300261 

30-336 


COUNSiLrW 0 

7909310183 

50-336 


COUSINS* R 

7905220069 

50-250 


COHAN* S Z 

7909290290 

50-437 


COHOILL* C J. 

7909290149 

50-245 


COX* C. 

7909230179 

50-320 


COXrB^T. 

7909090374 

50-448 


CRABTREE* R A 

7909230920 

50-309 

NUREO/CR-0339 

CRADDKKr H 0. 

7909140972 


CRAFTQN* M 

7909290499 

50-546 


CRANE* P A 

7909030244 

50-275 


CRANE*P A. 

7909140303 

SO- 1 33 


CRANE.P. A 

7909140994 

50-275 


CRANE* P. A 

7909140996 

30-275 


CRANE* P. A 

7909290490 

30-275 


CRANE* P, A. 

7903020244 

50-275 


CRANE. P. A 

7909190809 

50-133 


CRANE* P A. 

79092900U 

80-133 


CRANE* P A 

7909020302 

50-275 


CRANE* P. A. 

7909090318 

80 -taa 


CRANE* P A 

7909090380 

30-278 


CRANE* P. A. 

7909240701 

80-275 


CRANE, P A 

7909140406 

50-133 


CRANE, P. A 

7909190094 

50-278 


CRANE* P A 

7909210172 

50-278 


CRANE* P. A 

7909210169 

80-275 


CRANE* P, A 

7909300169 

50-133 


CRANE* p A 

7909300364 

80-278 


CRANE* P. A. 

7905^361 

80-278 


CRANE* P. A 

7909300510 

50-133 


CRE3TZ.M M 

7909160174 

80-320 


CRESVfELL* J.8, 

7909110094 

30-346 


CRESHELL* J 8 

7909090179 

80-409 


CREH3*E H 

7909230609 

80-398 


CREUSi E H. 

7909300692 

90-399 


CREHSiJ L, 

7909U0044 

90-312 


CREHSi J L. 

7905110003 

90-312 


CREWS, J L 

7905U00B6 

90-312 


CREWS* J L. 

7905230617 

90-279 


CREWS, J L 

7905150933 

90-312 


CREWS* J L. 

7905290147 

90-279 


CRISTV* M 

7905290490 


7908290498 

CRNICH* s^. 

7905150419 

90-382 


CROCKET* L. 

7905L40970 

80-219- 

NU8EO/CR-0634 

CROCKER, H.W 

7905240306 

90-244 


CROCKER* H W 

7905230790 

90-277 


CROCKER. H U. 

7905110113 

30-6134 


CROCKER* H.W 

7909290196 

80-3 


CROCKER* H.W. 

7903090140 

90-220 


CROCKER* L P. 

7909100329 

90-279 


CROCKER* L.P. 

7903300396 

90-320 


CROCKER* L P 

7905300381 

90-320 


CRONERBERQ* A U 

7908150213 


NUREO/CR-0595 

CRONESEROER* D. K 

7905230014 

90-320 
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DOCKET 

REPORT 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

CRQNEBERCER* P 

79-0523001 1 

50-320 


CRONEBEROER. d 

7905230009 

30-320 


CROaSKAN.W A 

7909070209 

50-449 


GROSSMAN* W A 

7909150570 

30-996 


CRaUCHER*D H 

7905020022 


NUREO/CR-0283 

CRCMt W T. 

7905080027 

70-139 


CROW* U T 

7905090269 

70-143 


CROW, W T 

7905240000 

70-1319 


CROifiW T 

7903090003 

40-0027 


CROW* W T 

7903090000 

40-0027 


CRQU. U T 

7903220029 

40-0663 


CROil.U T 

7905100064 

40-2061 


CROW*U T 

7909290479 

40-0027 


GROWrW T. 

7905250067 

40-0033 


GROUiU T 

7909240099 

40-0663 


CRQU.W T 

7909240180 

70-2030 


CROWLEY* C J. 

7909020154 


7905020194 

CROWUEYfC J 

7909030221 


NUflE0/CR-0S99 

CROWLEY* C J 

7909240992 


7705240552 

CROWLEY* B R 

7905240318 

30-340 


CUW-tN*R, 

7903080031 


NURE0-04a4 

CULP* W 0-. 

7903220232 

30-493 


CULP*R H 

7903080307 

30-466 


CULP.R H 

7909080331 

90-466 


CULP*R H 

7903280170 

30-498 


CULP.R H 

79090B0311 

90-466 


CULP*« H. 

7905000320 

90-466 


CULP.R H. 

7909250225 

50-466 


CULP*fi H 

7909140037 

50-466 


CULP*R H 

7903290320 

50-490 


CULP*R H 

7909100391 

50-466 


CULP*P H 

7905290239 

90-466 


CULP*R H 

7905290002 

90-490 


CUNNiNOHAMiO.E 

7903180627 

71-3926 


cunninoham*o e 

7905290062 

70-794 


CUNNIN0HAH*0 E 

79052409BB 

70-1007 


CUNNINOHAH* 0 E 

7909250210 

70-794 


CUNNINGHAM. 0 E 

7905240910 

71-9009 


CUNNINGHAM, 0 H 

7905160227 

50-320 


CUNNlNGHAMiR E 

7905220020 

70-1310 


CUNNINGHAM* R E 

7905310132 

70-5623 


CUNNINGHAM* M 

7905220442 

90-320 


CUNNINGHAM* H. 

7909220432 

50-320 


CUNNINOHAM* M 

7905110313 

30-320 


CUNNINGHAM* M 

7905110312 

50-320 


CUNNINGHAM* N 

7909160064 

50-320 


CUNNINGHAM* M 

7905160139 

50-320 


CURRAN* J M. 

7903060423 

30-206 


CURRAN, J H 

7903110139 

50-206 


CURRAN. U M. 

7903180409 

50-206 


CURRAN. J M 

7903180912 

90-206 


CURRAN* U M 

7903310444 

50-206 


CURTIS* M. W. 

7909030149 

50-307 


CURTIS. M W. 

7903280106 

90-307 


CURTIS* N. H. 

7903020262 

90-307 


CURTIB* N, W, 

7909040304 

30-387 


CURTIB, M W 

7903090346 

30-307 


CURTIB, N. W 

7903090363 

90-307 


CURTIS. N W 

7905110300 

90-387 


CUATIG, K. W. 

7905150224 

90-397 


CURTIB* N. W. 

7905240374 

50-307 


CURTIB* N, U 

7905250421 

90-307 


CUrCHIN. J M. 

79052400BI 

90-307 


CUTCHIM. J n. 

7909240641 

50-368 


DACKO*P 8 

7905140284 

90-449 


DAHLSTRDM* C. 0. 

7909290136 



DAtL*L G. 

7905230699 

90-491 


DAILit C. 

7909140167 

90-413 


OAIL.L C 

7903240520 

50-491 


PAIL.L G 

7905190100 

50-413 


PALE* L, F 

7905030490 

90-416 


DALLY* U W 

7905290491 


7905290491 

DALTROSB* 8. L 

7903230710 

50-277 


daltroff.b l. 

7903230132 

50-277 


DALTPOFFiS L. 

7903240104 

90-277 


0ALY*« 

7909250333 

90-996 


DAMBLYi 0. G 

7903240493 

90-329 


DAMBUYi D 

7903310020 

30-329 


DAMEPON* PI. G. 

7909290051 

70-27 


DANCE. H, C, 

7903310024 

90-302 


DANCE, H C 

7903230243 

30-324 


DANCE rH, C, 

7909230392 

30-261 


DANCE. H, C 

7903180107 

30-239 


DANCE, H C 

7909280110 

90-321 


DANCE. H C 

7909150147 

90-299 


DANCE. H. C, 

7909020497 

90-321 


DANIELSON, T, 

7905100332 

90-992 


DANIELS* P. W 

7909240200 

40-3493 


DANIEL, J A. 

7909210120 

90-320 


DANIELSON* D. 

7909230300 

90-341 


DANIELSON* D, 

790308021 1 

90-331 


DANIELS* F. T. 

79051801 63 

80-156 


DANIELS* F, T. 

7903140007 

90-299 


DANIELSON* D K 

7909240740 

90-496 


DANIELSON, D. H, 

7909290369 

90-199 


DANIELSON, D. N. 

7905240716 

50-373 


DANIELSON* D. K. 

7909040349 

90-461 


DANIELSON, 0 H 

7909180436 

90-331 


DANIELSON* 0. H 

7905180333 

90-390 


DAQUDiL 

7905110207 

90-329 


darmitzel.r w. 

7909180302 

70-794 


OARMITZEL. R. W 

7905160420 

50-70 


DATTILO. T. M. 

7905110333 

50-946 


DATTIUO.T. H, 

7909240072 

50-946 


OATTlLOiT.M 

7909240964 

50-546 


dattilo* T. «. 

790S1SD220 

90-946 
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REPORT 

AUTHOR 
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NUMBER 

NUMBER 

DRAKE, J H 

770509032S 

S0"206 


DRAKE, J H 

7905180400 

50-206 


DRAKE, J H 

7905170257 

50-206 


DREY, K 

7905020533 

50-10 


DREY. K 

7905020234 

50-10 


DROMERICKr A.W 

7905020459 

50-330 


DUCK, J R 

7^^05010527 

50-327 


DUCK. J R 

7905100304 

50-348 


DUCK, J R 

79051A039& 

50-340 


DUCK, J R 

79 05300440 

50-340 


DUDAr £. 

7905140394 

30-220 


OUDAi e 

7903300496 

50-220 


OUFF.P A 

7904300250 



DUFIO,M E 

7905140332 

50-553 


DUFLOrM E 

7905090249 

50-320 


DUFLOrK E 

7905220070 

50-270 


DUFLO.M E 

7905100047 

50-344 


DUFLQ.K E. 

7905240135 

30-330 


DUFLO, H. £ 

7905240487 

50-330 


DUFLOiH E 

7903250318 

30-490 


DUFLO, M. E. 

7903250033 

50-3&9 


DUFLO.M E 

7905150710 



DUFLO.M E. 

7905140332 

50-320 


DUFLO, M E 

7903150233 

50-329 


DUFLO.M E 

7905150542 

30-320 


DUFLO.M E 

790S240S&5 

50-277 


DULEY.J (4 

790 5070171 



DULLINOFORD, 11 

7904180171 



DUNBAR. J 

7905300447 

50-237 


DUNBAR. J, 

79 0 5300499 

50-837 , 


DUMDA8. 14. J 

7905230443 

50-244 


DUMENFELD, M 

7905140054 



DUMM.C. N 

7903240209 

71-5450 


DUMN.C N 

7903140322 

30-334 


DUNN, C. N 

790S090044 

30-334 


DUWiC N. 

7905250441 

50-334 


DUMN.C, N. 

7903010491 

50-334 


DUNN.C N 

7903090373 

50-334 


DUNN.C N. 

7903140300 

30-334 


DUNN.C N 

7903110011 

50-334 


DUNN, C N. 

7903110070 



DUNN.C N. 

7903130247 

50-418 


DUNN.C. N 

7905130249 

50-412 


DUNN.C N 

7903220081 

50-334 


DUNN.C.N 

7903220093 

50-334 


DUNN.J D. 

7903110004 

50-312 


DURHAM. U. U 

7903220187 

50-344 


DYER.N C 

7903100251 

30-285 

NUREO/CR-0753 

DYER.J A 

7903020423 

50-349 

OVER, J A 

7903090 135 

50-330 


DYER. J. A 

79 03240534 

50-339 


EADS. B 0 

7903250140 


7905250140 

EAOLETON, T F 

7903020212 

50-403 

EARLY, P J 

7903040505 

50-333 


EARLY. P J. 

7903040313 

50-294 


EARLY, P. J 

7903080565 

50-333 


EARLY. P J. 

7903090315 

50-333 


EARLY, P, J 

7903090343 

50-333 


EARLY, P J, 

7903100154 

50-884 


EARLY, P. J, 

7903100173 

50-333 


EARLY. P J, 

7905100179 

50-333 


EARLY. P J 

7903140307 

50-333 


EARLY. P, J. 

7903150452 

50-333 


EARLY, P J 

7903220300 

50-284 


EARLY, P. J. 

7905190073 

50-333 


EARLY. P J. 

7905230430 

50-333 


EARLY. P J 

7905240497 

50-333 


EARLY. P J. 

7903310443 

50-284 


EASTMAN, P,H 

7905240404 

50-284 


EBERT, D D 

790S010S47 

50-77 


EBERT, R. 

79OS29O509 


EBNETERiD D 

7905100433 

50-307 


EBNETER.a D 

7903290132 

50-277 



7905150420 

50-528 



7905010471 

50-302 



7903240821 

50-400 



7905290098 

50-400 


E 

7905140330 

50-219 



7905220044 

50-586 



7905240879 

7905230347 

50-556 



7705220089 

7905240774 

50-123 


H. 

7905020241 

80-424 


N 

7905230398 

50-424 



7905090224 

50-320 

flECY-A-7a-40 


7905090221 

50-320 


7903090228 

50-320 



7903090230 

50-320 



7905090232 

50-320 


H, 

7905210042 

50-320 


H, 

7903190044 



7903110039 

50-312 



79051 10U4 

80-312 



7908140287 

7905150119 

7903230849 

50-524 



7903240990 

7903140112 

50-320 



7905110193 

50-320 



7903090219 

50-320 



7903040404 

50-843 



7903150541 

50-445 



7908280090 

7905140222 

7905290503 

50-123 

50-445 
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DOCKET 

REPORT 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

ELL18. J 

7905240929 

50-445 


ELRQO.e A 

7905020049 

50-200 


ELSASSEft, T C 

7905090254 

50-320 


EL8A8SER. T. 

7905090240 

50-320 


EL6A86ER. T C 

7905220439 

50-320 


EMALrU A 

7905210070 

50-320 


ENORES.O » 

7905030015 


NUREO/CR-0424 

ENOEL.R E 

7905300317 



ENOEL.D A 

7905030839 

50-549 


ENOEL. D A 

7905150246 

30-596 


ENOELHARDT, T. F 

7905090255 

50-320 


ENOELHARDT, T F 

7905150321 

50-482 


ENCELHAROr. T F 

7905150724 

30-275 


ENOELKEN.ft H 

7905010283 

50-528 


ENOELKENiR H 

7905010207 

50-133 


ENOELKEN.R H 

7905010209 

50-344 


ENOELKEN. R H 

7905010291 

50-312 


ENOELKEN.R H 

7905010292 

50-206 


ENOELKEN.ft. H 

7905010294 

30-397 


ENOELKEN.R H 

7905030073 

50-458 


ENOELKEN.R. H 

7905040076 

50-528 


ENOELKEN.R H 

7905040081 

50-133 


ENOE(.KENt R, H 

7905040084 

50-344 


ENOELKEN.R H 

7905010214 

50-133 


ENOELKEN.R H 

7905010218 

50-344 


ENOELKEN.R H 

7905010220 

30-206 


ENOELKEN.R H 

7905010222 

50-312 


ENOELKEN.R H 

7905010225 

70-904 


ENOELKEN.R H 

7905010828 

70-1257 


ENOELKEN.R H 

7905010230 

70-754 


ENOELKEN.R H 

79050 10234 

70-734 


ENOEL KENrR. H 

7905010239 

70-25 


ENOELKEN.R, H 

7905010423 

50-133 


ENOELKEN. R. H 

7905010428 

50-344 


ENOELKEN.R K 

7905010431 

50-204 


ENOELKEN. R. H 

7905010433 

50-312 


ENOELKEN.R H 

7905180057 

50-520 


ENOELKEN, R. H 

7905150040 

80-133 


ENOELKEN.R H 

7905150042 

50-344 


ENOELKEN. R H 

7905150044 

50-204 


ENOELKEN.R H 

7905150045 

50-312 


ENOELKEN.R N. 

7905180069 

50-397 


ENOELKEN, R, H 

7905180145 

50-520 


ENOELKEN, R. H 

7905180167 

50-133 


ENOELKEN.R H 

7905180148 

50-344 


ENOELKEN.R H 

7905180170 

30-204 


ENOELKEN.R H 

7905180171 

50-312 


ENOELKEN.R H 

7905180173 

50-397 


ENOELKEN.R H. 

7905040121 

50-520 


ENOELKENiR H 

7905040123 

30-133 


ENOELKEN.R H 

7905040128 

50-344 


ENOELKEN.R H 

7905040128 

50-204 


ENOELKEN.R H 

7905040130 

50-312 


ENOELKEN.R H 

7905040134 

50-397 


ENOELKEN, ft. H. 

7905150134 

50-528 


ENOELKENiR H 

7905180141 

50-133 


ENOELKEN.ft H, 

7905180142 

50-344 


ENOELKEN.R H 

7905150145 

50-204 


ENOELKEN.R H. 

7905150150 

50-397 


ENOELKEN.R H 

7905010013 

50-312 


ENOELKEN, R. H 

7905010015 

50-397 


ENOELKEN.ft H. 

7905010016 

30-528 


ENOELKEN. ft. H 

7905010020 

50-204 


ENOELKEN, R. H 

7905010023 

50-133 


ENOELKEN, R H 

7905010028 

50-341 


ENOELKEN, R, M. 

7905010027 

50-344 


ENOELKEN.R H, 

7905030018 

50-397 


ENOELKEN.ft H. 

7905030024 

50-204 


ENOELKEN.ft M. 

7905030028 

50-312 


ENOELKEN.R H 

7905030030 

50-344 


ENOELKEN, R. H 

7905030045 

50-133 


ENOELKEN.R H 

7905030050 

50-528 


ENOELKEN.ft, H 

7905040497 

50-344 


ENOELKEN, ft. H 

7905040507 

50-528 


ENOELKEN. ft. H 

7905040508 

50-133 


ENOELKEN, R, H. 

7905040509 

50-275 


ENOELKEN.R H 

7905040511 

50-204 


ENOELKEN. R. H. 

7905040512 

80-341 


ENOELKEN.R H 

7905040515 

50-312 


ENOELKEN. R. H 

7905040514 

50-397 


ENOELKEN, R. «, 

7905040414 

50-528 


ENOELKEN, R. H. 

7905040614 

50-344 


ENOELKEN. R. H. 

7905040619 

50-204 


ENOELKEN, R. K 

7905040622 

50-312 


ENOELKENrR H. 

7905040425 

50-397 


ENOELKEN, R.H ' 

7908070098 

50-528 


ENOELKENiR, H, 

7908070099 

50-133 


ENOELKEN. R, H 

7905070102 

50-344 


ENOELKEN, R, H. 

7905070104 

50-206 


ENOELKEN, R, H. 

7905070108 

50-312 


ENOELKEN.R. H 

7905070110 

50-397 


ENOELKEN, R. H. 

7905030284 

50-528 


ENOELKEN.R M, 

7905030280 

50-133 


ENOELKEN, R. H. 

7905030291 

50-275 


ENOELKEN, R. H 

7905030293 

80-344 


ENOELKEN, R, H 

7905030296 

50-341 


ENOELKENiR. H. 

7905030299 

50-206 


ENOELKEN, R. H. 

7908030300 

80-312 


ENOELKEN.R H. 

7905030308 

50-397 


ENOELKEN, R. H. 

7905020523 

50-528 


ENOELKEN, R, H. 

7908020527 

50-133 


ENOELKEN.R. H 

7905020529 

50-344 


ENOELKEN. R, H, 

7905020832 

50-204 


ENOELKEN, ft. H. 

7905020535 

80-312 


ENOELKEN, ft. H. 

7905020836 

50-397 


ENOELKEN, ft. H 

7905010420 

80-520 
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EHOELKEN.R, H 

7903010422 

30-344 

ENKJELKEN.R, H 

7905010425 

30-133 

EHOELKEN.R H 

7903010434 

80-206 

EMOELKEN.R H. 

7903010437 

50-312 

ENOELKEN.R H 

7905010439 

30-397 

EHOELKEN.B H 

7903000365 

80-320 

ENOEJLKEN.il H 

7905080366 

80-273 

ENOELKEN.ft H 

7908000368 

30-133 

ENOELKEN.ft H 

7903000369 

30-344 

ENOELKEN.R. H 

7905000371 

30-206 

ENOELKEN.ft H 

7903000374 

80-312 

ENOELKEN.ft H 

79O3OQO370 

80-397 

ENOELKEN.ft H 

7905010442 

80-820 

ENOELKEN.ft H 

7908010444 

30-133 

ENOELKEN.ft H. 

7908010445 

30-344 

ENQELKEN. ft, H 

7903010449 

30-206 

ENOELKEN.ft H 

7908010450 

30-312 

ENOELKEN.ft H 

7905010452 

30-397 

ENOELKEN. R. H 

7904300404 

30-320 

ENOELKEN.ft K 

7908010456 

30-320 

ENOELKEN. R. H 

7903010480 

80-344 

ENOELKEN. R H 

7903010460 

30-312 

ENOELKEN. R. H 

7908010462 

30-206 

ENOELKEN. R, H 

7908010463 

30-397 

ENOELKEN. R M 

7903020227 

30-133 

ENOELKEN. R. H 

7905090030 

30-520 

ENOELKEN. R H 

7908090039 

80-344 

ENOELKEN. R M 

7903090041 

80-206 

ENOELKEN. R. H 

7903090045 

30-312 

ENOELKEN. R M 

7903090047 

80-397 

ENOELKEN. R H. 

7905020286 

30-273 

ENOELKEN. R H. 

7908090033 

30-320 

ENOELKEN. R, H 

7908090084 

80-344 

ENOELKEN. R H 

7908090087 

30-206 

ENOELKEN. R H, 

7903090030 

30-312 

ENOELKEN. R H. 

7903090089 

80-397 

ENOELKEN.ft H 

7903310012 

50-361 

ENOELKEN.ft. H 

7903040339 

30-320 

ENOELKEN.ft H. 

7903070028 

30-320 

ENOELKEN.ft H 

7908070020 

80-344 

ENOELKEN.ft H 

7903070031 

80-206 

ENOELKEN. ft H 

7903070033 

80-312 

ENOELKEN.ft H. 

7903070034 

30-460 

ENOELKEN.ft H 

7908040383 

80-820 

ENOELKEN.ft H 

7908070007 

80-133 

ENOELKEN. ft H 

7903070010 

30-344 

ENOELKEN. ft. H. 

7908070012 

80-206 


EHOELKEN<R H 
EKOeUKENi R. 11 
R. H 

CNOELKENrR H, 
EN&ELI^EN. R. K. 
ENOEUK€N« R. H 
ENOELWEM* R. n, 
CHOELKENi R. H 
EHOELKEKi R. H 
ENQEtKEMrR H 
ENOLEKEM^R. h. 
EWOLEHENiR H 
CNOLEKENrR H. 
ENOLEKeNfR. H, 
EN^LEKEN* R. H 
ENOtEKENcR. H. 
EHHiai E. R 
EPPCREONiL ti, 

ERBjC, m 
ERLEU I NErJ A 
ERVINi A.K 
ESEIQj T, H 
EEaiOr T.H. 
EBStO. T.H 
EBQIOi T 11. 
ETHEREDOEi L. 
ETHEREDOEr L 
ETHER IHOTPNrH 
ETHER lN<MONiH. 
ETHERIKOTOMi H. 
ether iHOTONrH 
ETHER INOTONrH 
EVANBrR. 

E'/AWa, 0. J. 
ES/AMBi D, J. 
EVAMBiD Ki. 
EVAN8»l> J 
EVANS < D. J. 
EVANS I C. A. 
EVRAETa. J C 
EVRAETS, J C 
EMALD. B.C. 
EHINOr J. r. 
ENINOrT N. 
EHINO. T.N 
ENlHOrT. N. 
EVaYHONTT, 0 
EYBYHONTTi 0 
FAHRNER* H. J 
FAlMf T.O. 
FAINTER. J. H. 
FAINTER. J. W 
fair BROTHER I D. 
farmer I H a 
FARRia.J R. 
FARRIS. J. R. 
PARRta. s$. R. 
FARRXOt il, n, 
FABANO.A N. 


790D070013 

7908070018 

7903170078 

7908310037 

7908310044 

7903310080 

7908310083 

7908310089 

7908240681 

7908240687 

7903090008 

7908090113 

7903090116 

7903090119 

7908090180 

7908090181 

7908010867 

7903830812 

790824074G 

7908140839 

7908170269 

7908090131 

7903230442 

7908150820 

7908240434 

7908300303 

79083003S8 

7908140031 

7903140034 

7908160290 

7908290262 

7903190238 

7908300213 

7908180232 

7908240970 

7903100269 

7908230622 

7908240063 

7908230260 

7908180730 

7908230877 

7903010207 

7908040114 

7900290029 

7903230424 

7908240393 

79001 10209 

7908220443 

7908090331 

7908290399 

7908310111 

7908140060 

7908030208 

7903080408 

7908290273 

7908140847 

7903140880 

7908240924 

7909040186 


90-312 

80-460 

80-133 

80-397 

80-206 

80-312 

80-344 

80-820 

80-278 

90-460 

80-133 

80-820 

80-344 

80-206 

80-312 

80-397 

80-290 

80-486 

30-280 

80-260 

80-202 

70-1300 

80-318 

80-10 

80-320 

80-320 

80-320 

80-320 


80-320 

80-810 

80-309 

80-340 

50-340 

30-280 

30-208 


80-124 

70-27 

80-836 

80-386 

30-886 

80-320 

80-320 

80-341 

80-390 

80-466 

80-466 


80-586 

80-886 

80-896 

30-386 

50-307 


REPORT 

NUMBER 


NeD0-24169A 


HH20-l-»5’-lOl 
BAH’*100a8 R3 


AUTHOR 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

FASANO.A N 

7905300752 

30-31 t 

FASAMQ.A H 

7903290137 

50-309 

FAULKEHBEftRY, B 

7903130539 

80-312 

FAY.G U 

7903300433 

30-301 

FAY.e 8 

7905160046 

50-320 

FAZIO.V 

7905100166 

50-320 

FECYCH. M 

7905090331 

50-20 

FElTi R 

7903170277 


FElTrR 

7903240264 


FELDMAN. 8. K 

7905230124 


FELTON. U M 

7903100045 

30-320 

FELTON. J M 

7903140196 

30-320 

FELTON. J M- 

7905220429 

50-320 

FELTON. J M. 

7705220036 


FELTON. J, « 

7903020039 


FELTON. J M, 

7905010660 

50-320 

FELTON. J K 

7903010024 

50-498 

FELTON. J,M. 

7905010657 

50-320 

FELTON, J M 

7905020052 

30-320 

FELTON. J « 

7905010652 


FELTON. U. H 

7903020004 


FELTON, J N 

7905020094 


FELTON. J H 

7905090034 


FELTON. U M 

7905140104 


FELTON. U M. 

7905090030 


FELTON. J H 

79050B003 1 


FELTON. J M 

7903090013 


FELTON. J M 

7905140197 


FELTON. J, M 

7905140102 


FELTON. J M 

7903140183 

50-115 

FELTON. J M 

79031401B0 


FELTON. J M. 

7905140330 

50-266 

FELTON. J M 

7905140160 



FELTONi J M 
FELTON. J M 
FELTON. J H. 
FELTONi j M 
FELTON. J M 
FELTONi J « 
FELTON. U M 
FELTON. J rt 
FELTONi J H 
FIELDER. J 
FIELDER. J. 
FIELDER. U 
FIELDER. 0 
FIELDER. J 
FIELDER. J. 
FIELDER . J 
FIELDER. U. 
FIELDER I J 
FIELDER. J 
FIELDER. J 
FIELDER. J 
FIKARiL F 
FIMFROCK. I rt 
FINFROCK. 1 R 
FINFROCUr I, ft 
FINFROCK. 1 R 
FINFROCK. I rt. 
FINFROCK. I rt 
FINFROCK. 1 R. 
FINFROCK. I R 
FINFROCK. I R 
FINFROCK. I, ft 
FINFROCK. I R 
FINFROCK. 1 R 
FINFROCK. I ft 
FINFROCK. I.R 
FINFROCK. I R- 
FINFROCK. t R 
FINFROCK. I R. 
FINFROCK. I.R 
FINFROCK. I R. 
FINFROCK. I.R 
FINFROCK. 1 ft 
FINFROCK. l.ft 
FINFROCK. I ft. 
FINK.J K 
FINKEL. A. E 
FINLEY. A, 0 
FINN. V A, 
FtORELLliO. 
FIORELLI.O 

fiqrelli.o. 

FEORELLI^ 0. 
FIORELLI.O- 

fiqreuui.o 

FlORELLliO. 

FI0RELU1.0. 

FlOftELLIiO. 

FIORELLI.O. 

FIORELLIiO 

FIORELLI.O 

FIORELLI.O. 

FlOftELLIiO. 

FIORELLI.O 

FIORELLI.O 

FIORELLI.O. 

FIORELLI.O. 

FIORELLI.O 

FIORELLI.O 

FIORELLI.O, 

FIORELLI.O 

FIORELLI.O 

FIOBELLIjO 


7908H092S 

7905140837 

7903230113 

79O514O509 

7908180920 

7909230400 

7908300309 

7905300379 

7905310067 

79080B0390 

7909000394 

7905000430 

7905080432 

7908080474 

7908000476 

7908100316 

7908100307 

7903100309 

7903100311 

7908300301 

79083003 U 

7908140224 

7908070466 

7908300733 

79 050706 33 

7908040470 

7905140241 

7903180470 

7903150279 

7903240347 

7903210210 

7903210274 

7903220381 

79032 I 01 74 

7903220008 

7903290014 

7903290023 

7903290164 

7908210268 

7903210267 

7903290331 

7905290394 

7903290170 

7903290194 

7903290 1 72 

7903U0146 

7905290132 

7908150754 

7908180646 

7903020521 

79050903B6 

7905030054 

7903020172 

7903020461 

7905040347 

7903230302 

7903290048 

7903290330 

7903000204 

7905150410 

7903150829 

7903280203 

7903070009 

7905000024 

7903240549 


50-320 

40-2407 


80-320 

50-320 

50-289 

50-259 

50-321 

50-321 

50-302 

50-302 

50-250 

50-250 

50-335 

80-335 

80-250 

50-250 

50-445 

50-363 

30-219 

80-219 

80-2 19 

50-219 

50-219 

30-219 

50-219 

50-219 

50-219 

50-219 

50-219 

50-219 

50-219 

50-219 

50-219 

50-219 

80-219 

30-219 

80-219 

50-219 

50-219 

30-21 9 

30-277 

70-1308 

70-1379 

50-346 

30-346 

50-373 

50-329 

50-800 

50-461 

50-341 

50-461 

50-329 

80-331 

80-341 

80-350 

50-329 

50-350 

80-341 

30-329 


7903240724 80-329 
7903290384 50-1 55 
7903290699 80-380 
7908240740 

7903240711 50-373 
7903140091 50-346 
7905140107 

7905110100 50-346 


REPORT 

NUMBER 
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NUMBER 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

' 

rtORELLt<0 

7909100394 

50-346 


OAMBLEiO C 

7909240632 

71-216 



FIOREULliO 

7909110097 

90-346 


OARCIA.O 

7903240256 

90-275 



FtORELl,r.O 

7909110092 

30-346 


OARM. J 

7909290942 

40-0690 



FIOREH-EiO 

79051 1 0089 

50-346 


OARNETTi H. 

7909310397 

90-556 



rrQRELLr<o 

790929O26& 

90-331 


OARRETT, E 0 

7903300398 



' 

riSCHERi B R 

7909190198 

90-320 


OARRETT, 8 H 

7909250337 

50-344 


„ 

FISCHER, a 

790923048& 

90-320 


OAftRETT, H 

7909090134 

90-445 


' 

FlBHBACKiN 

79052900i>0 

30-280 


OARV, R. 

7909240196 

30-449 



FIBHERrH L 

7909080046 

50-138 


OARY, R J 

7903300761 

50-443 



FISHER, W L 

7909010160 

50-266 


GARY, R J 

7905290648 

50-443 



FISHER 1 U L 

7909230426 

90-331 


OARY, fl, J 

7909030363 

30-449 



FITZ8IHH0N8, T R 

7905020270 

71-6387 


GARY, R J 

7909210192 

90-449 



FLANNiOANrR D 

7909140336 

90-2 9B 


GAYIOANrF X 

7903140921 




FLEISCKAKER, D S 

7909030166 

50-273 
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GEBAa.T 

7903100163 

30-10 
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50-327 
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30-271 
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30-320 
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71-261 


HACDOMALD.C E 

7903070075 

71-6144 


HACDOMALD.C E 

7909070031 

71-6144 


HACDOMALD.C Z 

7903070302 

71-6272 


HACDOMALD.C E 

7909070307 

71-6272 


HACDOMALD.C E 

7903070290 

71-6771 


HACDOMALD.C E 

7909070293 

71-6771 


HACDOMALD.C, E 

79030900S9 

71-6744 


HACDOMALD.C E 

7909240017 

71-4906 


HACDOMALD.C E 

7909240020 

71-4906 


MAG DONALD, C E 

7709240036 

71-6400 


HACDOMALD.C. E 

7909840039 

71-6400 


HACDOMALD.C E 

7909240188 

71-6273 


HACDOMALD.C E 

7905890309 

71-6679 


HAC DONALD# C. E 

7909230316 

71-6679 


MACDONALD# C. E 

7905290096 

71-231 


MACDONALD. C. E 

7905100167 

71-230 


MACDONALD. C E 

7909100342 

71-239 


MACDONALD. C.E 

7903100347 

71-239 


HACDOMALD.C E. 

7903100392 

71-837 


HACDOMALD.C E 

7903110063 

71-136 


HACDOMALD.C £ 

7903110069 

71-807 


HACDOMALD.C E 

7903110067 

71-214 


HACDOMALD.C E 

7909110069 

71-72 


HACDOMALD.C E, 

7903110071 

71-74 


HACDOMALD.C E 

7908110073 

71-111 


HACDOMALD.C, E. 

7903110070 

71-120 


HACDOMALD.C. E 

7903110081 

71-180 


HACDOMALD.C, E, 

7909110084 

71-141 


HACDOMALD.C E 

7909110093 

71-101 


HACDOMALD.C, E 

7909I4OU9 

71-131 


HACDOMALD.C E 

7903190149 

71-31 


HACDOMALD.C £ 

7909180187 

71-100 


HACDOMALD.C E 

7909190160 

71-66 


HACDOMALD.C E 

7905130169 

71-107 


HACDOMALD.C E 

7909190176 

71-40 


HACDOMALD.C. £ 

7909240041 

71-2 


HACDOMALD.C £, 

7909240046 

71-84 


HACDOMALD.C, E 

7909240099 

71-9906 


HACDOMALD.C E 

7909240140 

71-3^ 


HACDOMALD.C E 

7909240186 

71-181 


HACDOMALD.C £ 

7909240161 

71-143 


HACDOMALD.C E 

7909240169 

71-77 


HACDOMALD.C, C 

7909240902 

71-63 


HACDOMALD.C E 

7909250066 

71-234 


HACDOMALD.C E 

7908290219 

71-6030 


HACDOMALD.C E 

7909250226 

71-6098 


HACDOMALD.C E 

7909240339 

71-266 


HACDOMALO.C E. 

7909240343 

71-266 


HACDOMALD.C E 

7909240847 

71-8 


HACDOMAtD, C. E 

7909240894 

71-8 


HACDOMALD.C E, 

7909280341 

71-6306 


HACDOMALD.C E 

7909250346 

71-6306 


HACDOMALD.C E 

7909150976 

71-9010 


HACDOMALD.C E 

7909840244 

71-9070 


HACDQMALD.C.E 

790524031 1 

71-60 


HAGDOMALDiO E 

7909240318 

71-69 


HACtXlHALD.C E 

7909240034 

71-169 


HACDONALD. G. E. 

7909240039 

71-169 


HACDOMALD.C. E. 

7909290041 

71-9009 


HACDOHALDrC, E 

7909290046 

71-9009 


HACDOMALD.C E 

7909240387 

71-6697 


HACDOMALD.C E 

7909240331 

71-6697 


HACDONALD. G. E 

7909230047 

71-8008 


HACOUINEA. D, D. 

7909100196 

80-340 


HACK IN. J. 
HAGHLIN.L, 

7905240942 

7909230066 

71-9120 


HACHJLLAM.J H 
HAGHILt AN. J. H 

7909100391 

7909300391 

30-320 


HACRAE.C.F 

7909090390 

90-809 


HACRAErC.F, 

7905310243 

30-209 


HADEDArT J 

7909110047 

90-102 


HADIA.N J 

7903190777 


7909180777 

HADIBOM.S R. 

7903230080 

90-349 


HAD1G0M.U R. 

7909190193 

30-330 


MADSEN. 0. L. 

790901032? 

90-313 


HAD8EN.Q L, 

7909010930 

30-290 


HADSEM. Q, L, 

7909010933 

30-209 


HADBEM. 0 L. 

7909010839 

90-267 


HADBCM. 0> L, 

7909010930 

80-313 


MADBCNi 0 U 

7909010944 

90-290 


MADSEN. 0 L 

7909010946 

90-208 


HAOSEN. 0. L 

7903010940 

80-267 


HADSENrO L 

7903010994 

30-313 


HADSEN. O.L. 

7909010580 

80-290 


HADSEN. 0. L, 

790901089? 

90-889 


HADSEM. 0. L 

7909010367 

80-313 


MADSEN. 0 L 

7909010373 

90-890 


HADSEN. 0 L 

7909010401 

80-209 


HADSEN. 0 L. 

7909010406 

30-267 


HADSEN. O.t. 

7903010399 

80-313 


HADSEN. 9,L. 

7909240491 

30-313 


HADSEM. D,L. 

790901 D309 

80-313 


HADSEN. O.L. 

7909190306 

90-208 


HADBEHiO,L, 

7909190310 

90-209 


HADSENrO t. 

7903130604 

90-100 


MADSEK.OhL, 

7909190996 

9O-10B 


HADSEM, O.L, 

7909010394 

90-267 


HADSEM, O.L. 

7909010699 

90-72 


HADSEN. 0 L, 

7909020122 

90-290 


HAD8EM.0.L, 

7909100261 

90-267 


HADSEN. 0 L. 

7909190878 

90-112 
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DOCKET 
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NUMBER 

NUMBER 

NUMBER 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

KADSEN. 0 L 

7905D2032S 

30‘-36a 


HATERS, fi R 

7903160443 

50-341 


MADSENiO L 

7905130110 

30-267 


MATHEWS, E R 

7905240319 

50-305 


MADSEN, 0 L 

7905150117 

30-313 


MATHEWS, E R 

7905290501 

50-305 


MADSEN, 0 L 

7905150180 

50-298 


MATHEWS, E R 

7905240289 

50-305 


MADSEN, 0 L 

7905150182 

50-285 


MATHEWS. E R 

7903150330 

50-303 


MADSEN, 0 L 

7905040106 

50-313 


MATHEWS. E R 

7905100289 

50-303 


MADSEN, 0 L 

7903040110 

90-298 


MATHEWS, E R 

79051 50S63 

50-305 


MADSEN, 0 L 

7905040118 

50-285 


MATHEWS. E R 

7905240304 

50-303 


MADSEN, 0 L 

7905040115 

50-267 


MATHEWS, E R 

7905300020 

30-303 


MADSEN, 0 L 

79031 50223 

50-267 


MATHEWS. E R 

7905310365 

50-305 


MADSEN. 0 L 

7905150253 

50-313 


MATHEWS. E R 

7905300395 

30-305 


MADSEN. D L 

7903150258 

50-298 


MATHEWS. P fl 

7905210060 

50-320 


MADSEN, 0 L 

7903150261 

50-208 


HATH I AS, C K 

7705300244 

50-320 


MADSEN,© L 

7905230260 

50-203 


MATHIS. C J 

7905010540 

50-293 


MADSEN,© L 

7905230237 

50-203 


MATHI8, C J 

7905020267 

50-293 


MADSEN.© L 

790S03000B 

50-313 


MATHIS, C J 

7905140247 

30-293 


MADSEN © L 

7903130795 

50-267 


MATHIS. C. J 

7905160423 



MADSEN,© L 

7905130584 

50-112 


MATHIS. C J 

7905290100 

50-293 


MADSEN,© L 

7903130096 

30-313 


MATHIS. C, J 

7905300543 

30-293 


MADSEN,© L 

7905150097 

50-290 


MATHIS, W 

7905030161 



MADSEN,© L 

7905130100 

50-203 


MATHIS, W 

7905140019 



MADSEN,© L 

7905130102 

50-267 


MATIN. L E 

7905150550 

50-382 


MADSEN,© L 

7903240420 

50-267 


MATSON. V 

7905100358 

70-2084 


MADSEN,© L 

7905840440 

50-203 


MATSON, V 

7905020290 



MADSEN,© L 

7905240445 

50-898 


MATSON, V 

7905240121 

70-2 19B 


MADSON. 8 

7903310398 

87-39 


MATSON. V 

7905100417 



MAOERS, J E 

7903130312 

50-331 


MATSON, V. 

7905130193 



MAIMONIi A 

7903020464 



MATSON. 9 

7905290118 



MAKEPEACE, J M 

790S040006 

50-247 


MATSON, V 

7905290121 



MAKEPEACE, J M 

7905040279 

50-247 


MATSUI.R T 

7905020011 

30-320 


MALINAU8KAS,A P 

7905300078 


NUREO/CR-0602 

MATT.P K 

7905030199 



MALLORY, R 

7903160103 

30-320 


MATT.P K 

7905140009 



MALONEYrO P 

7905110183 

50-313 


HATT.P.K 

7905100007 



mancubo. F 

7905830504 



MATTJMOe, J. J 

7905110032 

50-312 


MANCZER.W B 

7905230630 



MATTIMOE. J, J 

7905U0133 

30-312 


MANN,J R 

7905090011 



MATTIMOE.J J 

7905020306 

30-312 


HANRY, H. 

7905140316 

30-321 


MATTIMOE, J J 

7905100293 

50-312 


MANRY. M 

7903010469 

30-366 


MATTIMOE, J.U 

7905190136 

30-312 


MANRYiM 

7905010502 

30-321 


MATTIMOE. 

7905240710 

30-312 


MANRY. M 

7905080546 

50-321 


MATTIMOE.J J 

7905190134 

80-312 


HANRY, M 

7905080473 

50-321 


MATTIMOE.J J 

7905230434 

50-312 


MANRY, M 

7905080520 

50-38 1 


MATTIMOE.J J 

7905290369 

30-312 


MANRYfM 

7903070639 

50-366 


MATTIMOE.J. J. 

7905300405 

30-312 


MANRY. M 

7905130463 

50-366 


MATT I A. M J 

7905090399 



MANRY, M 

7908150319 

50-321 


MATTIA. M J 

7905140179 



HANRY. M 

7905150543 

30-381 


MATTSON, R, J 

7905000040 



MANRYr M 

7905190344 

80-366 


NATTSON.R J 

7905140299 

30-824 


HANRY, M 

7905300627 

50-321 


MATTSON, R J 

7905000044 



HANRY. M 

7905300644 

50-321 


MATTSON, «. J 

7905140292 

50-524 


MANRY, K 

7905300603 

30-32 1 


MATTSON, R J 

7905000041 



MANRY, M 

7905300591 

50-321 


MATTSON, R. J 

7905230123 

50-320 


MANRYr M 

7905300664 

30-321 


MATTSON, R J 

7905190194 

30-320 


KANSER, H C 

7905020423 

70-143 


MATTSON, fl J 

7905110292 

30-320 


MANSER, W. C 

7905250333 

70-143 


MATTSON. R J 

7905190250 

50-320 


MANSER. U C 

7903130024 

70-143 


MATTSON, R J 

7905110219 

50-320 


MANSER, W C 

790324O344 

70-143 


MATTSON, R. J 

7905110202 

50-320 


MANZER, M 

7903240279 

50-273 


MATTSON, R J 

7905230070 

30-320 


MARCHlrM L 

7905300399 

50-303 


MATTSON, R. J 

7905300073 

30-320 


MARCH£8E,A 

7904270399 

50-320 


MATTSON, R J 

7908210082 

50-320 


MAR00L16,K R 

7903830709 

50-273 


MATTSON, R. J 

7903190172 

30-320 


MARI NOS, E C 

7905090210 

50-320 


MATTSON. R J. 

7905000364 



MAR I NO, Q P 

7903110351 

50-320 


MATTSON, R J, 

7905160091 

50-320 


MARINO,© P 

7905110343 

30-320 


MATTSON, R. J 

7905220453 

30-320 


MARK, J,C 

7905290262 



MATTU, R 

7903080031 


NURE0-04B4 

MAR KIND, J 

7905100229 


NURE0/CR-07a4 

MAUNEYiB R 

7903250500 



HARKONSKIrR 

7905290186 

50-334 


MAURA, F A 

7903070027 

50-373 


MARKS,©. H. 

7905230104 

50-253 


MAXWELL. 0. F 

7905090393 

50-546 


MAROTTArC R 

7905300433 

50-320 


MAYiE L 

7905150428 

50-29 


MAROTTA, C R 

7905300434 

50-320 


MAY, E. U, 

7905150437 

50-29 


MARQUARDTrP A 

7905150285 

50-452 


MAY. E L 

7905190120 

50-29 


MARQUARDTrP A 

7903310451 

50-16 


MAY, H, 

7905300394 



HARRANZlNQiA P. 

7905150481 

50-274 


MAY.K N 

7905230S14 

50-270 


HARRIOTT, P W. 

790521 0320 

50-320 


MAYER, 0 Mr 

7905240120 

50-466 


MARRIOTT, P.M. 

7905210324 

50-320 


MAYER, L 0. 

7905020236 

50-282 


HARRIOTT,© 

7905150061 

40-6690 


MAYER, L 0. 

7905040415 

50-263 


HARRONE. U 

7905020274 

30-320 


MAYER. L. 0 

7905090369 

50-263 


KARSCHi R 

7903210057 

50-320 


MAYER, L D, 

7905010509 

50-282 


MARSHALL, E M 

7905020232 

50-443 


MAYER. L, 0. 

7905010474 

50-282 


MARTIN, A. 

7903230751 

30-466 


MAYER, L 0 

7905030364 

50-282 


MARTINEZ. F P. 

7905140326 



MAYER, U. 0. 

7905080413 

50-263 


MARTIN, U e 

7904100179 



MAYER. L a 

790504001 1 

50-263 


MARTIN, H.©. 

7905220087 

70-133 


MAYER. L. 0 

7905070366 

50-263 


MARTIN, H ©. 

7905110029 

70-880 


MAYER. L 0 

7905070459 

50-282 


MARTIN, N © 

7905230277 

70-33 


MAYER. L. 0, 

7905000543 

50-202 


MARTIN. N.O 

7905240775 

70-133 


MAYER. U. 0. 

7905000424 

30-263 


MARTIN. U. 0 

7905240277 

50-223 


MAYER. L. 0, 

7903090388 

30-263 


MARTIN, W- 0, 

7905220072 

70-133 


MAYER, L 0 

7905110127 

50-282 


MARTIN, H.© 

7905840756 

70-133 


MAYER, L. 0 

7905130496 

30-282 


MARTIN, R. D 

7903090135 

50-330 


MAYER, L 0 

7903160332 

50-282 


MARTIN, R 0 

7903010467 

50-393 


MAYER, L. 0, 

7903160379 

50-263 


MARTIN. R D. 

7905240460 

50-124 


MAYER, L, 0 

7903130466 

30-282 


MARTIN, R D 

7905240491 

50-327 


MAYER. L. 0, 

7903190033 

30-263 


MARTIN, R. D. 

7905240534 

50-339 


HAVER. U 0 

7903210279 

30-306 


MARTIN, L.E. 

7905010383 

50-490 


MAYER, U 0. 

7903220114 

90-306 


MARTIN, J. B. 

7905080087 



MAYER, L. Q. 

7903240560 

90-263 


MARTIN, U. B, 

7903000101 



MAYER, L D 

7903300406 

50-202 


MARTIN, R 

7905210293 

50-320 


MAYOR iL. a 

790S2406B1 

90-263 


MARTIN. R, 

7905230006 

50-320 


MAZZONE. J 

7903020383 

30-293 


MARX, D J. 

7905070508 

50-871 


MCBREARTV.R.A 

7908040136 

50-307 


KASGIULLZrS 

7905190018 

50-3 


MCBREARTViR. A. 

7905240673 

30-322 


MA8G tULLl, B 

7905190023 

30-3 


MCBRIDE. M. F. 

7903240193 

50-483 


MA8R I , 8 F. 

7905030051 



MCBRIDE. H. F. 

7903130074 

90-405 


MASSE, R. E. 

7905150163 

50-186 


MCCABE. E.C 

7903110217 

30'2i9 


KASTERSONiD J, 

7905250016 

71-203 


MCCABE. E.C. 

7903110394 

50-271 


HASTERBON, 0. J. 

7905250Q19 

71-203 


MCCABE. £, C. 

7903240704 

50-243 


HA8T£R,V P 

7905090085 

30-592 


MCCABE, E<C. 

7905290120 

30-277 
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KCABE.E C 

7905180823 

30-277 

f<CJ^rl4 d 

79G5O0O461 

50-336 

KCASTHV.L r 

7905240644 

30-312 

KCLAlNiC H 

7905230084 

50-219 

acclinfock.r o 

7905130727 

70-2420 

rCCLiNTDCX.R O 

7905290163 

30-1073 

l«C^Ll^^rOCK.R □ 

7905100422 

30-6949 

ACCLINTOCX.R 0 

7905290136 

30-1873 

ACCLSRTOCK.R □ 

7905210246 

30-320 

CLJOSKEYi D J. 

7905140149 


rtTCOEKLEt B 

7905310116 

30-466 

nCCOEKlE. 5 

7905310123 

50-466 

r»;CC»WLE.8 A 

7905230133 

30-466 

hCtCPHACK. d B 

7905290043 


rttOPXLE.O M 

7905220032 

70-820 

nCCOAXLE.O N 

7905240930 

70-2623 

KCOflHLE.O H 

7905300503 

70-135 

aCORKLE.O U 

7905230844 

70-143 

nCCORiU-E.G u 

7905300031 

70-1173 

nCCftElESSi T 0, 

7905140026 

30-320 

pccFaEsa. T 

7905140013 

30-320 

nCCRELEES. T 0 

7905140023 

30-320 

flCCULLOUOH, H 

7905160153 

50-320 

ACtCAMQTT.ft d 

7905100370 

50-346 

K&IARMD.R C 

7905100101 


KBIARHtO.R. C 

7905140126 

30-443 

KGlMiHID.R C 

79051401 SI 

30-443 

hC MWALt, T, 

7903130737 

50-338 

n:KMOUOH,d A 

7905170302 

30-272 

hC&ONQWao A 

7903170300 

30-272 

KDONAtD.d A 

7903090036 

30-339 

KW-FFIE.M A 

7905070473 

30-400 

hCtJLFFlC.M A 

7903090340 

30-400 

A 

7903290300 

50-400 

ACFAfiLAKE.E □ 

7903140341 

50-208 

iKfARUNO.C R 

7903230169 

30-339 

hCGARRY.d H 

7905240317 

70-2623 

K9AARY, d K 

7903240414 

71-6698 

M:9AftRY,d K 

7903110040 

70-2623 

nCCARRY.d H 

790 5300099 

30-480 

KCARRY.d H 

7905110037 

70-2623 

nCC-ARAY.J H 

7905130440 

70-2623 

KCARRY.J M 

7903230061 

30-491 

HCGAARY.d H 

7903290475 

30-4SB 

HC9AHRY. d K 

7903240470 

70-2623 

MTflAUWY.d p. 

7905140339 

30-416 

HC8 AUJHY. d P, 

7903020433 

30-416 

hCGAU&HY.d P 

7903140334 

30-416 

hCfrAUCHY.d P 

7903290061 

30-416 

nCCAUOHY.d P 

7903040310 

80-416 

HCGAUCHY, d, P 

7903040631 

30-416 

nCCAUGHYid P 

7903040636 

80-416 

MCflAWHY.R M 

7903240673 

50-322 

rtCflWCHY.Jl W 

7903240684 

50-363 

n:GQPl.H.H B 

7903240433 


nCCRATM.E d 

7903240164 


HC«flATH,E d 

7905240991 


d 

7903010336 

30-293 

nc«;i^E,p d 

7903020261 

30-293 

K«ij!RE.p d. 

7903140244 » 

30-293 

HCWIRE.P d 

7903160420 

30-293 

rtCWlRE.P J. 

7905130353 

30-293 

nCWlRE.P J 

7905150334 

50-293 

nc«yiR€.p d 

7903290093 

30-293 

HCOUtRE.P J 

7903300472 

30-293 

WWIRE.P d. 

7905300333 

30-293 

nCMlRE.U F 

7905230390 

30-466 

HC«MIREN.H d< 

7903230306 

30-490 

nC«gRREN,H d 

7903300001 

50-49B 

KCURREH.H J. 

7903300064 

30-490 

fKGURflEH.N d. 

7905290049 

50-382 

tKlHENRV. T. d. 

7903230392 

30-261 

HCIKCOErD N 

7903310336 

30-170 

HC«E,e H, 

7903310399 

90-302 

nCXJEONR.L 

7903110036 

70-820 

MtCINLEY.d C. 

7903160071 

30-320 

nCKlHLEY.d C. 

7903020138 
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NUREO/CR-0997 

rotme. p. m 

7709240992 


7709240992 

ROTMFLEiaCHrU. 

790924069a 

40-0673 


RQTMFLEI80K, J. E 

7709290022 

40-0673 


ROUSE. L.C. 

77O9O70164 

70-2623 


rouse. L. C 

7703290090 

30-269 


ROUSE. L.C. 

7709840370 

70-1303 


ROUSE. L. G, 

7709240303 

70-1303 


ROUSE.L.C. 

7709070138 

70-2623 


rouse. L, C, 

7709190669 

70-1821 


R0US8EL0T, M. G 

7709290339 

90-279 


ROY, 0. H, 

7709170223 

90-320 


ROY, 0. a 

7709230907 

90-320 


ROY, 0. a 

7709190068 

90-320 


ROY, D. a 

7909190079 

90-320 


ROYfD.a 

RUDOLPH. J. U 

7709000372 

7709220121 

90-346 


RUCrER.D. A. 

7909020343 

90-360 


RUETER.O. A. 

7709100310 

90-313 


RUCTERrD A 

7709310387 

90-360 


RUETHER. U. C. 

7709210283 

30-306 


RUITER.O. H 

7709130967 

30-309 


flUlTER.<>. H. 

7709300379 

90-309 


RUITER.O H 

7909310366 

90-309 


RUSGHE.B 

7709230009 

90-320 


RUSGHE.B. 

7709230024 

90-320 


RUSH. 8. 

7709190273 

30-363 


RUS^tlQSE 

7709190291 

90-220 


RUSSi 0> D, 

7709160223 

90-320 


RUSSELL. V' 

7709100348 

30-317 


RUSSELL. L, B. 

7703110122 

90-317 


RUSSELL. L B 

7709010924 

90-317 


RUSSELL. L. B. 

7709000494 

90-31S 


RUSSELL. L, B 

7709080999 

30-317 


RUSSELL. L 8. 

7709190000 

90-317 


RUSSELL. L> B 

7*W)9290426 

90-317 


RYAN. C.R, 

7709090007 

30-478 


RYAN. T 0. 

7703240127 

50-449 


RYAN, T. O. 

7709070040 

90-449 


RYAN. T. 0. 

7703070049 

80-449 


RYAN.R. 0, 

RYAN. R 

7709290447 

7709090217 

90-320 


RYAN. R. 0. 

7709090292 

90-320 


RYAN.R O. 

RYAN.R 0. 

RYAN, R. O. 

RYAN,R 0, 

RYAN. R. O, 

RYAN, R. 0. 

7709140313 

7703140320 

7709140323 

7709140327 

7709140331 

7909090244 

90-320 


RYAN, R. 0. 

7709090241 

80-320 


RV^rfl 0. 

7709090240 

30-320 


RYANrR. J. 

7W9090237 

50^320 


BAARrR. P. 

7709090400 

90-320 


BAB3L.A. ft. 

7705040146 

90-307 


BACHSErU. 

7909240179 

71-277 


SACHBEr J. 

7709240183 

71-277 

NUREO-0993 

BALOhOHr B, 

7709090040 

80-449 

galtzhak, j. 

7909030194 


SALTZMAK, J. 

7709140404 

30-10 


SALTZMAN. J. 

7709140407 

80-3 


SALTZMAN. J. 

7908140419 

90-171 


SALTZMAN. J. 

7709140422 

90-249 


SALTZMAN, J. 

7909140431 

90-266 


SALTZMAN, J. 

7709140430 

90-267 


sAltzmani j. 

7709140444 

90-280 


SALTZMAN, J. 

7709140449 

30—290 


SALTZMAN, 

7709140496 

30-284 


SALTZMAN. J. 

7709140462 

30-287 


SALTZMAN, U. 

7709140470 

30-273 


SALTZMAN, 

7709140477 

90-202 


SALTZMAN, U 

79O91404B1 

90-313 


SALTZMAN, J. 

7709140406 

30-207 


SALTZMAN, J. 

7709140409 

90-313 


SALTZMAN, J. 

7709140493 

90-321 


SALTZMAN, J. 

7709140499 

90-31 7 


SALTZMAN, J< 

7709140900 

90-324 


SALTZMAN, J. 

7709140912 

90-279 


SALTZMAN, U. 

7709140923 

90-330 


SALTZMAN, J 

7709140930 

90-367 


SALTZMAN, J 

7709140846 

90-373 


SALTZMAN, J. 

7709190360 

90-307 


SALTZMAN, J. 

7709190369 

90-270 


SALTZMAN, J. 

7709190367 

90-272 


SALTZMAN, J. 

7709190370 

90-181 


SALTZMAN, J. 

7709190373 

90-170 


SALTZMAN, J. 

7709190379 

90-^262 


saltzmaHt j. 

7909190376 

90-166 


SALTZMAN, J. 

7909190377 

90-177 


SALTZMAN, J. 

7909190306 

90-141 


SALTZMAN, J. 

7909160100 

90-131 


SALTZMAN, J. 

7909160106 

90-116 


SALTZMAN, J. 

7909160100 

70-1143 


SALTZMAN, J, 

7908160116 

70-364 


SALTZMAN, J, 

7909X60117 

30-180 


SALTZMAN, U. 

7909160122 

90-77 


SALTZMAN, J. 

7909160123 

70-1297 


SALTZMAN, U* 

7909160148 

70-024 


SALTZMAN. J. 

7909160191 

70-784 


SALTZMAN. J. 

7909160197 

90-407 


SALTZMAN, Ur 

7909160160 

90-140 


SALTZMAN, J, 

7909160162 

90-333 


SALTZMAN, J. 

7909160164 

90-209 




ACCESSION 

DOCKET 

AUTHOR 

HUMBER 

HUMBER 

SALTZMAN, U 

7909160167 

30-03 

SALTZMAN, U 

7709160170 

90-263 

SALTZMAN, U 

7709160172 

30-299 

SALTZMAN. J 

7709160176 

50-267 

SALTZMAN, U 

7709160100 

50-273 

SALTZMAN. J 

7709160103 

30-261 

SALTZMAN. J 

7703160106 

50-244 

SALTZMAN. J 

7709160107 

50-344 

SALTZMAN, J 

7709160107 

30-241 

SALTZMAN, U 

7709160172 

50-139 

SALT Z MAN. J 

7909160193 

30-379 

SALTZMAN, J 

7909160173 

50-339 

SALTZMAN, J 

7909160177 

50-334 

SALTZMAN, J 

7909160203 

30-113 

SALTZMAN, J 

7909160209 

30-134 

SALTZMAN, J. 

7703160207 

90-127 

SALTZMAN, J 

7703160219 

50-271 

SALTZMAN, J 

7909160217 

90-433 

SALTZMAN. J 

7705160221 

90-326 

SALTZMAN, J 

7703160222 

90-374 

SALTZMAN. J 

7703160224 

90-348 

SALTZMAN. J. 

7705160230 

90-327 

SALTZMAN, J 

7909160231 

90-346 

0ALTIMAM, J 

7703160232 

90-338 

SALTZMAN, J. 

7909160233 

50-360 

SALTZMAN, J 

7709160233 

30-142 

SALTZMAN. J, 

7909160236 

30-112 

SALTZMAN. J 

7709160230 

30-2OB 

SALTZMAN. J 

7909160240 

30-274 

SALTZMAN, J 

7709160243 

90-312 

SALTZMAN. J 

7909160244 

30-274 

SALTZMAN. J 

7909160247 

90-87 

SALTZMAN. J, 

7909160292 

50-302 

SALTZMAN, J 

7909160294 

50-406 

SALTZMAN, J 

7709160250 

50-182 

SALTZMAN, J 

7909L60260 

SO- 1 73 

SALTZMAN, J 

7909160269 

50-298 

SALTZMAN, U 

7909160266 

50-229 

SALTZMAN, J 

7909L6026B 

50-223 

SALTZMAN. J. 

7909160272 

90-398 

SALTZMAN. J. 

7709160273 

50-309 

SALTZMAN, J 

7703160279 

90-331 

SALTZMAN, J 

7709160276 

30-146 

SALTZMAN, J 

7909160270 

30-47 

SALTZMAN, J, 

7709160200 

90-30 

BALTZMAN. J 

7709160231 

90-104 

SALTZMAN. J. 

7709160202 

90- IBB 

BALTZMAN. J. 

7709160289 

30-29 


RALTZMANr J. 
BALTZHANr v/. 
e/U-TZHAN, J. 
SAUTZHANi J 
BALTZHAN. J. 
BALTZMANr J, 
BALTZMANr 0 
SAtTZHANr J, 
BAtTZHANr J. 
BALTZKAN, J 
SAUTZHANi J. 
BALTZ^Hi J 
SALTZMANi J. 
BALTZMANt J 
8AtTZHAN«<J. 
8ALT2MAN.O. 
8ALTZHAN, J 
BALTZHANi J. 
BAUTZMANi 0 
BAUTlHANr J. 
SAUTZMAN# 
BALTZHANi^. 

SALT Z KAN. J. 

bautzham. j 

BAUTZHAN. J. 

bautzkan. j 

BALT r MAN, J. 

SALT r MAN, J. 
SALTZMAN, J 
SALTZMAN, J, 
SALTZMAN, J 
BALTZMANr J. 
SALTZMAN, %!. 
SALTZMAN, J. 
SALTZMAN, J. 
SALTZMAN, dl. 
SALTZMAN, J 
SALTZMAN, J. 
SALTZMAN, J 
SALTZMAN, J. 
SALTZMAN, J. 
SALTZMAN, J- 
SALTZMAN, J. 
SAUTIHAN, J, 
SALTZMAN. J. 
SALTZMAN, J. 
SALTZMAN, J 
SAHOCf R. 

SANDeRS, H. C. 
SANDl FORTH. D. 
SANOaZiB A. 
SANDVIK, R h 
SANOER.H. e. 
SARATHV, P. K 
SATTERFIELD, R M 
SAUERLENOER. 0. H 
SAUER, R C. 
SCARANOrR.A. 


7905U012B9 

7903IAOZ91 

7<?09lA029a 

7*^05160298 

7909160300 

7903160306 

7909160300 

7909160311 

790916O31A 

7903160330 

7909160322 

7909160326 

7909160320 

7909160329 

7909160332 

7909160339 

7909160336 

7909160339 

7909160341 

7903160343 

7909160349 

79091 6034B 

7909160391 

7909160393 

7903160399 

7909160397 

7909230496 

7909300034 

7909300033 

790930004S 

7909300092 

7909300089 

7909300069 

7909300069 

7909300190 

7909300202 

79093007 1 4 

7909140281 

790 9 1901 71 

790 91 90300 

7909190302 

7909160297 

7909190363 

7909190049 

79092203 94 

7909240679 

7909310232 

7904300319 

7909190273 

7903010961 

7909290180 

7909240S74 

7909130273 

7704300123 

7909090420 

7709240491 

7909290400 


90-213 

90-188 

90-219 

90-133 

30-27 

90-196 

90-124 

90-301 

90-206 

90-74 

90-20 

90-106 

90-9 

90-292 

90-97 

90-204 

90-123 

90-106 

90-2 

90-99 

90-187 

90-94 

90-22 

90-16 

90-192 

50-264 

90-62 

90-72 

90-77 

90-160 

90-04 

90-32 

90-6 

90-0 

90-10 

30-37 

90-13 

90-72 

90-30 

90-10 

70-794 

90-131 

90-124 

90-173 

90-267 

90-406 

90-27 

90-392 

90-922 

90-910 

90-302 

90-320 

30-327 

40-2257 


REPORT 

NUMBER 


NWlEO/CR-0434 
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PERSONAL AUTHOR INDEX 


ACCESSION DOCKET REPORT 

Author number ^wmber number 


SCARANOrR A 
SCARAW-R A 
8CARANO,R A 
SCARANOrR A 
SCARANQ/R A 
8CARANO. R A 
eCARAWQ. R A 
SCARANO. R A 
SCARANa,R A 
SCHAFER, K H 
SCKAKNEr R 
SCKAUERi F 
SCK£NDei.,K ft 
SCHENDELrK R 
SCHERER, A E 
SCHERER, A E 
SCHERER, A E 
SCHERER. A E 
SCHERER, A E 
SCHIFTER.R 0 
8CHLKIDT.A D 
SCHMIDTiA D 
SCHMIDT, A 0 
SCHMIDT. A 0 
SCHMIDT, A D 
SCHMIDT, A D 
SCHMIDT, A D 
SCHMIDT. A 0 
SCHMIDT, A D 
SCHMIDT, A D 
SCHMIDT, A D 
SCHMITT, R C 
SCHNElOERiR R 
SCHNEIDER, R R 
SCHNEIDER, ft ft 
SCHNEIDER, ft ft 
SCHNEIDER, ft ft 
SCHNEIDER, R ft 
SCHNEIDER, F H 
SCHNEIDER, F H 
SCHNEIDER, F U 
SCHNIEOEft, J R 
SCHOPPMAN, Mv A 
SCHOPPMAN.M A 
SCHOPPMAN, M A 
SCHOPPMAN, M. A 
SCHOPPMAN.M A 
eCHOPPHANr «. A 
SCHOPPMAN, M. A 
BCHQFPrtANt ti A 
SCHROEOER, F 
SCHULER, U 
SCHULTZ, H B, 
SCHULTZ, H B 
SCHUMACHER. M C 
BCHUTT, R 
ecHurr, r 
SCHUT2, 0 H 
SCHUTT, n 
SCHWARZ, M D, 
SCHWARTZ, H 
SCHWARTZ, H 
SCHWARTZ.S A 

bchwendiman.l c 

SCHWENK.E B 
SCHWEIBINZiE r 
SCHWEHCE ft, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWEMCEftrA 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER. A 
SCHWENCER, A 
SCHWENCER. A 
SCHWENCER, A 
SCHWENCER, A. 
SCHWENCER, A 
SCHWENCER, A. 
SCHWENCER, A. 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A. 
SCHWENCER. A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A, 
SCHWENCER, A 
8C««NCER, A. 
SCHWENCER, A 
SCHWENCER, A. 
SCHWENCER, A 
SCHWENCER, A. 


7905250176 40-2259 

7905240592 40-66B1 

7905220039 40-2259 

7905250011 40-2259 

7905240849 40-2259 

79051 50806 40-8502 

7905100059 
7905240496 
7905240398 
7905070406 

7905020037 50-320 

7905000263 

7905150592 

7905240267 40-0502 

7905220060 

7905070564 


7905110288 


7905300368 


7905300526 


7904170521 


7905150241 

50-335 

7903080467 

50-250 

7905080554 

50-251 

7905080567 

50-251 

7905090067 

50-250 

7905090074 

50-250 

7905090062 

50-335 

7905220091 

50-335 

79052201 03 

30-250 

7905220122 

50-250 

7905250388 

50-250 

7905240886 


7903100421 

50-220 

7903070401 

50-220 

7903150808 

50-220 

7905160392 

50-220 

7905230295 

50-320 

7905230478 

50-220 

7905070140 

50-272 

7905290065 

50-272 

7905250072 

50-272 


7905310394 50-286 

790508047 1 50-250 

7905080559 50-25J 

7905080571 50-351 

7905090072 50-250 

7905090081 50-250 

7905090064 50-335 

7905220098 50-335 

7905220113 50-250 

7905220392 50-528 

7905070136 50-320 

7905080036 
7905080047 
7905030046 50-1 55 

7905250365 50-596 

7905250370 50-596 

7905220067 70-820 

7905240160 50-596 

7905290002 50-498 

7905250370 40-8695 

7905290350 40-8695 

7905300053 50-330 

7905150777 
7905240113 
7905090393 50-546 

7905070311 50-286 

79050703 1 5 50-286 

7905040307 50-261 

7905070109 50-250 

7905070114 50-250 

7905070124 50-250 

7905020490 50-272 


7905140513 

7905140533 

7905240095 

7905240905 

790524091 J 

7905090065 

7905090068 

7905090076 

7903250183 

7905250190 

7905240073 

7905240378 

7905240382 

7905070121 

7905070125 

7905070130 

79050^0079 

7903090084 

7905100439 

7903100442 

7903100446 

7905240300 

7905240322 

7905240333 

7905290050 

7905290054 

7905290064 

7903250425 

7905230432 

7905250440 

7905230356 

7903080063 

7903080069 


50-266 

50-266 

50-305 

50-305 

50-305 

50-266 

50-266 

50-266 

50-295 

30-295 

50-303 

30-303 

50-303 

30-261 

30-261 

30-261 

50-348 

50-348 

50-266 

50-266 

50-266 

50-282 

50-282 

30-262 

30-305 

30-305 

30-305 

50-293 

30-295 

50-293 

30-286 

30-230 

30-250 


NURE0/CR-07B5 


7903150777 

7903240113 


ACCESSION DOCKET 
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SCHWENCER, A 7905000080 30-250 

SC INTO, J F 7903090150 30-491 

8CINTD, J F 7903080249 

8GINTQ, J 7905110203 30-320 

SCINTO, J F 7903160163 30-320 

aCINTO.U 7903160050 30-320 

aCINTO.J F 7903010113 30-320 

aCIHTO.UP 7903160191 30-320 

SCINTO, J F 7903110418 30-320 

SCOTT, J M 7905240232 30-424 

SCOTT. JM 7903300177 30-466 

SCOTT, J M 7903250242 30-466 

SCOTT, JM 7903110339 50-466 

SCOTT, 8 M 7903110341 50-466 

BCDTT^R 790^210774 


6G0TT, W J 7903250372 
SCOUtEN, J W 7905010634 
8EELIN0ER, JL 7903110079 


SEIOE. P 
BEIDLErW C 
6E1DLE, W C 
SEIDLE, W C 
SEIDLE.W C 
SEIDLE.W C 
SEZOLE, W C, 
SEIDLE.W C 
BE IDLE, M C 
8EIDLE. M. C 
SEfOLE, W C 
SEIDLE.W. G 
SEfOLE. W C 
seiDLErW.C 
SeiOLE.W C 
SEIDLE, W C 
SEIDLE.W C 
SEIDLE.W C 
SEIDLE.W C 
SEIDLE.W C 
SEIDLE.W C 
SEIDLE. W.C 
SEIDLE, W C 
BE IDLE, U. C 
SEIDLE.W C 
SEIDLE, W. C 
SEIDLE, W C 
SEIDLE.W C 
SEIDLE, M. C, 
SEIDLE.W C 
SEIDLErW C 
SEIDLE, W C 
SEIDLE. W.C. 
SEIDLE.W C 
SEIOLE.W C 
SEIDLE, W,C. 
SEIDLE.W C 
SEIDLE.W C 
SEIDLE.W C 
SEIDLE.W C, 
SEIDLE.W C 
SEIDLE, W.C 
SEIDLE.W C 
SEIDLE.W C 
SEIOLE.W C. 
SEIDLE.W C 
SEIDLE.W, C 
SEIOLE.W C 
SEIDLE, W.C, 
SEIDLE, W.C, 
SEIDLE, W C 
SEIDLE, W.C 
SEIDLE, W C 
SEIDLE, W.C, 
SEIDLE.W, G, 
SEIDLE, U C, 
SEIDLE.W. C, 
SEIDLE.W C, 
SEIDLE, W C. 
SEIDLE, W.C, 
SEIDLE.W G, 
SEIDLE, W. C, 
SEIDLE.W G, 
SEIDLE.W C, 
SEIDLE, W. C. 
SEIDLE.W, C, 
SEIDLE, W,C, 
SEIDLE. H, C, 
SEIDLE, W.C, 
BEIDLE.W.C, 
SEIDLE.W C. 
SEIDLE, W.C, 
SEIDLE.W C, 
SEIDLE, M 0. 
BEIDLE.W.C 
SEKULER.S N 

sekuler.s, n. 

8EKULER. S. N. 
SEKULER, 8 N 
BELLS, D E. 
SELLS, D E. 
BERABIAN, J.A, 
SEWELL, R, B. 
SEYFRIT, K. V 
SEYFRIT, K, V. 
SEYFRIT, K, V. 
BEYFRIT. K. V. 
SEYFRIT, K V. 


7703030051 

7903070191 

7903010302 

79030 10363 

7903010376 

7903130556 

7905130364 

7903130541 

7905030083 

7903030089 

7903030094 

7903030097 

7903030113 

7903030091 

7903030093 

7903030099 

7903030102 

7903030107 

7903030139 

7903030143 

7903030146 

7903030147 

7903030151 

7903030117 

7905030110 

7905030119 

7905030122 

7905030124 

7903030106 

7903030109 

7903030193 

7903030197 

7903030201 

7903030057 

7903030066 

7903030071 

7903030076 

7908030238 

7908030240 

7903030248 

7903030250 

7903030234 

7903020514 

7903020316 

7903020524 

7903020528 

7903020534 

7903020498 

7905020303 

7903020503 

7905020308 

79030203 U 

7905300621 

7903040391 

7903040373 

7903040579 

7903040380 

7903040504 

7903240606 

7903290631 

7905070046 

7903070100 

7903070103 

7903070100 

7903070193 

7905310206 

7903310216 

7903310222 

7905310226 

7903310230 

7903240374 

7903240303 

7903240394 

7905240399 

7903240410 

7903230372 

7903130256 

7908310273 

7903130246 

7903230107 

7903130731 

7903290196 

7903100060 

7903130079 

7903180063 

7903180063 

7903130066 

7905010440 


27-39 

30-320 

30-320 

30-443 

30-402 

30-448 

30-490 

30-443 

30-356 

50-382 

50-445 

50-450 

30-490 

30-402 

30-302 

80-438 

30-496 

30-492 

50-302 

30-443 

30-438 

30-490 

30-462 

30-302 

30-443 

30-438 

30-49S 

30-462 

30-302 

30-443 

30-430 

30-490 

30-402 

30-302 

30-443 

30-462 

30-382 

30-490 

30-443 

50-436 

30-496 

30-402 

50-302 

30-448 

30-443 

30-496 

30-302 

30-436 

30-462 

30-450 

30-462 

30-496 

30-443 

30-302 

30-402 

30-320 

30-402 

50-302 

50-443 

30-438 

30-496 

30-448 

30-402 

30-488 

30-498 

50-302 

30-443 

30-482 

80-490 

30-302 

30-486 

30-443 

30-302 

30-496 

30-436 

30-448 

30-462 

27-39 

30-293 

30-293 

80-396 

30-3 

40-6696 

80-313 

30-290 

30-268 

30-267 

30-313 


report 

NUMBER 



PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

SEVFRIT, K V 

790S01049£ 

30-298 

8EYFRIT,K V 

7909010433 

5O-20S 

SEYFPiTrK V 

7909010494 

30-267 

SEYFRITrK V 

7909020440 

30-209 

SEYFRJTrK V 

7909020441 

30-313 

SEVFRIT. K V 

7909020444 

50-290 

SEVFRIT. K V 

790902044A 

30-267 

SEVFRIT, K V 

790301027A 

90-382 

SEVFRIT, K V 

7909010277 

50-450 

SEVFRIT, K V 

7909010279 

30-490 

SEVFRIT, K V 

7909010280 

90-482 

SEVFRlTiK V 

7909010281 

30-445 

SEYFRITrK V 

79090202AS 

30-285 

SEYFRITrK V 

7905020273 

50-298 

SEVFRIT. K V 

7909020277 

30-313 

SEYFRITrK V, 

7909020279 

30-267 

8EYFRIT, K. V 

7909020411 

90-267 

SEVFRIT, K. V. 

7909020413 

30-289 

SEVFRIT. K V 

7909020415 

90-298 

SEVFRIT. K V 

7909020419 

30-313 

SEVFRIT, K V. 

7909020420 

30-298 

SEYFRlTiK V 

7903020431 

30-267 

SeVFRir. K V. 

7909020434- 

30-209 

BEYFRIT. K V 

790902043& 

90-313 

BSYFBIT.K, V 

7909140143 

30-267 

BEYFRIT. K. V 

79091 401 4& 

90-289 

BEYFRIT, K V 

79091 401 4B 

90-290 

SEYFRlT.K V 

7909140192 

90-313 

BEYFRIT. K V, 

7909130049 

30-313 

SEYFRlT.K V 

79091 9004A 

30-290 

SEYFRlT.K V 

7909190049 

30-283 

SEYFRlT.K. V 

7909190091 

30-267 

SEYFRlT.K, V 

7909010493 

30-43S 

SEYFRlT.K V. 

7908010497 

30-498 

SEYFRlT.K V 

7909010499 

90-482 

SEYFRlT.K V. 

7909010461 

90-302 

BEYFRIT. K V 

7909010464 

90-449 

SEYFRlT.K V. 

7909030104 

90-482 

SEYFRITrK V 

7909030131 

30-430 

SEYFRlT.K. V 

7909030134 

90-382 

SEVFRtTrK V 

7909030130 

30-490 

BEYFRIT, K, V 

7909030140 

30-443 

BEYFRIT, K, V 

79092 1 0030 

30-320 

BEYFftlTiK V. 

7909210039 

90-320 

SEYFRITrK V 

7909140088 

90-368 

SEYFRITrK. V, 

7909040486 

90-203 

EEVFRlTrK. V 

7909040400 

90-313 

SEYFRITrK V 

7909040409 

90-490 

BEYFRIT. K V 

7903040492 

30-490 

BEYFRIT. K. V 

7909040494 

90-432 

SEVFRIT, K, V. 

7909040496 

90-382 

SEYFRITrK V 

7909040490 

90-267 

SEYFRITrK V 

7909040901 

90-443 

SEYFRITrK V 

7909040997 

90-298 

SEYFRITrK V. 

7909040606 

90-313 

SEYFRITrK V. 

7909040610 

90-480 

BEYFRIT. K V. 

7909040613 

90-490 

BEYFRIT, K. V. 

7909040617 

90-482 

BEYFRIT, K. V. 

7909040610 

90-382 

BEYFRIT. K, V, 

7909040621 

90-290 

BEYFRIT, K. V, 

7909040623 

30-289 

BEYFRIT. K, V. 

7909040627 

90-267 

BEYFRIT. K, V, 

7909040629 

90-449 

SEYFRITrK V. 

7909070043 

90-313 

SEVFRITr K. V. 

7909070090 

90-49B 

SEYFRITrK V. 

7909070099 

90-493 

SEYFRITrK V 

7909070068 

90-402 

SEYFRITrK V 

7909070066 

90-302 

SEYFRITrK V 

7909070078 

90-293 

SEYFRITrK V 

7909070073 

90-209 

SEVFRIT. K. V 

7909070077 

90-267 

BEVFRIT. K V. 

7909070000 

90-449 

SEVFRIT. K. V 

7909010439 

90-302 

SEVFRIT. K.V 

7909010440 

30-449 

BEVFRiT. K. V. 

7909010441 

90-493 

SEVFRIT, K, V 

7909010443 

90-433 

SEVFRIT, K. V, 

7909090096 

90-313 

SEYFRlT.K. V. 

7909090098 

90-490 

SEYFRlTr K. V 

7909090099 

90-493 

SEYFRITrK. V. 

7909090100 

90-482 

SEYFRITrK V 

7909090101 

90-302 

BEYFRJTr K. V. 

7909090103 

90-293 

SEVFRIT. K V. 

7909090104 

90-205 

SEYFRlT.K V 

7909090106 

90-267 

BEYFRIT. K, V, 

7909090100 

90-443 

BEYFRIT. K V. 

7909030269 

90-313 

SEVFRIT, K. V 

7909030267 

90-498 

BEYFRIT. K. V. 

7909030271 

90-493 

SEYFRlT.K V, 

7909030273 

30-402 

SEYFRlTi K. V 

7909030274 

90-382 

BEYFRIT. K. V, 

7909030277 

90-290 

BEYFRIT, K V. 

7909030280 

90-205 

BEYFRIT, K, V 

7909030282 

90-267 

SEYFRITrK V, 

7909030283 

90-445 

SEYFRlT.K V 

7909010446 

90-482 

BEYFRIT, K. V. 

7909080346 

90-313 

SEYFRITrK V. 

7909080348 

90-369 

SEVFRITr K. V 

7909080392 

90-290 

SEYFRITrK V. 

7909080394 

90-285 

SEYFRlTr K. V. 

7909080399 

90-267 

SHArW T 

7909240886 


SHACKELFORD, B 

7909300364 

90-275 

SHACKELFORD, B. 

7909190093 

90-312 

SHAFER. W 0. 

7909290410 

90-302 

8HALLER. 0. V. 

7909290398 

90-315 

BKALLER. D. V. 

7909040001 

90-316 


REPORT 

NUMBER AUTHOR 


SHALLEB.O V 
SHALLERrD. V 
SMALLER. D V 
SMALLER. 1)< V 
SMALLER, D V 
SMALLER, 0, V 
SMALLER, D V 
SMALLER, D, V 
SMALLER, D, V 
SMALLER, D, V 
SMALLER, D V 
SMALLER, D.V 
SMALLER, D. V 
SHANAHAN, H, ft 
SHANNON, P C 
8HAPAR,H K 
&HAPAR,H M 
&HAPAR,H K 
6HAPAR,H K 
GMAPAR.H K 
BMAPAR,M K 
6HAPAR,H K 
aHAPAR,H K 
SHAPER, H K 
SHAPIRO, R 
SHAPIRO, R. 

SHEA, R 
SHEA. J R 
SHEA. J R 
SHEA. J R 
SHEA. J R 
SHEA.J R 
8HEA.U R 
SKEA.J R 
SKEArJ R 
SKEArJ R 
BHEArJ R 

shea. j. R 
SHEAi J R 
SHEA.J R> 

SHEAi J R 
SHEAi J. R. 

SHEA. J R 
SHEA, J R. 

SHEA. J R 
SHEA. J R 
SHEA, J R 
SHEDECOR, E 
SHEDLOSKVrJ T 
SKEKETOPFrC 
SHEHETOPFrC 
SHELLEY, W J 
SHEPARD, A M 
SHERMAN, F L. 
SHERMOOD.O O 
SHERWOOD,© 0 
SHERWOOD,© O. 
SHEIWOOD,© O 
SMEWHON.P 0 
8HEWMON,P 0 
SHiPELERiJ J. 
SHIERrW 0 
SHIERfW 0 
8HIt18HAK,R E 
SHIPLER.O B 
SHIVELY. G N, 
SHIVELY. C N 
SHIVELY. C. N 
SHiVELYrC N* 
SHIVELY.C.N, 
SHiVELYrC N, 
SHIVELYiC N. 
SHiVELVrC N. 
SHIVELY, C N. 
SHiVELYrC N. 
SHlVELVrC N. 
SHIVEL.V,G N 
SHIVELY, C N 
SHiVELYrC N 
SHOEMAKER rC L 
BHOOP.P.R 
8HORB.E M 
SKORTr T E 
aHtWTiT.E 
SHORT rT E. 
SHORT. T. E 
SHORT. T. E 
SHORT. T E. 
SHORT. T, E. 
SHORT. T E 
BWRTf T. E. 
S4«»T.T,E 
SHORT. 7, E, 
SHORT. T E. 
81ER8.C 
SIESS.C, 
BIOH.H 
SILK.e. V. 
BINCHUKr V.D 
SIMQH.H R, 

NURE©/CR-07e5 SI MONO r 0. B. 

SINCLAIR.H 
SJOORENrR.H. 
SJOOREHrR.H 
SJOOREN. R H 
SKARUPAr J. 0. 


ACCESSION 

NUMBER 

DOCKET 

NUMBER 

REPORT 

NUMBER 

7909040611 

50-315 


7909070583 

30-316 


7909070590 

50-315 


7905110120 

50-319 


7903190423 

30-319 


7905190408 

90-316 


7905240602 

90-315 


7905170240 

90-319 


7905170261 

90-316 


7905210135 

90-315 


7905220320 

90-315 


7909230325 

50-316 


7909310367 

90-316 


7905290921 



7905300796 

90-280 


7905160109 



7903150327 



7903010215 

50-350 


7909240412 

90-350 


7903160105 



7909300403 

90-320 

6eCY-79-239 

79031600 17 

90-320 


7909090213 

90-320 


7909230713 



7909240941 

90-322 


7909240915 

50-322 


7903240001 


SECY-79- 102A 

7909240059 


SECY-79- 120A 

7903230033 


SEC Y-79- 1036 

7909240147 


aECY-79-24B 

7909240173 


SECY- 79“ 249 

7905220051 


BECY-79-296 

7905230020 


BECY-79-142A 

7909230022 


BECY 79-299 

7909240201 


BECY- 79-298 

7909230035 



7909300111 

90-32© 


7909100053 


8ECY-79-270 

7909100413 


SECY-79- 269 

7905230553 


aECY-79-271 

7909290264 

40-8699 

8ECY-79-260 

7909240371 


BECY-79-2a0l4 

7909100230 



7905250207 



7905150311 



7905230937 


BECY- 79-272 

790525029^1 



7905300426 

90-344 


7905240704 

90-249 


7905300615 

90-271 


7905300607 

30-271 


7905090425 

40-8027 


7905290083 

30-44d 


7903240078 

70-33 


79050B0440 



7905140274 



7905300932 



7905310039 



7909140012 

50-320 


7909290262 



7909030916 

50-482 


79051QQQ21 


7909100021 

7909100235 

50-309 

BNL-NUREO -29701 

7909290407 

50-409 


7909030015 


NURE0/CR-O426 VI 

7909190601 

50-360 


7909140176 

90-360 


7905140182 

50-360 


7909140185 

50-363 


7905170239 

50-360 


7905140263 

50-3 13 


79051 309BOI 

50-360 


7905130987 

50-360 


7905170232 

50-368 


7905170259 



7905220400 

50-360 


7905220405 

50-360 


7905290109 

90-313 


7905300917 

90-360 


7905160325 

90-317 


7905110026 



7905210277 

90-367 


7905290222 

90-289 


7905190211 

90-289 


7905230613 

90-289 


790510012a 

30-209 


7905240672 

30-289 


7909290499 

50-289 


7909090046 

90-289 


7905090363 

90-289 


7903140233 

90-289 


7905190319 

90-289 


7905230453 

90-289 


7905310243 

90-209 


7909030210 

90-320 


7909100052 

90-320 


7905030332 

90-40? 


7909070245 

70-1201 


7905190706 

71-9132 


7905020447 

90-320 


7905070213 



7905290691 

90-299 


7909190920 

90-30? 


7909150343 

90-271 


7905190337 

90-29 


7909250269 
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AUTHOR 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

REPORT 

NUMBER 

SKOOENr F. B 

79031 00290 

50-305 

XN-NF-79-27 

GKOLDBr J L 

7903020471 

50-339 


GLAOOIE.E L 

7903220426 

50-320 


SLICKEYiF K 

7903150545 

50-445 


SLQBQDIENrM J 

7905210108 

50-320 


BLOBQD!ENrH J 

7905210144 

50-320 


GtOBQDlENrK J 

7905210247 

30-320 


BLOBQDIEN. H J 

7905210246 

50-320 


etOBODlENfh J 

7905210293 

30-320 


BLQCUM. J J 

7905140527 

50-266 


SHIlTHiU R 

79052 504B1 

30-250 


SMITH. H.P 

7903070191 



SMITH. H E 

7903300467 



SMITH. C V, 

7905070304 

50-243 


SMITH. R E 

7905300422 

50-102 


SMITH. d,R 

7903290641 

50-471 


SMITH. d R 

7903290637 

50-471 


SMITH. 1 U 

7903240103 

50-389 


SMITH. 1 W 

790S290SB3 

50-395 


SMITH. I H 

7903130796 

50-389 


SMITH. I H 

7903250362 

30-400 


SMITH. B H 

7905250137 

30-272 


SMITH. B.H 

790S13O1S0 

50-272 


SMITH. B H 

7903130167 

50-272 


SMITH. B.H 

7903130192 

50-272 


SMITH. B H 

7903030020 

50-272 


SMITH. B H 

7903070131 

50-471 


SMITH. B H 

7903290033 

50-471 


SMITH. 8 H 

7903070129 

50-471 


SMITH. B.H 

79031 50068 

50-272 


SMITH. 0 H 

7903210110 

50-320 


SMITH. 0 K 

7905210112 

30-320 


SMITH. 0 H 

7903190173 

80-320 


SMITH. O.H 

7905210072 

30-320 


SMITH. 0 H 

7905210261 

50-320 


SMITH. 0 H 

790521 0308 

50-320 


SMITH. 0 H 

_ 7903210299 

30-320 


SMITH. 0 C 

7903110036 

70-020 


SMITH. 0 H 

7905300108 

50-320 


SMITH. 0 H 

7905210273 

50-320 


SMITH. 0 H 

7903110102 

30-6134 


SMITH. 0 H 

7903110105 

30-6134 


SMITH.© H 

7903230724 

30-277 


SMITH.© H 

79052901 SB 

30-3 


SMITH.© H 

7903090134 

30-220 


SMITH.©. H. 

7905240294 

30-244 


SMITH.© H 

7905110072 

30-6134 


SMITH. 0 H. 

7905230694 

50-277 


SMITH.© H 

7905290177 

50-3 


SMITH. R 

7905 U 0340 

50-320 


BMOLINSKY.J H 

7903030247 

30-549 


BKOLINSKYr J 

7903030330 

50-549 


8MSL INSKY. J. 

7903070467 

30-596 


SNAIDERrR, P 

7905290523 



SNIEZEK.d H 

7905100373 

50-346 


SNIEZEK. d H 

7905110006 

50-312 


8NIEZEK. J H 

7905210253 

30-320 


SNIEZEK. J H 

7905220412 

30-320 


SNOUiB A 

7903220223 

30-244 


SNYDER. A. N 

7903300061 

50-320 


SNYDER.© L 

7905300090 

30-320 


SNYDER. B. d 

7905160102 

30-320 


SOBQN.L J 

7905040026 



80BON.L J, 

7903210173 

50-219 


8QB0N.L J 

7905290259 



80BON.1. J. 

7905030340 



80BON.L J 

7905140392 

50-219 


SQBONiL J 

7903210132 



SOBQN.L d 

7905300558 



80BQN. L. J, 

7905310321 



80HINKI.6 M 

7905310013 

30-466 


SOHINKIiS M 

7903210381 

50-466 


SOMINKI.^M. 

7905130127 

30-392 


SOHINKI.S M 

7905100276 

30-466 


SOMINKI.S M. 

7903300072 

50-466 


SOHINKI.S K 

7905130125 

50-335 


SOHINKI.S M, 

7905150737 

50-452 


80HINKI.8.M. 

7903150740 

50-466 


SOHINKI.S H 

7905150745 

50-4G5 


SOHINKI.S, M. 

7905150748 

50-592 


SOHINKIiS M 

7905300337 

50-592 


SOHINKIiS M. 

7905100123 

50-466 


SOHINKIiS K 

7905100146 

30-466 


SOHINKliS.M. 

7905100122 

50-437 


SOHINKI.S. M 

7905240133 

50-592 


SOHINKIiS, M. 

7903240296 

50-466 


SOHINKI.S, H 

7903240149 

50-466 


SOHINKt.S.M 

7905240526 

50-466 


SOLBERO.O e. 

79051 10273 

50-320 


80LBR10.C.H 

7905040482 

50-10 


SORENSON. 8 M. 

7905250376 



80UCY.A R, 

7903160309 

30-29 


60UGY. A R 

7905310390 

30-29 


8PAAK. F. 

7903150573 



SPARKS. E 

7903150692 

7t-47 


SPARKS. D U. 

7903170302 

50-272 


8PECTQR.8 

7905110104 

30-244 


SPEC TOR .6, 

7905310435 

30-244 


SPEIS. T P. 

7905310160 

30-267 


spers.T.P 

7905310171 

30-267 


8PEI8. T. P 

7905310186 

30-267 


SPEISi T. P. 

7905300210 

30-267 


8PELMAN.H J. 

7905240114 

40-2061 


SPENCER. K G 

7905300520 

50-260 


SPENCER. N. C, 

7905240162 

50-338 


SPENCER. M.C. 

7905240783 

50-339 



AUTHOR 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

8PENCER. H C. 

7705070473 

30-280 

SPENCER. >1 C. 

7905070610 

30-280 

SPENCER. C, 

7905250092 

30-200 

SPENCER. U C. 

7905250132 

30-200 

8PE8SARD.R L, 

7903130134 

50-331 

8PRA0L. d 

7905250122 


8TAGH0M. E 0, 

7905230818 

50-522 

STAEN9ER0. M. R 

7905100157 

50-273 

8TAFFA.R U 

7905100244 

50-321 

8TAFFA. R, N 

7905300309 

50-321 

BTAFFA.R- W 

79052404B9 

30-424 

STAHL. D H 

7903250361 

50-445 

STAHL. 0 

790514013S 

50-445 

STAHL. P M 

7905030260 

50-445 

STAHL. D H 

7905240241 

50-445 

STAHL. 0 

7905100118 

50-445 

STAHL. D 

7905100123 

50-445 

STAHL. D M 

7905100271 

50-445 

8TAHLE.C R 

7903100220 

50-390 

STALLINGS. C M 

7905040305 


STALL INOSiC M 

7903290125 

50-338 

STALLINGS. G K 

790S2306SB 

50-33S 

6TALLIN08. C M 

7905140401 

50-330 

STALLiNGa.G M 

7903290372 

50-201 

STALLINGS. C M 

7905080164 

30-200 

STALL! NOS. C M 

7905230631 

30-330 

STALLINGS. C H 

7905020243 

50-338 

STALLINGS. C M 

7905020474 

50-338 

STALLINGS. C M 

7905020512 

50-280 

STALLINGS. C. M 

79052401B1 

50-200 

STALLiNGa.G M 

79050104B4 

50-2B1 

STALLINGS. G. M 

7905010492 

50-200 

STALLINGS. C M 

7905020358 

30-338 

STALLINGS. C H 

7905020391 

50-333 

STALLINOa.G M 

7905040036 

50-280 

STALLINGS. G M 

7903040626 

50-330 

STALLiNGa.G M 

7905300734 

30-330 

STALLiNGa.G M 

79030403BO 

30-200 

STALLiNGa.G H. 

7905040396 

50-200 

STALLINGS. C H 

7905070637 

50-200 

STALLINGS. C, M 

7905090441 

50-339 

STALLINGS. C M. 

7905070530 

50-338 

STALLINGS. C K. 

7905070655 

30-280 

STALLINGS. G. H 

7905070656 

30-330 

STALLINGS, C M 

7905240401 

30-330 

STALLINGS. G. N 

7905300706 

50-200 

STALLINGS, C M 

7905000428 

50-330 

STALLiNGa.G H 

79OS0B0444 

30-330 

STALLiNGa.G M, 

7905000506 

30-330 

STALLiNGa.G H 

7905000530 

80-280 

STALLINGS. C, H. 

7903110142 

80-338 
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7903140310 

90-333 


UHRIO, R. E 

7903210121 

50-333 


UHRIO, R E 

7903300013 

80-250 


UHRIO, R.E. 

7905220027 

90-335 


UHRIO, R E 

7903240486 

30-251 


UHRIO, R E 

7903240347 

90-290 


UHRIO, R.E. 

7903230397 

90-339 


UHRIO, R E 

7903250411 

90-290 


UHRIO, R.E 

7905290143 

90-290 


UHRIO, R E. 

7905310214 

90-339 


UHRIO, R E. 

7905300014 

90-339 


UHRIO, R.E, 

7905310303 

30-339 


UHRIO, R E 

7903310309 

90-339 


ULLMAN, A 

7903300507 



ULRICH. W T. 

7903140346 

30-277 


ULRICH, W, T, 

7903230B61 

90-277 


URBAN, H. 

7905240398 

50-992 


URHtO.R.E 

7905080412 

90-290 


URHIO.R.E. 

7905230426 

90-290 


UTLEY, E. E 

7905190013 

50-261 


UTLEY, E, E. 

7905100241 

90-324 


UTLEY, £ E 

7905230613 

90-261 


UTLEY, E.E. 

7905010317 

50-261 


UTLEY, E E. 

7905030331 

90-261 


UTLEY, E.E. 

7903030353 

90-324 


UTLEY, E, E. 

7905010357 

90-261 


UTLEY, E E, 

7905240192 

90-324 


UTLEY, E.E. 

7903040084 

90-261 


UTLEY, E. E 

7905010332 

90-261 


UTLEY, E. E 

7905020333 

90-261 


UTLEY, E. E, 

7903040032 

90-261 


UTLEY, E £, 

7905040624 

90-324 


UTUY, E, E. 

7905300283 

90-324 


UTLEY, E.E, 

7903080402 

90-324 


UTLEY, E. E 

790SOB0417 

90-324 


UTLEY, E E, 

7903080436 

90-324 


UTLEY, E E 

7905080437 

90-261 


UTLEY, E, E. 

7905300296 

90-261 


UTLEY, E.E, 

7905310379 

90-324 


UTLEY. E. E. 

7905130328 

90-261 


UTLEY, E. E. 

7903210163 

90-324 


UTLEY, E.E. 

7903230121 

90-261 


UTLEY, E. E 

7903220346 

90-261 
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AUTHOR 

ACCEB 8 IQN 

HUMBER 

DOCKET 

NUMBER 

REPORT 

NUMBER 

UTLEY* E E 

7903290374 

50-261 


UTLEY* E E 

7905300449 



UTLEY* E. E 

7905290370 

50-324 


UTLEY* E E 

7909290388 

90-261 


VAKRCNWALD* J 

7909100297 

50-234 


VAHRENWALO* J 

7905240607 

30-263 


valor E*C 

7903230525 

50-272 


VALOR El C 

7905230932 

50-272 


VALOR ErC 

7903190801 

30-272 


VALOR E,C 

7909230693 

50-272 


VALOR E*C 

7909290024 

30-272 


VALOR E*C. 

7903230028 

50-272 


VAN BRUNT* E E 

7909220386 

50-329 


VAN BRUNT* E E 

7909310370 

30-392 


VAN BRUNT* E, E 

7909300287 

50-392 


VAN BRUNT. E E. 

7903130609 

30-928 


VAN SiCKELiJ 

7903020293 

30-331 


VAN 8 ICKEL* J 

7905160368 

30-331 


VAN SICKELrU. 

7903160387 

50-331 


VAN BICKEL.J 

7903210224 

30-331 


VAN SICKELrJ 

7903290191 

30-331 


VAN TRAN. T 

7909100229 


NUREO/CR-O7a4 

VANDRUNTiE E 

7903290096 

50-928 


VANBRUNT.E E 

7909290072 

30-528 


VANDENBUROH* D E 

7909230339 

50-309 


VANDENBUROH* 0 

7909210161 

90-309 


VANDEHBUROH* 0, 

7909010480 

30-271 


VANDENBUROH* d E 

7903010900 

50-271 


VANDENBUROH. D E 

7909240613 

50-271 


VANDENBURQH* D 

7903230473 



VANDEU.T E 

7903290720 

90-398 


VANNE 8818 C 

7909240789 

50-272 


VAROA.a A 

7909070669 

90-556 


VAnOA *8 A 

7903230795 

50-397 


VAROA.a A 

7903090299 

90-466 


VAROA. 8 A 

7903100171 

30-946 


VAROAiB A 

7903100439 

50-413 


VAROA. 6 A 

7909130649 

50-327 


VAS 8 UEZ.R 0 

7903000497 

30-321 


VASSALLOi D B. 

7909080279 



VASSALLO.D B 

7905080171 



VASSALLOr 0. B, 

7903080217 



VASSALLO* D B 

7809090087 

30-457 

NUREO-0219 

VASSAULOiD B. 

7909000230 



VASSALLO* D. B 

79090B0299 



VABBALLO.D 8 

7909110143 



VASBALLQ.O 0 

7909160183 

50-320 


VA99ALL0.D 0 

7909020400 

90-367 


VASSAULOi D B 

7909020406 

30-302 


VASSALLO* D. B, 

7909020414 

50-393 


VASSALLQrD B. 

7909020420 

30-437 


VAS8ALL0*D B, 

7909020424 

50-440 


VASSALLQrD B, 

7909020432 

50-482 


VA 88 ALLQ* D. B. 

7909020437 

50-490 


VASSALLQrD B. 

7909020443 

30-546 


vassallq* D, B 

7909020432 

90—596 


VASSALLQrD B 

7909010136 

50-320 


VASSALLQ* D. B. 

7909110190 

30-320 


VASSALLQrD B 

7909110414 



VAQBALLQrD B 

7909100399 

30-320 


VASSALLOi D D. 

7909160112 

30-320 


VASSALLQ* D. B* 

7903100392 

50-320 


VASSALLQrD B 

7909100390 

90-320 


VAS8ALL0* D B 

7909100389 

90-320 


VASSALLQ* D, B. 

7909250126 

90-522 


VASSALLQ* D B 

7909100300 

90-320 


VA68ALL0. D. 0. 

7909230840 

90-368 


VERDERY* E. H. 

7903150259 

50-250 


VTOLETTErJ B, 

7909290931 



VOlOHTrH H 

7909300029 

90-341 


VOIOHT.H. H, 

7908240199 

90-485 


VClOMTi H. H 

7909150074 

90-405 


VQIOHTiH H 

7905240801 

50-548 


VOLOERrB. H 

7909100136 



VOLLHERiR H 

7905140287 

90-524 


VCLLHERrR.H. 

7909150119 



VOLLHERi R. H 

7909230023 

90-320 


VOLLHERrR. H 

7909230029 

50-320 


VQLLHERrR:. H 

7905230126 

50-320 


VOLLHERrR H 

7909230032 

90-320 


VOLLHER* R. H. 

7909230040 

90-320 


vollher* r. h 

7905190226 

50-320 


VCLLMER* R. H. 

7905190247 

90-320 


VOLUHER* R. H 

7905230176 

50-320 


VOLLHER* R H 

7909230116 

50-320 


VOLLHER* R. H. 

7909230118 

90-320 


VOLLHER* R H. 

7909020126 

90-320 


VOLLHER* R H 

7905230169 

90-320 


VOLLHER* R. H, 

7903100034 

90-320 


VOLLHER* R, H. 

7905210012 

80-320 


VOLLHER* R H 

7905230130 

90-320 


VOLLHER* R. 

7903190179 



VOLLHER* R. H. 

7903100073 

30-280 


VOLLHER* R 

7909180808 



VOTHrH.H. 

7905070058 

71-6080 


VOTH 1 M. H. 

7909150281 

71-6058 


WACHTERi L. U. . 

7909070344 

90-282 


UACHTER* L. J. 

7903140104 

50-282 


HACHTER* L. U. 

7903130973 

90-263 


WACHTERrL 0. 

7903290321 

90-263 


WAGHTERrL. U. 

7909040317 

90-263 


WAGHTERrU. J. 

7905040022 

90-263 


UACHTER, L J 

7905290290 

30-282 


UACHTER, L. J. 

7905230915 

90-263 


UACHTER* L. 

7905250429 

90-263 


UALBRlDOErU, C. 

7909220463 

90-312 




ACCESSION 

DOCKET 

AUTHOR 

NUMBER 

HUMBER 

WALBRIDOE.W C 

79030I0477 

30-443 

WALKER. R a 

7903020123 

50-320 

WALKER *R D 

7903190134 

50-331 

WALL* I B 

T'JOSaODAl’? 


WALL* t 8 

7903230434 


WALLACE* A 

7905190070 

50-320 

WALLACE A T 

7905290448 


WALLACE* A 

7903240417 


WALLACE, E 0 

7909230013 

50-320 

WALLACE* J A 

7903250213 

50-331 

WALLACE* L E 

7909240074 

50-519 

WALLACE. J J 

7903150335 

30-305 

WALLACE* J R 

7903300162 

50-320 

WALPOLE* 0 R 

7905150792 


WAL 6 KE* C 

7903140086 

50-320 

WALTERBrD K 

7905020442 

50-327 

WALTON. 0 A 

7905020140 

50-209 

UANDKErN E 

7905020272 

50-293 

WANDKErN E 

7909090322 

50-295 

WANDKErN E 

7905100300 

30-304 

WANDKEiN E 

7905100306 

50-304 

WANDKE. N E 

7903240543 

50-293 

WANDKE. N E 

7905240550 

50-304 

WANDKErN E 

7909240338 

50-293 

WAKOrC H 

7905070584 

50-243 

WARD* 0 E 

7905250469 


WARDiE C 

7905020462 

50-282 

WARDrE C, 

7903140214 

50-282 

WARD, K D 

7903230308 

50-341 

WARD, K D 

7909290369 

50-155 

WARD«K 0. 

7903240716 

50-373 

WAREMBOURO, D 

7905010507 

50-267 

WAREHBDURO* D 

7905040374 

50-267 

WAREKSQURO, D 

7905000344 

50-267 

WAREMBQURO* D 

7905080453 

50-267 

WAREHBOURO. D 

7905160367 

50-267 

WAREHBDURO. D 

7905160372 

50—267 

WAREHBOURO* D 

7905160313 

90-267 

WMIEM 8 QURQ. 0 

79 Q 9230025 

50-267 


WAREMflOUROi D 
WARNiCKiR.F 
WARNiCKiR F 
WARNlCKrR. F. 
WARNiCKrR.F 
WARREKt H C 
MARREWrM C 
MARREW80URO, D 
HATANAOEi N 
MATfWAaEiW 
WATERHQUSEr E 
WATERHaUBE* H 
WATFORD* K, L 
WATSON, a 
WATSON* C. 
WATTERKAHN*M J 
WATTS* K J 
WATTS* H J 
WATTS* M J 
WEBB.R £. 

weder.s 

WEBER* H D 
WEBSTERiL 
WEBSTER* e. H, 
WEEKS* E D 
WEEKS* J R. 

WEEKS* J, R 
WeOLSViH L 
WEHRUEiR R 
WEIOAND* J.O. 
WE1LAND*R W 
WEINOARTEN* V. I. 
WeiNHOUDrE H 
WEX8eR*J L. 
WEISER* J. L 
WEISS* E.R. 

WEISS* E R 
WEISS* E R. 

WEISS* N M 
WEISS* N. » 

WEISS* N.M 

WEI88. T. 

WEISB* D 
HEISSi D. 

WEISS, D. 

WElSSiD. 

WEISS* D 
WEI88BER0* 8 . 
WEtSSBERO* 6 
WEISS* a H. 
WENHERiS. 
WENMER*a. 
WERLINO* J. A 

meruino* j a. 

WERLIW* J. A 
WERLINO, J, A 
WERUINOi t. a, 
MERLINO* j a. 
WERLINO* J* A 
WERLINO* J. A. 
WEBTERMAN, T, F, 

western* f. 

WETHORE* J. 8 
WETTERHAHN, M vI. 
WETTERHAHN, H. J 
WETTERHAHN* H. J. 
WETTERHAHN* M U. 


7908020209 

7903080093 

7905290346 

7903240729 

7905100369 

7903100368 

7905280464 

7903230041 

7905250045 

7905300720 

7903300719 

7905190426 

7905240725 

7905020182 

7905170303 

790502016'? 

7905150366 

7905100142 

7903130691 

7905250333 

7905090261 

7903020246 

7903290174 

7909190130 

7909150196 

7909150201 

7909030246 

7909290311 

7909310429 

7909300638 

7909030031 

7909300336 

7909210018 

7909210021 

7909030262 

7909230749 

7909230760 

7904300173 

7904300341 

7904300354 

7909100013 

7909240984 

7909110052 

7905150790 

7905240230 

7909240946 

7905160111 

7905160126 

7905030297 

7908250347 

7905290268 

7905310384 

7903080460 

7903080468 

7905080549 

790SOB0591 

7909130931 

7909150936 

7909240368 

7905010395 

7909140203 

790SI00324 

7905190131 

7909190133 

7908290171 

7909290176 


90-319 

50-295 

50-263 

90-358 

71-307 

71-307 

50-267 


50-279 

50-279 

50-261 

90-546 

50-350 


90-299 

30-996 

90-320 

50-339 

90-133 

90-27 

90-272 

71-104 

50-498 

71-97 

50-443 

90-320 

90-320 

90-338 


90-320 

70-371 

70-364 

70-B 

70-794 

70-824 

90-320 

90-320 

90-996 

90-334 

90-334 

90-334 

90-334 

50-334 

90-334 

50-334 

90-334 

90-313 

30-409 

90-398 

50-398 

50-39Q 

50-398 


REPORT 

NUMBER 


BNL-NUREO “23021 
BNL-NUREO-29902 
NUREO/CR-0523 
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ACCEBSION 


AUTHOR 

NUMBER 

WETTERKAHN.M J 

7909290180 

WETTERHAHNfM J 

7909190151 

NETTERHAHNiH J 

7909300062 

WETTERHAHNFM J 

7909300067 

WETTERHAHN. M J 

7909170301 

WETTERHAHNf h j 

7905100169 

WETTERHAHN. M J 

7905290 117 

WETTERHAHN. M J 

7905250123 

WETTERHAHNrM U 

7905310093 

WETTERHAHN, M 

7909240094 

WHITE, K C 

7909190988 

WHITE, H C. 

79091 30611 

WHITE, M 

7909310111 

WHITE. M 

7905140060 

WHITE, L D 

7909290181 

WHITE. L D 

7909040101 

WHITE. L D 

7909040180 

WHITE, L 0 

7909070486 

WHITE, 1. D 

7909070980 

WHITE, L D 

7909100149 

WHITE, L D 

7909110101 

WHITE, L D 

7909220377 

WHITE, L D 

7909220031 

WHITE, L D 

7909300474 

WHITE, L D 

7909310399 

WHITE, L D 

7909310431 

WHITE8ELL, D E 

7909110404 

WHireSELL, 0 € 

79OS13O30S 

WHITLOCKf W N 

7909090292 

WHITLERfJ d 

7909240985 

WHITMAN, J H 

7909240948 

WHITHER, C F 

7909240227 

WHITHER, C F 

7909230462 

WHITHER, C F 

7909080427 

WHITHER, C F 

7909190213 

WHITHER, C F 

7903170234 

WHITHER, C F 

7909190099 

WHITHER, C F 

7905230047 

WHITHER, C F 

7905230930 

WHITHER, C F 

7909290184 

WHITHER, C F 

7909300006 

WHITHAN, 0 0 

7909020004 

WHiTTEMORExF C. 

7909100192 

WHITTEMORE,F C 

7909290311 

WHiTTEMORExF C 

7909150207 

WHITT, K W 

7909110006 

WHITT, K W. 

7909250410 

HI ONER, W A 

7909290029 

WtDNER.W A 

7909290033 

WtOOlNTON, D 

7909290723 

WILBER, H 

7909220490 

HILBGRN, L 

7909230693 

WILCOK.M H 

7909110227 

WILCOX, J D 

7909070118 

WILKENS.P C 

7909190373 

WILKINS, T D. 

7909150116 

WILLEM5EH, B 

7909240605 

WILLIAM, H A 

7909140183 

WILLIAMS, R E 

7909240170 

W1LLI8,C A 

7909190741 

WILLIAMS, C E 

790929021 1 

WILLIAMS, 0. H 

7909070491 

WILLIAMSON, E A 

7909230104 

WILLIS, E 

7909190638 

WILLIAMS, J L. 

7909110014 

WILLIAMS, F P 

7909190190 

WILLIAMS, 0 H 

7909020161 

WILLIAMS, 0 H 

7909020439 

WILLIAMS. 0 H 

7909240069 

WILLIAMS, 0, H 

7905040124 

WILLIAMS, 0 H 

7909070299 

WILLIAMS, C C 

7909080211 

1, c c 

7909190436 

,P M. 

7909100277 

.E 

7905310232 

D 

7909230696 

0 . 

7909030106 

0 

7909030123 

0 

7909070103 

. D 

7909240176 

0 

7909190203 

R 

790919094S 

7905290430 

. c. 

7905190116 

. R. 

7909020388 

F. 

7909220078 

. W. 

7909190435 

E 

7909070209 


7909020128 

8 D 

7909040449 

8. 0. 

7909100267 

B D 

7909080431 

B. 0 

7909110167 

B D 

7909170238 

B. D 

7909220289 

B. 0 

790922031 1 

a D. 

7909310390 


7909110261 

*0. 

7909190493 

. 0. 

7909190901 

0. 

7909210142 

0 

79091 10086 

A, W 

7909240369 

7909140969 

7909160049 

J 

7909310409 


DOCKET REPORT 

NUMBER NUMBER 


50^358 

90-330 

90-398 

90-398 

90-398 

90-398 

50-398 

90-358 

50-398 

90-273 


90-4A6 

90-4A6 

90-244 

90-244 

90-244 

90-244 

90-244 

50-244 

50-244 

90-244 

90-244 

90-244 

90-244 

90-244 


50-946 

50-348 

40-6699 

90-424 

90-321 

90-321 

90-321 

90-321 

90-321 

90-321 

90-366 

90-321 

90-916 

50-322 

90-322 

90-312 

90-302 

90-321 

90-321 

90-334 

90-320 

50-320 

90-281 

90-244 

70-1201 

90-294 


71-9023 

90-368 

90-299 

90-324 

90-914 

90-206 

70-1191 

70-143 

90-339 

70-27 

70-1201 

90-331 

90-331 

90-27 


90-270 

90-290 

90-320 

90-344 

90-344 

90-196 

90-449 

30-320 

90-344 

90-344 

90-344 

90-344 

9P-344 

90-344 

90-344 

90-344 

90-320 

90-316 

90-316 

90-313 

90-312 

90-322 

90-382 

90-320 

90-466 



ACCESSION 

DOCKET 

AUTHOR 

NUMBER 

NUMBER 

WOLFE, a J 

7909230182 

90-466 

WOLFE, 6 J 

7909190677 

90-437 

WOLFE, 8 J 

7909190491 

90-996 

WOLFE, S J 

7909220071 


WOLFE. 8 J 

7909230960 

90-996 

WOLFE, 8 J. 

7909230370 

90-996 

WOLFE. 8 J 

7909290941 

30-392 

WOLFF, C. E 

7903140941 

40-8602 

WOLFF, C E 

7909030363 

40-8602 

WOLFF, C E 

7909290063 

40-8602 

WOLFF, T 

7909090176 


WQLtVER, J D 

7909190144 

90-398 

WQLIVER, J D 

7909190218 

50-398 

WQNO, 8 

7909300269 

30-206 

WOOD.W C 

790529D492 


WQDD.W c. 

7909290303 


WOOD, J. C 

7903070291 

90-498 

WOOD, e. c 

79090903B2 

90-309 

WOOD, E. C 

790523D467 

90-309 

WOOD.E, C. 

7909190191 

90-309 

WOOD, E. C 

7909220243 

90-309 

Wood, e. c 

7909220291 

90-309 

WOOD, E F 

7905040906 

90-387 

WOODARD. J R 

7909140990 

90-396 

WOODHEAD.C P 

7909080392 

90-466 

WOODHEADiC P, 

7909000039 

90-219 

WOODHEAD.C P 

7903090419 

30-219 

WDOOHEAD, C. P. 

7905190143 

90-910 

WaODHEAD/C P 

7903100226 

30-996 

WOODRUFF, R W. 

7909110028 

90-312 

WOOLEVER.E J 

7903010341 

90-412 

WQOLEVER, e. J 

7909080370 

90-334 

WD0U8TENHULME, J 

7909310493 

90-466 

WDZNIAK, B F 

7909100292 

30-309 

WRIGHT. R L 

7909190077 

90-320 

WRlOHTiK H 

7903020222 

40-4492 

WRIOHT^F 8 

7909090411 

90-471 

WRIGHT. M 

7909220264 

30-237 

WRIGHT. R W 

7,903230193 

90-389 

WRIGHT. G.C. 

7909090169 

90-331 

WRIOHTiE 0 

7909110144 

90-320 

WRIGHT, e G. 

7903110174 

90-320 

WRIGHT. E 0 

7909110171 

90-320 

WRIGHT. R W 

7905110269 

90-320 

WRIGHT. R. W. 

7909110266 

90-320 

WUxT Y. 

7903240103 


WYLER, 8 

7903230709 

90-279 

WYMAN, E H 

7909220341 

90-309 

WYRICK.R 

7909290430 

90-290 

YACKLE. T. R 

7909190213 


yager, D M 

7909190603 

50-279 

VALE, A, H. 

7909040379 

90-409 

yamazaki.h. 

7909290139 


YBARRONDQ, L. J 

7909110207 

90-320 

YBARRONDO, L. J. 

7909080099 


YEAGER. L L 

7903090163 


yelderman,j C 

7903090262 


Yell IN. j. 

7909160138 

90-320 

yin,l t 

7905190939 

90-398 

YORE» J ft 

7903080194 


Yore, J r 

7909290330 

90-279 

YORE, T. R. 

7909020109 

90-488 

YOREiJ r. 

7909240762 

90-914 

YOUNG, R E 

7909190084 

71-63 

YOUNGBLOOD, J 

7909290470 


YQUNODLQQDr J. 

7909240410 


YOUNGBLOOD, J. 

7909240401 


Youngblood, j 

7909240438 


YOUNG, R 

7909220404 

90-243 

YOUNG, F, W. 

7909300082 


Young, t 

7909290192 

90-279 

YOUNGSLOODiB J 

7909100338 

90-320 

YUHA9, 0 P 

7909240306 

90-244 

YUN, sf U. 

7909250327 


YU8PEH.A R. 

7909250340 

90-302 

ZAHN, L. L. 

7909190301 

70-1300 

ZALOUDEKi F R 

7909290133 


ZANie, L 

7909230010 

30-320 

ZAVADOBKl.R.U, 

7909290142 

90-33B 

ZEBRAK. I L 

7909290369 

90-996 

ZEBRAK. t.L. 

7909290370 

90-996 

ZEBRAK. I. L 

7909190164 

90-996 

ZEBRAK. I L. 

7909240160 

90-996 

ZiBULBKYrH 

7909230280 

70-33 

ZIELINSKI, C A 

7909290209 

90-996 

ziemann, D, L. 

7909140920 

90-266 

ZIEMANN, D L. 

7909100321 

90-219 

ZIEMANN, O.L. 

7909090160 

90-249 

ZIEMANN, 0, L. 

7909030126 

90-244 

ZIEMANN, D L. 

7909080381 

90-249 

ZIEMANN, D, L 

7909080382 

90-249 

ZIEMANN, D, L. 

7909020449 

90-206 

ZIEMANN, 0 L. 

7909020490 

90-206 

ZIEMANN, D. L 

7909020497 

90-206 

ZIEMANN, D, L 

7909190648 

90-199 

ZIEMANN, 0. L, 

7909190707 

90-199 

ZIEMANN, D. U. 

7909190719 

90-199 

ZIEMANN, 0 L 

7909000570 

90-237 

ZIEMANN,©. L 

7909080337 

90-10 

ZIEMANN, D, L. 

7909060339 

90-237 

Ziemann. o. l, 

7909080343 

30-249 

ZIEMANN, D, L 

7909090016 

90-213 

ZIEMANN, D, L. 

7909090020 

90-206 

Ziemann. D l. 

7909090022 

90-29 

ZIEMANN, D. L 

7909090024 

90-219 

ZIEMANN, D.L. 

7909090026 

90-244 


REPORT 

NUMBER 


NURE0/CR-0S79 


7909080099 

7909090163 


PERSOWAL AUTHOR INDEX 


355 


AUTHOR 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

ZlEHAm D L 

7903090029 

30-233 

ZJEMAKI^, D L. 

7903240271 

50-133 

ZIEHANNi D L 

7903230&O2 

50-233 

ZtEHANNiD L 

790302021 8 

50-206 

ZIEHANNr 0. L 

7903020351 

50-244 

ZIEHANNi D. U 

7903020363 

50-29 

ZtEHAHMi D L 

7903090203 

30-244 

ZXEMARM. D. t 

7903090207 

30-244 

ZIEMAKN. D L 

7903090263 

30-244 

ZiEMANNiD L 

7903100174 

30-409 

ZIEHANNr D. L 

7903230599 

30-409 

ZIEHANN, 0 L 

79030801 38 

30-233 

ZIEKANN« D, L 

7903100132 

30-409 

ZICMANNi D. L. 

7903290074 

30-409 


REPORT 

NUMBER AUTHOR 


ZIEMANNr D L 
ItEKANN. Q L 
21EHANN. D L 
ZIEKAKNi D L 
ZlEHANHr D L 
ZIEMANN. 0 L 
ZIMMERMAM.R P 
ZITT.K L 
ZtTTEL^H E 
ZUDAN5, Z 
ZUFELTi E 
ZURAKAVSKti P 
ZUETZI0»0 B 


ACCESSION 

DOCKET 

REPORT 

NUMBER 

HUMBER 

NUMBER 


7903250343 

50-235 


7903300729 

50-245 


7905290007 

50-243 


7905290012 

50-243 


7905290019 

50-245 


7905150489 

50-135 


7905290166 

50-336 


7905300749 

30-358 


7905240576 


7905240576 

7905250106 



7905110236 

50-333 


7903150701 

70-1257 


7905100330 

50-312 





CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

C 1 T I IEN" OROUP 7 1 NdT V I DUAL 7RiB I a' 


ACCESSION DOCKET 

NUMBER NUMBER 


Another Mother for Peace 
Appalachian Reiearch U Defenie Fundi Inc 
Cltlieni Aeeoclation for Sound Enargv 
Cltliart for a Better Environment 

CBS Neufi CBBi Inc 

Cltlieni Concerned About Nuclear Pouerr 
Inc 

Council of Energg Retource Tribes 
Cltiieni Energg Forum 
Citiieni for Safe Environment 
Cltlieni Action For Safe Energg 
Intarvenors Cleeton 

Center for Lauf in the Public Interest 
Coalition for Safe Pouer 


Cltlieni United for Reiponiible Energg 

The Denver Post 
EcoLogg Action of Otuego 


Environmental Coalition on Nuclear Pouar 


Fulton Oranga 1166 

Oreat Lakti Energg Alliance 

Kudiu Alliance 

Louisiana Consumer 'i Leaguei Inc 
Hlaml Vallsg Pouer Project 


Hitf-Hudson Nuclear Opponantii Inc 
Hiluaulcaa Santlnal 
Nautilus Alllanca 
Newi'-Journal Co, WIiDeluare 
Natural Resources Defense Council 


Nuclear Free State 
Prairie Alliance 
Public Cltlien Litigation Group 
Public Interest Research Group 


Potoaac Alliance 


Project for Open Government 
Palo Verde Nuclear Intervenori 
Safe Energy for New Haven 


Sierra Club 

Seecoast Anti-Pol lutlon League 
Gee Alliance of Ocean County 
Ban Lula Dblapo Kothere for Peace 
Save the Valley - Save Marble Hill 

Teiai Public Interest Research Group 


Trends Publ ieh lng« Inc. 

United Christian Actionilnc. 

Union of Concerned Sclentlats 
Vernorat Public Interest Research Group 


790524016 ^ 

790513009 ^ 

7903240929 

7903230239 

7903250430 

7905020037 

.7903090007 

79051 5071 S 
7905030209 
7903140519 
7903290273 
7905290295 
7905290292 
7905030174 
7903310104 
7903250279 
7903230816 
7903230273 
7903250337 
7903230550 
7903230546 
7905150312 
7903250031 
7903140191 
7903250333 
7905290473 
7903310203 
7903100403 
7903290181 
7903290107 
7903230593 
7905290691 
7905290090 
7905290300 
7905290464 
7905290468 
7905290320 
7905150737 
7905130227 
7903130212 
7903150221 
7903230409 
7903140327 
7903130235 
7903130324 
7905230224 
7903240178 
7905240190 
7905240482 
7903080184 
7905080202 
7905250292 
7905140079 
7903140094 
7905290679 
7905080286 
7905080296 
7905080034 
7903080266 
7905080296 
7903250438 
7908220436 
7905150279 
7905040330 
7905140072 
7905080036 
7903010032 
7903080040 
7903080047 
7903030207 
7903100328 
7908250233 
7903100262 
7905300487 
7905100332 
7905250350 
7905310267 
7905070230 
7903300215 
7905240251 
79051 50293 
7905250052 
7905240872 
7905240964 
7905240232 
7905300172 
7903300177 
7905250242 
7905110339 
7905110341 
7903100050 
79032*70024 
7905300619 
7905240469 
7905300615 


CNOt KIEER INO/COHSTRUC T ION/GONSULTANT8/aER VI CE8 


30-374 

50-445 

50-320 

50-320 

50-498 


50-338 

50-320 

50-536 

50-471 

50-471 

50-273 

50-273 

30-344 

50-522 

50-344 

50-344 

50-344 

50-344 

50-331 

50-331 

30-396 

50-485 

30-485 

30-320 


50-463 

50-255 

30-400 

.30-382 

50-350 

50-358 

30-358 

50-338 

50-338 

30-338 

50-338 

30-396 

50-266 

50-374 

30-3 

50-466 

30-466 

70-2623 

50-437 

30-437 

30-437 

70-2623 

30-320 

70-2623 


30-437 

50-556 

50-461 

50-320 


50-22 

50-336 

50-280 

50-338 

50-280 

60-592 

50-596 

50-302 

50-502 

50-510 

50-443 

50-363 

50-273 

50-546 

50-546 

50-424 

50-466 

50-466 

50-466 

50-466 

50-466 

50-320 


50-271 

50-271 


Aaerlcan Airlines/ Inc. 


7905240340 71-9033 

7905150785 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBER NUMBER 


Abco Perforatorsr Inc 

Abcor/ Inc. 

Aerospace Carp 

American X-Ray 6 Inspection 

Bartlett Consolidated/ Inc 
Bechtel Pouer Corp <eubi of Bechtel 
Corp ) 


Capital International Airuagii Inc 
Crearci Inc 


Daedalean Aisoclateei Inc 
Dames li Moare 


ED8 Nuclear 1 Inc. 
EO 6 Oi Inc 


£ Lewis Cook 6 Associates 

Oage-Babcock Aiioeiatesr Inc. 

Oilbert Assoclatesi Inc 

Olbbi L Kill/ Inc isubs of Dravo Cerp 


H R Inspection Service 
Independent Testing Laboratories 

Industrial Testing Labaratarv Servlcee 
Corp. 

Internet tonal Structural Enginterci Inc. 
KHCi Inc 

L X Cometock Engineering Co 
Logwell 

London Nuclear Decontaminat i oni Ltd 

Metals Testing Co « Inc 

Meteorological Evaluation Bervlcest Inc. 
MHB Tachnical Aisoc latte 
Midstate Testing Laboratorgi Inc. 

Nuclear Assurance Corp. 

Nuclear Energg Service/ Inc, 

NU& Corp. 

Oiark Airlines 

Plateau Resourcesi Ltd 
Qualltg Teetlngi Inc. 

Ouilitg Control aervlces/ Inc. 

Ranseg Engineering Co. 

R it D Associates 

Rocicg Mounbain Energg Go, 


Science Appl Icatlonsi Inc. 

St Louie Testing LebSt Inc. 
Stone It Mebster Engineering Corp 


Teledgne Brown Engineering Go. 

United Teetlng Services/ Inc. 
Uoodward-Clyde Consultants 
VIKH billhead Syiitmer Inc, 

Huf T. Y. 

X-Regi Inc. 


7Y051 50474 
7*703150214 
7*703100229 
7903030339 
7905100365 
7903100361 
7904210774 
7*705220026 

7905080536 
7903250309 
7*705220023 
7705250331 
7903150699 
7905150692 
7905030221 
7905240532 
79050201 54 
7903090163 
7903030136 
7903030332 
7903030132 
7905300208 
7905090401 
7905090400 
7905130213 
7905100251 
7905110207 
79052304B6 
7905080109 
7905190138 
7905290469 
7903290463 
7903080368 
7905230402 
7905250405 
» 7905090274 
7905230439 
7903090272 
7905230432 
7903240904 
7905170299 
7903170296 
7903150274 

7903150268 

7905030042 

7905030031 

7903030176 

7905150109 

7903150693 

79051506S9 

7903160124 

7903300173 

7903130088 

7903180078 

7905300467 

7903070551 

7905020287 

7905020253 

7905020252 

7905040375 

7905160427 

7905010648 

7905130094 

7905150084 

7905100060 

7905230019 

7905230016 

7905240183 

7905240175 

7903310074 

7905310069 ♦ 

7905140234 

7905100223 

7905100233 

7905240283 

7905070111 

7905020056 

7905230527 

7905240293 

7905040615 

7905140245 

7905140239 

7905210 U I 

7905290333 

7905140382, 

7905160335 

7905070446 

7905190200 

7905220232 

7905290309 

7905290305 

7905280281 

7905010618 

7908290251 

7905240103 

7905240285 


71-200 

71-200 

30-437 

71-303 

71-303 


30-329 


40-299 

bo-409 

40-299 

bo-133 


80-203 

50-320 

90-320 

S0-32D 

71-297 

71-297 

50-397 


30-584 

90-384 

30-584 

90-584 

71-33 

71-300 

71-300 

71-33 

71-33 


71-3U 

50-320 

90-320 

71-137 

71-137 

50-272 

71-77 

71-77 

71-6698 

90-409 

90-409 

71-63 

71-63 

40-8698 

71-205 

71-203 

71-299 

71-299 


50-320 

40-8452 

40-8452 

40-8452 


50-320 

71-282 

50-280 

50-280 

50-280 

50-280 

50-280 

50-280 

50-280 

50-495 

50-495 

71-304 

n-304 

71-290 

40-8698 

71-282 

71-150 


EDUCATIONAL INSTITUTIOHS 

7905090417 
7905020080 


American Unlv. 
Bentley College 


367 


358 


AUTHOR 

AFFiLCATrOH 


Bunkti* Hill Coamunlk^ ColUf* 
C«<rhollc Univ 


Colorado 3t<t* Univ 
Cjlifnrni« Polqtfch Unlv 

C^llforniA Slrite Univ i 8*cr4««nto 
Saittrn H««hln 9 tan Univ 
Ctorgvtown Univ L»w School 

Horvcrd Univ 

Iowa St«tt Univ 

Idaho Stato Univ 

Illlnoli In«tltulra of Ttchnolojv 

Johni Hopicina Univ 

Kan«a« Stata Univ 

Lthlgh Univ 

HUhlfon Stata 

haafachuaatti Inatltuta of Ttchnologv 


North Carolina Stata Univ 
Northwaatarn Univ 
Dragon Stata Univ 
Ptnnaglvania Stata Univ 

Purdua Univ 

Paad Collaga 

fianaaalaar Pol^tachnic Inat 
Stanford Univ 

Naw Vorki Stata Univ of< Buffalo 

Tuikagat Intt 

Tataa A <« H Univ 

Ariionaj Univ of 

California. Univ of. Sartaltv 

California. Univ of. Lea Angalaa 


California. Univ of. Santa Barbara 
Idaho, univ of 
KaryUnd. Univ of 
Hichiganj Univ of 


Hlaaourl. Univ of 


Deuth Carolina. Unlv^ of 
Taiaa. Univ of 
Virginia. Univ of 


Utah. Univ of 

Uiaeontinr Univ of. Hadlaon 
Hgoealng. Univ. of 
Worcaatar Polytachnlc Inat. 
Uaahlngton Stata Univ 


8 


tanada 


on of 


MIES 


CORPORATE SOURCE INDEX 


ACCESSION 

NUHfleR 

POCKET 

NUMBER 

7905150229 


7905010547 

50-77 

7905150479 

50-77 

7905010539 

50-77 

7905070213 


7905150458 

50-394 

790525050h 


7905140539 

30-320 

7905240178 

50-466 

7905240190 

50-466 

7905140164 


7905160138 

30-320 

7903I604B9 

30-n6 

7905160296 

50-116 

7905240604 

SO-284 

7905300232 

50-320 

7905170279 


7905170202 


7905240125 


7905230304 

50-188 

7905140570 

50-219 

7905020151 


7905040168 

50-294 

7905040163 

50-294 

7903040480 

50-20 

7905090331 

50-20 

7905300383 

50-320 

7905300385 

50-320 

7905310452 

50-0 

7905170243 

50-598 

7903070504 

50-243 

7905090428 


7903230058 

50-320 

7905240326 


7905300422 

50-182 

7905140341 

30-280 

7905220391 

30-^25 

7903240387 

50-141 

7905190019 

50-57 

7905240675 

50-406 

7905220097 

50-120 

7905240607 

50-113 

7905210181 

50-224 

7905210178 

50-224 

7905250139 


7905250111 


7903250118 


7905290047 


7905240170 


7903290491 


7905230406 

50-2 

7905090290 

50-2 

7905230402 

50-2 

7905090367 

50-2 

7903290673 


7905220090 

50-123 

7905310401 

50-123 

7905220089 

50-123 

7905300700 

50-393 

7903240326 


7905250492 


7903250505 


7905240462 

50-62 

7903230169 


790S0 10661 

50-72 

7903150435 

50-156 

7905070037 

40-4492 

7905110298 

50-134 

7905310236 

50-27 

7905310239 

50-27 

7905310242 

50-27 

7905310245 

50-27 

7905310232 

50-27 

7905240472 

50-27 


7905250166 


7905110369 

50-320 

7905150508 


7905150611 


7905150573 


7905150047 


7905300727 


7905100323 


7905150741 


7905140320 


7905140326 


7905250115 


7905230440 

50-445 

7905250400 

50-445 

7905020383 

50-293 

7905020274 

50-320 

7905070497 

50-3 

7905000530 

50-320 

7905280352 

50-320 

7905290205 

50-320 

7905150155 


7905240060 



AUTHOR 

ACCESSION 

DOCKET 

AFFILIATION 

NUMBER 

NUMBER 

Baker 6 Betta 

7905000307 

7905000331 

30-466 

30-466 


7905230230 

30-466 


7905310020 

30-443 


7905300066 

30-466 


7905310407 

30-466 


7905290060 

30-466 


7905150190 

30-443 


7905230651 

30-443 


7905230624 

30-445 


7905240310 

30-466 


7905240043 

30-466 


7905250839 

30-466 


7905290002 

30-49B 


7905250177 

30-437 

Butial 6 Kaaa 

7705240903 

30-349 

Gharry. M H /Charry. Flynn S< Kanter 

7905250430 

7905240091 

30-329 

50-389 


7905240099 

50-329 

Cennar. Hoora 6 Corbat* 

7905150133 

50-338 

7905290171 

50-350 


7903290176 

50-358 


7905290160 

50-338 


7905150151 

50-358 


7905300067 

50-358 


7905100225 

27-39 


7905030214 

50-393 


7905310010 

87-39 


7905170303 

50-338 


7905100237 

27-39 


7905240130 

27-39 


7905230512 

50-277 


7905100169 

50-350 


7905250117 

50-330 


7905250123 

50-380 


7905290077 

50-490 


7905140137 

50-393 


7905310093 

50-330 


7905150131 

30-330 


7905300062 

30-350 


7905170301 

30-350 


7905240094 

30-272 

Oammar 6 Shapiro 

7905240941 

30-322 

7905240915 

30-322 

pattllo. T.M, 

7905150820 

30-346 

Douglaai 6 Barham 

7905170233 

30-261 

Dabevolae 6 Llabtrman 

7905100220 

30-443 

7905150081 

30-443 


7905090036 

50-443 


7905090042 

7905090050 

30-443 


7905100193 

80-443 


7903230639 

30-445 


7905240317 

70-2623 


7905240414 

71-6690 

Evergratn Uagal Sarvicea 

7905140159 

80-328 

7905140161 

30-322 

Faldfflan U Faldman 

7903230124 


Fried. Frank. Harrla. Shrlvar tt Kampalman 

7904170521 


Flaltchaker. D 8, 

7905030166 

30-273 


7903030174 

30-273 


7903310104 

80-273 

Fontana. L 

7903290151 

30-302 

party. Dreyfua. KcTatnan. Brotaky. 

7905070227 

30-133 

Karndon 6 Paionan. Inc 

Oraam Faldman. Hall b Noodard 

7903140547 

30-536 


7903140550 

30-336 


7903240924 

30-336 

Ooldbtrg. Fltldman 6 Latham. P. C 

7908100217 

30-340 

Oillaapla 6 Jonai 

7905290181 

30-302 

Hunton b NlUlatni 

7903030238 

80-330 


7903100132 

30-316 


7908230660 

30-038 


7903230311 

80-322 


7903230660 

30-330 


7903240014 

30-330 

Hubtr. Kaglll. Lawranca b Farttll 

7903280363 

80-396 


7905230370 

30-396 


7903130164 

50-396 

Hoddar. K, H. 

7905290209 

30-309 

Ilham. Lincoln b Baal* 

7903100147 

30-233 


7903160304 

30-836 


7903090105 

80-536 


7908250361 

80-443 


7903140130 

80-443 


7903300022 

30-293 


7908230204 

30-484 


7908100116 

30-443 


7903100123 

30-443 


7903100271 

30-443 


7908230179 

30-336 


7903230230 

30-329 


7903230163 

30-329 


7905290840 

30-329 


7903220062 

30-336 


7903230174 

80-336 


7905250130 

80-293 


7903240127 

30-443 


7908280236 

30-029 


7903070040 

80-443 


7903070043 

30-443 


7903230163 

30-029 


7905290540 

30-329 



CORPORATE SOURCE INDEX 


359 


AUTHOR 

AFFILIATION 

ACCESSION 

NUKBER 

DOCKET 

NUHSER 

AUTHOR 

affiliation 

ACCESSION 

NUH0ER 

DOCKET 

NUHBEA 


7?OSS2QO&& 

30-386 

Northciftt Ely 

790S2403S2 

50-445 


7^09250174 

30-386 

Nuclaar Entrgy L-lablllty Inauranca 

7905100163 

30-10 


7903070424 


Aaaaclat 1 on 




7903030260 

50-443 


7905110107 

50-200 


7903240241 

30-443 


7905110107 

30-339 

Johnion St tnfur-anci 

7903300334 

50-330 


7905110090 

50-200 


7909160399 

30-293 

Bruca Norton 

7905300007 

50-27 S 

J 

7903240093 

30-396 

O^Nailt Backutt Bpialman 

7905010329 

50-443 


7909240106 

30-396 


7905020422 

90-443 

L S 

7903140137 

50-388 


7905010323 

90-443 


7903140369 

30-380 


7905020416 

80-443 


7903290464 

50-388 


7903080390 

80-443 


7903140136 

30-380 

Pfaffarlorn S< Co-oLay« P A* 

7903110347 

SO-40B 


7903240104 

30-330 

Ropaa k Qrair 

7903100336 

80-471 


7909010Z23 

30-388 


7905240233 

50-471 

L«Ba«ufr L«inbi L>lby Sc H«cR«« 

7903300023 

SO-341 


7905 170245 

50-443 


7903230497 

50-483 


7905010447 

50-443 


7903240193 

30-403 


7903210129 

50-443 


7903130074 

30-103 

Staalt Hactor St Davla 

79031 50793 

50-280 


7903240801 

90-548 


7905150799 

80-250 


7903030346 

30-220 


7905240830 

50-309 


7903030337 

30-244 


7903180758 

80-250 


7903040003 

30-403 


7903240973 

80-230 


790309035a 

30-283 

Oiialdonc Harmon St Rolaman 

7908030262 

bo-330 


7905150316 

30-283 


7905230760 



7903310218 

30-220 


7905230749 



7903310243 

30-203 

Bpiagal St HcOlarmld 

7905030199 



7903040007 

30-341 


7905150234 

80-250 

Lohr«n«i«iitT K»ufflAnt R>1»4 AK«lr4d b Toll 

7905080307 

30-466 


7905150733 

80-250 


7903300039 

30-230 


7905140115 

80-145 


7909000331 

50-4A6 


7905140089 



7905230170 

50-498 


7905100007 



7903080311 

50-466 


7905140126 

50-448 


7903080320 

30-466 


7905240053 

50-389 


7903030138 

50-344 


7905140151 

50-443 


7903130722 

50-344 


7905030175 

50-443 


7905230230 

50-466 


7905070222 



7905230225 

90-466 


7905100101 



7903130793 

30-250 


7905030173 

50-445 


7903130799 

30-250 


7905100004 



7903300066 

50-466 


7905150729 

50-290 


7905310407 

50-466 

finall St Nilintr 

7905100002 

50-892 


7905240207 

50-389 


7905300007 

50-275 


7905290060 

30-466 

0ft*Wt Plttmani Pott«« St Trawbrldga 

7905090247 

50-320 


7903130190 

30-449 


7905300690 

50-400 


7903230631 

50-443 


7905000232 

50-400 


7905140057 

50-466 


7905100133 

50-484 


7903IOOOU 

30-309 


7905240999 

50-484 


7903100019 

80-309 


7905230339 

50-802 


7903250328 

30-490 


7905250340 

50-382 


7905230624 

30-445 


7905140259 

50-400 


7905240310 

50-466 


7905140261 

50-400 


7903100391 

30-466 


7909300104 

90-344 


7903240833 

30-309 


7909140221 

50-400 


7903230239 

30-466 


7909220459 

80-320 


7903290002 

30-490 


7909180730 



7903240970 

30-376 

Valorat C 

7905230832 

50-272 


7903070239 

30-466 


7903230829 

80-272 


7903100009 

50-38 


7908130001 

80-272 


7903070239 

50-466 

Volpai Boakay k. Lgqna 

7903100196 

80-340 


7903240248 

30-490 


7905150668 

70-1821 


7905240959 

30-376 

Watt Tataa Ltgal Sarvicai 

7905090184 

50-443 


7903240824 

30-490 


7905240115 

80-443 


7903250476 


Northamr Foraytha ft Bampala 

7908150845 

50-448 


7903160212 

30-320 

Hollvari J. D,. 

7908150144 

50-380 

HutvAl Atomic Entrgg LloblUty Undorwnit 

7905070382 

30-3 


7903150210 

80-350 

#p* 

7903110205 

70-364 







LOCAL OOVEBNHENT AND AOENCiea 



liarib St HcLtnonf H St H Nucltar Gantulta.n 

7903010327 

50-327 




ti4 Inc, Dtv. 



Allan Countyj 8C 




7903080390 

90-259 

Andaraon CounSyt BG 




7903080394 

50-259 

Auftlfii TK 




7903080430 

50-321 

Cttrua Counter FL 




7903080402 

90-321 





7903080474 

50-302 

Conkra Coata C< 




7903080476 

50-302 

Cumbarland Cour 




7903100316 

50-280 

Floranca caunly 

^ 



7903100304 

80-348 

Oardlnari NT 

7908240148 

50-596 


7903100307 

80-250 

Oarflald Couniy* UT 

7903180594 

40-8690 


7903100309 

50-335 

Orundv Coyntyi IL 

7908230493 



7903100311 

50-335 

Humboldt CounlytCA 

7908250921 



7903140361 

80-346 

Kawavnaa Countyr HI 

7905280496 



7903160396 

80-340 

Lowar Altoiraya Craakt HJ 

7905230653 

50-272 


7903290009 

80-272 


7905280235 

50-272 


7903300301 

80-230 


7905250024 

50-272 


7903300311 

80-280 


7905250028 

50-272 


7909300468 

80-340 

Qconaa Countyt 8C 

7905280814 


KcOrathr E. J, 

7909240991 


Pannavlllat MJ 

7905170302 

50-272 


7909240164 



7905170300 

50-272 

htcCotchtnj Dogloi Brown St Emarfon 

7905020169 


Richland Countgf 0C 

7905280499 



7905030233 


Saluda Townahipt IN 

7905250495 

50-546 


79051 3D368 


Santa Barbara Counby* GA 

7905150603 

50-275 


7905100142 



7905180890 

80-275 


7905180803 


St. Lucia Gountyr FL 

7905280820 


Kaanit Donold 8. 

7905M0I99 

80-922 

SuPlolk Gountyt HY 

7908240234 

50-382 


7903140161 

30-522 

Halt Chlcayot IL 

7905100070 

40-2061 

jh«nrtia St Lamonn 

7903220037 

30-302 


7905240114 

40-2061 

Mcirganr Latvia St Bock lot 

7903220064 

30-996 





7903240B79 

90-996 





7908220064 

90-996 

HEDIGAL INSttTUTlONS/LABORATPRIEB 




7903240079 

90-936 

1 

I 



HcOInnltr Lochrldfft St Kilgora 

7903230448 

50-449 

Holyoka Hoap. HOi Haaaachufatba 

7905290161 

30-1873 

Maittfiawtr Nowlint Hac#arl«na l< Barratb 

7903070231 

90-490 

La kavl aw Radical Cankar DAtllLinoia 

7905150734 




360 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Access ION DOCKET 

NUHSCR NUHBER 


AUTHOR 

AFFILIATION 


AcceesroN 

NUMBER 


MUhifl Rt««t Hoip li HiiIUjI Ctn%«r 
Utt Admin Hoip NE/OH 


7905150A52 
7905140204 50-131 

7905140192 50-131 

7905140198 50-131 

7905140201 50-131 


MANUFACTURERS/EOUIPMENT AND SUPPLIES 


Alliid Ch»«lc«l Carp » Nuclear Service* 7905290AAS 40-3392 

Dlv 

Aerojet Ordnenc* Ca 7905250270 4O-0A95 



7905290258 

40-0695 

Aerotaet Operatlcnt 

7905240357 

50-32 

Allied Oeneral Nuclear Servlcti 

7905150674 

70- 1 021 


7905230792 

50-332 


7905150683 

70-1021 

Allied Chemical Carp 

7905210070 

50-320 

7905220109 

40-3392 


7905240867 

71-277 

Antf cor Inc 

7905290140 

71-1 


7905290146 

71-1 

Air Pruductf & Chemlcalir Inc 

7905290589 
7905290 I 68 
7905290573 


ATCOR 

7905010473 


Bear Greet Mining Ca (xube of Kennecott 7905250304 

40-9452 

Carp I 

Borg-Uarner Corp 

7905150314 

7905140128 


BPB Inetrumentfi Inc 

7905150027 

71-206 


7905150026 

71-206 

Bucteya Internatlonalr Inc i Steel 

7903240715 

71-UO 

CaetJng* Div 


7905240616 

71-110 

Babcack It Ullcox Co 

7905210232 


7905140304 

7905030205 

50-99 


7905140028 

50-320 


7905290004 

71-322 


7905300391 

7905210138 

7905190164 

7905220410 

7905220330 

80-320 


7905240495 

7905310306 

7905190072 

80-320 


7905190070 

50-320 


7905190077 

50-320 


7905190074 

50-320 


7905230507 

50-320 


7905210076 

50-320 


7905190079 

30-320 


7903100436 

50-312 


7905090303 

80-404 


7905230019 

50-320 


7905240763 

70-135 


7905140411 

50-99 


7905140414 

50-99 


7905140400 

50-99 


7905140383 

50-99 


7905040114 

70-27 


7905070245 

7905100351 

70-1201 


7905150137 

70-364 


7905290081 

71-322 


7905240594 

70-135 


7905250040 

7905290051 

7905190060 

7905030356 

70-135 

70-27 

50-320 


7905290427 

7905310343 

7905090306 

50-13 


7905110309 

7905210136 

50-99 


7905140314 

7905030194 

7905070555 

7905310406 

7903310370 

7905190223 

7905100133 

7905020348 

7905000372 

7905080242 

7903190161 

7905160370 

7905220400 

7905160373 

7905220324 

7905240494 

7905310377 

50-313 

50-320 









^ Wilcox Co i Nqcltar Material 

7905160380 

7905220077 

70-135 

70-135 


7905090060 

70-135 

Babcock It Nllco^ Co., Nuclear Material 

7905240009 

7905290410 

70-364 

70-364 

CoMbuftion Eng infer ing, Inc. 

7905240276 

7905090085 

7905220003 

70-1 100 
80-317 


C^e Power Sgetem* 


Cereci Inc 
Cheratree Corp 

ChlcApa Bridge U Iron Co 

Ch*m''Nuc leer 8gftem*j Inc 


Colt Induftrieer Inc. 


CurtUe-Hrlght Corp, 

Dow Chcinicel Go 

G I du Pont dc Nemoore Co > Inc 
Ederer, Inc leifbf of Formac Internatlo 
nail Inc ) 

Edlou International Co 


Energy Fuel* Nucleari Inc 

ewratom Suppig Agency (Belgium! 

Exxon Nuclear Co , Inc. <iuh*, op Exxon 
Corp. ) 


7909S40269 

7903830013 

7909820090 

7909110294 

7909300926 

7909070964 

7909110208 

7909300368 

7903130704 

7904240393 

7904240389 

7909290514 

7903290911 

7909240107 

7903300636 

7909220494 

7909241004 

7909100099 

7909100103 

7909100107 

7909290366 

7903230354 

7903190359 

7909140267 

7903160391 

7903130190 

7903030100 

7903290141 

7903230367 

7903100264 

7903030092 

7903300132 

7903240944 

7903070042 

7903100290 


Exxon Hlntrale Co. lUBA 


Exxon Corp, 

Panetaeli Inc 

Federal American Partner* 


Pelloue Medical Mfg Co » 
Felloue-Tif tagar Dlv, 


7905000393 
7903150070 
7903290336 
790S2000S6 
7909290938 
7903300630 
7908080297 
7905240732 
7903240444 
7903020222 
7903070032 
Inc r 7903230390 


Oeneral Atomic Co, (cube, of Gulf 311 
Corp. 1 


Oaneral Elactrlc Co. 


7903230276 

7908230233 

7908230308 

7903230380 

7903230370 

790S2303S7 

7903230382 

7903230351 

7903230348 

7903230338 

7908230332 

7908230328 

7903230320 

7903230318 

7903230318 

7903230306 

7903230299 

7903230204 

7903230261 

7903230247 

7903230788 

7903230226 

7903230506 

7903230214 

7903130208 

7903300326 

7904300260 

7903300321 

7903020387 

7903150000 

7903300561 

7903000442 

7903030106 

7903030123 

7903070105 

7903130302 

7903210324 

7908230696 

7903290087 

7903150791 

7903150627 

7905210328 

7903080440 

7903190184 

7903210173 

7903040028 

7908140428 

7903140426 

7908110116 

7903080440 

79032d034B 

7903090031 


DOCKET 

NUMBER 


70- 1100 

71- 90 


71-104 

71-104 

71-6244 

71-6244 

27-47 

27-39 

30-423 

80-412 

50-395 

71-161 

71-161 

80-264 

30-320 

50-329 


40-0653 

40-0601 

40-0681 

50-305 


40-0102 

40-0064 

40-0064 

40-0064 

71-57 

40-4492 

40-4492 

40-4492 

40-4492 


40-2407 

40-2407 

40-8407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-8407 

40-8407 

40-8407 

40-2407 


71-6346 


70-784 

80-320 

70-1113 

70- 1113 

71- 8926 
30-320 

50-73 

30-219 


I 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 

ACCESSION 

NlMiaSR 

DOCKET 

NUHBER 

Oinaral Dgnamlci Corp i Oolneg Shipbuild 
Ing Div 

Ofnaral EUctrlc Co. rNuclaar En«rgu 

790 529051 

71-134 

7905300561 


Prodocta Div 


7905240 17& 
7905010561 
7905150203 
7905170269 

30-260 


7905300538 

7905300263 

30-133 


7905070091 

70-1113 


7905240811 

70-1113 


7905150301 

70-1308 


7905290091 
79052 40SDB 

70-1007 


7905100426 

70-1309 


7905140305 

70-1308 


7905140309 

70-1113 


7905220025 

70-1113 


7905240910 

71-9009 


7905230730 

70-754 


7905240600 

70-1 U3 


7905230730 

70-784 


7905290062 

70-754 


7905250218 

70-754 


7905290259 

7905140392 

30“8t9 


7905210152 
790 5 16042 B 

50-70 


7905300532 

7905090275 

30-183 

'Ooldan Qata Switchboard Go. 

7905010560 

7905160441 

7903310339 

7905300317 

7905300S5Q 

7905100185 

7905100194 

7905HG274 

7903300532 

7903310321 

7903140297 

7903020328 

7903030340 

7903240333 

7903100023 


Oulf Oil Carp, t Gulf Hlnaral Ratourcaa 

Go. 

Haaa Oil Virgin Iflandi Corp. 

7903070094 


7903150265 

71-131 

Ibka* Inc. 

7903170293 


Hudion Praducti Corp. 

7903170203 

7903170285 

7903170200 

7903170289 

7903150105 

7903240325 

7903150106 

7903240210 

71-317 


7903240206 

71-317 

Uotopt Froducta Laboratorlaa 

7903240116 


Znlarnational Talaphona l< TaUgraph Corp 

7905250306 

7903000134 

71-36 

7905000128 

71-36 

KawacU Barglco lndu«trlai« Inc. 

7905040098 


US Nuclaarr Inc, 

79 0 3 090425 

40-8027 

Llbartg Eiiulpnpnt tt Supplg Co 

7905280373 

30-416 

KataU 1« Conirola Carp 

7904300319 


htlco U. a, A, ( Inc 

7904300258 

7904300173 

7904300341 

7905280333 


Httalformtf Inc. 

7905180632 

71-313 


7905130626 

71-318 

hlt«uiUna Travfl Sarvlct of AmarLcar 

7905290139 


Inc. 

Kontanto Co. 

7908300339 



7908300332 

7908320108 

71-9506 

hltiubiahi Intarnaiional Corp (fubi of 

7905340010 


Nltiublthi Corp ) 

National Annaallng Bot Co. 

7905230037 

7905140096 

7903340008 

7903830041 

7903230048 

7908100104 

71-127 

Nuclaar FutI Barvicaai Inc («ub« of 

7903240619 

30-201 

Oattg Oil Go. ) 


7903080428 

70-143 


7903840344 

70-143 


7903020214 

30-201 


7903130664 

70-14^ 


7903830335 

70-143 


7903130024 

70-143 


7903100423 

70-143 

Niafho*-lwai Amarican Corp. 

7908890190 


NL Induttriacf Inc. 

7903110021 

70-1310 

NL InduatriaiiNt Nuclaar Div 

7903880311 

71-9023 

Hucltar Racbaglnif Inc. 

790B1507B6 

71-9138 

7903840497 

71-91 16 

...obaaUia coda... 

7908340643 

71-216 


7903840633 

71-216 


AUTHOR 

affiliation 


□tls F«trol«uwi Inc, 

□F6«hflr* Foftiir (lubi frf 

Rattlnghquit Electric Cqrp *) 


Pbbhf Lnitir Hinvi Carp. 
PqbTofcqmtcf, Inc, 

P«i1l«sni Inc. 

Rqdlum Chsmlcq! Co r Inc 
Radiation Btrvicoir Inc 
Rautar-atakotti Inc 
R«ckw«n Intarnat-Ional Carp 


RRA Carp. 

Glgma Chamlcal Go (fub«. of Sigma 
Aldrich Gorp ^ 


Snuppa^Stamtardlzad Hue 1 oar Unit Powar 
Plant a^alon 


Talfdgntr Inc 

Taxaa Initrumanta* tnc. 


Tran« Co 

Trantnuclaari Inc 


Chafliatron Corp. ♦ Tuba Turn* Div 
Taxaa Plpt Banding Co iaubi of Bandlz 
Corp. f 

Union Carblda Carp 


Uni tad Nucloar Corp. 


Unlpav Intarnattanal 
UB atiil Carp. 

Naitlnghouaa Clactric Gorp. 


ACCESSION 

NUMBER 

DOCKET 

NUKSER 

7903100172 

40-6693 

7903230313 

30-437 

79052SOS90 

50-437 

7905310450 

30-437 

7905040133 

30-437 

7903220022 

30-437 

790S19D118 

30-437 

7903310453 

30-437 

7903100023 

40-2239 

7903100204 

40-6639 

7903240540 

40-6639 

7903130647 

71-217 

7903230540 


7903230376 


7903230263 


7903000313 

30-373 

7?0S0B03t7 

50-373 

7903090423 


7903060310 

30-375 

7903220397 

50-520 

7903300114 


7903130161 


7903030109 


79QS 140090 


7903070630 

50-402 

7905310411 

30-402 

7905070649 

50-462 

7905240600 

71-3026 

7904300334 


7904300320 


7905240070 

70-33 

7905230529 

30-846 

7903180193 


7903290121 


7903 1003 3B 

70-8004 

7903020290 


79032401 SI 

70-2196 

7903100417 


79032901 10 


7905150700 

71-9180 

7903230066 

71-9120 

7903150417 

§0-392 

7905100369 

71-307 

7908100366 

71-307 

790307003B 

71-6086 

7908010301 

80-899 

790S290033 

40-299 

7905100113 

40-299 

790 51 30261 

71-6050 

7905010331 

50-34 

7905010495 

80-34 

7905030231 


7905220067 

70-020 

7905330836 

70-620 

7903140P*» 

z.n_ci/.no 

790303r 


790524^ 


790313 


7903"' 


7903 


7903 


7903 


7903 


7903 


7903 


7905 


7903 


790! 


790! 


790! 


790! 


790* 


790 


79C 


79t 


79 


*>r 



361 


362 


CORPORATE SOURCE INDEX 


AUTHOft 

AFFILIATION 


ACC£B9I0N 


DOCKET 

NOHBEfi 


AUTHOR 

AFFILIATION 


ACCESSION 

NUNfiCfl 



7905110096 

7905210146 

7905190063 

7905090366 


Mtnnaaota. Stata of 


7905150592 


Miiaourl. Stata of 

Ntatarn Nuclaar. Inc (luta of Phalpa 

7905170292 

40-1162 

North Dakota. Stata of 

Dodga CoTp 1 

7905240457 

40-1162 

Nau Haapahlra. Stata of 


7905240442 

40-1162 



7905300147 

40-1162 

Naw Jaraay. Stata of 

Worthington Punp. Inc (tuba of 
Studabakar-Warth Ington. Inc ) 

7905190766 

71-309 

Naw Haxlco* Stata of 

7905150763 

71-309 


Wyoainy Klnaral Corp 

7905240267 

40-8902 


Yuba Haat Tranifar Corp 

7905250454 




PROFESSIONAL/ INDUSTRIAL INSTITUTIONS. SOCIETIES 


AtOMle Inrfuftrial Forun 


Air Tranupart Atfocl4tion 
A««rlc4n Mining Cangrtfi 
A««ric«n Nucltar Entrgy Council 
A««ric«n Ntwtp«ptr Publlihiri Atioc 
Aflcri eon Nucltor Socltty 
Afltricon Gocl«fcy of Mtchinleal Englnttrt 
Edlion Elactric IniVltutf 
Europtan Nuclaar Confartnca 
HaaUh Phv«lcs Soclfty 

Induftry Adviaory Oroup 


Inttrnaiional Brotharhood of Eltctrlcal 
Hor Itrt 

Halna Htrchantt Aaioelatlen. Inc. 
Non-D«atruetlVf Taitlng Managanant 
At tociation 

Portland Ctaant A««oeUtlon 
Spatial InttruAant Group 


STATE OOVERNMENT8/AGENCIE6 


Ar1c<antati Stata of 
Arliona. Stata of 


California. Stata of 


Colorado. Stata of 
Connactlcutf Stata of 


Dalawara. 8tata of 
Florida. 6%ata of 
Oaorgla. Stata of 
lotfa. Stata of 

IllLnoia. Stata of 


Indiana. Stata of 
Kantaa. Stata of 
Kantucty. Stata of 
Kaiaachuiatta. Stata of 


Kalna. Stata of 
Kichigan. Stata of 


79091400G6 

90-320 

7905250469 


7909160223 

90-320 

7909040313 


7909150752 


7909140090 

90-320 

in 7905300531 


7905090261 


i 7905000219 


7905040247 


7909140260 

50-320 

7909230577 


7909220034 


7909190176 

90-320 

7909230496 

90-320 

7909230468 

90-320 

7909230026 

90-320 

7909230069 

90-320 

7909230069 

90-320 

7905110026 


7905010949 

90-309 

7909190230 


7909000916 

90-482 

7909220493 

90-320 

7909290912 


7909240410 


7909240401 


7909240438 


7909250470 


7909030090 


7909300270 

90-206 

7905300277 

90-206 

7909010993 

90-361 

7905000028 


7905300691 

90-312 

7909240998 

90-592 

7909300269 

90-206 

7905300691 

90-312 

7909100364 

90-320 

7909240644 

50-312 

7909240713 

90-279 

7905150342 


7909290904 


7909250494 


7909300647 

90-249 

7909290491 


7905290497 


7909290922 


790929044B 


7909240417 


7909230768 

90-298 

7909290372 

27-39 

7905030171 

27-39 

7909190521 

27-39 

7905190296 

90-299 

7909310392 

27-39 

7909310273 


7909100190 


7909190240 

90-299 

7909140153 

90-119 

7908100069 

40-2061 

7908110101 

27-39 

7908100032 


7903070364 

27-39 

7908140188 


7908290468 


7909240729 

90-946 

7909070026 

90-443 

7909240943 

90-471 

7909100326 

90-471 

7909090411 

90-471 

7909240794 

90-471 

7909230396 


7909300972 

90-309 

7908230804 

90-319 

7908140291 

90-341 

7908310360 

80-329 

7909000139 



Navada. Stata of 
Haw Vorki Stata of 


Ohio. Stata of 
Otlahoffa. Stata of 


Oragon. Stata of 
Pannaylvanlar Stata of 


South Carolina. Stata of 
Toiat. Stata of 


Utah. Stata of 


Virginia. Stata of 

Naat Virginia. Stata of 
Hyoalng. Stata of 

U 8 FEDERAL GOVERNMENT AND AGENCIES 


Coaat Guard. Tranaportatlon. Dapt, of 
Congraaa (Joint t. Rotating Co««ittaa». 
ate. > 

Dalania. Dajpt. of I Dafania Nuclaar Agancu 
Agr Iculturo. Dapt. of 


CoM^arcat Dopt. of 
Army. Dapt, of. Corpa of Enginaara 
Araiy.Dapt of. Matlc. L Machanlca Raaaarch 
Cantor 

Enorgy. Dapt, of 


Enorgy. Dapt. of. Clinch Rivar Braodor 
Roactor Plant 
intarlor. Dapt, of 


Intarlor. 

Sarvica 


Dapt. of, Fiah It Ulldllfa 


Interior. Oopt, of 1 Oaologtcal Survay 
Juitica. Dopt. of 

Stato. Dapt, of 


79OSO0O411 

7909000402 

790500041 1 

790900048S 

79091A0410 

7909100390 

7909100393 

790929004A 

7909290044 

7909240994 

7909240789 

7905240948 

7909070201 

7909240377 

7909190199 

7909090 17A 

79092904 f>3 

7909030247 

7909190271 

7909290000 

7909230613 

790910026A 

7909030239 

7909190099 

7909070447 

7909010497 

7909030390 

7909290439 

7909 1 90732 

7909290209 

7909290106 

7909240433 

7909240279 

7909190063 

7909230799 

7909290100 

7909290919 

7909190291 

7909140092 

79092909 U 

7909290493 

7909290910 

79093101 U 

7909140060 

7909240200 

7909290042 

7909190303 

79093(W909 

7909240429 

7909290201 

7909240301 

7909240424 

7909030330 

7909290919 

7909300796 

7909040269 

7909290030 

7909020200 


7909290168 

7909190099 

7909310396 

7909090441 

7909010977 

7909090090 

7909090349 

7909310349 

7909210062 

7909090292 

7909160431 

7909210032 
7908190639 
7909020264 
7909300490 
79090202 70 
7909290071 
7909300429 
7909140921 
7909230778 
7909060108 
7908020293 

7908300163 

7909300194 

7908240296 

7908310493 

7908040473 
79091 90461 
7909090064 
7909240968 
7908300098 
.7908100266 
7908140070 
7909240678 
7908240683 
7908240669 
7909240697 
7908290094 


DOCKET 

NUMBER 


90-263 

90-263 

90-263 

90-263 

80-483 

71-288 

71-288 

90-309 

90-309 

30-272 

30-272 


90-949 

90-996 

90-949 

90-201 

90-996 

90-949 

90-320 

90-996 

90-244 

90-949 

90-201 

90-996 

90-916 

90-596 

90-596 

90-896 

90-522 

90-320 

80-320 


90-466 

30-466 

40-3483 

40-8698 

40-6698 

40-8722 

40 *^ 660 1 

40-6681 

40-6601 

90-339 

90-280 


40-299 


40-8681 

90-320 

90-170 

40-B6‘f9 

40-8696 

90-922 

90-992 

90-992 

90-320 

90-946 

90-47 

90-320 

90-482 

71-9788 

71-9908 

71-6307 

71-9010 

90-344 


50-937 

40-6681 

40-6690 

40-6681 

80-466 

90-471 

90-274 

90-16 

90-348 

90-449 

90-449 

90-499 


CORPORATE SOURCE INDEX 


363 


AUTHOR 
AFP in AT ION 


ACCESSION DOCKET 

NUHPER WUHOEli 


AUTHOR 

AFFILIATION 


ACCESaiON 

NUMBER 


5t«t«r D#pt of, Bur«4U of Qcxn* k 
Irt»rn4tl Environ Sclonfctflc A##«lr« 


TTjntportotloni Dopt of 
Environ«#nk«l Protoctlon Agoncg 


Fo4«r«l Enirgy Rtgulotory Coamltolort 
KtdUh, Education li WolfAroi Dopt. of 


Houot of Rtp 


Houii of Rtp t Oovtrnmtnt Optr-atlont 


Houtt of Rtp I CoMAi^ttt on Rultt 
Hfluit of Rtp. t Nav* ond Hoant 
Hotiflng Urban Dtvtlopi»«rtt« Dtpt. of 
Nationdl Atronautict ti 8p«c« AdMln. 
CoMif ret f Dtp t off Katlonal Burtau of 
Standard* 

Sacurltlti li Evchanp* CoiMitition 


Ganata 


Vataran* Aaniniitration 


7909190186 


7908190123 


7909180183 


7909180191 


7909230301 


7908190099 


7909160234 


7909190007 


7909160220 


7909230599 


7909230979 


7905230997 


7909230669 


7909240431 


7909280442 


7909230700 


7909300677 


7909310422 

90-892 

7908140043 

50-320 

7909230178 

80-320 

7908030000 

80-327 

7908100094 

40-2061 

7908040207 


7908140222 

80-448 

7904180179 


7908090431 


7909100407 

40-4602 

7908090227 

80-320 

7908230178 

80-320 

7908090229 

80-320 

7904170110 

80-320 

7908040299 

80-320 

7909280338 

30-278 

7908020149 

80-400 

7909180061 

40-0690 

7909300637 


7909100078 

80-320 

7908300901 

90-320 

7908100013 

90-320 

7908100166 

90-320 

7909230482 

90-279 

7909180678 

90-10 

7908220100 

90-290 

7908290406 

90-290 

7908240064 

90-290 

7909020011 

90-320 

7909020123 

90-320 

7909240273 

90-279 

7909100002 

90-320 

7909240636 

90-219 

7909180698 

90-494 

7909290107 


7909290337 


7909290329 


7905290336 


7908290470 


7908300807 


79081 10227 

90-320 

7905280312 


7908190064 


7908240384 

90-104 

7908280245 

90-860 

7908020466 

90-330 

7909070166 

90-302 

7908290842 

40-0690 

7908290131 

80-269 

7908300606 

80-309 

7908300244 

50-320 

7908100040 

90-320 

7908240912 

80-490 

7908280131 

80-269 

7908020212 

80-403 

7908240710 

80-280 

7908300762 

90-280 

7908090197 



UTILI TIES /HOLDING COMP AN I EG/ INVESTOR ABBOC lATIONS 

AEP " Aatrlcan EUctrlc Powtr Cp. i Inc. 79O83OO>30A !K>-3IS 

ALPfl - Alabama Po^tr Co. 7909180399 90-040 

7909230362 90-340 

7909230361 90-340 

7909230777 80-340 

7909140360 00-340 

7909140397 80-340 

7909100279 90-340 

7908190960 90-340 

7909240443 90-340 

7900300710 90-340 

7909020247 90-348 

7909080249 90-340 

7900300994 00-340 

7908280036 90-340 

7908110242 80-340 

7908110247 90-340 

7909140306 90-340 

7908140311 80-340 

7908160403 80-340 


7900160407 

7909160414 

7909300900 

7908300304 

7909D20242 

7909070631 

7909230414 

7909150391 

7909130397 

7909090079 

7909170266 

7909230414 

7909310376 

AFL - Arkanta* PdMtr 8. Light Ct» 7909040019 

7909070494 
7909170232 
7909170299 
7909170267 
7909170227 
7909170294 
7909170239 
7909190601 
7909310387 
7909100394 
7908030120 
79091 10010 
7908 290494 
7908 1 10007 
7908070490 
7908140X72 
7909140176 
7909140102 
7909140188 
7909190460 
7909140290 
7903140263 
7909190972 
7909 1 90980 
7908190987 
7909220390 
7909220400 
7909220409 
7909290103 
7909290109 
7909300309 
7909300917 
7909020343 
7909100294 
7909070403 
7909110002 
7909140279 
7909190093 
7909230020 
7909190167 
7909100310 
7909020231 
7909190215 
7909040000 
7909110066 
7909820240 
7909810264 
7905310266 
7909240369 
7908240712 
7908290199 
7908300408 
7908300001 
7909180309 
7909070491 
7908170268 
7908300002 
7908100260 

AZP8 - Arl««na Public Etrvlca Ca, 7908300292 

7908290096 

7909290072 

79082203B6 

7908310370 

7909300207 

7909U018O 

BECO - fiat ton Edlaan €a. 7909290671 

7908290660 

7908290641 

7909290649 

7905290633 


DOCKET 

NUMBER 


80-340 

80-340 

80-340 

80-340 

80-340 

90-340 

80-348 

80-348 

90-340 

80-349 

80-348 

80-348 

80-340 

30-313 

80-313 

90-368 

90-368 
90-368 
90-313 
90-368 
90-368 
90-360 
90-313 
90-3 1 3 
90-368 
90-313 
90-360 
90-3 13 
90-360 
90-360 
80-360 
90-368 
90-313 
80-313 
90-313 
30-368 
80-368 
80-360 
80-360 
80-360 
80-368 
80-313 
90-313 
90-360 
90-360 
80-360 
90-313 
90-313 
90-313 
90-313 
90-313 
80-313 
90-313 
90-313 
80-313 
80-313 
90-313 
90-313 
90-313 
90-313 
80-313 
80-313 
90-313 
90-313 
90-313 
90-313 
80-313 
80-360 
80-360 
90-368 

90-992 

80-920 

90-920 

80-920 

90-992 

90-992 

30-471 

90-471 

90-471 

90-471 

90-471 

4Tt 


364 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBER NUMBER 


7905290100 50-293 

7905300482 50-293 

7905300472 50-293 

7905300535 50-293 

7905300543 50-293 

7905090501 50-293 

7905290208 50-293 

7905290654 50-471 

7905140435 50-471 

7905150397 50-293 

7905230021 50-471 

790530001 1 50-471 

7905170230 50-293 

7905010542 50-293 

7905170235 50-293 

7905310352 50-293 

7905300013 50-471 

BOE - BaUlAort Q»t it Elietrlc Co, 7905100348 50-317 

7905110122 50-317 

7905230358 50-317 

7905230356 50-0t7 

7905110118 50-317 

7905010524 50-317 

7905010528 50-317 

7905290712 50-317 

7905300742 50-317 

7905080494 50-310 

7905080555 50-317 

7905080561 50-317 

7905090342 50-318 

7905190080 50-317 

7905190083 50-317 

7905220282 50-317 

7905290430 50-317 

7905290426 50-317 

7905160325 50-317 

7905090049 50-317 

CEIL - CoNMonwiAlth Ed It on Co 7905090323 50-295 

7905020320 50-373 

7905070574 50-454 

7905160359 50-10 

7905170255 50-295 

7905170260 50-254 

7905220107 50-599 

7905250536 30-254 

7905090322 50-295 

7905250460 
7905160354 50-10 

7905170250 50-254 

7905020421 50-10 

7905250280 50-10 

7905250324 50-10 

7905240633 50-10 

7905020272 50-295 

7905020282 50-295 

7905080540 50-237 

7905100296 50-254 

7905100297 50-254 

7905150148 50-10 

7905040432 30-237 

7905040361 50-237 

7905080535 50-237 

7903100300 50-304 

7905100302 50-304 

7903100306 50-304 

7905100310 30-304 

7905240678 50-265 

7905240687 50-265 

7905300242 50-10 

7905080548 50-249 

7905080536 50-249 

7905240702 30-265 

7903240707 50-265 

7905220257 50-237 

7903220264 50-237 

7905140318 50-249 

7905140324 50-249 

7905160384 50-237 

7905160385 50-237 

7905240691 50-265 

7903240699 50-265 

7905240543 50-295 

7905240546 50-295 

7905240350 30-304 

7903240553 30-304 

7903240538 30-295 

7903240341 50-295 

7903170226 30-237 

7903240597 30-254 

7905240603 50-254 

7903170229 50-237 

7905300435 60-373 

7905300567 50-237 

7905300443 30-237 

7905300447 50-237 

7903300403 30-237 

7905300499 50-237 

7905300373 30-237 

7905300579 50-249 

79053005S8 80-249 

7903300697 50-249 

7905300705 30-249 

7905300473 80-237 


AUTHOR 

AFFILIATION 


CCNY - ContoIldAtfd EdUon Co of Ntu 
York 


CEPC - Control eioctrlc Powor Cooporotiv 
•i Inc, 

COEC - Clnctnnotl 0«« % EUctrlc Go 


CPC - Gontumort Powor Co. 


DOCKET 


NUMBER 

NUMBER 

7905300480 

50-237 

7905250215 

50-10 

7905130076 

71-8 

7903010523 

50-373 

7905020312 

50-373 

7903010526 

50-254 

7905030366 

50-10 

7905040502 

50-295 

7905090309 

30-254 

7905070567 

50-454 

7905070396 

50-293 

7905110155 

50-373 

7909140276 

50-249 

7905130331 

50-434 

7903170237 

50-293 

7905220102 

50-599 

7905290079 

30-295 

7905310393 

30-599 

7905210262 

50-254 

7905090360 

50-599 

7905220337 

50-456 

7905170246 

50-599 

7905240664 

50-599 

7903170264 

50-599 

7904270366 

50-10 

7905190016 

50-237 

7905190097 

30-237 

7905230371 

50-10 

7905250533 

30-254 

7905250391 

50-10 

7905040603 

50-237 

7908090370 

50-10 

7903140273 

50-10 

7905250391 

30-10 

7903310364 

50-237 

7903070393 

50-373 

7905080396 

30-373 

7905140312 

50-373 

7903300020 

50-373 

7908310361 

50-373 

7905040482 

50-10 

790515049© 


7903250069 


7905150494 


7905170249 

50-247 

7905230367 

50-3 

7905300358 

50-247 

7909220376 

30-3 

7905230365 

50-3 

7905220283 

50-3 

7905220286 

80-3 

7905220288 

50-3 

7905220291 

50-3 

7905220294 

50-3 

7905220299 

50-3 

7905220302 

50-3 

7905220305 

50-3 

7905220312 

50-3 

7905220313 

50-3 

7905250246 

50-3 

7908040004 

50-247 

7905040006 

50-247 

7905040279 

50-247 

7905190015 

50-3 

7905190018 

50-3 

7905190021 

50-3 

7905190025 

50-3 

7905290185 ' 

50-3 

7905090287 

50-247 

7905300354 

50-247 

7905070549 

60-3 

7903170244 

50-247 

7905310396 

50-247 

7908290124 


7905030268 

50-395 

7905100210 

50-350 

7905100222 

50-358 

7905140083 

50-358 

7905290456 

50-358 

7905140111 

50-358 

7905020451 

50-338 

7905290449 

50-338 

7905080439 

50-358 

7905160434 

50-350 

7905110148 

50-358 

7905300284 

50-358 

7905230104 

50-233 

7905250530 

50-329 

7905090086 

50-329 

7905030311 

80-329 

7905070501 

50-329 

7905250528 

50-329 

7905150416 

50-255 

7905300256 

50-329 

7905250478 


7905140219 

50-329 

7905130414 

50-255 

7905300478 

50-329 

7905090172 

50-255 

7905080539 

50-255 

7905240309 

50-255 

7903310098 

50-155 

7905040366 

50-255 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCE8BI0M DOCKET 

NUMBER NUMBER 


AUTHOR 

AFFILIATION 


AGGE8SION DOCKET 

f4UHB£R NUMBER 


7*?0S04O4()7 50-255 

7905090062 50-329 

7905030327 50-329 

7905080460 50-t55 

790S0004B4 50-155 

79O5O0O4QB 50-155 

79052503^4 50-255 

7905080532 50-329 

7905080537 50-255 

790529027G 50-135 

7905100249 50-255 

79051 00252 50-255 

7905100253 30-233 

7905100239 50-233 

7903150437 50-155 

7903130459 50-155 

7905130613 50-253 

7905130623 50-233 

7905220329 30-233 

7905220333 30-255 

7905220340 50-255 

7905220343 50-253 

7903300232 50-329 

7903130484 50-133 

7903210123 50-233 

7903230303 30-153 

7905230526 50-329 

7903130309 50-253 

7905210150 50-255 

7905310449 50-135 

7903010408 

7903040099 50-133 

79031 100B5 50-233 

7903140211 50-133 

7905220020 50-233 

7903210163 50-133 

7905230032 50-233 

7903230095 50-235 

7903230095 30-153 

7905030308 30-329 

7905030330 50-329 

7905030362 50-329 

7905090307 50-329 

7903110207 50-329 

7903230761 
7903090416 

GPL - Ciralln* Pow^r 6 Light Co. 7905070480 50-400 

7905130630 50-324 

7905190426 50-261 

7905190012 50-261 

7905230124 50-261 

7903020333 30-261 

7903190631 30-324 

7905190410 50-861 

7905090302 50-324 

7903140419 30-400 

7903830223 30-324 

7903080330 50-400 

7905100241 50-324 

7905230613 50-261 

7905230604 50-261 

7905010597 50-261 

7905240192 50-324 

7905250015 50-400 

7905030343 30-324 

7905030347 50-324 

7905300203 50-324 

7903040531 50-261 

7905040535 50-261 

7905300296 50-261 

7905080504 60-329 

7905080516 60-329 

7905090282 50-324 

7905090289 50-324 

7905090311 50-324 

7906090321 50-329 

7905090324 50-323 

7905090340 50-329 

7905090344 90-3S5 

7905150427 50-323 

7905150432 50-323 

7906150906 50-323 

7905190518 50-323 

7905150450 50-261 

7905150451 50-261 

7905160461 50-261 

7905190463 90-261 

7909190010 50-261 

7905190027 50-261 

7905190030 50-261 

7905190086 50-261 

7905190080 50-261 

7905220106 50-261 

7900SiiQtiO 90-261 

7905230615 50-324 

7905220342 50-325 

7905220345 50-325 

7903220361 50-325 

7905220367 50-325 

7905220369 50-325 

7905220373 50-325 

7905220406 50-324 

7905220411 50-324 

7905240630 50-325 

7905240637 50-325 




7903290413 

50-325 



7903230419 

50-329 



7909290219 

50-261 



7903290230 

50-861 



790329 O3B0 

50-261 



7903300304 

90-324 



7903300390 

90-329 



7903300429 

50-325 



7903300432 

50-325 



7905300371 

50-324 



7903300373 

50-324 



7905300377 

50-324 



79033003B0 

50-324 



7903300387 

50-324 



7905300397 

50-324 



7903300512 

50-329 



79033003 la 

90-325 



7905010317 

90-261 



7903070473 

50-400 



7905090340 

90-400 



7909290380 

90-400 



7909040399 

90-324 



7905040607 

90-324 



7909140337 

90-261 



7909300449 




7903030093 

50-324 



7905040624 

90-324 



7909000402 

90-324 



7909000417 

50-324 



79{>30a0436 

90-324 



7909310379 

90-324 



7909210165 

50-324 



7909230344 

90-324 



7905290370 

90-324 



7909190013 

90-261 



7909030331 

50-261 



7903040084 

90-261 



7909010352 

90-261 



7905040032 

50-261 



7903080437 

30-26 1 



7909 1 30320 

90-261 



7909250121 

90-261 



7909220346 

50-261 



7909290374 

50-261 



7909000453 

90-261 

CBwa 

- Control 8outnw«st Birvicoii Inc 

7905090357 

50-996 

CYAP 

- Conntctlcut Yonk-ti Atonic Pouiir 

7905300327 

90-213 

Co. 






7905070544 

90-213 



7905210214 

90-213 



7903210211 

50-213 



7908040070 

90-213 



7903240392 

90-213 



7903040061 

90-213 



7903310473 

50-213 



7903300323 

90-213 



7903310446 

90-213 



7905240903 

50-213 



7905070542 

50-213 

OAYP 

- D4lr\[lond Powir Cooptrotivn 

7903090356 

90-400 



7905160427 

50-409 



79051 40234 

90-409 



7905140231 

90-409 



7905020238 

90-409 



7905290336 

90-409 



7905010904 

90-409 



7905010910 

90-409 



7905010920 

90-409 



790525040? 

90-407 



7905020243 

50-409 



7908240916 

90-409 



7905240690 

90-409 



7909130517 

90-409 



7905130930 

50-409 



7905250404 

90-409 



790529q417 

80-409 



7905090043 

90-409 



7905310397 

90-409 



790'3040373 

90-409 



7909090392 

90-409 



7909160423 

90-409 



7909220401 

90-409 



7909290006 

90-409 



7909300012 

90-409 



7903300314 

90-409 

DE “ 

Dotrolt Edlion Co. 

7908090339 

90-341 



7909180208 

90-492 



7909090331 

90-341 



7909160443 

90-341 



7909310431 

90-16 



7903230473 

90-492 



7909070442 


DL - 

Ou^utoni Ll^ht Co. 

7909030344 

90-334 



7909010493 

90-334 



7909010351 

90-412 



7909010937 

50-334 



7903220099 

90-334 



7909220104 

30-334 



7909140302 

30-334 



79091 90269 

50-412 



7905140300 

90-334 



790 9310304 

50-334 



7909140322 

30-334 



7909290461 

90-334 



7903010941 

50-412 


366 


CORPORATE SOURCE INDEX 


AUTMOR 

AFFILIATICM 


DPC “ Oukt PQU«r Co 


ACCESSION 

NUHBER 


79090S0460 
79OSO0O4AQ 
790S080S49 
79090S0991 
7909180931 
7909180936 
7909240968 
7909240309 
7909030343 
7909010933 
7909090373 
7909090066 
7909010491 
79080B0370 
7909110011 
7909110070 
7909230081 
7909220093 
7909340983 
7909190267 
7909100301 
7909190106 
7909190101 
7909190103 
7909190104 
7909110040 
7909300099 
7909110037 
7909190440 
7909890061 
7909160390 
7909190262 
7909290479 
7909340470 
7909220239 
7909220369 
7909300990 
7909240931 
7909290466 
7909110264 
7909220398 
7909110017 
7909110020 
7909230770 
7909020064 
7909140906 
7909230272 
7909230279 
7909080927 
7909140483 
7909230699 
7909020408 
7909100298 
7909100046 
7909140373 
7909190294 
7905290700 
7909140167 
7909240482 
7909240426 
7909240909 
7909040047 
7909240920 
7909020327 
7909020340 
790&080923 
79091 10268 
7909190934 
7909190948 
7909230303 
7909230309 
7909290401 
7909290408 
7909290423 
7909290427 
7909310404 
7909310410 
7909020301 
7909220463 
7909240214 
7909010921 
7909010990 
7909020283 
7909040392 
7909070481 
7909080388 
7909240466 
7909140189 
7909240231 
7909190317 
7905140283 
7909140369 
7909140268 
7909160389 
7909220270 
7909220239 
7909300941 
7909220391 
7909230407 
7908240993 
7909190100 
7909240479 
7909310211 


DOCKET 

NUMBER 


90-334 

90-334 

90-334 

90-334 

90-334 

90-334 

90-334 

71-9490 

90-334 

90-334 

50-334 

90-334 

90-334 

90-334 

90-334 

90-334 

90-334 

90-334 

90-412 

90-269 

90-413 

90-413 

90-413 

30-413 

70-2623 

90-468 

70-2623 

70-2623 

90-491 

90-269 

90-369 

90-486 

70-2623 

90-269 

90-269 

90-269 

70-2623 

90-269 

90-269 

90-269 

90-287 

90-369 

90-269 

90-287 

90-269 

90-269 

90-287 

90-287 

90-491 

90-369 

90-269 

90-269 

90-269 

90-369 

90-369 

90-413 

90-269 

90-369 

90-269 

90-269 

90-491 

90-269 

90-269 

90-287 

90-269 

90-270 

90-270 

90-269 

90-269 

90-269 

90-269 

90-269 

90-269 

90-287 

90-287 

90-369 

70- 26S3 

71- 266 
90-269 
90-269 
90-269 
90-269 
90-369 
90-269 
90-269 
90-269 
90-269 
90-269 
90-269 
90-269 
90-269 
90-269 
90-269 
90-269 
90-269 
90-869 
90-287 
90-287 
90-413 
90-269 
90-269 


AUTNOR 

AFFILIATION 


Access ION 
NUMBER 


EPEC - El P««o Elffclrlc Co 
fPC Floridi Poutr Corp, 


FPL - Florida Pow 6 Light Co, 


7909110303 

7903160361 

790531 0348 

7903040352 

7909080433 

7903080366 

7909080388 

7903110264 

7909240231 

79091 3031 7 

7909140293 

7909140369 

7903160389 

7909220270 

7909230487 

7909230943 

7903240393 

7909240479 

7909240470 

7905310211 

7909070401 

7903190100 

7909030371 

7909100299 

>909100303 

7903230941 

7909110129 

7903110129 

7909190202 

7909210194 

7909300189 

7909300164 

7909030351 

7909210193 

7908070930 

7909010408 

7905080099 

7909100230 

7909290390 

7909040050 

7909040094 

7908070602 

7908070626 

7905240002 

7909070940 

7909040043 

7908070648 

7909040088 

7909040632 

7909040630 

7903070937 

7903070997 

7909070611 

7909070624 

7909070649 

7909070692 

7903070694 

7909080429 

7909090291 

7909290493 

7909110244 

7909090270 

7909290013 

7909110241 

7908190020 

7909230373 

7909190023 

7909300903 

7909290300 

7909230369 

7909280378 

7909290309 

7909290383 

7909300497 

7909300491 

7909300404 

7909310391 

7909310403 

7909300660 

7909020291 

7909020276 

7909310290 

7909300946 

7909310399 

7909190206 

7909210272 

7909300198 

7909300109 

7909290430 

7909240492 

7908140229 

7909290199 

7909190249 

7909240049 

7909190247 

7909080467 

7909080471 

7909080994 

7909080999 

7909080967 

7909080971 

7909240434 

7909240169 


DOCKET 

NUMBER 


90-409 

90-269 

90-269 

90-269 

90-269 

50-269 

90-269 

90-269 

90-269 

80-269 

90-269 

90-269 

80-269 

90-269 

90-287 

90-269 

90-287 

90-269 

90-269 

90-269 

90-369 

80-413 

50-269 

80-269 

80-269 

90-269 

90-269 

90-992 

90-302 

50-302 

90-302 

50-302 

90-302 

90-302 

90-302 

50-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

80-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

90-302 

71-6690 

90-302 

90-302 

90-302 

90-303 

90-302 

80-302 

80-302 

80-302 

80-302 

90-280 

80-29J 

80-280 

90-339 

90-339 

90-339 

90-290 

90-280 

80-290 

80-291 

80-291 

80-291 

90-291 

90-290 

90-339 


AUTHOR 

AFFILIATION 


CORPORATE SOURCE INDEX 


ACCESS iQM Docket 

number number 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUtiBER NUHBER 


2 


79050900A7 90'«250 

790S090072 30-290 

7903090074 30-290 

790S090081 30-280 

790S0900&2 90-333 

7903090064 90-333 

7909220091 SO-OOS 

7903220103 90-230 

79092201 13 90-230 

7905300013 30-230 

7909220122 90-250 

7903220128 30-230 

7909230308 90-230 

7905230392 90-250 

7909130241 30-333 

7903220090 90-335 

7905230397 90-339 

7903230411 90-230 

7909300040 90-290 

7905000412 90-290 

7909140217 30-290 

7909140310 90-335 

7905240406 50-251 

7905240547 90-250 

790S25042& 90-250 

7905040909 90-335 

7909070410 90-335 

7909210121 90-335 

7909220027 90-335 

7905310214 90-335 

7909300014 50-339 

7909310309 90-339 

7909310309 90-333 

7909140220 30-290 

7909290143 90-290 

7905190605 

GAP - OtorQla Powir Co, 7909150340 90-366 

7905290462 

7903150344 90-366 

7909000924 90-321 

7903140316 90-321 

7909100244 90-321 

7909010470 90-366 

7909010469 90-366 

7905010902 90-321 

7909000946 90-321 

7909000990 90-321 

7909290029 90-321 

7909000473 90-321 

7909000479 90-321 

7909000920 90-321 

7909070639 90-3*6 

7909070646 90-366 

7909300309 90-321 

790324040? 90-424 

7909190469 90-366 

7909190467 90-366 

7909190919 90-321 

7909190329 90-321 

7909150943 90-321 

7905190949 90-321 

7903290039 50-321 

7909300627 90-321 

7909300630 90-321 

7909300644 90-321 

7903300660 90-321 

7903300603 90-021 

7905300600 90-321 

7903300991 90-321 

7903300603 90-321 

7903300664 90-321 

7903300676 90-321 

7903290096 90-321 

7905190213 90-321 

7909170234 90-321 

7909230047 90-321 

7905230938 90-321 

7905290184 50-366 

7905300006 90-321 

7905080427 90-321 

7909240227 90-424 

7905020241 90-424 

7905230390 90-424 

7905190059 50-321 

OENP - 0«ntr«l public UbilUiti 7905110234 50-320 

7909140069 90-320 

owe - Or«tn Hount«ln Powtr Corp. 7905170291 90-443 

7905310261 90-271 

7905170293 90-443 

OPU - CPU 8«rvic> Corp 7905230012 90-320 

7905230010 90-320 

7909230007 50-320 

7909230008 90-320 

7909220438 50-320 

7905190140 50-320 

7909230014 50-320 

7908230019 50-320 

7905230001 50-320 

7905190009 50-320 

7909140029 50-320 

7905210018 50-320 

7908210021 90-320 

7908110370 50-320 

7909110367 50-320 


O0U - OuW suit! UtUiti4i Co 
HLP - Houiton Lighting It Powtr Co 


lELP - Z00I4 Elfctric Light k Pouof Co 


ItOE - IoW«-tlllnoif 0*0 U Elfctric 
ILPR - llllnolt Pouitr Co. 

IMPR - In4ifn« k Michigan PowfT Co. 


7909110309 
7905110397 
79051 10354 
7905110401 
7905110397 
7905110395 
7909110392 
7909110393 
7908110406 
7909110403 
7905110409 
7909110402 
7909110400 
7909110396 
7909110389 
7909110304 
7909110382 
7909110378 
7909110376 
7905ii0373 
7909110368 
7909110366 
7905110337 
7903230117 
7903230099 
7909230107 
7909230110 
7905190116 
7909190113 
7909190111 
7909210238 
7909190093 
7909190120 
7909190187 
7909230009 
7903230009 
7909230006 
7909230103 
7909220362 
7909210120 
7909230082 
7909230011 
7909330013 
7909230024 
79Q522Q340 
7909210270 
7909230000 
7909090203 
7909110374 
7909230800 
7909180483 
7909310429 
7905000409 
7909240693 
7909030336 
7909000400 
7909180236 
7905290390 
7908210224 
7905210220 
7909110163 
7909190090 
7909300272 
7905020291 
7909020293 
7909290213 
7909160363 
7909160360 
7909160386 
7909160307 
7909290182 
7909290191 
7908100400 
7909040491 
7908080469 
7909090368 
7905000465 
7905310447 
7905230922 
7909070406 
7909290363 
7909070437 
7909170282 
7909170262 
7908170248 
7909170261 
7909190186 
7909280392 
7909040001 
7909040002 
7908190349 
7908070903 
7908070990 
7908070990 
7908070604 
7905070613 
7909290371 
7909310469 
7909110120 
7909110124 
7909190423 
7909150430 
7903180430 
7903180441 


90-320 

80-320 

50-320 

80-320 

90-320 

50-320 

80-320 

50-320 

90-320 

80-320 

90-320 

90-320 

80-320 

90-320 

80-320 

80-320 

80-320 

80-320 

50-320 

90-320 

90-320 

80-320 

90-320 

50-320 

50-320 

50-320 

90-320 

90-320 

80-320 

90-320 

50-320 

90-320 

90-320 

90-320 

90-320 

90-320 

50-320 

90-320 

90-320 

90-320 

30-320 

90-320 

90-320 

90-320 

80-219 

50-219 

80-320 

90-320 

80-490 

50-490 

80-490 

80-470 

80-490 

80-490 

80-490 

80-490 

80-466 

80-331 

80-331 

80-331 

80-331 

80-331 

50-331 

80-331 

90-331 

90-331 

90-331 

90-311 

90-331 

30-331 

80-331 

71-296 

50-331 

90-331 

90-331 

90-331 

90-331 

90-331 

90-461 

90-319 

90-319 

90-316 

90-319 

90-316 

90-319 

90-319 

90-316 

90-316 

90-318 

80-316 

90-316 

S*»319 

90-313 

90-318 

80-319 

90-319 

90-318 

90-318 

90-318 

90-315 

90-319 




368 


CORPORATE SOURCE INDEX 


AUTHOR 

AFriLIATlON 


ACCE6SEON 

NUHBER 


DOCKET 

WUMBER 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


JGFL Jtri*V Central Paver & Light Co 


KQCE - Kant«f Oa« «i EUctrlc Co 


LAPL - LoultUna Pawor !< Light Co 


7905130480 

30-316 


7905110170 

7903130473 

30-316 


7903110176 

7903130501 

30-316 


7905140140 

7905210133 

30-313 


7903110079 

7905210142 

30-313 


7905000328 

7903220320 

30-313 


7905000531 

7905220326 

30-313 


7905190240 

7905220333 

30-313 


7905190246 

7905220339 

50-313 


7905190243 

7905230325 

30-316 


79051603BO 

7903230330 

30-316 


7905000326 

7905310367 

30-316 


7905230376 

7903070596 

30-316 


7905030330 

790S07042G 

30-313 


7905090320 

7903110183 

30-313 


7905230109 

79032901 49 

30-313 


7905220371 

7905290366 

30-313 


7903160174 

7903310440 

30-313 


7905110333 

7903040036 

30-315 


7905160141 

7903040611 

50-313 


7905160135 

7903240602 

30-313 


7908230373 

7903020401 

30-313 


7903230010 

Light Co 7905070470 

80-360 


7905090231 

7903250084 

50-219 


7903190209 

7903130277 

30-219 


7905190231 

7903210179 

30-219 


7905190213 

7903210269 

30-219 


7905210240 

7903290199 

30-219 


7903000445 

7903230077 

30-219 


7905000451 

7903230349 

30-219 


7905000542 

7903300733 

30-219 


7905000547 

7903070337 

30-219 


7905000521 

7903070631 

30-219 


7903290350 

7903040470 

30-219 


7905220310 

7903040481 

30-219 


7905220323 

7903090332 

30-219 


7905290304 

7903140330 

30^19 


7905140202 

7903090329 

30-219 


7905140296 

7903140327 

30-219 


7905110165 

7903140241 

30-219 


7905110170 

7903140243 

30-219 


7905110149 

7903130470 

30-219 


7905110173 

7905130472 

30-219 


7903190121 

7903160369 

30-219 


7903020294 

7903160374 

30-219 


7905020460 

7903210210 

30-219 


7905230003 

7905210217 

30-219 


7905230002 

7903210274 

30-219 


7905070507 

7905210201 

30-219 


7903190115 

7903220381 

30-219 


7905240550 

7903220309 

30-219 


7903190169 

7903290014 

30-219 


7905190229 

7903290017 

30-219 


7903090337 

7903290023 

30-219 


7905190236 

7903290023 

30-219 


7905300138 

7903290164 

30-219 


7905100420 

79082901 78 

30-219 

MPL - Mlstitilgpi powtr U Light Co 

7905140340 

7903070633 

30-219 


7905090271 

7903150273 

30-219 


7903300441 

7903240347 

30-219 


7903140339 

7908210174 

30-219 


7905020455 

7903220089 

50-219 


7903140384 

7905210263 

30-219 


7905290061 

7905210267 

50-219 


7905040510 

7905240313 

30-219 


7905040631 

7905290179 

30-219 


7905040636 

7905290194 

30-219 


7908300439 

7905290172 

30-219 


7905000480 

7905290351 

30-219 


7905090260 

7905290394 

30-219 


7908090378 

790S23030S 

30-219 


7905180320 

7905070466 

30-363 


7905340689 

lo 7903110314 

30-402 


7908180516 

7905300626 

30-402 


7905030105 

7905290326 

30-402 


79052S04S6 

7905000514 

30-402 


7908230355 

7903110311 

30-402 


7905090330 

r Co 7905110262 

30-382 


7905000433 

7905130273 

30-302 


7903130434 

7903130418 

30-302 


7905210187 

7905170231 

30-302 


7903310130 

790584039Q 

30-302 


7908210161 

7905150264 

30-302 


7903380189 

7905130400 

30-382 


7903220341 

7905170220 

30-302 


7903230320 

7905110260 

30-382 


7905090061 

7903240634 

30-322 


7908090372 

7905240643 

30-322 


7905090302 

7905240640 

30-322 


7908340686 

7905240650 

80-322 


7903300019 

7903130207 

30-322 


7908230467 

7905240376 

80-322 


' 7908190151 

7903290210 

30-322 


7905220243 

7903240996 

80-322 


7908220281 

7903040439 

30-322 


7908230003 

7903040310 

30-322 


7908040814 

7903080500 

30-322 

NE^£ - Northoatt Nucloar Enorgu Co, 

7905010408 

7903240369 

30-322 

(Norihtatt Utllltitt) 


7903240639 

30-322 


7905010496 

thorlttf of 7903000308 

30-321 

NENP - N#w England Powar Co 

7905110137 



NEUT - Northaaat Utllititi 

7905070666 

7908080497 

30-321 


79051 50508 

7905100423 

30-289, 


7905310189 


OaCKET 

NUMBER 


S0-32D 
30-320 
30-320 
30-320 
30-320 
30-320 
30-320 
30-320 
50-320 
30-320 
30-287 
30-287 
50-320 
50-320 
30-287 
50-320 
50-320 
50-320 
30-320 
30-287 
30-320 
30-320 
30-320 
50-320 
30-320 
30-320 
50-287 
50-207 
50-2B7 
50-287 
50-320 
50-207 
5O't207 
50-207 
50-207 
30-207 
50-207 
50-320 
30-207 
30-320 
50-207 
50-320 
30-207 
30-320 
30-320 
30-320 
30-207 
30-320 
30-289 
50-320 
50-320 
50-320 
50-320 
50-320 
50-207 
50-4 1& 

50-416 

50-416 

50-416 

30-416 

30-416 

30-416 

50-416 

30-416 

50-416 

30-416 

30-309 

30-309 

30-309 

50-309 

30-309 

30-309 

50-309 

50-309 

30-309 

50-309 

30-309 

30-309 

30-309 

30-309 

80-309 

30-309 

30-309 

30-309 

50-309 

30-309 

30-309 

50-309 

30-309 

30-309 

30-309 

30-309 

30-309 

30-248 

30-243 

30-213 

80-336 

80-336 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


NIP8 - Korthtrn Indiana Public Sirvici 
Co. 


NHP - Klavara Hohiiuk Powar Corp 


NPPD - Ntbraika Public Powtr Dlatrict 


N8P Northarn 6««iai Powar Co. 


ACCEB3IOK 

NUNBER 

DOCKET 

NCIK8ER 


AUTHOR 

AFFH-IATJOM 

ACGEOaiON 

NUHSER 

DOCKET 

NUHBER 

7903220404 

30-245 



79051304*8 

30-888 

7903230S23 




7905210279 

30-30* 

7903130502 

50-33* 



7903810283 

30-306 

7903220393 

50-245 



7905220114 

50-30* 

790323044* 

50-213 



79038801 18 

30-306 

790308045* 

50-33* 



7903830513 

50-263 

7903080461 

50-33* 



7903250429 

50-2*3 

7903300452 

50-33* 



7903140104 

50-202 

7903300457 

50-33* 



7905020236 

50-202 

7903300533 

50-245 



7903040415 

50-263 

7903300544 

50-243 



7905090369 

50-263 

7903290221 

50-33* 



7903010474 

30-882 

790329007* 

71-9044 



7905080413 

50-863 

7903190073 

50-243 



7905010479 

30-282 

7903040033 

50-336 



7903040530 

30-263 

7903040133 

30-33* 



790SD7O36* 

30-263 

7903070359 

30-33* 



7903070439 

30-282 

790308040* 

30-33* 



7903130283 

30-2*3 

7903100320 

30-33* 



7903840560 

30-2*3 

79031*02*2 

30-33* 



7905240681 

30-2*3 

79031*037* 

30-33* 



7903300406 

30-288 

790322011* 

30-33* 



7903830394 

30-8*3 

7903290073 

30-813 



7903890093 

30-2*3 

7903300009 

30-33* 



7903040517 

30-2*3 

79033002*1 

30-33* 



7905040011 

30-2*3 

7903310183 

30-33* 



7905190033 

30-263 

7903070*21 

30-243 

NVGO - 

Now York 8taka Etaclrlc 6 Oaa 

7905300477 

50-39* 

79030905*2 

30-243 

Carp. 




7903090454 

30-243 



7903310342 

30-39* 

7903290073 

30-213 



790S010494 

50-39* 

7903300003 

30-243 



7905280180 

30-39* 

7903130439 

30-423 

NYSEO - Nau York 0tak« Elactrlc U Oaa 

7903240160 

30-39* 

7905070*39 

30-213 

OPPD - 

Omaha Public Pouar Oiatrlck 

7903300333 

30-205 

7903250513 




7905090363 

30-205 

7903210280 

30-3*7 



7905140840 

30-205 





7905150319 

50-205 

7905010334 

50-3*7 



7903310240 

50-205 

7903140308 

50-3*7 



7905140836 

50-205 

790311030* 

30-367 



7905140494 

50-205 

7903220207 

30-3*7 



7905140407 

50-205 

7903210277 

30-3*7 



7903290882 

50-205 

7903300329 

30-3*7 



7905130211 

50-205 

79030203*7 

30-220 



7905230610 

50-285 

7903130511 

30-220 



7905070545 

30-205 

7903310221 

30-220 



7903100120 

30-205 

7903130500 

30-220 



7903240672 

30-205 

7903100421 

30-220 



7905890499 

90-205 

7903070401 

30-220 



790521023? 

30-285 

790 30704 It 

30-220 



7905070541 

50-230 

79031*0392 

30-220 



790521083* 

30-205 

79031*0374 

30-820 



79052108*0 

50-205 

790330049* 

80-220 



7905810871 

50-805 

790530049* 

30-220 



7905220300 

50-205 

7903130291 

30-220 



790522030* 

50-805 

7903230293 

30-220 



7905300537 

30-285 

7903090414 

30-820 



7903300340 

30-205 

7903230470 

30-230 



79031*0302 

30-205 

7905180597 




79031*040* 

50-205 

7905080493 

30-890 



7908300349 

50-205 

7903130526 

30-290 



7903230450 

50-205 

7903130522 

30-298 



7905090317 

50-265 

7905020129 

30-290 



7905000446 

50-205 

7903140333 

30-298 



7905090046 

50-205 

7905140336 

30-298 



7905100318 

50-205 

7903090487 

30-298 



790S240S62 

50-205 

7903130394 

50-890 

PACP - 

Pacific Powar Co 

7905090893 

50-300 

7903160127 

50-290 



7905220304 

50-344 

7903140220 

50-890 



7905280472 

50-322 

7903020269 

30-890 

PASN - 

Powar Aukhorltv Sloka of Naw York 

7905040318 

50-28* 

7903000470 

30-890 



79051001*1 

30-20* 

79031303*9 

30-890 



7905100103 

30-333 

7903230333 

80-898 



7905130304 

30-20* 

7903010511 

30-888 



7905100179 

30-333 

7903130231 

30-268 



790511025* 

30-333 

7903070300 

30-2*3 



7905280300 

50-20* 

7903040022 

30-863 



7905110854 

30-333 

7903070372 

30-263 



7908130302 

50-20* 

7903130499 

50-882 



7903030101 

30-20* 

7905090392 

50-2*3 



7905010504 

50-333 

7903010509 

50-202 



7905250172 

50-20* 

7903090300 

50-863 



7905220319 

30-20* 

7903130496 

50-808 



7905220322 

50-20* 

7903070344 

50-282 



7905280327 

30-20* 

7903130373 

30-8*3 



7905280331 

30-20* 

7903290321 

50-8*3 



7905880334 

30-20* 

7903030364 

30-202 



7903220330 

30-20* 

79030303*7 

50-882 



79032501*2 

30-333 

7903020462 

50-888 



7905330241 

80-20* 

7903040521 

50-882 



7903240890 

50-333 

7903040*04 

50-2*3 



7905010499 

30-333 

7905080543 

50-382 



7905010503 

30-333 

7905080569 

50-882 



7908010503 

30-333 

7905080424 

50-8*3 



7903010500 

30-333 

7903000438 

50-8*3 



7903230194 

30—333 

7903290290 

50-802 



790301051* 

30-20* 

7903110127 

30-882 



7903010528 

30-20* 

7905110131 

50-808 



7905090301 

30-20* 

7905140214 

30-808 



7905090308 

30-20* 

79051*0332 

80-808 



7905180473 

80—333 

79051*0330 

50-808 



7903150477 

50-333 

79031*0379 

30-3*3 



7903300411 

50-333 

79051*0301 

50-8*3 



7903300416. 

50-333 

790513046* 

50-882 



7903300506 

50-333 


369 


370 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUHBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


PECO - pritlidclphli eitctrlc Co 


PEP - PotoMJc Elffctrlc Powir Co 
POE - Pacific Q*t i Electric Co 


POOe - Portland Oaniral Electric Co 


7V03300514 

7909300932 

7905300927 

7909070163 

7909I00I79 

7905110175 

7909230337 

7905040505 

7905030565 

7905090315 

7905090343 

7905140307 

7905150452 

7905190073 

7909230430 

7905240697 

7905040513 

7905100156 

7905230951 

7909310394 

7909310443 

7905070417 

7909140346 

7909030352 

7905110076 

7905170241 

7905170236 

7909220230 

7909220234 

7905030464 

79052S0192 

7905040978 

7909040077 

7909040092 

7909140344 

7909040901 

7909150443 

7905230861 

7905160383 

7905290214 

7905290216 

7905230710 

7909840184 

7909030348 

79091 10073 

7909220347 

7909080347 

7909080396 

7909290349 

7909020938 

7909090376 

7909090374 

7909300174 

7909300989 

7909190360 

7909030244 

7909140994 

7909140996 

7909190303 

7909090319 

7909190132 

7909300007 

7909300364 

7909890490 

7909020302 

7909190130 

7909140303 

7909140304 

7909190809 

7909090380 

7909240701 

7905290011 

7905190054 

7909300168 

7909140406 

7909300910 

7909090318 

7909020244 

7909210172 

7909210169 

7905300361 

7905290479 

7905030198 

7909190782 

7909090288 

7909220298 

7909040983 

7909110169 

7905240948 

7909030361 

7909240948 

7905110167 

7909290078 

7905040498 

7909040449 

7909190812 

7909240908 

7909100267 

7909100270 

7909170238 

7909170247 

790982028? 

7909220893 


50-333 

90-333 

90-333 

90-286 

90-333 

90-333 

90-333 

90-333 

90-333 

90-333 

90-333 

90-333 

90-333 

50-333 

90-333 

50-333 

50-286 

90-286 

90-286 

90-286 

90-296 

90-277 

90-277 

50-277 

50-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

50-277 

50-277 

50-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

50-277 

30-448 

90-448 

50-133 

50-133 

50-279 

50-279 

90-279 

90-133 

50-133 

50-275 

50-275 

50-275 

50-275 

50-133 

50-133 

50-133 

50-133 

50-275 

50-275 

50-133 

50-275 

50-133 

50-133 

50-133 

50-133 

50-879 

90-275 

90-275 

50-275 

50-344 

50-344 

50-344 

50-508 

90-344 

90-344 

50-344 

90-344 

50-344 

90-344 

90-344 

90-344 

50-344 

50-344 

50-344 

50-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 


PPL - PennevWanla Poucr tt Light Go, 


P6C - Public Service Co of Colorado 


P8E8 - Public Service Electric It Oai Co. 
of New Jerety 


790988031 1 

7909220316 

7909310390 

7905020388 

7905280078 

7909300426 

7909080478 

7909040980 

7909090891 

7909190387 

7909230492 

7905280187 

7909230407 

7909U0014 

7909000431 

7909290042 

7909090433 

7909040906 

7909030149 

7905290186 

7909110300 

7909160424 

7909250421 

7909040146 

7909040504 

7909240574 

7905020862 

7905090369 

7909150224 

7905090346 

7905010514 

7909000457 

7909010507 

7905080495 

7909140288 

7909140894 

7909140319 

7905140323 

7905290464 

7909230637 

7905300828 

7909040374 

7909040376 

7909000944 

7909080949 

7909160367 

7905160371 

7905160378 

7905160377 

7905230393 

7905230403 

7905010361 

7905150800 

7905160315 

7905830025 

7905030321 

7905080483 

7905300421 

7905150899 

7905850471 

7905080462 

7905080466 

7905300417 

7905300431 

7909080489 

7905180899 

7905070140 

7905140230 

7905290065 

7905290070 

7905290495 

7905030360 

7905010985 

7909010895 

7909250441 

790904093S 

7909040541 

7908040370 

7905040371 

7905080489 

7908080989 

7908140287 

7905280072 

7905150444 

7905180446 

7908150462 

7908190464 

7908220127 


7905220132 

7909220308 

7909220314 

7905290408 

7905080421 

7909900363 

7909070952 

7905070647 

7905170263 

7908150280 

7908040517 

7909080481 

7908090308 


DOCKET 

NUMBER 


90-344 

50-344 

30-344 

90-344 

50-344 

90-344 

50-344 

90-344 

50-344 

90-344 

50-344 

90-344 

50-344 

90-914 

30-344 

90-344 

50-387 

30-387 

90-387 

90-387 

50-387 

50-387 

50-387 

50-387 

50-387 

50-387 

90-387 

90-387 

50-387 

50-267 

50-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

50-267 

90-367 

90-267 

80-267 

90-267 

90-267 

50-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-311 

90-272 

90-272 

90-272 

50-272 

90-272 

90-272 

90-272 

90-272 

90-272 

90-272 

90-272 

90-272 

90-272 

90-272 

50-272 

50-272 

90-272 

90-272 

90-272 

90-272 

50-272 

90-272 

90-272 

90-272 

90-272 

50-272 

90-272 

90-272 

90-272 

90-272 

90-272 

90-272 
80-272 
90-272 
50-272 
50-272 
80-272 
50-354 
90-272 
90-272 
90-372 
90-3J 1 
90-31 1 
90-311 


CORPORATE SOURCE INDEX 


371 


AUTHOR 

AFFILIATION 


PSIN - Public Btrvlc* Go of IhdlAnat 
Inc, 


P8NH “ Public Bvrvlcv Go of N«u 
Homp-tbir* 

P80K - Public Servlcfl Co of OklohoAo 


PBPL “ Pug-ot Sound Powor St Light Co. 


ROe “ Rochoitor U Eloctric Corp 


8GE Southtrn Colifornla Edl«on Co. 


8CE0 •* South Carolina Elactric ii Oai 


SOOe * San Ditgo Oa« It Clactric Co 


atlUD - SacraMonto Municipal Utility 
Diftrict 


ACCESaiOH 

HUMBER 

DOCKET 

NUK3ER 

AUTHOR 

AFFILIATIOW 

ACCESSION 

HUHBER 

DOCKET 

NUHBER 

7909220349 

50-272 


7905190134 

80-312 

7909290100 

50-311 


7908110193 

80-3 £2 

7909290419 

50-311 


7909010477 

80-443 

7909140097 

50—546 


7908110307 

80-312 




7905020306 

90-312 

7909290433 

50-546 


7909100424 

90-312 

79031A0400 

90-546 


7905180053 

30-312 

7909310420 

50-546 


7908290067 

90-312 

79090B0419 

50-946 

TOED - iDtvvO Edlvfin Co 

7903140239 

90-346 

7909290083 

50-443 


7909180405 

90-346 




7908290422 

30-346 

7909090399 

50-596 


7909240671 

80-346 

7909290029 

50-956 


7908240586 

90-346 

7909230424 

50-956 


7908140233 

80-346 

7909240393 

50-956 


7909100380 

90-346 

7909090283 

50-908 

■■ 

7908100341 

90-346 

79092904AS 

50-922 


7908100345 

80-346 

79091 40336 

50-922 


7908220125 

80-346 

7909160347 

90-522 


7909020266 

50-346 

7909290439 

90-922 


7908240097 

90-346 

7909310372 

90-922 


7909250198 

90-346 

7909310383 

50-922 


7909100286 

90-346 

7909030339 

90-244 


7908020303 

90-346 

7909220227 

50-244 


7909020330 

90-346 

7909220223 

90-244 


7909020418 

90-346 

79092901 Bl 

50-244 


7903020438 

90-346 

7905040101 

90-244 


7908020488 

90-346 

7909040147 

50-244 


7909020500 

90-346 

7905040180 

90-244 


7908020427 

90-346 

79090401S7 

90-244 


7908020443 

90-346 

7909040191 

90-244 


7905040129 

90-346 

7909110101 

50-244 


7909040132 

90-346 

7905110104 

50-244 


7908090269 

50-346 

7909310431 

50-244 


7905090273 

30-346 

7909310439 

90-244 


7909150402 

90-346 

7909230417 

90-244 


7905150495 

80-346 

7909070486 

90-244 


7905150456 

80-346 

7909070580 

90-244 


7905160404 

50-346 

7909100149 

90-244 


7905160409 

90-346 

7909190393 

90-244 


7905220124 

50-346 

7909220377 

90-244 


7905220096 

50-346 

7909220031 

90-244 


7905220101 

90-346 

7909300474 

90-244 


7905220117 

50-346 

7909310399 

50-244 


7905220121 

90-346 

7909130619 



7905250134 

50-346 

7909130404 

90-206 


7905280142 

90-346 

7909090326 

50-206 


7905110099 

80-346 

7909090361 

50-206 


7905110091 

80-346 

7909130411 

90-206 


7903150121 

50-346 

7909310426 

90-361 


7909080416 

80-346 

7909130409 

50-206 


7908300410 

80-346 

7909290069 

90-206 


7903090353 

80-346 

7909290900 

90-206 


7909190031 

90-346 

7909240073 

90-206 


7903220099 

90-346 

7909040986 

50-206 


7909230371 

80-346 

7909040992 

50-206 


7^08240403 

80-346 

7909090277 

50-361 


7908290419 

50-346 

7909080418 

50-206 


7908310480 

80-346 

7909080423 

90-206 


7908300483 

30-346 

7909110134 

90-206 


7908310375 

90-346 

7909110139 

90-206 

TU - Tfiat UtlUtlai Co. 

7909140284 

90-449 

7909180903 

90-206 

TUOC - Tacaa Utllltlat Oanaratlng Go. 

7703140226 

90-445 

7909130912 

90-206 


7905140324 

90-449 

7909240689 

90-206 


7903240196 

90-448 

7909310423 

50-361 


7908300761 

80-448 

7909310439 

90-206 


7905290640 

90-445 

7909310444 

50-206 


7905210192 

50-445 

7909240395 

90-206 


7908030363 

50-445 

7909090328 

90-206 


7908090313 

50-448 

7909150400 

50-206 

TVA - Ttnnaataa VaLl«v Authority 

7908020159 

50-320 

7909170257 

90-206 


7908010367 

50-290 

79C92I016O 

90-361 


7908160460 


7909090347 

90-206 


7908140497 


7909160319 

50-206 


7908140491 


7905150374 

90-206 


7905290399 


7909110035 

90-206 


7908140462 


7909230914 

50-206 


7909240074 


7909300696 

90-395 


7908140363 


7909090420 

90-395 


7908140473 


7909230608 

90-399 


7908140491 


7909010493 

90-395 


TonaianaAa 


7909290108 

50-395 




7909300692 

90-395 




7909150406 

90-206 




7909190150 

90-206 




7909090088 

90-992 




7909100282 

90-312 




7909110004 

90-312 




7909100293 

90-312 




7909100281 

90-312 




7909100430 

90-312 




7909110032 

90-312 




7909110039 

90-312 




7909220465 

90-312 




7909250434 

90-312 




7909250437 

90-312 




7909290004 

90-312 




7909300405 

90-312 




7909300409 

90-512 




7909190156 

90-312 




7909240710 

90-312 




7909290369 

90-312 





372 


CORPORATE SOURCE INDEX 


AiJTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESS ION DOCKET 

NUMBER NUMBER 


7905140352 50-327 

7905230733 50-3Ai 

79050001 7A 50-259 

7905140460 50-327 

7905140490 50-390 

7905140459 50-327 

7905140495 50-327 

7905140503 50-390 

7905250344 50-259 

7905010401 50-390 

7905010510 50-390 

7905300745 50-259 

7905030343 50-259 

7905300253 50-327 

7905040562 50-327 

7905090333 50-327 

7905090336 50-327 

7905240652 50-259 

7905090314 50-259 

7905090316 50-259 

7905110191 50-327 

7905110220 50-390 

7905110196 50-29& 

7905110201 50-296 

7905110313 50-260 

7905110310 50-260 

7905160317 50-390 

7905190197 50-327 

7905160303 50-327 

7905190217 50-390 

7905230562 50-327 

7905230569 50-327 

7905230078 50-260 

7905230336 50-260 

7905230381 50-390 

7905230540 50-430 

7905230557 50^430 

7905230645 50-327 

7905310362 50-260 

7905310363 50-260 

7905310425 50-296 

7905310427 50-296 

7905310360 50-260 

7905310369 50-260 

7905240972 50-25 

7905040345 50-553 

7905040500 50-327 

7905000541 50-510 

7905140270 50-553 

7905140272 50-327 

7905140371 50-259 

7905110024 50-259 

7905170260 50-260 

7905300462 50-518 

7905310314 50-327 

7905300305 50-327 

7905010475 50-259 

7905110177 50-259 

7905150322 50-296 

7905230370 50-260 

7905110211 50-296 

7905150206 50-510 

7905010564 50-390 

7905040340 50-390 

7905070420 50-327 

7905110225 50-390 

7905090341 50-327 

7905110008 50-327 

7905230519 50-327 

7905290363 50-327 

7905290390 50-390 

7905290503 
7905290115 

VEPC - VirginU Eltctrlc 6 Fqwtr Co 7905030207 50-338 

7905030209 50-338 

79051 10080 50-280 

7905040472 50-280 

50-280 
50-280 
-0-338 
280 

338 

339 
339 
339 
339 
330 
339 

338 
281 
280 

339 
330 
280 
338 

338 
330 
330 

339 
330 
338 
330 
290 


7905020519 50-200 

7905240181 50-200 

7905010404 50-281 

7905010487 50-281 

7905010492 5O-2Q0 

7905010498 50-200 

790S020391 50-330 

7905040626 50-338 

7905300734 50-338 

7905040396 50-280 

7905040414 50-200 

7905070404 50-339 

7905070533 50-338 

7905070659 50-330 

7905070662 50-338 

7905070530 50-338 

7905070656 50-338 

79050805 U 50-339 
7905240481 50-338 

7905300706 50-200 

7905000434 50-339 

7905080444 50-338 

7905080447 50-338 

7905080449 50-338 

7903090452 50-339 

7905090297 50-339 

7905110147 50-339 

7905110152 50-338 

7905 110142 50-338 

7905110157 50-200 

7905110164 50-280 

7905110214 50-339 

79051 604 IB 50-339 

7905190123 50-280 

7905190119 50-280 

7905210250 30-338 

7905210260 50-330 

7905210275 50-200 

7905220344 50-33? 

7905220287 50-330 

7905220296 50-330 

7905230060 50-338 

7905230071 50-330 

7905230341 50-281 

7905230344 50-281 

7905250141 50-200 

7905250150 50-280 

7905250154 50-200 

7905230157 50-280 

7905290005 50-280 

7905290010 50-280 

7905290032 50-290 

7905290404 50-33? 

7905300017 50-339 

7905300010 50-200 

7908300401 50-330 

7905300404 50-330 

7905300400 50-330 

7905300412 50-338 

7905160432 50-339 

7905160437 50-330 

7905160444 50-339 

7905160454 50-330 

7905160480 50-330 

7905020350 50-330 

790504046a 50-200 

7905070473 50-280 

7905040036 50-200 

7905040126 50-330 

7905240407 50-338 

7905040300 50-900 

7905070637 50-200 

7905080441 50-339 

7905070460 50-200 

7905070655 50-200 

7905100317 50-330 

7905080443 50-330 

7905190062 50-330 

7905110007 50-200 

7905150270 50-338 

7905210176 50-338 

7905220111 50-404 

7905220142 50-200 

7905230536 50-330 

7905230022 50-330 

7905250108 50-200 

7905290375 50-330 

7905250132 50-200 

7905290001 50-280 

7905300312 50-200 

7905240342 50-338 

7903240405 50-280 

7905070473 50-280 

7905070610 50-280 

7908080538 50-280 

7905250092 50-280 

7905040448 50-280 

7905040380 50-290 

7905110087 50-290 

7905280108 50-290 

7905290001 50-290 

7905300312 50-200 

7905220142 50-280 


Jik 



author 

affiliation 


VYNF V.rmonk NucU«r Po(j*r 


Hiep - Hltcontln EUckrU Powtr co 


HPPfl - W««Mn0<ron PmIiUc Powtr Qupplu 


WPSG -* NifconvLn Public 8«rvic« Carp. 


CORPORATE SOURCE INDEX 


ACCESS rON 
NUHBER 


DOCKET 

NUHBER 


author 

affiliation 
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accession 

KlHBEft 


Docket 

MjKaCR 


Corp, 


7905020338 

7903040126 

7903240407 

7705000428 

7905080443 

7905080506 

7905190062 

7905110297 

7903150270 

7903220111 

7903230536 

7905230022 

7905290296 

790M90433 

7905040305 

7905070592 

7905010482 

7905070462 

7905150343 

7905010906 

7905150341 

7905070693 

7905080552 

7905080533 

7905290080 

7903290037 

7905290040 

7903010300 

7905100319 

7905160253 

7905210197 

7903150361 

7905070580 

7905080423 

7905010400 

7905070455 

7905070380 

7905240613 

7905010490 

7905010515 

7905160365 

7905160362 

7903020289 

7903020304 

7905020310 

7903020318 

7903290073 

7903240519 

7905100286 

7903100263 

7905240303 

7908100314 

7903100313 

7905300316 

7903240831 

7905240611 

7905240627 

7905290284 

7905180370 

7905010409 

7905010513 

7905020271 

7905000470 

7908300483 

7905230463 


50-338 

50-338 

50-339 

50-330 

50-338 

50-338 

50-4Q4 

50-330 

50-404 

50-338 

50-338 

50-280 


50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-502 

50-502 

50-266 

50-266 

50-301 

50-301 

50-266 

50-266 

50-266 

50-266 

50-301 

50-301 

50-266 

80-301 

50-301 

80-266 

50-266 ~ 

50-266 

50-266 

80-266 

50-301 

50-302 

50-502 

50-266 

50-502 

50-301 

50-266 


7905150349 


7905150202 

50-266 

7908100446 

50-266 

7905240397 

50-301 

7905310359 

50-266 

7905300453 

50-301 

7905030337 

50-502 

7905150381 

50-802 

7905070317 

50-397 

7905090295 

50-500 

7905070456 

50-397 

7905040300 

50-500 

7905240901 

50-513 

7905090073 

50-397 

7905110237 

50-397 

7905190069 

50-460 

7905250467 


7905240319 

50-305 

7905010478 

50-397 

7905090069 

50-397 

7905190067 

50-460 

7903190076 

50-397 

7905190117 

80-397 

7905040379 

50-508 

7905010486 

50-397 

7905090204 

50-500 

7905160337 

50-508 

7905230534 

50-460 

7908070483 

30-397 

7905070499 

50-397 

7903040601 

50-397 

7905110232 

80-397 

7905250537 

50-397 

7905040294 


7905100292 

50-305 

7905150335 

50-308 

7905100291 

50-303 


IMPC 
VAE ■ 


■ Uatliingian Water Powir Co 
Vaitke* Atomic Electric Co. 


7905300030 

7905150330 

7905290501 

7905240299 

7905150563 

7905150567 

79053003?9 

7905310365 

7905310366 

7905300395 

7905160064 

7905240384 

7905100209 

7905300020 

7905090303 

7905150337 

7905240776 

7905250473 

7905150334 

7905000075 

7905250452 

7905250359 

7905150422 

7905150428 

7905150433 

7905150437 

7905190126 

7905190120 

7905290058 

7905030333 

7905160309 

7905310390 

7905040039 

7905110317 

790S070S48 


50-305 

90-305 

90-305 

90-305 

90-305 

50-303 

30-305 

30-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

90-5010 

90-29 


50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-271 

50-29 

50-29 


^gag AR CH INSTITUTIONS AND LABORATORIES 
Argonna National Laboratory 


Battollf Memorial Inetttuta. Colunbuf 
Laboratorlif 


BattolU Memorial InitUuti* Pacific 
Northweit Laboratory 


Brookhavan National Laboratory 


Envlfonmantal Policy Inetltuta 
Electric Power Reioarch tnetitute 
Franklin Imtltuta Reeearch Laboratory 
Hanford Enginaertng Development 
Laboratory 


Idaho National Engtneoring Laboratory 


Kinetic Reeearchf Ine. 

Lawrence Livermore Laboratory 
Lovelace Blomad tt Environmental Reeearch 
Ine tt tut# 

Navy* Dept, ofi Naval Reitareh Laboratory 
Oak Ridga National Laboratory 


7905140164 

7905240686 

7905090406 

7905040462 

7905160050 

7903150099 

7905110348 

7905250214 

7905100126 

7905150814 

7905240391 

7905150140 

7905030015 

7905030246 
7905250133 
7905300523 
7905150777 
7905310015 
79052401 13 
7905100243 
7905150196 
7905150219 
7905150201 
7905100235 
7905240320 
7905160415 
7905300466 
7905070495 
7905240529 
7905100021 
7905240427 
7905240419 
7905240389 
7905240199 
7908090430 
7905250106 
7905100165 

7905210197 

7905210166 

7905210184 

7905020022 

7905140575 

7905140576 

7905080055 

7905140177 

7905020464 

7905100213 

7905240925 

7905110033 

7905300438 

7905240856 

7905250160 

7905020004 

7905030142 

7905140872 

7905300078 

7908240540 

7905240576 

7905240587 

790M90498 


50-329 

71-5795 

50-320 


71-6058 

70-8 

50-6 


50-360 


50-27 

50-272 

30-309 

50-286 

50-254 

50-266 


80-260 


50-320 


CORPORATE SOURCE INDEX 


374 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8«ndii L«bar«toMc« 


770S24034A 

7903230780 

79051A0149 

7903110269 30^320 
7903300061 30-320 


7905U0032 

7903240333 

7903240404 

7903110267 


DOCKET 

NUMBER 

30-320 

30-320 


w.w •vvrwB.i.nn nC'lSWl.MI UnT LrUIVIIVII^S>IUiM 

ORGANIZATIONAL SOURCE INDEX 


AUTHOft 

AFFILIATION 


ACCESSION EXKKET 

NUMBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


Conwiil4»lQn 


790S3002B2 


7905220445 

7905090151 

50-320 

7905110209 

7905140125 

50-320 

7905160056 

7905150009 


7905230220 

7905190010 


7905110224 

7905090111 


7905110190 

7909110213 

30-320 

7905160114 

7905020024 

50-320 

7905160119 

7905110197 

50-320 

7905160132 

7905210044 

50-320 

7905160008 

7905110233 

30-320 

7905160147 

7905020046 

50-320 

7905220445 

79090S0070 


7905300054 

7909100020 

50-320 

7905100016 

7909060125 

30-320 

7905160038 

7909030095 

30-320 

7905160097 

7909090004 


7905160194 

7909150003 


7905160107 

79O91AOOO0 

30-320 

7905160113 

7905220079 


7905300211 

7909290008 


7905160072 

7909190233 

30-320 

7905U0154 

7909290003 

50-219 

7905160177 

7909290031 

50-30? 

7905110200 

79091A0042 

50-320 

7905110233 

7909150059 

50-320 

7905160031 

7909190127 

50-320 

7905160056 

7909300300 

50-320 

7905160077 

7905300577 


7905160001 

7905140020 

50-320 

7903190139 

7905300563 


7905160169 

7905300515 


7905160184 

7905150139 


7905160073 

7905300464 


7905160259 

7905250167 


7905110245 

7905150005 


7905110417 

7905300525 


7905160076 

7905140250 

50-320 

7905160110 

7905090259 

50-320 

7905160121 

7905110220 

50-320 

7905160134 

79053001 19 

30-320 

7905160140 

7905300645 

30-243 

7905090233 

7905300101 

30-320 

7905110246 

7905100020 


7905210109 

7903300103 

30-320 

7905110249 

7905300120 

50-320 

7905160101 

7905300076 

50-320 

7905110179 

7903300123 

50-320 

7905110215 

7903300368 

50-309 

7905300345 

7903300139 

50-320 

7905300606 

7903300094 

50-320 

7905090236 

7903300120 

50-320 

7905160003 

7908300126 

50-320 

7903160007 

7903300115 

50-320 

7905160049 

7905250193 

50-396 

7905160087 

7905300134 

50-320 

7905110235 

7908300137 

50-320 

7905110253 

7903140173 

50-320 

7905230494 

7903300144 

50-320 

7905300096 

7905300124 

50-320 

7905110182 

7903300107 

50-320 

7905110198 

7903300135 

50-320 

7905230494 

7905100322 

50-502 

7903110212 

7903300131 

50-320 

7903160137 

7905300596 


7903160225 

7905300672 


7903160035 

7905090413 


7905100012 

7905300652 


7905100159 

7905020030 


7905100212 

7905950321 


7905100218 

7905090413 


7905100043 

7903020030 


7905100049 

7903090413 


7905100031 

7903020038 


7905100061 

7905290463 


7905100091 

7903020038 


7903100136 

7903300493 


7905100176 

7905090413 


7905100190 

7905300460 


7905100181 

7905160004 

50-320 

7905100206 

790517027D 

50-320 

7905240609 

7905110243 

50-320 

7905160021 

7903110230 

50-320 


7905140171 

50-320 


7905300681 

50-309 


7905020038 



7905090413 



7905020038 



7905300562 



7905090413 



7905020038 



7905230792 

50-309 


7905110190 

50-320 


7905160142 

50-320 


7905160079 

50-320 


7905160144 

50-320 


7905160175 

50-320 Off! 


7905160125 

50-320 


79051 10190 

50-320 


79051 10202 

50-320 


7905110209 

50-320 


7905160056 

50-320 


7905160119 

50-320 


7905160147 

50-320 



[WCKET 

NUHGEJt 


W>-3SK> 

S0-320 

50-320 

00-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-330 

50-320 

50-320 

50-320 

50-320 

50-320 

90-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-32 

50-320 

50-320 

50-320 

50-320 

50-320 

90-320 

90-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-251 

50-320 

50-320 

90-320 

90-320 

30-320 

,50-320 

50-320 

50-320 

50-21? 

50-320 
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ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACcesaioN docket 

NUMBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBER number 


7905250326 

7905090225 50-320 

7903090230 50-320 

7905090221 50-320 

7905230470 

7905090256 30-320 

7905140163 50-320 

7905140166 50-320 

7905140103 50-320 

7905090218 50-320 

7905090223 50-320 

7905090250 50-320 

7905300319 50-320 

7905220434 50-320 

7905220436 50-320 

7903160103 50-320 

7905160086 50-320 

□iMc* of Intpiciioi' 8t Auditor 7905150130 30-335 

7905220004 50-358 

Offte« of Public Affair* 7905020163 50-320 

7903230242 50-320 

□fflca o# Policg Evaluation* 7905230470 

7905090257 50-320 

7905090233 30-320 

7905090239 50-320 

7903090238 50-320 

7905090234 50-320 

7905090212 50-320 

7905160092 50-320 

7905300342 
7905300350 

7905220416 30-320 

7903160102 50-320 

Offica of t6* Sicratary tha Cofli«i*»ion 7905100047 50-320 

7905090192 

7905090194 

7903140033 50-344 

7905230670 50-4B5 

7905230646 50-200 

7905230661 50-344 

7905230573 50-303 

7905240918 50-424 

7905150260 30-599 

7903240510 50-338 

7905250479 50-320 

7905250205 50-389 

7905300481 

7905100408 50-320 

7905300613 

7905230701 

7905230484 

7905230499 

7905100026 50-320 

7905090203 50-313 

7905300269 30-320 

7905250063 

7905100056 

7905240315 

7905240020 

7903240356 

7905240366 

7905250331 

7905090215 50-320 

7905250165 50-400 

7903140054 50-320 

7905240435 
7903250334 
7905250539 

Atoaile Enaryg CoMlffion (Pra 19751 7904300342 

7905140203 

7905150669 70-1821 

7905230204 

7905230386 40-2407 

7905230374 40-2407 

7905230201 40-2407 

7905230348 40-2407 

7905230342 40-2407 

7905230183 40-2407 

7905230164 40-2407 

7905230291 40-2407 

7905230280 40-2407 

7903230270 40-2407 

7905230255 40-2407 

7903230230 40-2407 

7905230150 40-2407 

7905230197 40-2407 

7905230670 40-2407 

7905230219 40-2407 

7905230139 40-2407 

7905230132 40-2407 

7905020101 
7905140200 
7905140187 
7905300325 50-320 

iractorat* of 7905300285 

7903220392 50-328 


n Raactor 7905090014 

7905090018 

7903140248 


7905130066 

7905090276 

7905090266 

7905090267 

7905110379 

7905110379 

7905140237 

7905090270 

7903090023 

7905090028 

7905040170 50-10 

7905110274 30-320 

7905030161 

7903140019 

7903160250 

7905030210 50-320 

7905100032 30-320 

7903290262 

7905190233 50-320 

7905240205 

7903140014 30-320 

7905230476 50-320 

7903230480 50-320 


7903230471 50-320 

7905230445 30-320 

7903300632 

7903020162 

7905230763 

7903090161 

7905230787 j 

7903100090 

7905250086 

7905230572 

7905240090 

7905140022 50-320 

7905160071 80-320 

7903140031 50-320 

7905140034 50-320 

7908140048 50-320 

7905140021 5Q-320 

7908140037 80-320 

7903140011 50-320 ( 

7903230188 

7903140026 30-320 > 

7903140012 30-320 

7903020135 30-320 

7903140013 SO-320 ; 

7903140018 30-320 

7905140134 30-320 

7903140023 30-320 ] 

7903300723 ' 

79033OO37S 30-320 

7904160268 ' 

7903230189 ^ 

7905040201 50-10 ^ 

7908040037 80-320 

7903040221 30-10 

7903140053 80-320 

7905140165 j 

7905140169 

7905140174 


ATOMIC SAFETY BOARD! B> 6 PANEL (8 > 


Atomic Safaty and Ulcanalny Afpial Panal 7905090249 30-320 

7908220070 50-278 

7903100067 50-344 

7903240135 50-338 

7903240487 30-338 

7903250318 30-498 

7905130710 
7903140332 50-320 

7905130233 30-329 

7903150342 30-320 

7903240383 50-277 

7903230033 50-309 

7908080163 

Atomic Safatg and Llctnoing Board Panal 7905020232 50-445 

7903090178 30-592 

7903300032 50-456 

7905020480 50-443 

7903090107 50-454 

7905240103 50-389 

7903230649 50-272 

7903310409 50-466 

7905100381 50-235 

7903240479 50-230 

7903290114 50-275 

7903290131 

7908100327 50-471 

7903240212 30-310 

7905300690 50-358 

7905100412 50-445 

7903230053 50-445 

7905250208 50-385 

7903290108 50-329 

7905290383 30-395 

7908140030 50-322 

7903290576 50-369 

7905230182 50-466 

7905130716 




U.S. NUCLEAR REQULATUKY uuiviiviiooi^^iv 
ORGANIZATIONAL SOURCE INDEX 


377 


AUTHOR 

AFFILIATION 


Accession DOCKET 

NUMBER ^AmSER 


AUTHC3R 

AFTIHATIOM 


ACCESBIDH 

NUMBER 


oocKcr 

►tfUHBER 


7905220048 70'3623 

790523<Hi&6 70-5*23 

7905150663 50-445 

7905130681 50-57 

7905220033 50-445 

7905250379 

7905100186 50-3*9 

7905150780 50-445 

7905220071 

7905230*77 50-445 

7905250347 50-596 

7905230655 50-338 

7905150796 50-389 

7903140016 50-522 

7905150672 50-272 

7905140563 30-382 

7905240883 50-329 

7905230540 50-272 

7905140364 30-329 

7903130243 50-295 

7908230360 30-536 

7905230570 50-556 

7905290036 30-358 

7903140567 50-250 

7903140568 S0-27S 

7903150284 30-358 

7905140361 30-272 

7905240379 27-39 

7903140358 30-272 

7905240371 50-338 

7905230363 50-510 

7905240330 30-255 

7905250070 50-510 

7905250541 30-382 

7905290489 50-250 

7905250362 30-400 

7905240762 30-514 

7905290268 

7905160043 30-320 

7905150491 50- 556 

7905250330 50-275 

7903020103 50-408 

7903290102 50-272 

7905160043 30-330 

7905150677 50-437 

7905080154 


OFFICE OF EXECUTIVE DIRECTOR FOR OPERATIONS <ED0) 

Off let af 4h« Dir«cl6r far 7905150332 

ORtr«tion« 

7905240153 

7903240153 

7905100278 

7905010041 

7905150679 70-1821 

7905010556 
7905080190 
7908230333 
7905240202 
7905020157 27-39 

7905250009 50-482 

7905290483 50-250 

7905240265 50-275 

7905240334 50-454 

7905090158 

7905020210 SO-483 

7905140291 50-272 

7905240508 50-450 

7905190198 50-320 

7905110278 50-320 

7905090260 50-320 

7905300105 50-320 

7905300079 50-320 

7905300105 50-320 

7905140252 

7905140033 50-320 

7905220451 50-320 

7905210094 

7905300103 50-320 

7905300083 50-320 

7905300089 50-320 

7905300302 50-320 

79031401 10 50-320 

7905300100 50-320 

7903300648 

7905090243 50-320 

7903160052 50-320 


Adftinl»tr«4iv# BrAiich 


Contract Policy 8r«nch 
Purchaflo^ a«c41o-n 
R»«««rch Con%r«c^* Branch 


Tachnical AcataVanci Contrac^^ Branch 


Tachnicol lnfcr<Mllan fk Ooeuwant 
Control 

DWtolon of FaclUttan V Qltafatiant 
TtUcoiMUnUationa Branch 
Llconti Fa« Hanasaiaant Branch 


7905300161 

7905300194 

7903300200 

7905300237 

7905300280 

7905300297 

7905300308 

7903300423 

7905300S60 

7905230720 

7905240111 

7903240808 

7903290438 

7905300156 

7903090399 

7905020102 

7905090396 

7905020177 

7905140170 

7903140179 

7903250114 

7903040034 

7903030184 

7905130101 

7903150109 

7905030234 

7903040069 

7905040090 

7905140099 

7905030203 

7905040032 

7903240125 

7905030226 

7905230690 

7903030180 

7905030196 

7905040024 

7905040042 

7905040064 

7905040079 

7905240118 

7905240409 

7905240420 

7905240439 

7905240447 

7905230697 

7905230702 

7905240663 

7903240669 

7905230682 

7903250299 

7903020469 

7905020477 

7905140039 

7905300186 

790511041a 

7905110413 

7905300 ITS 

790523063Q 

7905240107 

7905240787 

790329023 1 

790330015a 

7903300220 

7905300269 

7905300290 

7905300303 

7903300414 

7905300247 

7903230717 

7903290431 

7905250309 


90-320 


EDO - OFFICE OF AOmMRTRATION 
Offica of Adainlttratlon 

Divlaion of Contracta 


7905140573 

7905150014 

7903130660 70-1821 

79053001 18 50-320 

7903140105 * 

7905250120 

7903140069 

7903230647 

790S290242 



378 


u.o> i^uVdri-CMn nc\5Ut>M v/n I \^v/ivnviio<?iw»ii 

ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


Olviilon Sfcurltg 


P«r«ann«l Sicurltg Branch 


EDO - OFFICE OF INTERNATIONAL PR00RAH8 
OMIcf of Intirnatlonai Program 


ACCESSION 

NUMBER 

DOCKET 

NUMBER 

7905150528 


7905140102 


7909310067 

50-320 

7905100049 

50-320 

7905010652 


7905020059 


79050200B4 


7905140537 

50-320 

7905300379 

50-320 

7905010657 

50-320 

7905090013 


7905230119 

40-2407 

7905010660 

50-320 

7905140525 


7905080031 


7905140155 

50-115 

7905140160 


7905230400 


7905140100 


7905140196 

50-320 

7905220429 

50-320 

7905160024 

50-320 

7905160026 

50-320 

7905160006 

50-320 

7909160005 

50-320 

7905220423 

50-320 

7905280419 

50-320 

7905300347 

50-320 

7905160063 

50-320 

7905160006 

50-320 

7905160005 

50-320 

7905160006 

50-320 

7909160005 

50-320 

7905160099 

50-320 

7905160166 

50-320 

7905160190 

50-320 

7905160173 

50-320 

7905160159 

50-380 

7905160161 

50-320 

7905160179 

50-320 

7905160171 

50-320 


7905240001 


7905240059 


7905250033 


7905240147 


7905240173 


7905220051 


7905230020 


7903230822 


7903840201 


7905100033 


7905100415 


7905230553 


7905250264 

40-0695 

7905240371 


7905160055 

50-320 

7905160066 

50-320 

7905160153 

50-320 

7905160012 

50-320 

7905160011 

50-320 

7905160010 

50-320 

7905160009 

50-320 

7905160004 

50-320 

7905160093 

50-320 

7903160153 

50-320 

7905160012 

50-320 

7905160011 

50-320 

7905160010 

50-320 

7905160035 

50-320 

7905160009 

50-320 

7905160066 

50-320 

7905160004 

50-320 

7905160150 

50-320 

7905160156 

50-320 

7905160196 

50-320 

7905160165 

50-320 

7905160211 

50-320 

7905160204 

50-320 

7905160178 

50-380 

7905160214 

50-320 

7905160181 

50-320 

7905160100 

50-320 

7905160195 

50-320 

7905300407 

50-320 

7905300420 

50-320 

7905300424 

50-320 

7905300410 

50-320 

7905300415 

50-320 

7905160153 

50-320 

7905160012 

50-320 

7905160011 

50-320 

7905160010 

50-320 

7905160055 

50-320 

7905160009 

50-320 

7905160066 

50-320 

7905160004 

50-320 

7905300370 

50-320 

7905300369 

30-320 

7905300365 



AUTHOR 

AFFILIATION 


ACCESSION 

NUtIBER 


7905300339 
7905300356 
7905 J 60093 
7905300370 
7905300369 
7905300365 
7903300359 
7905300356 
7905250207 
7905230635 
7905100230 
7905100207 
7905300359 
7905300370 
7905300369 
7905300365 
7905300356 
7905160093 
7905300111 
7905240021 
7905230634 
7905230716 
7905250323 
7905160001 
7905090242 
7905090245 

Aaflatant Director for E« port/import it 7905230639 

In4arna4ianal Safiguartfi 

7905230646 
7905230620 
7905220060 
7905250059 
7905020136 
7905020349 
7905020355 
« 7905020361 

7905020366 
7905020301 
7905030127 
7905150158 
7905190162 
7905230629 

7905030068 

7905020305 

7905020409 

7905020919 

7905230537 

7905020499 

7905020506 

7905020510 

7905020532 

7905020494 

7905020483 

7909020486 

7905030082 

7905030007 

7905040137 

7905290127 

7905290120 

7905290133 

7905150030 

7905150040 

7905100447 

7905150029 

7905150031 

7905150032 

7905150033 

7905150039 

7909190037 

7909150038 

7909150804 

7905190810 

7909150813 

7909190815 

7909190787 

7909290252 

7905250255 

7905250257 

7905250272 

7905250276 

7905250282 

7905250287 

7909250291 

7905250295 

7909290300 

7905190311 

7905230781 

7905040189 

7909240023 

7905240860 

7905080165 

7905150705 

7905220448 

7905220449 

7905080174 

7905240080 

7909290101 

7909290186 

7909040171 

7905040177 

7905040186 


DOCKET 

NUMBER 


50-320 

50-320 

90-320 

50-320 


50-320 


50-320 

90-320 

90-320 

50-320 

90-320 


50-320 

50-320 

50-320 


70-2198 


ORGANIZATIONAL SOURCE INDEX 


379 


AUTHOR 

AFFILIATION 


ACCESSION SOCKET 

NUMBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


DOCKET 

NUMBER 


7‘70»230»a4 

7405250348 


EOO - OFFICE OF EXECUTIVE LESAL DIRECTOR 
Offiet of th« Eic#cutlv« L*g«i Director 


Dtputv E**cut!iv* L«gjil Director 

Arfwlnlftratlve Branch 
H«arlng« Division 


Branch I 


Branch 2 


7405300 4 03 

7405010215 

740S24C413 

7<?0Si5O327 

7905040213 

7905 lAO 104 

7905160017 

7905160022 

7905040255 

7403160105 

7405090150 

7403230713 

7403150321 

7403130726 

7403220428 

7403110410 

7403110203 

7403160163 

7905010115 

7403160050 

7405160141 

7403000170 

740S0Q0249 

7403230386 

7405250271 

7403100208 

7403300001 

7405100170 

7405300064 

7403230128 

7405300362 

7905240253 

7405290044 

7403240224 

7405240053 

7403070147 

7703250140 

7903150114 

7403150011 

7403230246 

7405250140 

7405180811 

7905150114 

7405200246 

7408070147 

7405240404 

7405100110 

7905140280 

7405230183 

7405250143 

7408241006 

7405070147 

7905180114 

7405180011 

7405230246 

7905240404 

7905100110 

79051 402S0 

7903160013 

7905160226 

7905160150 

7905250030 

7905310013 

790BtKK)71t 

7905030209 

7905230641 

7905130180 

7905130187 

7905130192 

7905030020 

7903070131 

7905070184 

7405290055 

7905070124 

7905300722 

7908100121 

7401110418 

7905240206 

7908130068 

7903280367 

7403230137 

7905230039 

7903070184 

7401220038 

7405230034 

7908070134 

7408030048 

7408230238 

7408100137 

7408240771 

740325028(1 

7403300367 

7403070131 

7403240603 

7405240771 

7403070124 

7408230280 


50-320 

50'~3SB 

80^398 

50''320 

90-320 

90-320 

90-320 

80-441 

90-462 

90-279 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 


90-490 

90-449 

80-344 

80-440 

80-996 

90-490 

90-322 

90-448 

90-330 

80-302 

90-344 

30-996 

80-344 

90-344 

80-463 

30-344 

30-463 

90-344 

90-344 

90-463 

90-463 

90-344 

30-940 

30-340 

90-924 

90-463 

90-443 

90-330 

90-344 

90-463 

90-344 

80-463 

90-940 

90-940 

90-924 

90-320 

90-320 

90-320 

90-344 

90-466 

90-298 

90-330 

30-349 

90-272 

90-272 

90-272 

50-272 

50-471 

30-295 

30-471 

80-471 

30-250 

30-299 

30-320 

80-802 

90-272 

90-293 

30-272 

30-206 

30-293 

30-272 

30-206 


90-349 

30-133 

30-237 

30-330 

30-261 

80-237 

30-849 

80-471 

90-261 

90-261 

30-471 

30-237 


Branch 3 


7905240993 
7909100190 
7909090190 
7909100137 
7909070194 
7909080401 
7903140194 
7909040131 
7909230966 
7909030040 
7909070131 
7903070134 
7909240603 
7903220030 
7909240771 
7909070129 
7909100137 
7909100190 
7909160227 
7903210381 
7909210360 
7909000392 
7909240144 
7903190127 
7909000379 
7909300096 
7908300091 
7909230029 
7909100240 
7908100276 
7908300072 
7908300044 
7909030103 
7909030116 
7903030120 
7908290020 
7903100224 
7908240296 
7909240820 
7909290383 
7909220443 
7909230099 
7909230093 
7903070216 
7903070229 
7909000377 
7909240639 
7909240703 
7909030192 
7909240299 
7903180737 
7908150740 
7909100128 
7908100146 
7908180562 
7905110046 
7909240149 
7905300140 
7905080039 
7905090419 
7905100122 
7908020334 
7905220078 
7905000341 
7908240638 
7905290099 
7905190740 
7903300537 
7905U0046 
7909240133 
7909240806 
7909000039 
7909090419 
7903240299 
7909020440 
7908020486 
7908000359 
7909090147 
7908840340 
7909240730 
7903290193 
7903190748 
7909030168 
7908020334 
7908000039 
7908220078 
7908280093 
7905020147 
7903070216 
7903070825 
7905090341 
7908000377 
7908090419 
7909190143 
7909180609 
7908220443 
7903240638 
7903840703 
7908030079 
7909030182 
7908240081 
7908280099 
7908190125 


30-299 
80-949 
50-286 
90-330 
30-299 
90-402 
90-261 
90-482 
90-237 
90-133 
90-471 
90-949 
90-261 
90-272 
30-261 
90-471 
90-330 
90-549 
90-320 
90-466 
50-400 
90-466 
50-898 
90-992 
50-390 
90-400 
30-350 
50-400 
27-39 
90-466 
50-466 
5t-275 
70-2623 
70-2623 
70-2623 
90-409 
90-996 
90-466 
90-466 
50-443 
-90-400 
50-400 
90-400 
90-400 
90-900 
90-500 
60-400 
90-400 
90-400 
87-37 
90-492 
50-466 
90-466 
30-466 
90-400 
50-235 
90-466 
50-238 
90-217 
80-817 
50-437 
30-380 
90-390 
•0-350 
90-400 
90-400 
•0-998 
•0-592 
90-258 
90-398 
90-398 
90-219 
90-219 
87-39 
90-346 
50-546 
90-491 
80-491 
90-443 
90-491 
90-491 
90-408 
87-39 
90-350 
80-219 
50-350 
50-400 
50-440 
50-400 
50-500 
90-390 

•o-ioo 

50-219 
50-310 
90-800 
90-400 
90-400 
90-400 
90-^40 
90-400 
90-387 
90-400 
90-338 


ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

affiliation 


ACCESSION DOCKET 

NUMBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7905310020 
7905100137 
79031 1041S 
7905240270 
7903100226 
7905100215 
7905100219 
79051 50240 
7903240564 
7905240154 
7903150039 
79O5SS00S3 
7905080053 
7905100370 
7905170162 
7905100402 
7905230259 
7905100130 
7905170162 
7905150059 
7905100370 
7905160033 

Op#ratlon* 6 A^mlnlatrallv* DlvUion 7905240493 

7905310029 

RuUmalipii St Ertf orcBrttnt Dlvlilon 7905100406 

7903160208 

Raaulatlonf Olviiion 7903030207 

7905100269 

7905100137 

Antl-^Truit Division 7903240976 

79Q51Q0269 

7903100273 

7903100366 

7905230622 

7903100136 

7903100106 

7903150216 

7903230466 

7905250129 

7905130232 

7903240967 

7905250191 

7908020316 

7903240302 

7903240967 

7903230129 

7905240663 

7905230743 

7905130737 

7903150740 

7903150740 

7903300337 

7903100123 

7903240641 

7903110046 

7903100122 

7903240133 

7903160039 

7903150748 

7908300337 

7903240133 

7903100372 

Branch 4 7903070021 

7903090162 

7905090438 

7903090440 

7905230766 

7903230773 

EDO - OFFICE OF MANAOEMENT 6 PROORAM ANALYSIS 


30-329 

50-’a75 

50-320 

50-316 

30-356 

50-336 

50-336 

50-329 

50-275 

30-389 

50-356 

30-322 

50-322 

30-273 

50-3 

50-389 

50-536 

30-389 

50-3 

30-356 

30-273 

30-320 

30-329 

50-329 

30-320 

30-320 

30-336 

50-348 

30-273 

30-348 

30-340 

50-443 

50-445 

30-250 

30-445 

50-395 

50-445 

30-443 

30-369 

30-443 

30-498 

50-392 

50-592 

30-445 

50-445 

50-395 

50-452 

50-466 

30-592 

50-592 

50-466 

50-566 

30-255 

50-437 

30-592 

50-320 

50-592 

30-592 

50-392 

27-39 

50-556 

50-536 

70-2623 

70-2623 

70-2623 

70-2623 


0fflc4 of ManagiiHint and Program Anoly*!* 7903090220 30-320 

7903090224 30-320 

7903100233 

7903090216 30-320 

7903190199 30-320 

7903140073 50-320 


EDO - OFFICE OF STATE PROGRAMS 


7908140323 

7903230323 

7903090246 30-320 

7905090234 30-320 

7903300033 30-320 

7903140323 

7903090241 50-320 

7903290316 


Aivlfftant Dlraetor for Emargoncg 
Preparadnas* 


A«<l«tant Dlractor for Program 
OBvalopmanl; 


7903090214 

7909230901 

7903230317 

7903230444 

7903300082 


OFFICE OF INSPECTION 6 ENFORCEMENT 


Dlvifton of Raaetor Coni fcruct Ion 
Inipactioft 

Offica of Impaction i Enforcamtnt 


Dlvtiion of Futl Facllitv S< tlatarlalt 
SafatV 

Dlvlilon of Roactor Opfratlont 
Iniptctiont 


7903230837 

7903240061 
7905240038 
7903240063 
7909240033 
7909240031 
7909100375 
7909240047 
7903110006 
7903240033 
7903240023 
7903240031 
7903190033 
7903240026 
7904170040 
7903110200 
7903130243 
7903010083 
7903110106 
7903110009 
7903140067 
7908040406 
7903020230 
7903020260 
7903040296 
7903040360 
7903040262 
7903040363 
7903040380 
7903140253 
7903230190 
7905300230 
7905300131 
7903130656 
7905240990 
7903210276 
7903190037 
7903190133 
7903230016 
7905210233 
7908210117 
7903190173 
7903230171 
7903220412 
7903220480 
7903230316 
7903210299 
7903190160 
7908190170 
7905110361 
7905110187 
7903210110 
7903210112 
7903210036 
7908300193 
7903110184 
7908300112 
7908210314 
7903110187 
7905210056 
7903110184 
7903110187 
7908210036 
7903110184 
7903110187 
7908U0184 
7908110187 
7908110184 
7908190196 
7903230041 
7903210072 
7908210261 
7903190060 
7903210308 
7903110028 
7908 1104 16 
7903210091 
7905110218 
7903110361 
7903210060 

7908110421 

7903110420 

7903250231 

7903390162 

7903110413 

7903140047 

7908110413 

7908140047 


DOCKET 

NUMBER 


30-320 


50-402 


30-346 

30-312 


30-320 

50-206 

30-267 

30-3 

30-320 

50-312 

50-320 

50-320 

30-320 

30-320 

30-320 

30-320 

30-320 

50-133 

50-323 

80-320 

30-320 

30-320 

30-320 

50-482 

50-482 

30-320 

30-320 

30-320 

30-320 

80-320 

80-320 

30-320 

50-320 

80-320 

50-320 

50-320 

50-320 

30-320 

80-320 

80-320 

50-320 

30-320 

80-320 

30-320 

30-320 

30-320 

80-320 

80-320 

30-320 

30-320 

80-320 

30-320 

30-320 

30-320 


80-320 

30-320 

30-020 

30-020 

80-020 

30-020 

50-012 

80-800 

30-320 

80-320 

30-320 

30-320 

50 - 32 ^ 

80-329 

80-253 

30-320 

00-320 

50-320 

30-320 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


NRC Rtglanfll Offlcti 
Rtgion 1. FbHAdilphlAi Gffic* of th* 
Dir«ctor 


ACCESaiON 

DOCKET 

NUMBER 

NUMBER 

790SI 10413 

80-320 

7908140047 

90-320 

7908110413 


7908140047 


7908110413 


7908140047 


7909160216 

90-320 

7909160209 

90-320 

7909100445 

90-346 

7908190820 

50-319 

7908140210 

90-317 

7908230309 

90-320 

7*708230732 

90-277 

7903230790 

90-277 

7*708040196 

90-307 

7908040193 

90-307 

7908110113 

30-6134 

7908290196 

90-3 

7903070182 

90-206 

7908290193 

30-3 

7903070177 

80-286 

7908070198 

80-272 

7908110036 

70-820 

7903070149 

80-272 

7908100374 

30-0939 

7903090146 

80-213 

7903070210 

50-247 

7908090140 

80-220 

7908230280 

70-33 

79 08000110 

80-206 

79 08020140 

80-289 

7908100433 

80-307 

7908110217 

30-219 

7908110371 

80-247 

7908110394 

80-271 

7908240784 

70-139 

79 03240437 

30-209 

7908240704 

80-249 

7908300792 

80-31 1 

7908240306 

80-244 

7908240673 

80-322 

7903240604 

80-363 

7908290166 

80-336 

7905290126 

80-334 

7908290132 

80-277 

7903290149 

80-249 

7908290173 

80-244 

7908290120 

80-277 

7905290137 

80-309 

79092901 97 

80-334 

7908190914 

80-277 

7905190923 

90-277 

7908300090 

90-320 

7909190290 

90-363 

7904210770 


7909100422 

30-6949 

7908290169 

30-1073 

7905290196 

30-1073 

7908190727 

70-2420 

7908010000 

90-364 

7908010082 

80-201 

7908010086 

70-1143 

7908210245 

90-320 

7908210046 

80-333 

7903220414 

80-320 

7905010100 

50-293 

7903030266 

80-293 

7909010034 

80-293 

7908010282 

80-293 

7908020026 

30-293 

7909020397 

80-293 

7908030326 

90-293 

7909040167 

90-293 

7908030092 

80-293 

7908010632 

90-293 

7908140208 

90-317 

7909010101 

90-317 

7908030270 

80-317 

7909010036 

50-317 

7908010286 

80-317 

7908020030 

80-317 

7908020309 

80-317 

7908030320 

80-317 

7908040174 

90-317 

7908030096 

80-317 

7908010633 

90-317 

7905030272 

50-3 

7908020390 

90-3 

7908030373 

90-3 

7908040183 

90-3 

7905010636 

90-3 

7909010639 

90-247 

7909230392 

80-3 

7909010103 

90-213 

7905030276 

50-213 

7909010040 

80-213 

7908010290 

90-213 

7908020036 

90-213 

7908020394 

90-213 

7909040010 

90-213 

7908040188 

90-213 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBER NUM8ER 


7W030059 SO ’*210 
790S0 10641 S0-2ia 
7909010109 90-334 


7909010 lOA 90- 4 IS 

7909010042 90-334 

7909010397 90-334 

7909020039 90-334 

7909020043 90-412 

7909020346 30-334 

7909030398 90-412 

7909040014 90-412 

790904001 Q 90-334 

7909040190 90-334 

7909040300 90-412 

7909010079 90-3 

7909030060 90-334 

7909030063 90-412 

7909010643 90-334 

7909010649 90-412 

7903230461 90-320 

7909210092 90-320 

7909010110 90-319 

7909010112 90-363 

7903010046 90-219 

790901029a 90-319 

7909030049 90-219 

7909020337 30-219 

7909020393 90-363 

7903040020 90-363 

7909040029 90-219 

7909040304 90-219 

7905030064 50-319 

7905030069 50-363 

7905010646 50-219 

7905010690 50-363 

7905190066 50-219 

7909010116 50-322 

7905020051 90-322 

7909020395 50-322 

7909040030 50-322 

7905040200 50-322 

7905030070 90-322 

7909020263 80-322 

7905010118 90-289 

7905010047 50-309 

7905010300 90-209 

7909210036 90-320 

7905210039 50-320 

7909020053 50-289 

7909310040 50-320 


7909020377 
7905040040 
7909040210 
7909030072 
7905020279 
790521 0292 
7905210319 
7909230138 
7909230194 
7909230163 
7909210204 
79090101 19 
7905010090 
7905010301 
7905020055 
7905020342 
7909040046 
7909040211 
7909030075 
7909020278 
7909010121 
7909010093 
7909010304 
7909020061 
7905020066 
7905020300 
7905040049 
7905040099 
7909040214 
7909040224 
7909030077 
7909020204 
7909010129 
7909010136 
7909010099 
7909010307 
7909020069 
7909020071 
7909020339 
7709030332 
7909040068 
7909040071 
7909040235 
7909040237 
7909030070 
7905030001 
7905020288 


90-289 

50-209 

50-289 

50-289 

90-289 

90-320 

90-320 

60-320 

90-320 

90-320 

50-320 

90-309 

50-309 

90-309 

90-309 

50-309 

90-309 

90-309 

60-309 

90-309 

90-249 

50-249 

50-336 

90-336 

90-245 

50-249 

90-336 

50-249 

90-336 

50-249 

50-245 

50-249 

50-410 

50-220 

90-220 

90-220 

90-220 

50-410 

50-410 

50-220 

50-410 

90-220 

50-410 

50-220 

50-220 

50-410 

50-220 


7905020292 50-410 
7909010127 50-333 
7909010129 50-286 


381 


382 


U.2>. IVUULtMM ncUULMIl^ni WUIVIIVIIOOi Wiv 

ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

affiliation 


ACCESSION DOCKET 

NUHflEft NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7905030279 

7905010058 

79050 lOOAO 

7905010310 

7905010313 

7905020072 

7905020075 

7905020295 

7905020321 

7905040074 

7905040078 

7905040245 

7905040249 

7905030083 

790S0300S4 

790502O29A 

7905020298 

7905010131 

7905010134 

7905010065 

7905010315 

7905020077 

7905020082 

79052901 16 

7905020323 

7905020372 

7905040083 

7905040087 

7905040259 

7905040264 

7905030086 

7905030089 

7905020305 

7905020309 

7905010136 

7905020085 


50-286 

50-286 

50-333 

50-333 

50-286 

50-333 

50-286 

50-286 

50-333 

50-333 

50-286 

50-286 

50-333 

50-333 

50-286 

50-333 

50-286 

50-277 

50-352 

50-277 

50-277 

50-352 

50-277 

50-877 

50-277 

50-352 

50-352 

50-277 

50-277 

50-352 

50-352 

50-277 

30-352 

30-277 

50-307 

50-307 


7909020402 

30-387 

7903040091 

50-387 

7905040269 

30-387 

7905030093 

50-387 

7905020314 

50-307 

7905010138 

50-272 

7905010140 

50-31 1 

7905010069 

50-272 

7905010320 

50-272 

7905080095 

50-272 

7905020100 

50-311 

7905020369 

50-311 

7905040093 

50-311 

7905040095 

50-272 

7905040273 

50-272 

7905040282 

50-31 1 

7905140103 

50-272 

7905030098 

50-272 

7905030101 

50-311 

7905020317 

50-272 

7905020322 

50-3U 

7905010143 

50-443 

7905020103 

50-443 

7905020364 

50-443 

7905040100 

50-443 

7905040284 

50-443 

7905030105 

50-443 

7905020324 

50-443 

7905010145 

50-405 

7905010148 

50-244 

7905010073 

30-244 

7905010322 

50-244 

7905290169 

50-244 

7905020106 

50-244 

7905020111 

50-485 

7905020315 

50-244 

7905020360 

50-485 

7905040104 

50-405 

7905040109 

50-244 

7905040295 

50-485 

7905030108 

50-244 

7905030110 

50-485 

7905020331 

50-405 

7905020335 

50-244 

7905010150 

50-271 


Rtglon I* Pfill«4»lphi«j Reactor 
Com tructlon It Enginaarlng Suppori Branch 


7905210097 

7905210102 

7905210108 

7905190177 

7905210144 

7905210184 

7905300063 

7905230030 

7905190061 

7905300100 

7905210305 

7905300182 

7905210042 

7906210034 

7905810140 

7905880439 

7905300187 

7905830144 

7905230194 

7905210247 

7905810846 

7905210095 

7905190194 

7905210873 

7905210893 

7905210133 

7905150287 

7905040156 


7905100433 

7905240673 

79052406B4 

7905290132 

7905240679 

7905240668 

7905020135 

7905290134 


Rtgion 1. PhlUdalphUi Fuel Facility 
«t Hattriaii Safaty Branch 


Raglan li Phi ladalphiar Raactor 
Oparatlom Nuclaar Support Branch 


7905290129 

7905040149 

7905100420 

7905040140 

7905030189 

7905230750 

7905110113 

7905110105 

7905290196 

7905090140 

7905110102 

7905110072 

7905290100 

7905890177 

7905090134 

7905830724 

7905230694 

7905840894 

7905070108 

7905070158 
7905090146 
7905070810 
7905000110 
7905110817 
7905 11037 1 
7905U0394 
7905240704 
7905300758 
7905290166 
7905890126 
7905290145 
7905290173 
7905890120 
7905890157 
7905150083 
7905070189 
7905110362 
7905090148 
7905890183 
7905290154 
7905110816 
7905240430 
7905240698 
7905890140 
7905890160 


Raglan 1, PhiladalphU, Safaguardt 
Branch 


7905070178 

7905000099 

7905070161 

7905150507 

7905070145 

7905300743 

7905070133 

7905110300 

7905190175 

7905820093 


7905110036 

7905230308 

7905240784 

7905240207 

7905840277 

7905240775 


DOCKET 

NUMBER 


30-380 

50-380 

50-380 

50-330 

50-380 

50-330 

50-380 

50-320 

50-320 

50-380 

50-320 

50-320 

50-330 

50-330 

50-330 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-320 

50-330 

50-320 

50-320 

50-320 

50-363 

50-307 

50-307 

50-338 

50-363 

50-877 

50-563 

50-383 

50-809 

50-309 

50-377 

50-307 

50-307 

50-387 

50-387 

56-377 

30-6134 

30-6134 

SO-3 

50-320 

ao-6i34 

30-6134 

50-3 

50-3 

50-380 

50-377 

50-377 

50-344 

50-386 

60-373 
50-313 
50-347 
50-386 
60-3 19 
50-347 
50-371 
50-345 
50-311 
50-336 
50-334 
50-345 
50-344 
50-377 
50-334 
50-377 
50-847 
50-847 
50-813 
50-334 
50-334 
50-819 
50-309 
50-345 
50-343 
50-336 

50-306 

50-306 

50-306 

50-377 

50-373 

50-311 

50-378 

50-871 

50-020 

70-135 

70-020 

70-33 

70-135 

50-325 

50-385 

70-135 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


Rifflon Cf^ica of thf 

Dtractor 


ACCESSION DOCKET AUTHOR ACCESSION OOCKET 

NUMBER NUMBER AFFILIATION NUMBER NUMBER 


7905240756 

70-138 

7905220007 

70-133 

7905220072 

70-138 

7905230277 

70-33 

7908110029 

70-020 

7905290410 

80-302 

7905230503 


7905020007 

80-269 

7903020439 

70-143 

7903020442 

50-327 

7905290170 

50-335 

7903290174 

50-335 

7908010421 

50-302 

7905010471 

80-302 

7908020102 

80-391 

7908020117 

80-391 

7908240069 

80-338 

7903020049 

80-200 

7903040124 

70-27 

7903230237 

80-324 

7905230243 

80-324 

7903020019 

80-200 

7903020471 

50-339 

7903020161 

70-1131 

790S020423 

50-369 

7905070004 

50-327 

7903090132 

80-330 

7908090138 

80-330 

7908230747 

80-566 

7903230753 

80-566 

7908240307 

80-327 

7908230592 

80-261 

7908230641 

80-302 

7908290130 

50-330 

7908090056 

80-339 

7903150107 

50-259 

7908230169 

50-339 

7905230679 

50-330 

7908230609 

70’'I43 

7905290392 

80-201 

7903290390 

50-281 

7908230153 

50-389 

7908230674 

80-330 

7908290717 

80-369 

7908250110 

80-321 

7908090426 

80-398 

7905180001 

80-518 

7908150147 

80-289 

7903020497 

30-321 

7908230614 

50-261 

7908230623 

80-261 

79 08280402 

80-302 

7908240336 

70-U8L 

7908241008 

80-28 

7908241008 


7908290094 

70-1113 

7908290099 

70-1113 

7905240312 

70-1131 

7905240460 

30-393 

7905241003 

30-28 

7905240400 

80-124 

7905250431 

30-508 

7905240491 

80-327 

7905240527 

30-340 

7905240810 

50-340 

7905240834 

50-339 

7905290117 

50-398 . 

790 8 240668 

80-324 

7905070101 

70-1113 

7905240907 

80-510 

7909240837 

80-491 

7905150116 

70-1201 

7905310024 

80-302 

7905240909 

80-424 

7905020033 

80-200 

7908070283 

70-1151 

7905240361 

70-143 

7908250020 

50-400 

7905300021 

70-1201 

7905300026 

80-330 

7908C10150 

80-437 

7908030323 

80-437 

7908030100 

50-437 

7908040145 

50-437 

7908040457 

50-437 

7908030133 

80-437 

7908070137 

50-160 

7905070153 

50-538 

7905070146 

50-Ul 

7908070182 

50-406 

7908070142 

50-03 

7908070148 

50-62 

7908070130 

50-124 

7903070156 

50-129 

7908010132 

50-332 

7908070189 

50-13 

7908010137 

70-143 

7908240382 

70-143 

7908140095 

80-437 

7908010161 

80-340 


7905030390 SO-SAS 
7905010090 30-343 
7905010339 30-340 
7905020134 50-340 
7905040143 50-340 
79050 4039Q 50-34S 
7905040323 50-346 
7905030137 50-346 
7905010331 50-364 
7905020365 50-364 
7905020370 50-348 
7905010166 50-361 
7905030394 50-361 
7905010095 50-361 
7905010346 50-335 
7905240661 50-334 
7905020135 50-361 
7905040163 50-361 
7905040281 50-261 
7905040329 50-261 
7903150696 50-324 
7905010324 50-400 
7905030141 50-261 

7905010334 50-403 
7905020373 30-324 
7905020426 30-261 
7905010177 30-269 
7905010 183 50-413 
7905030301 50-413 
7905030307 50-269 
7905010090 50-269 
7905010350 30-269 
7905040176 30-269 
7905040183 50-413 
7909040363 SQ-269 
7905040266 30-413 
7909040346 50-413 
7909040301 80-369 
7909010335 50-369 
7905010396 30-413 
7903030153 50-413 
7908030160 50-269 
7903010386 50-429 
7905020429 50-269 
7903020453 50-413 
7905020460 50-369 
7905010410 50-302 
7905010192 90-302 
7905020404 90-302 
7905010102 50-302 
7905010353 50-302 
7905310017 30-302 
7905010403 50-302 
7905040209 50-302 
7908040306 50-302 
7905040395 50-302 
7903030162 50-302 
7905020463 30-302 
7903010198 30-230 
7908030310 50-230 
7903010104 50-250 
7905010380 50-250 
7903020127 50-280 
7905040141 80-335 
7903040212 30-280 
7908040300 80-230 
7903040404 30-280 
7905030164 50-230 
7903010337 30-389 
7^05020463 30-333 

7903290180 30-335 
7905010200 30-321 
7905030312 80-321 
7908010107 80-321 
7908010360 50-321 
7908040316 80-321 
7903040304 80-321 
7908040413 80-424 
7909010366 50-424 
7908030168 30-321 
7905020467 50-321; 
7908010204 80-416 
7908030314 80-416 
7908040223 80-416 
7905040312 90-416 
7905040420 80-416 
7905010371 30-416 
7905030167 80-416 
7905020472 80-416 
7905010205 80-398 
7905030317 50-398 
7905290112 80-398 
7903030193 80-395 
7905040225 50-395 
7905040424 50-395 
7905010374 50-395 
7905030169 50-395 
7905020473 50-395 
7905020475 30-395 
7905180103 50-289 
7908010211 80-239 


383 


Wtwt ■ V w I I ikVJ Wll I WWIVilVII<7i?IV^|^ 


384 ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

AUTHOR 

AFFILIATION 

ACCEBSION 

NUMBER 

DOCKET 

NUMBER • 


7905010113 

50-239 


7909020049 

1 

50-200 


79050 103A3 

50-239 


7905230243 

90-324 


790524 049S 

90-918 


7909020019 

50-280 


7905030360 

90-239 


7909020471 

90-339 ' 


7905040233 

90-259 


7909020423 

90-369 I 


7905110369 

30-327 


7909090139 

30-330 ! 


7905190700 

90-259 


7909010264 

90-330 


7903010341 

30-327 


7909010275 

50-330 


7909030172 

50-259 





7905010341 

50-391 


7909230592 

30-261 


7905020479 

30-259 


7905010467 

90-399 


7909020495 

50-327 


7905090096 

90-339 


7905010224 

50-280 


7903150107 

90-259 J 


7909030319 

30-280 


7905230110 

50-321 ' 


7909010123 

50-280 


7909150147 

90-239 


790901 0369 

50-280 


7905190259 

50-250 J 





7903020497 

90-321 


7905020133 

30-339 


7909240400 

50-124 


7903080934 

30-200 


7909240491 

50-327 1 


7909040294 

90-200 


7909240527 

50-348 1 


7903040271 

50-280 


7909240534 

50-339 


7905040440 

30-200 


7905240474 

50-124 


7905010317 

50-339 


7909240523 

90-348 1 


7909030191 

90-330 


7909230229 

90-324 i 


7909020496 

90-2B0 


7905010465 

90-324 1 


7903020902 

90-339 


7905230503 

90-261 1 


7905230202 

90-320 


7905230209 

90-324 ' 

Riglon Si Ail«ntai RcActor Cantirucil 

7905020339 

90-369 


7905230482 

50-269 1 

on ^ Enginiering Support Branch 




7905020412 

50-369 


7909020352 

50-369 


7905290707 

30-369 ' 


7903020442 

90-327 


7905250173 

30-369 ! 


7903020117 

90-391 


7909290396 

50-302 1 


7903070338 

90-389 


7909250301 

90-302 ; 


7903070110 

90-281 


7905290167 

50-339 1 


7903230753 

50-366 


7909150251 

50-230 > 


7909240307 

30-327 


7909250105 

50-321 1 


7903010243 

50-389 


7905020489 

50-321 


7909230169 

50-339 


7905010466 

50-393 


7903230609 

70-143 


7905190130 

90-299 


7903290390 

50-281 


7909240403 

50-327 


7905230153 

90-389 


7909020040 

50-280 


7909090426 

90-399 


7909020012 

50-280 


7903150081 

30-510 


7909010299 

90-338 


7905230752 

50-491 


7909090091 

90-339 


7905240468 

50-395 


7909020490 

90-339 


7905290431 

50-308 


7909090129 

90-338 


7905240510 

30-340 


7909240930 

90-339 


7909240507 

50-510 


7909210047 

50-320 


7903240937 

50-491 

Region Sr Atlantal 8af»guardi Branch 

7909020087 

90-269 


7903240909 

50-424 


7909020439 

70-143 


7909250020 

50-400 


7909240069 

90-339 


7905240514 

50-348 


7909040124 

70-27 


7905000325 

30-400 


7909070299 

70-1201 


7909250017 

30-400 


7909190116 

70-1201 


7905020326 

50-369 


7905020033 

90-280 


7905230726 

50-491 


7909070283 

70-1151 


7905240529 

50-49 1 


7909300021 

70-1201 


7909020203 

50-369 


7909300026 

90-338 < 


7909140162 

50-413 


7909040118 

70-27 


7909070392 

50-389 


7909070292 

70-1201 


7909010239 

50-389 


7909040109 

70-27 


7905230137 

50-389 


7909150112 

70-1201 


7909240300 

50-424 


7909070240 

70-1201 


7909090424 

90-395 


7909300016 

70-1201 





7909020433 

70-143 


7909240464 

90-395 


7909230684 

70-143 


7905020439 

30-327 


7909020417 

70-143 



90-391 


7909020156 

70-1151 



90-966 


7905240323 

70-1151 



50-327 


7909240299 

70-1151 



50-390 


7909020146 

70-1151 



50-918 


7909070269 

70-1191 





7909020078 

50-269 





7909020040 

90-269 





7909230632 

90-302 





7909230628 

60-302 





7909240094 

90-335 





7909020023 

50-280 





7909300023 

90-338 




Rvglon 3i Chlcagot Office of th« 

7909110108 

90-346 




Dlractor 







7909110111 

90-346 





7909100362 

90-346 





7909110093 

50-346 





7909110094 

50-346 





7905020209 

50-31 5 





7909020200 

90-315 





7909080093 

50-255 





7909030046 

50-159 





7909090390 

50-346 





7909090393 

50-546 





7905030061 

50-373 1 





7909030074 

50-373 1 I 





7905010336 

90-159 1 





7905070023 

90-373 





7905070027 

90-373 1 





7905090169 

90-331 i ! 





7905090175 

90-40^ ! 





7905010191 

50-266 • ; 





7905010160 

50-266 1 1 





7909020172 

90-329 i 





7905020470 

90-500 ' 





7905040349 

90-461 1 

, i 

1 

t 

i 

' 1 
. ll 


U.D. IMUULCMrt riEZVsULMIUKY UUIVllVIi^dlUlM 

ORGANIZATIONAL SOURCE INDEX 


385 


AUTHCm 

AFFILtATICJN 


ACCESS ION 
NUMBER 


DOCKET 

NliHBER 


AUTHQft 

AFFILIATION 


ACCESSION 

WMflER 


7909130646 

7905090131 

7909230300 

79031 10047 

7909190003 

7909230426 

7909230442 

7909190419 

7905080211 

7905150129 

7903190134 

7909190163 

7909190436 

7909190413 

7903180429 

7903190319 

79091 90B20 

7909290296 

79091400B7 

7909190939 

7909240734 

790524074B 

7909240494 

7909290369 

7903290720 

7909290946 

7903240716 

7909190779 

7909040138 

7909190794 

7909140492 

7909100162 

7909040368 

7903010197 

7909020921 

7903240997 

7909140213 

7909030006 

7909Q4Q496 

7909040922 

7909030204 

7909310466 

7909010236 

7909030370 

7909010199 

7909010384 

7909030007 

7903030013 

7909010969 

7909010372 

7909040334 

7909040927 

7909040929 

7909010380 


70-1379 

7905010397 

7905030219 

90-282 

7909030220 

50-341 

7905080404 

90-182 

7909060486 

90-890 

7909150355 

90-331 

7909240893 

70-1308 

7909010251 

90-341 

7905090155 

90-331 

7905040027 

90-331 

7909010169 

90-331 

7909010394 

90-196 

7909030026 

90-331 

7909010589 

7909040364 

50-337 

7905040440 

90-319 

7905040593 

90-315 

7909030222 

90-329 

7909000490 

50-299 

7909240696 

50-358 

7905010253 

50-329 

7905040030 

50-456 

7905030029 

90-10 

7905010566 

50-195 

7909040387 

90-398 

7905040460 

90-263 

7905040956 

90-373 

• 7905010415 

90-299 

7909030224 

90-10 

7909000492 

70-1308 

7905240096 

90-10 

7905010256 

90-16 

7905040031 

90-398 

7909190424 

70-1193 

7905010167 

90-946 

7909010398 

7909030031 

7909010968 

90-319 

7909040389 

90-319 

7909040433 

90-319 

7909040960 

90-319 

7909030227 


90-319 

90-10 

90-10 

90-10 

90-10 

90-299 

30-10 

90-10 

90-293 

90-10 

90-299 

90-10 

90-373 


7909080496 

7909240902 

7909010297 

7909040039 

7909030033 

7909010990 

7905040394 

7909040459 

7909040966 

7909010426 

7909030228 

7909000498 

7909240906 

2509010233 


7909030206 

TSQWloaaa 

ao-iu 

90^499 

7405040037 

7905010171 

7909040142 

90-10 

7909010404 

7909140488 

90-10 

7909010592 

7909010242 

90-398 

7909170009 

7909030372 

90-398 

7909030204 

7909030017 

90-358 

7909000499 

7909010574 

90-398 

7905010429 

7909040391 

90-398 

7909010298 

7909040452 

90-398 

7905040041 

7909040934 

90-398 

7909030036 

7909010400 

90-398 

7909010993 

7909030219 

90-398 

7905040398 

7909080397 

90-358 

7905040568 

7909240087 

30-398 

7905070164 

7909010246 

90-440 

7905030232 

7709040021 

90-440 

7905080502 

7909030019 

90-440 

7905240907 

7909010976 

90-440 

7909010261 

7909040382 

90-440 

7905010262 

7909040937 

90-440 

7905040045 

7903070170 

30-440 

7905040048 

7909010396 

90-440 

7905010174 

7909030217 

90-440 

7905010410 

7909080400 

90-440 

7905290536 

7909240892 

90-440 

7905030040 

7909020166 

90-329 

7905030047 

7909010247 

90-199 

7909010597 

7909010249 

90-329 

7909010599 

7909040026 

90-199 

7905010600 

7909080929 

90-329 

7909040403 

7909010162 

90-199 

7909040418 

7909010390 

90-199 

7905040449 

7909030022 

90-329 

7909030023 

90-299 

7905040491 

7909030029 

90-199 

7909040976 

7905010979 

90-199 

7909040587 

7909010983 

90-329 

7909010419 

7909040324 

90-299 

7905030239 

7909040328 

90-199 

7909030237 

7909040331 

90-329 

7909080503 

7909080909 

7909040469 

90-329 

7909010269 

7909040946 

90-329 

7909040091 

7909040948 

50-299 

7909030049 

7909040930 

90-199 

7709010602 

7909070162 

90-199 



docket 

NUHBEA 


90-329 
90-329 
50-139 
90-329 
90-139 
90-139 
90-135 
90-409 
50-409 
50- 409 
50-409 
50-409 
50-409 
50-409 
50-409 
50-409 
50-409 
50-409 
50-409 
50-409 
90-341 
90-341 
50-341 
90-341 
90-34 1 
90-34 1 
50-34 1 
90-341 
90-341 
90-341 
90-341 
90-331 
90-331 
90-331 
50-331 
50-331 
90-331 
90-331 
90-331 
90-331 
50-331 
90-331 

50-331 

90-331 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90^319 

50-315 

90-315 

90-315 

90-315 

90-319 

90-315 

90-315 

90-367 

90-367 

90-367 

90-367 

90-367 

50-367 

90-367 

90-367 

90-367 

90-367 

90-367 

90-4G4 

90-263 

90-4G4 

90-263 

90-263 

90-263 

90-263 

90-282 

90-484 

90-484 

90-263 

90-282 

90-263 

90-484 

90-484 

90-263 

90-263 

90-484 

90-484 

90-484 

90-263 

90-484 

90-263 

90-546 

90-946 

90-546 

90-546 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


386 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

AUTHOR 

AFFILIATION 


ACCEsaiON 

NUMBER 

DOCKET 

NUMBER 


7903040425 

30-346 

Region 3i Chlcegoi R««ctor 

Dpirattoni 

7905100337 

50-346 


7903040509 

30-546 

Nuclear Support Branch 





7905070 JA7 

30-546 



7903110094 

30-346 


7905010411 

SO-346 



7903080086 

50-235 


7903030241 

30-346 



7903070027 

30-373 


7903000507 

SO-346 



7905840729 

50-333 


7905010267 

90-346 



7903090169 

30-331 


7905040035 

30-346 



7903090173 

30-409 


7905010176 

90-346 



7903150134 

30-331 


7905010413 

30-346 



7905130163 

50-136 


7903240933 

30-346 



7903040161 

50-294 


7903030033 

90-346 



7903130139 

30-156 


7903010604 

30-346 



7903020202 

30-313 


7905040427 

30-346 



7903130132 

30-313 


7905040391 

50-346 



7903070020 

30-373 


7903070174 

50-346 



7903140004 

30-293 


7903030245 

30-346 



7905240719 

50-358 


7903000509 

30-346 



7903080084 

50-255 


7905010260 

30-403 



7903010333 

30-155 


7903O4005B 

30-403 



7903090167 

50-253 


7903030050 

50-403 



7903090173 

50-409 


7903010610 

30-403 



7903090163 

50-331 


7905040420 

30-403 



7903130126 

50-331 


7903040461 

30-403 



7905230866 

30-331 


7903040393 

30-403 



7903110100 

50-346 


7903010405 

30-483 



7903100354 

50-346 


7903030249 

30-403 



7903110097 

30-346 


7903080312 

50-403 



7903110092 

30-346 


7903010270 

30-266 






7903040060 

30-266 



7905110009 

50-346 


7903010101 

30-866 



7905180113 

50-346 


7903010417 

30-266 

Roglon 3« Chlcagor Sofsguprtft Branch 

7903110047 

SO- 102 


7903030062 

30-266 



7903150775 

30-293 


7903010613 

30-266 



7903130734 

70-1300 


7908040431 

30-266 



7905160400 

30-116 






7905110041 

30-102 


7903040430 

30-266 



7905150744 

70-1300 


7903040590 

30-266 



7905130297 

70-1300 


7905030253 

50-266 



7903130768 

30-295 


7905000513 

30-266 



7903250206 

30-10 


7903010273 

30-303 

Rtglan 4i Dalla»i Offiea of 

the 

7905010391 

50-313 


7903040063 

30-305 

Director 





7905010106 

30-303 



7908010395 

50-313 


7905030069 

30-305 



7903310001 

40-7006 


7903010615 

50-303 



7903070209 

30-443 


7905040434 

30-305 



7905010306 

50-402 


7905040443 

30-303 



7903010308 

50-402 


7905040600 

30-303 



790S010312 

30-402 


7905030235 

30-303 



7903010370 

50-443 


7905080519 

30-303 



7903010379 

50-498 


7905010191 

70-0 



7903010303 

30-498 


7905290103 

70-1379 



7903150561 

50-443 


7903140534 

30-266 



7905150870 

50-356 


79P5210037 

30-320 



7903130544 

30-302 


7905190096 

30-320 



7903130530 

50-302 

fttfiion Chlc«](Or RiActor Conttriic^i 

7905020172 

30-329 



7903150604 

50-188 

on li Ensinttrlng Support Bronch 





7903230260 

50-285 


7905040349 

30-461 



7903020128 

50-320 


7905130003 

30-390 



7905130584 

50-112 


7905130419 

30-341 



7903230681 



7903130436 

30-331 



7903130381 



7905230296 

30-329 



7903150079 

50-313 


7905130333 

30-380 



7905010448 

50-313 


7903030034 

30-373 



7905020441 

30-313 


7903240740 

30-436 



7908020277 

50-313 


7903240711 

30-373 



7903080419 

30-313 


7903130329 

30-338 



7903020436 

30-313 


7905070009 

50-330 



7903140132 

30-313 


7903290699 

30-330 



7903130043 

30-313 


7905140107 

30-330 



7903140088 

50-368 


7905290330 

30-329 



7908040400 

50-313 


7903230283 

80-329 



7903040606 

50-313 


7903240349 

80-329 



7903070043 

30-313 


7903240724 

30-329 



7905010329 

30-313 


7903290534 

30-133 



7903090096 

50-313 


7903230302 

50-341 



7903030263 

30-313 


7905130410 

30-341 






7903080024 

30-341 



7903010338 

30-313 


7903080204 

30-331 



7903010334 

30-313 


7903040347 

30-461 



7903000346 

30-313 


7903290040 

30-461 



7908080348 

50-368 ‘ 


7903090306 

30-346 



7903010367 

30-313 


7903140091 

30-546 



7903010283 

50-328 






7903010277 

50-438 


7903030461 

30-300 



7905010433 

30-458 

Rogion 3i Chicogoi Futl FoclUtg It 

7903030046 

80-133 



7903030131 

30-430 

Rotorlolf Sifttg Bronch 





7903040489 

30-480 


7903010160 

30-866 



7903040610 

50-430 


7903130640 

70-1379 



7905070080 

30-438 


7903230420 

30-331 



7903010443 

50-458 


7903230426 

50-331 



7905090098 

80-488 


7903290633 

40-3392 



7903030267 

30-480 


7903230437 

70-1308 



7903010279 

30-498 


7903130817 

50-313 



7905010487 

30-498 


7903240440 

30-10 



7908030138 

30-498 


7903030041 

50-133 



7903040492 

30-498 


7903230418 

30-331 



7903040613 

30-490 


7903110139 

30-331 



7908070053 

30-498 


7903090126 

30-282 



7908010441 

30-498 


7903140100 

30-282 



7903090099 

50-498 


7903010142 

30-266 



7903030271 

80-498 


7903130633 

70-1379 



7903010200 

30-482 


7903100071 

40-2061 



7903010459 

30-482 




u.s 


AUTHOft 

AFFILIATION 


Rtglon 4« Dall«it Rtucfcor Con« tr uct iqn 
Enfllnaarlng Support Branch 


nuclear regulatory commission 

ORGANIZATIONAL SOURCE INDEX 


accession 

number 

DOCKET 

NUMBER 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

OOCKE 

NUMBEl 

7905030104 

30-482 


7909310226 

30-430 

7905040494 

30-482 


7903240394 

50-430 

7905040617 

30-482 


7903010376 

30-490 

7905070062 

50-402 


7933030094 

30-490 

7905090100 

30-402 


7903030093 

30-490 

7905030273 

50-482 


7903030143 

30-490 

7905O1044A 

30-482 


7903030110 

30-498 

7905010276 

50-382 


79030301 09 

30-490 

7905010461 

30-382 


7903030071 

30-490 

7905030134 

50-302 


7903030240 

30-490 

7905040496 

50-302 


7903020316 

30-490 

7905040610 

50-302 


7905020503 

30-490 

7905070066 

50-382 


7905040391 

30-320 

7905010435 

50-382 


7903240686 

30-490 

7905090101 

50-302 




7905030274 

30-382 


7903070103 

30-499 

7905210030 

30-320 


7903310216 

80-498 

7905210035 

30-320 


7909240383 

80-498 

7905150003 

30-298 


7909010302 

80-402 

7905010451 

30-298 


7909030097 

80-482 

7905020444 

30-298 


7903030099 

30-402 




7909030146 

80-402 

7905020273 

30-298 


7903030119 

50-402 

7905020415 

30-298 


7903030193 

90-482 

7905020423 

30-298 


7903030037 

30-402 

7905140140 

30-298 


7903030248 

90-402 

7905150046 

30-298 


7905020334 

30-402 

7905040557 

SO-29B 


7903020303 

90-402 

7905040621 

30-298 


7903300621 

90-482 

7905070072 

50-298 


7903040373 

50-402 

7905010530 

30-298 


7903070046 

90-402 

7905090103 

30-298 


7905310206 

90-402 

7905030277 

50-298 


7903240410 

30-402 

7905010544 

50-298 


79031 3034 1 

90-302 

7905010550 

50-298 


7903030113 

90-302 

7905080352 

50-298 


7903030102 

90-302 

7905010375 

50-290 


7905030147 

90-302 

7905150005 

30-283 


7903030122 

90-302 

7905010453 

50-283 


7908030197 

90-302 

7905020440 

50-283 


7903030066 

90-382 

7905020260 

50-283 


7903030230 

90-302 

7905020413 

30-203 


7903020324 

50-302 

7905020434 

30-203 


790302031 1 

30-302 

7905140146 

30-203 


7903040379 

80-382 

7905150049 

50-203 


7903070106 

80-382 

7905040486 

50-205 


7903310222 

90-302 

7905040623 

30-203 


7903240374 

90-302 

7905070073 

50-203 


7903130364 

30-856 

7905010533 

30-205 


7903070191 

50-443 

7905090104 

30-205 


7903010363 

80-443 

7905030200 

30-205 


79031S0S36 

80-445 

7905010546 

50-205 


7903030083 

80-445 

7905010559 

50-205 


7903030107 

50-448 

7905000354 

30-205 


7903030181 

50-448 

7905010401 

30-203 


7903030124 

50-445 

7905010207 

30-ia3 


7903030201 

80-443 

7905010209 

30-344 


7903030076 

80-443 

7905130086 

30-267 


7903030234 

80-443 

7905010454 

30-267 


7908020314 

90-443 

7905020446 

30-267 


7908020308 

90-448 

7905020279 

30-267 


79080403DO 

90-449 

7905020411 

30-267 


7908290631 

50-449 

7905020431 

30-267 




7905140143 

30-267 


7903070195 

80-449 

7905130051 

80-267 


7905310230 

80-449 

7905040490 

30-267 


7905240399 

80-449 

7905040627 

30-267 

R«glqn 4r pallavi Fual FaeiUtv U 

7903230693 


7905070077 

50-267 

HatPriali Baftty Branch 



7909010535 

30-267 


7908100266 

90-267 




7903240431 

80-313 

7905090106 

30-267 

R«gion 4i Dalian Raaetar Oparatloni 

7909010398 

90-313 

7905030202 

50-267 

Nvcltar Buppprt Branch 



79O5OB0355 

50-267 


7909130310 

90-289 

7905010406 

50-267 


7909130604 

90-100 

7905010292 

30-206 


7903230260 

90-209 

7905010548 

30-267 


7905130304 

90-112 

7905010291 

30-813 


7909180996 

90-180 

7905010281 

30-443 


7909190378 

30-112 

7905010464 

30-443 


7909010693 

90-72 

7905030140 

30-445 


79030 10303 

90-313 

79Q5040501 

30-445 


7909020329 

90-360 

7905040629 

30-443 


7903180117 

90-313 

7905070080 

30-443 


7903040106 

30-313 

7905010440 

30-443 


7908180233 

90-313 

7905090108 

30-443 


7903030000 

90-313 

7905030283 

30-443 


7905180096 

50-313 

7905010294 

30-397 


7909020122 

90-298 

7905010395 

30-313 


7909190120 

90-390 




790S040UO 

80-290 

7905010312 

30-403 


7908180230 

30-390 

7905010383 

80-498 


7908190097 

80-290 

7905150361 

30-445 


7908240448 

80-290 

7705030089 

30-438 


7908180306 

90-283 

7905030091 

30-488 


7908180122 

90-289 

7905030139 

30-458 


7908040112 

30-209 

7905030117 

30-438 


7908180261 

90-208 

7905030186 

30-438 


7903230‘287 

80-208 

7905030073 

30-438 


7903180100 

80-208 

7905030238 

30-438 


7908240440 

30-203 

7905020028 

50-438 


7908010384 

30-267 

7905020498 

50-438 


7908100261 

30-267 

7905040584 

50-438 


7908180110 

30-267 

7905070180 

30-438 


7908040113 

90-267 


U.S. NUCLEAR REGULATORY COMMISSION 
388 ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIAtrON 


Riglon 4r DilUii Vendor Inipcctlan 
Branch 


R*fllon 8r San rrancl«C04 Offlct a# tha 
Dirtctor 


ACCESSION 

NUMBER 

DOCKET 

NUMBER 

7905150283 

50-267 

7905150795 

50-267 

7905150108 

50-267 

7905240420 

50-267 

7905030150 


7905100360 


7905100366 


7905290104 


7905290113 


7905110404 


7905150505 


7905100413 


7905100410 


7905150797 


79052305B7 


7905230593 


7905030144 


7905 1004 10 


7905100356 


7905100343 


7905290097 


7905290005 


7905150792 


7905230501 


7905110390 


79051 10006 

50-312 

7905020520 

50-142 

7905150620 

50-526 

7905150701 

70-1257 

7905230664 

90-323 

7905230640 

50-275 

7905040366 

50-344 

7905290152 

50-275 

7905010820 

70-1237 

7905010234 

70-734 

7905010830 

70-784 

7905010239 

70-25 

7905040076 

50-580 

7905150057 

50-520 

7905150165 

50-528 

7905040121 

50-520 

7905150136 

50-520 

7905010016 

50-520 

7905030050 

50-588 

7905040507 

50-528 

7905040614 

50-520 

7903070090 

50-528 

7905030866 

50-528 

7905080523 

50-520 

7905010420 

50-928 

7905000365 

50-528 

7905010442 

50-520 

79QSQ1Q456 

50-520 

7905090030 

50-528 

7905090053 

90-528 

7905090115 

50-520 

7905070025 

50-520 

7905040353 

50-528 

7905310059 

50-520 

7903040001 

90-133 

7905010816 

90-133 

7905010423 

90-133 

7905130060 

80-133 

7903150167 

90-133 

7903040183 

90-133 

7905150141 

90->133 

7905010023 

80-133 

7905030045 

80-133 

7905040500 

80-133 

7905040309 

80-273 

7905070099 

80-133 

7905030806 

80-133 

7905030291 

80-273 

7905020387 

90-133 

7905010485 

80-133 

7905080366 

50-273 

790S0G0368 

80-133 

7903010444 

80-133 

7904300404 

80-320 

7905020227 

30-133 

7905020256 

80-273 

7905090005 

50-133 

7905040359 

80-320 

7908070007 

80-133 

7908170072 

90-133 

7909240651 

80-278 

7908040006 

80-344 

7905010210 

90-344 

7905010486 

50-344 

7905180062 

30-344 

7908180168 

50-344 

7908040125 

90-344 

7905150142 

80-344 

7905010087 

80-344 

7903030030 

80-344 

7908040497 

90-344 

7908040616 

30-344 

7905070102 

80-344 


AUTHOR 

AFFILIATION 


ACCESS I ON 
NUMBER 


7705030293 

7905020529 
7705010422 
7705080369 
7905010445 
7905010450 
7705070039 
7905070054 
7905090116 
770507002B 
7905070010 
7905310033 
7705010220 
7705010431 
7905150064 
7705150170 
7705040I2B 
7905150143 
7905010020 
7905010023 
7905030024 
790504031 1 
7905040312 
7705040619 
7905070104 
7905030276 
7705030279 
7705020S32 
7905010434 
77050B0371 
7905010449 
7705010462 
7705070041 
7905070057 
7705310012 
7705090119 
7905070031 
7705070012 
7705310044 
7705010222 
7705010433 
7705150063 
7905150171 
7905040130 
7705010013 
7905030028 
7905040313 
7905040622 


7905070100 

7705030300 

7706020333 

7705010437 

7705080374 

7905010430 

7905010460 

7905090045 

790509003B 

7905090120 

7905070033 

7705070013 

7905310030 

7905150069 

7705150173 

7905040134 

7705130130 

7705010013 

7905030018 

7905040516 

79030406Si5 

7903070110 

7905030303 

7905020536 

7703010439 

7905060378 

7905010452 

7905010463 

7905090047 

7905090039 

7905090121 

7905070034 

7905070018 

7905310037 

7905240657 

7905010223 

7905300352 

Rag ion 5i Bon Fronclacof Raocior 7905180620 

Gonatrucilon 9t Enginaaring Bupporl Branch 


7903150609 

Raglan 8i Bon rroncticoi Fuol Focllitu 7905020520 
V Ho^orioU Bo-faKB Branch 


7908150701 

7905230664 

7905240768 

7908040366 

7908020813 


7909180686 

7908230686 

7908240747 

7908040362 

7908110086 


DOCKET 

NUMBER 


80-344 

50-344 
50-344 
30-344 
50-344 
50-344 
50-344 
50-344 
50-344 
50-344 
50-344 
50-344 
50-206 
50-206 
50-206 
50-206 
50-206 
50-206 
50-206 
50-361 
50-206 
50-206 
50-361 
50-206 
50-206 
80-361 
30-206 
50-206 
50-206 
30-206 
30-206 
80-206 
80-206 
50-206 
30-361 
80-206 
50-206 
50-206 
90-206 
80-312 
50-312 
30-312 
80-312 
80-312 
BO-a 1 2 
80-912 
80-912 
80-912 

50-912 

50-912 

50-912 

50-912 

50-912 

50-912 

80-912 

80-912 

50-912 

60-312 

50-312 

50-312 

50-312 

50-397 

50-397 

50-397 

50-397 

30-397 

50-397 

50-397 

50-397 

50-397 

50-397 

60-397 

50-397 

50-397 

80-397 

50-397 

80-397 

50-397 

50-397 

50-460 

80-465 

30-997 

50-460 

70-984 

50-MO 

50-588 

50-580 

50-142 

70-1857 

50-383 

50-878 

80-344 

80-142 

70-1887 

30-333 

80-878 

80-344 

80-312 
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AUTHOR 

AFFILIATION 


ACCEsaiON 

NUHfiER 


DOCKET 

NUHBElt 


AUTHOR 

AFFlLIATrON 


Acce&atQN 

HUMBER 


DOCKET 

NUMBER 


Region 9i 8«n Fr<nci*«Oi RtJctor 
Operation* Huciier Support Breach 


Region 5f Sin Frenetteo* Saftguirdi 
Brinch 

O^^lce oF IS*Ei EricutlVo OPflctr for 
Hinegsiient Anilgtli 
Office of 1 t, E EKicutlVi Officer for 
Op*r«tloni Support 


790523OA40 »O^S79 

7905190339 30-312 

7909290192 50-273 

79 092306 1 7 30-273 

7 905290 L47 50-273 

7909&1OO93 00-312 

7905150533 90-312 

7909U0044 30-312 

7909130289 70-1237 

79091 00048 70-734 

79051 00022 90-320 

7909160201 50'320 


OFFICE OF NUCLEAR MATERIAL SAFETY U SAFEOUARDQ 


□fflc# Of NucUir Meterlil Sifitg V 7909100240 

34fi9tiir4« 


79030900tW 
7903020180 
7903240406 
79032+0413 
7903310152 
7905110172 
790508008 I 
7903310132 
7905160028 
7909020176 

civilian af Fuel CgcU It Heierlel S«f*tg 790S2406S8 

7903080027 

7905220020 

7903290480 

7903310132 

Aiflstant Dlrtetor for Fuel Cgcl# 7903000087 

Gefetu ^ Llcenitng 


7903000101 

Fuel Free Cl « li F«h. Breach 7905300691 

7909100064 
7903090003 
7909290479 
7909090265 
7909220029 
7909230 i 76 
7909240392 
7903240080 
7905230067 
7905090008 
7905130634 

Fuel Repracect ti Recgclc Branch 7903240383 

7903290282 

7903240370 

7905090164 

7905290090 

7908090130 

7905030035 

7905230706 

7905250338 

7905110258 

7909160029 

Retfioliotopee Ulcenelng Branch (Fre 7903230193 


790301 > 


Trenepertetlon Drench 


7905230177 

7905230160 

7903230143 

77031101.62 

7903110144 

7903110171 

7903220039 

7903240049 

7lf05 110160 

7903110136 

7903110174 

7903230011 

7903240033 

7903150006 

7903230012 

7903310008 

7903240569 

7905070001 

7905070307 

7905070293 

7903240020 

7903240039 

7905250316 

7903250226 

7903240845 

7903240854 

7903290346 

7903240310 

7909240839 

7903290046 

7905240331 

7905300434 

7903130739 

7903290318 

7903150160 

7909110078 

7905010185 

7909010169 


71-6698 


70-2623 

27-39 

70- 2623 
90-320 

71- 6690 
40-8698 
70-135 
70-1310 
40-2259 
70-2623 


40-8102 

40-2061 

40-0027 

40-0027 

70-143 

40-8663 

40-2299 

40-860 1 

70-1319 

40-0035 

40-0027 

40-0721 

70-1308 

90-201 

70-1308 

70-2623 

80-269 

70- 2623 
30-201 
50-364 

50-320 

90-320 

40-2407 

40-2407 

40-2407 

40-2407 

50-320 

50-320 

40-2299 

40-2259 

30-320 

50-320 

90-320 

40-2239 

40-8663 

40-8502 

40-8714 

40-8601 

71- 70 
71-61+4 
71-6272 
71-6771 
71-4986 
71-6400 
71-6679 
71-6058 
71-266 
71-0 
71-6386 
71-68 
71-169 
71-9009 
71-6697 
50-320 
71-47 
71-207 
71-66 
71-120 
71-162 
71-167 


79052+0582 

7905020386 

7905150149 

7903110075 

7909020304 

7903150170 

7909190682 

7909020394 

7903190205 

79092+0161 

7903150976 

7905100340 

7903190742 

7905150169 

7905070279 

7905140119 

7905290066 

7905020193 

7901240327 

7905070220 

7905110081 

7905170278 

7905110199 

7905240041 

7904200311 

79050700+7 

7905020407 

7905020190 

7909070075 

7905070302 

7909240036 

7905250305 

7909110069 

7903290041 

7909070207 

7905070292 

7903240112 

79092300+7 

7903110095 

7903190329 

7905150333 

79052+0017 

7905070273 

7909240569 

7905110067 

7905240017 

7909290041 

7905240327 

7909020976 

7909020399 

7909020392 

7905100079 

79092+0046 

79091 10063 

7905100352 

7909070257 

7909150176 

7909110069 

7903240244 

7909190197 

7909190310 

7909150323 

7909070202 

7905240109 

7909240156 

7905240036 

79092 4063& 

7909110071 

7909290227 

790911.0084 

7905240291 

7909290219 

7905241000 

7905290219 

7909020189 

7905240974 

79051003+7 

7905240140 

7905240036 

7909290096 

7909100167 

79051003+2 

7905020191 

7909020196 

7909070267 

7909100339 

7909100448 

7909110204 

7909110210 

7909290259 

7909230691 

7909020170 

7909090100 

7909240120 

7909340099 

7909290341 

7909150576 

7909390041 

7905340327 

7905070079 

7905070047 

7909070079 

7909070302 

7909070290 


71-65 

71-213 

71-91 

71-111 

71-216 

71-166 

71-63 

71-179 

71-168 

71-143 

71~?010 

71-213 

71-126 

71-189 

71-103 

71-131 

71-234 

71-226 

71-^697 

71-277 

71-128 

71- 1 

71-260 

71-2 

71-no 

71^A058 

71-88 

71-34 

71-6144 

71-A272 

7|«A400 

71-6679 

71-72 

71-7009 

71-130 

71-104 

71-62+4 

71-5809 

71-101 

71-38 

71-30 

71-4986 

71-9^ 

71-70 

71-814 

71-4986 

7L-9009 

71-6697 

71-320 

71-170 

71-100 

71-9079 

71-34 

71-196 

71-297 

71-U9 

71-48 

71-209 

71-9070 

71-180 

71-90 

71-50 

71-127 

71-5364 

71-121 

71^6400 

71-216 

71-74 

71-217 

71-141 

71-233 

71-6058 

71-109 

71-6058 

71-6 

71-341 

71-295 

71-39 

71-6400 

71-391 

71-330 

71-335 

71-239 

71-225 

71-89 

71-369 

71-273 

71-07 

71-116 

71-361 

71.-5790 

71-9852 

71-9957 

71-6273 

71-9906 

71-6386 

71-9010 

71-900? 

71-6697 

71-6144 

71-6090 

71-6144 

71-6272 
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AUTHOR ACCE831CW 

AFFlCrATION NUMHEfl 


7903090009 

7903230303 

7903090009 

7908240047 

7903070290 

7903240033 

7903240034 

7903130723 

7903240017 

7905240311 

7903070047 

79031A0033 

7903070302 

7903230303 

7905230219 

7903070290 

7905090009 

79032401A3 

7905300433 

Aiftlftflnt Director for U«ftt Managtmcnt 7903100039 
{Prt 790301) 

790315061* 

7905150613 

7903150624 

7903140033 

Low Lttvtl Hut* Br«nch (Prt 790301) 7905230232 

7905160036 

7903230771 

7903240146 

7903240139 

7905230756 

7903240180 

7905070141 

7903020041 

7905240108 

Katirlal Control Llconiing Branch 7903020330 

7905230104 

7905300600 

7903240222 

7903140141 

7905130135 

7905230790 

7905230032 

Phgiical Stcurity Licencing Branch 7905300583 

7903300031 

7903230044 

7903220032 

7905240938 

Uranium Racevary Lictntlng Branch 7903240496 

7905250022 

7905240398 


OFFICE OF NUCLEAR REACTOR REOULATION 

□ffict pf Nucltar Raactor Ragulatipn 7905000051 

7903090083 
7905020430 
7905100033 
7905070347 
7903090117 
7905300288 
7903140046 
7903100140 
7903300403 
7903140326 
7903140529 
7903240204 
7903070277 
7905090071 
7903250107 
7905130111 
7903070127 
7903230005 
7905240813 
7905250027 
7905230439 
7905130000 
7905240211 
7905290339 
7905020163 
7903090208 
7903240329 
7903310180 
7903020120 
7903220030 
7905220033 
7903250003 
7903290016 
79031 10003 
7903290060 
7903110016 
7903110279 
7903240461 
7903230206 
7903300278 
7903300293 
7903190234 
7903300716 
7905040003 
7905040343 
7903150071 
7903140027 


DOCKET AUTHOR 

NUHBER AFFILIATION 


71-6744 

71-6679 

71-6744 

71-8 

71-6771 

71-266 

71-169 

71-296 

71-4986 

71-60 

71-6050 

71-3795 

71-6272 

71-6679 

71-6058 

71-6771 

71-6744 

71-77 

50-320 


40-6659 

40-299 

40-8504 

50-320 

27-47 

50-320 

70-1193 

70-1193 

70-1193 

70-1193 

70-2830 

50-320 

70-2930 

70-364 

70-1201 

70-734 

70-1113 

70-143 

50-143 

70-371 

70-1131 

70-133 

70-1173 

70-143 

70-820 

70-2623 

40-8690 


50-348 

50-443 

30-336 

30-320 

30-320 

30-338 

30-320 

30-266 

30-266 

30-280 

30-333 

30-266 

30-293 

30-267 

30-261 

30-313 

50-346 

30-331 Antitrust ti In4annitu Oroup 

30-331 

30-424 

30-424 

30-289 

50-320 

50-244 

50-282 

30-267 

50-320 

30-263 

30-263 

50-317 

30-243 

50-290 

30-305 

30-376 

30^320 

30-200 

30-320 


50-320 

30-275 

50-363 

50-266 

30-320 


ACCE89I0^ 

NUMBER 


7905150093 

7905250023 

7905240201 

7905240433 

7903080137 

7903030027 

7903030137 

7905240791 

7905070430 

7903220043 

7903220024 

7903090144 

7905300751 

7905020353 

7905230273 

7905150073 

7905130307 

7903240030 

7903020410 

7903240189 

7903310033 

7903300667 

7903300216 

7903300430 

7903110271 

7903210006 

7905230033 

7903230097 

7903140030 

7905110130 

7905110322 

7905210263 

7903230002 

7905210069 

7905190114 

7905140051 

790519011B 

7903110251 

7905190001 

7905210049 

7905210323 

7905080144 

7905230278 

7905190002 

7903300239 

7905230053 

7903110296 

7903230086 

7905230278 

7903110293 

7904270152 

7905230265 

7903110126 

7905070003 

7905230290 

7905140051 

7905230278 

7905000144 

7905190002 

7905080144 

7905190002 

7905230053 

7905230094 

7905110181 

7903230281 

7905140031 

7903110064 

7905250322 

7905070005 

7905300400 

7905300636 

7905230033 

7905090200 

7905230273 

7905110194 

7905140201 

7905190171 

7905130300 

7903130302 

7903160297 

7903130363 

7905190049 

7903220354 

7905240673 

7905030134 

7903160276 

7903180378 

7905160122 

7903160238 

7908300038 

7908160222 

7903300043 

7903160106 

7905160334 

7903160282 

7903130386 

7908160268 

7905130377 

7903160232 

7903160240 

7903160189 

7903160322 

7903160326 


DOCKET 

NUMBER 


50-331 

30-424 

30-200 


30--346 

50-272 

50-447 

30-263 

30-363 

30-200 

30-10 

50-333 

50-424 

50-331 

50-456 

30-443 

50-200 

30-200 

50-32S 

50-320 

30-320 

30-320 

30-320 

30-320 

80-320 

50-320 

30-320 

30-320 

30-320 

50-320 

30-320 

30-320 

30-320 

50-320 

50-320 

30-320 

80-320 

50-320 

50-320 

30-320 

50-320 

30-320 

30-320 

30-320 

30-320 

50-320 

50-320 

50-320 

30-320 

30-320 

50-320 

50-320 

30-320 

30-320 

80-320 

80-320 

30-320 

30-320 

30-320 

30-320 


50-320 

50-322 

30-320 

30-313 

30-320 

30-320 

80-72 

80-30 

30-10 

70-734 

30-131 

50-124 

80-193 

30-267 

30-406 

50-443 

80-146 

30-262 

30-77 

30-208 

30-97 

30-394 

80-160 

30-116 

30-284 

80-108 

30-141 

30-223 

50-199 

80-538 

30-294 

30-241 

80-20 

30-106 
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AUTHOR 

AFFILIATION 


ACCESS I DM 
NUMBER 


DOCKET 

NUMBER 


790ai&0117 

790S 160328 

7903160298 

7909160269 

7903160266 

7903160332 

7903160234 

7905160343 

7903160203 

7905300092 

7909160221 

7905160239 

7909160219 

7903160167 

7903190370 

7909160160 

7905190376 

7909160341 

7909160336 

7909160339 

7908300069 

7909160329 

7909160236 

7903160260 

7903160399 

7903230456 

7903300034 

7903160192 

7903160306 

7905160308 

7909160203 

7905160300 

7905 160207 

7903130373 

7903160100 

7903300059 

7903160116 

7903160148 

7903300714 

7903160357 

7903160123 

7903300202 

7903160131 

7903300190 

7903160311 

7903160343 

7903160320 

7903160348 

7903160108 

7903160249 

7903160331 

7903160311 

7903160278 

7909160244 

7909160280 

7909160281 

7909160224 

7903140489 

7903160180 

7903140499 

7903160273 

7905140404 

7903140456 

7903140470 

7905140546 

7909140407 

7909160272 

7909160279 

7909230832 

7909160172 

7905160291 

790914090B 

7905160183 

7909160272 

7909160299 

7905160157 

7905160093 

7909160199 

7905140413 

7903140430 

7903140330 

7909160272 

7909160292 

7909140449 

7909160198 

7905140493 

7909160279 

7903140496 

7909140401 

7909140486 

7909160292 

7909140486 

7909160273 

7909130360 

7903140422 

7908160286 

7909130369 

7909140477 

7909160170 

7909160199 

7909160164 

7909160162 

7903140418 

7909140912 


90-190 

50-9 

90-1 BS 

50-288 

90-223 

90-97 

90-406 

50-99 

50-1 13 

30-84 

30-326 

90-142 

50-433 

50-03 

50-131 

50-140 

90-166 

90-2 

90-123 

90-186 

90-8 

90-292 

30-112 

30-193 

90-192 

90-62 

90-72 

90-139 

90-136 

90-124 

90-134 

30-27 

90-129 

90-170 

90-131 

50-32 

70-364 

70-824 

90-13 

90-264 

70-1297 

90-37 

70-794 

90-10 

90-201 

90-107 

30-94 

90-94 

70-1143 

30-07 

30-22 

90-201 

90-47 

30-274 

30-30 

30-104 

80-340 

30-313 

30-293 

80-317 

30-331 

30-10 

30-284 

50-293 

50-373 

30-3 

90-358 

30-331 

30-329 

30-233 

30-193 

30-324 

90-261 

90-338 

90-210 

93-40? 

90-16 

50-334 

90-171 

90-269 

90-369 

90-350 

90-002 

90-290 

30-309 

90-321 

90-331 

90-254 

90-013 

90-209 

90-219 

90-209 

90-309 

90-309 

90-243 

30-220 

90-298 

50-202 

90-263 

90-334 

90-209 

90-333 

90-171 

90-279 


AUTHOR 

AFFILIATION 


Fragrant Support Branch 


TachnlcaL Sactlon 

Di>rl«l«n of aitf Oaloty U Envl ronwontal 
AnaLgvli 


Aiolitant Dlroctor for Gita Analyilt 


Cffluant TroatAint Oyitaiai Branch 


Aiatitant Dlraclor for Environnantal 
Pro jacio 

Enviromaantal Projact* Branch 1 


ACCESS IQN 
NUMBER 

DOCKET 

NUMBER 

7909160290 

30-133 

7903160107 

30-344 

7909160199 

30-334 

7903160176 

90-267 

7905130367 

30-272 

7909160186 

50-244 

7903160314 

30-206 

7909310373 

30-361 

7905160193 

90-393 

7909160243 

90-312 

7903160231 

30-346 

7905140462 

90-259 

7903160230 

30-327 

7903140444 

30-280 

7909140923 

30-338 

7905160215 

50-271 

7903140431 

90-266 

7909160273 

50-305 

7905160209 

90-29 

7909300069 

90-6 

7909160233 

90-360 

7905110121 

90-320 

7909110140 

90-320 

7909110119 

90-320 

7903100333 

90-320 

790324021? 

90-424 

790316012? 

90-320 

7903240995 

50-313 

790323099 1 

30-463 

7909020390 

30-996 

7904170363 


7904130020 


7905230141 

50-320 

7905230192 

50-320 

7904130020 


7905190107 

50-320 

7905020120 

30-320 

7905100094 

50-320 

7905230110 

50-320 

7905230165 

50-320 

7909190226 

50-320 

7905210012 

50-320 

7905230130 

50-320 

7905140207 

50-324 

7905130119 


7903230170 

50-320 

7905190247 

50-320 

7903230029 

90-320 

7909230116 

50-320 

7909230023 

80-320 

7909230029 

90-320 

7909230032 

80-320 

7909230040 

50-320 

7903230116 

50-320 

7903230023 

90-320 

7903230029 

90-320 

7903230126 

90-320 

7909230032 

50-320 

7903230040 

90-320 

7909230178 

90-320 

7905230032 

90-320 

7909230040 

90-320 

7903230023 

90-320 

7909230178 

90-320 

7909230103 

90-320 

7909230293 

90-320 

7903230074 

90-320 

7903230143 

90-320 

7905230056 

80-320 

7905230074 

30-320 

7905210230 


7903230140 


7905230137 


7905230096 


7905230074 


790 



Envlronntantal Projacta Branch 2 


Oaoaciancaa Branch 


391 
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AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUM8CR NUM9ER 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBER NUMBER 


Cost Biniflt ATi«ly*lt Branch 
Division of Optr^tinf Rvactors 


Atsfitant Dirtetor for En^lntsrf St 
Projictt 


Englnttrlns 8r«nc^ 

Envlronotintsl Evolustlon Branch 


Opar«ting Raactort Bronch 0 


Qpsratlng Raactort Branch A 


7909100093 

7909100338 

790SS30179 

7909030212 

7905100054 

7909070014 

7905230349 

7905240990 

7905230128 

7905230125 

7905230135 

7905100198 

7905070017 

7905140287 

7905150119 

7905230123 

7905190194 

7905230081 

7905230065 

7905110114 

7905230B0I 

7905210073 

7905110050 

7905110180 

7909230081 

7909230089 

7909080347 

7909110090 

7905110180 

7905080347 

7905090286 

7905230081 

7905230005 

7905150174 

7905210055 

7905290552 

7905090171 


50-553 

80-320 

50-320 

50-320 

50-320 

50-295 


90-320 

50-320 

50-320 

50-280 

50-309 

50-524 

50-320 

50-320 

50-320 

50-320 

50-312 

50-320 

50-312 

50-312 

50-320 

50-320 

50-280 

50-312 

50-312 

90-280 

80-313 

50-320 

50-320 

90-313 

90-320 

90-296 


7909080239 

50-271 

7905110231 

50-320 

7905230523 

30-320 

7905110117 

60-312 

7905110123 

50-320 

7905230326 

50-320 

7904260292 

30-320 

7905300255 

50-320 

7905230326 

50-320 

7905090186 

50-331 

7905090109 

50-366 

7905090199 

50-331 

7905090201 

50-331 

7905110002 

50-298 

7905110005 

50-290 

7905080141 

50-237 

7905300598 

30-271 

7905030067 

50-10 

7905130108 

50-324 

7905090183 

50-366 

7905150089 

50-321 

7905090196 

30-331 

7905110001 

50-298 

7905080246 

50-333 

7905110023 


7905240102 


7905230620 

50-325 

7905150822 

50-325 

7905250018 

30-269 

7905250021 

50-269 

7905070337 

50-336 

7905070351 

50-336 

7905070236 

50-333 

7905070299 

30-335 

7905250079 

50-313 

7905250090 

50-313 

7905250003 

50-317 

7905250007 

50-317 

7905250055 

50-313 

7905250058 

50-313 

7905250065 

50-313 

790507001 1 

50-309 

7905240819 

50-309 

7905090279 

50-77 

7905150772 

50-128 

7905230836 

50-128 

7905090300 

50-313 

7905250076 

30-313 

7905250049 

50-313 

7903000123 

50-317 

7905150372 

50-317 

7905250002 

50-317 

7905250014 

50-269 

7905080130 

50-269 

7905240902 

50-269 

7905090200 

50-302 

7905070231 

50-335 

7905150270 

50-335 

7905250263 

50-335 

7905290356 

50-20? 

7905070332 

50-336 

7905030133 

50-309 

7905100330 

50-312 

7905070373 

50-309 

7905240367 

50-309 


Raactor 8afaguar<fi Llcanaing Branch 
Aaalstant Olracfcor far Syataoti & 
Progacts 


Plant Sgitama Branch 


Oparating Raactort Branch 1 


Oparattng Raactort Branch 2 


7905240846 

50-259 

7903140520 

50-266 

7905110193 

50-320 

7905100073 

50-280 

7905130179 


7905150808 


7905140112 

50-320 

7905110130 

50-320 

7905110133 

50-320 

7905150799 

50-335 

7905240253 

50-336 

7905040150 

50-219 

7905240471 

50-305 

7905090168 


7905240302 

50-206 

7905240421 

50-10 

7905240731 

50-255 

7905300719 


7905070315 

50-286 

7905040309 

50-261 

7905070114 

50-250 

7905070119 

50-250 

7905070124 

50-250 

7905250433 

50-295 

7905140533 

50-266 

7905240903 

50-305 

7905240911 

50-305 

7905090068 

50-266 

7905090076 

50-266 

7905250183 

50-295 

7905250190 

50-295 

7905240378 

50-305 

7905240382 

50-305 

7905070125 

50-261 

7905070130 

50-261 

7905090080 

SO-34B 

7905090084 

50-348 

7905100442 

50-266 

7905100446 

50-266 

7905240322 

50-282 

7905240333 

50-282 

7905290054 

50-305 

7905290064 

50-305 

7905250432 

50-295 

7905250440 

50-295 

7905230556 

50-286 

7905090079 

50-348 

7905250425 

50-295 

7905040307 

50-261 

7905070121 

50-261 

7905070109 

50-250 

7905240308 

50-282 

7905070311 

50-286 

7905140513 

50-266 

7905090065 

50-266 

7905100439 

50-266 

7905240895 

50-305 

7905240373 

50-305 

7905290050 

50-305 

7905020490 

50-272 

7905300010 

50-280 

7905290723 

50-334 

7905110058 

50-250 

79053X0402 

50-261 

7903240229 

50-247 

7905150789 

50-280 

7905310472 

50-280 

7905290405 

50-280 

7905080069 

50-250 

7905080073 

50-250 

7905080080 

50-250 

7905080382 

50-245 

7905020450 

50-206 

7905020457 

60-206 

7905150707 

50-155 

7905150715 

50-155 

7905090207 

50-244 

7905090263 

50-244 

7905300731 

50-245 

7905290012 

50-245 

7905290019 

50-245 

7905090160 

50-245 

7905080570 

50-237 

7905080337 

50-10 

7905080339 

50-237 

7905150648 

50-155 

7905090029 

50-255 

7906240271 

50-155 

7905230602 

50-255 

7905080158 

50-255 

7905250343 

50-255 

7905150489 

50-155 

7905090016 

50-213 

7905230599 

50-409 

7905100132 

50-409 

7905290074 

50-409 

7905080063 

50-250 

7905100321 

50-219 

7905090024 

50-219 

7905080381 

50-245 

7905080343 

50-245 

7905300729 

50-245 
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/AUTHOR 

AFFlLtATlOW 


R«jetor Safety Brarxdh 

Qyeteinatic Evaluation Fro^rami Branch 


Division of Project Monagament 


Asalitent Director for Light Meter 
Reactore 


Light Meter Aaectort Brench I 


Light Meier Reactors Brenth SI 


ACCESS I DN 

POCKET 


AUTHOR 

ACCEfiSrON 

POCKET 

MWIBER 

NUMBER 


AFFILIATION 

NUMBER 

NUMBER 


7905290007 

50-245 

Light Meter Reectare Branch 3 

790SCBOH4 

80-392 

79D303Oia6 

50-244 

7905300616 

79C)50900S!6 

50-244 


7908040260 

50-373 

7905030391 

50-244 


79051000*9 

80-490 

79050203*3 

50-29 


790S300372 

90-490 

7905090209 

50-244 


7905250240 

9O-S40 

7905020449 

30-80* 


79052900*6 

50-896 

7905090020 

50-20* 


79053104*4 

80-59* 

7905020219 

50-20* 


7905X50794 

50-387 

7905090022 

50-29 


T905300594 

50-311 

79051 101 26 

30-320 


790524022* 

00-311 

7905190X94 



790530037* 

50-438 

7905100174 

80-409 


79053104*1 

80-488 

7909100334 

50-409 


7905240210 

50-OT3 

7909100237 

50-155 


7908020459 

90-338 

7909250040 

50-29 


7905240218 

80-592 

7909250097 

5O-i0 


7905090100 

50-892 

7909030297 


7905100224 

50-307 

7909290923 



7905230850 

80-402 

79051 101 M 



790824080* 

50-307 

7909110X3* 

50-320 


7905290021 

50-«r3 

7909X10139 

50-320 


7905240869 

50-496 

7903230532 

50-275 


7905230731 

90-488 

7905300372 

50-424 

OFFICK OF NUCLTM REACTOR REOULATZON 



79031901 la 

W-2T8 

to.. _ to to to to... tototo .to— tototo. totototo to— toto— to— . 



79052A0fa7ii 

80-532 

Light Mater Reactors Brench 4 

7908100435 

90-413 

7905070452 

50-495 

7905090299 

90-44* 

790514051* 

50-362 


7905100112 

80-002 

7905230B37 

50-59* 


7905070*65 

•0-85* 

79092406*3 

50-34* 


7905150*49 

90-327 

790529000* 

50-29 


7905090304 

50-330 

7905100329 

50-275 


7905230795 

90-097 

79092i023a 

50-320 


7905290418 

80^089 

79051 1035B 

50-320 


7908150607 

00-397 

79051O03G4 

50-320 


7905100171 

50-546 

7905010**4 

50-59* 


7908100220 

50-390 

7905240130 

7905190252 

50-320 

Aiilitant Director^ for Quality 
Assurance L Ofcretiont 

7905020493 


7905310230 

•0-320 

7909030482 


7905190232 

50-320 

Dgerator Llcensinf Brepch 

7908300289 

90-800 

79053X0230 

50020 

7905140117 

790530039* 

50-320 


7908300180 


7905300381 

30-320 


79082401*6 

*5-818 

7905190252 

80-att0 


7905280204 

90^7 

7903290015 



7905070070 

59-8M 



Quality Assurance Branch 

7909070**3 

90-813 

7905020420 

80-437 

7905340979 


7903230840 

50-368 


790534033? 

00-8(3 

7809090087 

50-457 


79O5O70**0 

7905020424 

50-440 


790524041 £ 

00-897 

7905020437 

50-458 


7905070553 

00-89 

7905020432 

50-402 


7905100370 

50-344 

790502040* 

50-382 


7905290122 


7905020400 

50-3*7 


7905230207 

50-320 

7905020445 

50-54* 

Advanced Reactors Branch 

7905310171 

90-2*7 

7905020452 

50-55* 

790531010* 

50-847 

790525012* 

50-522 


79053101*0 

50-2*7 

7905020414 

50-395 


79083O02IO 

90-067 

7903160112 

50-320 


7904370399 

60-380 

7905110143 


7905010179 

50-267 

7905110158 

50-320 


7908100277 

9O-B04 

7905100395 

50-320 

Btendardlietion Branch 

7908100117 

7905100392 

50-320 

Division of SystsAs aefety 

7904240393 

90-380 

7905100390 

50-320 

7908230070 

7905100389 

50-320 


7905190172 

50-320 

7905100388 

50-320 


7908220455 

50-320 

7909080278 



7905210295 

50-320 

7905080171 

7905080217 

7905080230 

7905080259 

7905160185 

50-320 


7905230008 

50-320 

790501015* 

7909080230 

50-320 




7905110414 

7905080217 

7905090294 

790523002* 

7908090290 

50-522 




7905250049 

50-313 




7905240572 

50-358 




7905290928 

50-341 




7905310083 

50-341 




7905100431 

50-41* 




7905070*74 

50-271 




7905230578 

80-275 




7905240887 

80-822 




7905150*30 

80-341 




7905010*59 

80-380 




79081 00898 

50-322 




7905230850 

50-322 




7908240399 

50-390 




7908180*41 

50-88* 




7908240977 

7908250050 

790824093* 

50-880 

Etructurel Engineaplng Branch 



7908140040 

50-445 



7908230*06 

80-398 

Assistant Dlrscior for Plant Ma 



7908230889 

80-3*1 




7903240100 

80-437 




7908150789 

80-599 




7908240340 

50-398 




7908290411 

50-3*1 
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AUTHOR 
APFILIATION 


AuxlU«rv 8v«t«ni« Br«nch 
Gont«in»tnt 8gtt«in« Branch 

Elictrlcr Ifiitrufltntatlon it Control 
agattmi Branch 

Asiiatant Dirtctor for Raactor Safaty 


Analyflt Branch 


Cora Parforiaanca Branch 
Raactor Syaiama Branch 


OFFICE OF STANDARDS DEVELOPMENT 
Offlca of Standard* Davalopffiant 


Dlvlaton of Enjlnaarlng Standard* 

Englnttring Hatholology Standard* 
■ranch 

Raactor Btfatan* Standard* Branch 

AtaUtant Director for Katarlal* Safaty 
■ranch 

Fual Precat* Syttam* Standard* Branch 

Tranaportation S* Product Standard* 
Branch 

A»*l«tant Director for Siting Standard* 

Environ Protect Standard! Branch 

Occupational Health Standardi Branch 
Radiological Haalth Standardi Branch 


Safeguard* Standard* Branch 

OFFICE OF NUCLEAR REGULATORY RESEARCH 
Offict of Nuclear Ragulatory Research 


NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


ACCESSION 

NUMBER 

DOCKET 

NUMBER 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

7903 110333 

30-320 


7903110293 

50-320 

7903230437 

30-320 


7903110299 

30-320 

7903110349 



7905110301 

30-320 

79031 103 U 

30-320 


79031 10302 

30-320 

7905190S03 

30-320 


7903230453 


7903040316 

30-322 


7903 1604 32 

30-320 

790302Q23S 

30-219 


7903110291 

50-320 

7905110331 

30-320 


7903090237 

50-320 




7903110240 

30-320 

79043001S3 

30-320 


7903110304 

30-320 

7903230040 

30-320 


7903230423 


7905010198 

50-320 


7903230441 


7903230040 

30-320 


7903230413 


7903230212 

50-320 


7903240316 


7905241001 

30-348 


7905230036 

50-320 

79030B0361 

30-491 


7903240316 


7903230037 

30-320 


7903220043 


7905110061 



7903230741 


79051 10236 



7903160131 

30-320 

7905110061 



7904300233 


79051 10068 

30-269 


7903110229 

30-320 

79031 10074 

50-269 


7903160003 

30-320 

7903070006 



7903110206 

30-320 

7903230113 



7903220442 

50-320 

7903110061 



7903110301 


7905110226 



7903220432 

30-320 

7903140036 



7903210027 

30-320 

7903290397 



7903160010 

30-320 

7903250210 

50-233 


7903110319 

30-320 

79031 10060 



7903110203 

50-320 

7903230090 



7903110300 

50-320 

7903240476 



7903110203 

50-320 

7903230087 

50-233 


7903110300 

30-320 

7903230102 



7903110209 

30-320 

7903110033 



7903110283 

30-320 




7903110300 

30-320 



Probablllitlc Analytl* Branch 

7903160002 

50-320 




7903230419 





7904180171 


7903230460 



7903230443 


7903090330 



7903160064 

30-320 

7903090334 



7903230449 


7903080033 



7904100171 


7903200308 



7903110313 

50-320 

7903230311 



7903110312 

30-320 

7903080002 



7903160139 

30-320 

7903020142 



7903160143 

30-320 

7903290010 



7903160149 

1 30-320 

7903250483 



7903230434 


7903230606 


EnvlrofiMental Effect* Research 

Branch 7904210061 


7903210013 

30-320 


7903110273 

80-320 

7903100036 


8y«tam« Perforsuince Branch 

7905110273 

30-320 

7904270576 

30-320 

Dlvltlon of Reactor Safety Research 7904170091 


7903140136 

30-320 


7903110323 

30-320 

7903140132 

30-320 


7903140017 

30-320 

7903140129 

30-320 


7908110363 

30-320 

7903160096 

80-320 


7903110328 

30-320 

7903140134 

50-320 


7903170277 


7904270178 

30-320 


7903110203 


79032S0322 



7908240264 


7903230460 


Assistant Director for Advanced 

Raactor 7903110263 

30-920 

7903160104 

50-320 

Safety Research 



7903090226 

30-320 


7903110307 

30-320 

7905090219 

30-320 


7903110233 

50-320 

7903300420 

30-320 


7905110287 

30-320 




7903110263 

80-320 

7905300437 

30-320 


7905110233 

80-320 

7905300374 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. Application/Construction Stage Documents and Correspondence 

This category follows the application from submission to the day preceding the issuance of an 
operating license. It includes all correspondence and documents with substantive technical con- 
tent that do not fall into other specific categories. Included are: 

1. Correspondence and documents relating to unresolved design and construction issues. 

2. Meeting announcements and summaries of meeting discussions on issues of item 1. 

3. Correspondence regarding Preliminary and Final Safety Analysis Reports. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Applicant’s Quality Assurance Manual. 

6. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

7. Federal Register notices that do not apply to other categories. 

8. Information on laws and changes in regulations or policy tliat affect tlie status of the applica- 
tion (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Scheduling of license application submission or review, 

10. Reports of site visits. 

11. Backup technical documents (I.e,, topical reports) submitted in support of the application. 

12. Early site review information. 

13. Construction Permit, amendments and correspondence relating to construction permit. 

14. Environmental review information. 

15. Construction permit. 

B, Utility Preliminary Safety Analysis Report (PSAR) and Amendments 

This category is strictly limited to the Items listed below. All related c 
Category A. 

1, Preliminary Safety Analysis Report (PSAR) submitted bj 

2, Amendments and changes to the PSAR. 

3, Transmittal letters. 

4, Letters acknowledging receipt. 

5, Hazards Summary Report submitted by utility (now desl, 
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6. Safety Analysis Report submitted by utility (now designated PSAR). 

7. Certificates of Service of PSAR. 


C. Utility Environmental Report (ER), Amendments and Correspondence 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER, 

3. Transmittal letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal Register notice citing availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 


D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), Supplements and 
Correspondence 

1. Draft and Final Environmental (Impact) Statements (DES and FES). 

2. Supplements to DES and FES. 

3. Correspondence relating to the DES or FES. 

4. Comments from other federal, state, and local government agencies. 

5. Transmittal letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Notices of availability of above. 

9. Draft of detailed statement 


iRC Safety Evaluation Report (SER), Supplements and Correspondence 
’ ‘^'^fety Evaluation Report (SER). 

0 SER. 
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4. Notices advising of the availability of 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
safety review or safety evaluation. 

8. Transmittal letters. 

9. Comments from other agencies relative to safety review. 

10. NRC-ABC Hazard Analysis Reports (now designated SER). 


F, Security^ Medical, Emergency, and Fire-Protection Plans 

Ail plans in this category are submitted separately. Information submitted for the PSAR or FSAR 
is excluded. 

1. Correspondence relating to plans, 

2. Supplements, changes, and revisions to plans. 

3. Fire Hazard Protection Plan and Surveys. 


G. Adjudicatory Correspondence 

Tills category contains all documents on liearlngs, Atomic Safety and Licensing Board (ASLB) 
review, and opposition except word-for-word transcripts of ASLB hearings (Category T) and anti- 
trust hearings (Category N). 

1. ASLB hearing and review documents. 

2. Correspondence to and from interveners. 

3. Correspondence to and from persons writing in opposition to tlie facility* Those writing for 

information or in support of the facility are in category H, 

4. Board orders and decisions* 

5. Requests to make appearances at liearings. 

6. Transmittal of supporting documents (i.e., SER, FES) to the board. 

7. Federal Register notices regarding hearings. 

8. Requests for a hearing, 

9. Petitions from participants (including petition for request for extension 

10, Corrections to transcripts* 

11. Professional quaUflcations, if presented at a hearing. 
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12. Memorandums and orders authorizing issuance of license, changes, and other issuances by 
the Atomic Safety and licensing Board. 

13, Hearing index. 


H. General correspondence 

This category includes documents with little or no bearing on the status of the application or 
license. Items that have no substantive technical content or meaning for the status of the license 
or application are included. 

1. Qualification statements of new employees, 

2. Change of address notifications. 

3. Changes in organization. 

4. Changes in service lists, ‘‘Certificate of Service” documents (without a document attached). 

5. NRC requests to applicant for additional copies of documents. 

6. Correspondence from tlxe public in support of or requesting information about the facility. 

7. Letters of “concern” (NOT “opposition”) and response thereto. 

8. Correspondence on strictly administrative matters. 

9. Correspondence regarding the local Public Document Room. 

10. Memoranda to Public Document Room regarding withholding a document (unaccompanied by 
that document). 

11. Press releases from applicant. 

12. Any other material tlxat fits the criteria given above. 

13. Professional qualifications (resumes), ^ 

14. Congressional correspondence and constituent letters. 

ormation 

1. Company annual reports, 

2. Separately submitted financial information and related correspondence. 


J. Insurance and Indemnity Information 

1. All correspondence and documentation regarding indemnity and insurance. 

2. Endorsements to insurance policies, 

3. NELPIA - Nuclear Energy Liability Property Insurance information. 
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K. Utility Final Safety Analysis Report (FSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence falls in 
category A or P. 

1. Final Safety Analysis Report (FSAR). 

2. Amendments and changes to the FSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of items. 

5. Hazards Final Summary Report (now designated FSAR). 

6. Certificates of Service of FSAR. 


L, Limited Wotk Authorization and Related Correspondence 

This category is limited to Items issued before the construction permit is granted. 

1. Limited Work Autliorizalions. 

2. Environmental exemptions. 

3. Correspondence relating to 1 and 2. 

4. All Information concerning site preparation prior to the issuance of a construction permit. 


M, Antitrust Correspondence 

1. All material concerning antitrust except hearing transcripts (category N) 

2. All material marked with an A immediately following the docket number. The A signifies 
antitrust proceedings. 


N. Antitrust Hearing Transcripts 

This category contains only word-for-word transcripts of hearings in antitrust 
cases they will be marked with an A following the docket number. Related 
in category M. 


0. Advisoty Committee on Reactor Safeguards (ACRS) Reports and Correspondence 

1. Correspondence and letter reports relating to ACRS reviews 

2 . Correspondence from ACRS 

3. Announcements of ACRS meetings 
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4* Transmittal letters to ACRS 


5. ACRS reports. 


P. Operating License Stage Documents and Correspondence 

This file assumes tlie position of the application file for general technical items dated on or after 
the issuance of the operating license. It includes: 

L Operating license, amendments, proposed amendments, and changes, 

2. Technical specifications and changes. 

3. Announcements of issuance of 1 and 2. 

4. Transmittal letters, 

5. All general technical correspondence relating to technical specifications or operating license. 

6. License conditions. 

7. Operator licenses or administrative information bearing on the licensing of operators. 

8. Meeting announcements or summaries of discussions where the main subject is technical 
specifications, operating license, or any technical issue arising after the issuance of tlie 
operating license. 

9. Correspondence regarding codes (ASME), regulations, laws, or changes in policy that may 
affect plant operation or bear on the operating license. 

10. Information on the Standard Review Plan (SRP). 

11. Results of surveys or tests conducted in accordance with the technical specifications (NOT 
periodic reports, which fall in category R), 

12. Requests for issuance of operating license, 

13. Requests for copies of items 1 and 2 and responses. 

14. Correspondence on generic technical issues. 

15. Owner’s group meeting announcements and reports. 

16. Orders for modification of license, 

17. Requests for extension date of license or license modification. 

18. Quality assurance information. 

Environmental matters (technical). 

)re cooling system, 
vaste information. 
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Q, Inspection Reports, IE Bulletins md Comspondence 

1. Inspection reports. 

2. Bulletins and Circulars of NRC Office of Inspection and Enforcement (IE). 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of Inspection repoits. 

5. Letters concerning areas of noncompliance, 

6. Any correspondence relating to inspection and enforcement that does not specifically relate 
to incidents as defined in category S. 

7. In-service inspections. 

8. Regulatory Operations (RO) Bulletins. 


R* Periodic Operating Reports and Related Correspondence 
This category includes periodic reports of a routine nature. 

1, Monthly, semiannual, or annual reports (other than financial). 

2, Periodic environmental monitorings effluent testing, or similar reports. 

3. Gray Book Information, 

4. Correspondence or other documents relating to the above listed items. 


S, Reportable Occurrences, LERs and Related Correspondence 

This category contains all materials relating to abnormal, unusual, reportable, nonroutine, or 10 
CFR 50.55e occurrences. This includes: 

1. All 24-hour, lO-day, 30-(lay, interim, final, and followup reports on tJiese events, 

2. Other related documents. 

NOTE: Also called licensee event reports, Incident reports, etc. 


T. Hearing Transcripts on Non-Antifrust Matters 

This category contains only word-for-word transcripts in non-antitrust matters. Related correspond- 
ence is in category G. 
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